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PREFACE  TO  THE  SECOND  EDITION 


Since  the  first  edition  of  “Radio  Telegraphy  and  Telephony”  was 
published  notable  achievements  have  been  made  in  the  field  of  radio. 
The  recent  advances  in  radio  are  found  not  in  new  invention,  but  in 
the  refinement  and  perfection  which  are  observed  readily  in  every 
branch  and  phase  of  the  industry. 

In  aviation,  the  safety  factors  on  the  highways  of  the  air  have  been 
enlarged  by  the  development  of  highly  efficient  apparatus  for  two-way 
communication.  In  radio  broadcast  transmitter  design,  outstanding 
accomplishment  has  been  made,  especially  in  controlling  transmitted  fre¬ 
quency  and  increasing  the  quality  of  transmission.  Commercial  com¬ 
munication  on  high-frequencies  is  now  an  everyday  reality;  here  again 
the  persevering  amateur  stands  in  bold  relief — he  proved  that  short 
wave  communication  is  practical  indeed.  Vacuum  tubes  for  both 
transmitting  and  receiving  have  been  perfected  to  a  high  state  of  effi¬ 
ciency.  The  use  of  screen-grid  tubes  for  transmitters,  as  well  as  for 
receivers,  represents  a  big  step  forward.  Perfection  of  the  variable  mu 
tetrode  and  practical  utilization  of  the  pentode  vacuum  tube  are  of  more 
than  passing  interest.  Radio’s  greatest  service  to  mankind  lies  in  the 
protection  it  affords  to  life  at  sea.  Material  improvement  has  been  made 
upon  marine  radio  apparatus,  especially  direction-finder  equipment. 

Great  care  has  been  expended  to  include  accounts  of  all  important 
advances  in  the  radio  field,  except  in  Television,  since  the  appearance  of 
the  first  edition  of  the  book.  Additions  have  been  made  to  the  chapters 
on  Vacuum  Tubes  and  Commercial  Transmitters,  and  three  new  chap¬ 
ters  on  Receiving  Apparatus,  Aviation  Radio  and  Radio  Broadcasting 
have  been  added. 

V 

As  in  the  first  edition  of  the  book,  attention  has  been  given  to  radio 
practice  and  principles  involved  in  the  operation  of  radio  apparatus  in 
general.  Thanks  are  extended  to  Mr.  I.  R.  Baker  of  the  RCA-Victor 
Company,  the  Airways  Division  of  the  U.  S.  Department  of  Commerce, 
the  Western  Electric  Company,  and  the  Radiomarine  Corporation  of 
America  for  information  and  illustrations  furnished  for  this  second  and 
enlarged  edition. 

The  Authors. 

September  1,  1931. 


PREFACE  TO  THE  FIRST  EDITION 

Many  years  of  practical  experience  devoted  exclusively  to  research 
and  especially  to  instructing  students  of  radio  communication  have 
given  the  authors  the  incentive  to  prepare  the  text  in  this  book,  with 
the  expectation  that  it  may  not  only  be  of  instructional  value  to  non¬ 
technical  students  and  readers  generally,  but  that  it  may  serve  the 
radio  field  as  a  practical  handbook. 

Conscientious  efforts  have  been  made  to  treat  the  present-day 
aspects  of  the  various  co-related  subjects  of  radiation,  both  theoretically 
and  practically,  with  frequent  analogies,  to  make  the  phases  of  it  clearer 
to  persons  who  may  desire  more  light  than  they  possess  on  the  causes, 
effects  and  uses  of  radio  phenomena. 

From  the  earliest  understanding  of  the  principles  of  radio  science 
to  the  present  highly  complex  application  of  those  principles,  the  stu¬ 
dent  will  observe  a  logical,  unbroken  sequence.  In  other  words,  the 
story  of  radio  is  a  fascinating,  progressive  record,  in  which  the  essential 
forces  recognized  in  the  functioning  of  the  earliest  equipment  remain 
to-day  unchanged  except  as  they  have  yielded  to  inventive  genius  and 
the  introduction  of  refinements  as  found  in  the  modem  radio  tele¬ 
graphic  and  telephonic  installations,  that  have  immeasurably  broad¬ 
ened  the  usefulness  of  this  science  in  its  service  to  mankind. 

The  authors  are  indebted  to  Mr.  E.  E.  Bucher,  the  Institute  of 
Radio  Engineers,  American  Radio  Relay  League,  Radio  Corporation 
of  America,  General  Electric  Company,  Westinghouse  Electric 
Company,  The  Electric  Storage  Battery  Company,  Crocker- Wheeler 
Electric  Manufacturing  Company,  Edison  Storage  Battery  Company, 
and  others  for  valuable  assistance  in  the  form  of  information,  liter¬ 
ature,  illustrations  and  diagrams. 

The  Authors. 
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CHAPTER  I 

INTRODUCTORY 

The  transmission  of  intelligible  signals  through  space,  without  the 
aid  of  wires  or  other  conducting  medium,  is  accomplished  by  setting  up 
an  electrical  disturbance  in  space  known  as  wireless,  or  radio  telegraphy 
or  telephony.  The  term  “  wireless  ”  is  derived  from  the  fact  that  com¬ 
munication  may  be  effected  between  two  points  without  the  aid  of  wires 
connecting  the  points;  the  term  “  radio  ”  is  derived  from  the  fact  that 
the  electrical  energy  released  into  space  is  radiated  in  all  directions. 
Wireless  and  radio,  therefore,  mean  one  and  the  same  thing. 

If  a  stone  is  thrown  into  a  body  of  water,  with  a  surface  that  is 
smooth,  or  in  a  state  of  rest,  waves  or  ripples  will  form  and  gradually 
spread  in  all  directions.  In  setting  up  an  electrical  disturbance  in  the 
space  surrounding  the  antenna  electrical  waves  are  formed,  and  spread 
in  all  directions  as  in  the  case  of  waves  on  the  surface  of  the  water. 
There  is,  however,  a  great  difference  in  the  time  required  to  cover  a  given 
distance  in  the  case  of  the  waves  on  the  water  and  the  waves  of  electrical 
disturbance  in  space.  When  a  stone  is  thrown  into  the  water,  several 
minutes  will  elapse  while  the  waves  form,  spread  out,  and  reach  the  shore 
of  the  pond,  or  pool,  or  before  they  gradually  die  out  in  the  distance. 
Waves  made  by  an  electrical  disturbance  travel  at  such  a  tremendous 
speed  that  their  presence  may  be  detected  at  great  distances  at  practi¬ 
cally  the  same  instant  the  disturbance  is  set  up.  In  fact,  it  may  be 
said  that  their  action  is  simultaneous.  It  is  definitely  known  that 
electrical  waves  travel  at  the  speed  of  light,  which  is  186,000  miles  a 
second,  approximately. 

This  means,  in  effect,  that  if  a  radio  signal  is  sent  from  a  point  in 
the  United  States,  it  will  be  heard  practically  simultaneously  at  a  point 
in  Europe,  if  the  transmitter  has  sufficient  power  to  send  a  signal  that 
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far.  For  example,  the  exact  time  required  for  a  signal  to  go  entirely 
around  the  world,  approximately  25,000  miles,  can  be  figured  out  very 
readily  as  follows:  Radio  waves  travel  at  the  rate  of  186,000  miles  per 
second.  Distance  around  the  earth,  25,000  miles.  Divide  25,000  by 
186,000,  and  the  result  is  approximately  one-seventh  of  a  second. 

It  is  therefore  apparent  that  so  far  as  the  question  of  time  is  con¬ 
cerned,  radio  waves,  carrying  intelligible  signals,  can  be  considered 
simultaneous  in  their  action  and  effect  over  any  distance  with  which 
the  people  of  this  earth  are  concerned. 

In  order  to  communicate  successfully  between  two  points  without 
the  aid  of  wires,  it  is  necessary  to  set  up  a  disturbance  in  the  intervening 
space  between  the  transmitter  antenna  and  the  receiving  station  an¬ 
tenna  by  means  of  suitable  apparatus. 

When  electrical  energy,  in  the  form  of  an  electrical  disturbance,  is 
released  into  space  for  the  purpose  of  effecting  communication,  it  is 
necessary  that  this  disturbance  or  energy  be  controlled  in  such  a  way 
as  to  make  intelligible  signals.  In  radio  telegraphy  this  is  accomplished 
by  means  of  transmitting  energy  in  various  combinations  of  short  and 
long  impulses,  known  as  dots  and  dashes,  or  code.  The  code  used  on 
the  land  telegraph  lines  of  the  United  States  is  known  as  American 
Morse  Code;  the  code  used  for  radio  signaling  is  known  as  International 
(the  Continental)  Morse  Code.  International  radio  laws  prescribe  that 
the  International  (the  Continental)  Morse  Code  is  to  be  used  for  radio 
telegraph  work. 

There  are  two  separate  and  distinct  parts  to  every  radio  station, 
regardless  of  class  or  power.  It  is  possible  to  have  a  station  equipped 
for  transmitting  only,  or  for  receiving  only.  Commercial  stations  are 
equipped  for  both  transmitting  and  receiving.  Among  the  amateur 
radio  operators  of  the  United  States,  however,  there  are  probably  hun¬ 
dreds  of  stations  equipped  for  receiving  only,  to  each  one  equipped  for 
both  purposes.  In  the  commercial  field,  both  transmitting  and  receiv¬ 
ing  equipments  are  provided  invariably  in  all  classes  of  stations. 

The  transmitting  end  of  radio  is  the  more  comprehensive  and  com¬ 
plicated  of  the  two,  and  more  knowledge  of  electrical  and  radio  matters 
is  required  to  operate  a  transmitter  properly  than  is  necessary  in  the 
case  of  receiving  equipment.  The  transmitting  apparatus  is  also  more 
costly  to  install  and  operate  than  receiving  equipment.  As  the  trans¬ 
mission  of  intelligence  in  some  form  or  other  is  the  primary  object  for 
installing  a  radio  transmitter,  means  must  be  provided  for  utilizing  a 
source  of  primary  power  (such  as  current  from  a  storage  battery  or 
house  lighting  current)  and  transforming  it  by  means  of  the  proper 
equipment  into  the  kind  of  current  necessary  for  radio  work. 
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As  energy  flows  in  the  antenna  (or  aerial  wire)  circuit  it  is  radiated 
away  from  the  antenna,  and  the  effect  of  the  signal  so  created  spreads 
in  all  directions,  somewhat  as  the  waves  on  the  surface  of  water,  in  the 
manner  previously  explained. 

In  order  to  detect  radio  signals  it  is  necessary  to  employ  a  means 
of  gathering  in  signals  and  transforming  them  into  audible  tones.  This 
requires  that  the  receiving  station  must  be  attuned  to,  or  be  in  tune 
with,  the  transmitting  station,  on  the  same  principle  that  if  the  note  E 
of  a  piano  is  struck,  it  will  set  up  vibrations  in  the  E  string  of  a  nearby 
violin.  This  principle  in  radio  is  known  as  resonance  and  is  a  very 
important  condition  in  all  forms  of  radic  communications,  at  both  the 
transmitting  and  receiving  ends. 

The  most  important  part  of  receiving  equipment,  however,  is  what 
is  known  as  the  detector,  for  without  it  nothing  can  be  heard.  Detect¬ 
ors  are  of  two  kinds.  Some  have  a  small  piece  of  mineral  in  contact 
with  the  point  of  a  fine  wire  as  the  sensitive  element,  but  the  most 
sensitive  detector  is  known  as  a  vacuum  tube,  which,  in  exterior  ap¬ 
pearance,  is  a  miniature  incandescent  lamp,  or  electric  light.  But  it 
contains  two  other  elements  in  addition  to  the  usual  filament  of  an 
incandescent  lamp,  each  of  which  serves  a  very  particular  and  impor¬ 
tant  purpose  in  the  detection  of  radio  signals. 

Head  telephones,  of  the  type  “  Miss  Central  ”  uses,  are  connected 
to  the  detector,  and  by  means  of  them  the  detected  signal  is  made 
audible  to  the  ear. 

Electricity  used  for  power,  light  and  heat  may  also  be  used  as  the 
primaiy  power  for  radio  transmitting  stations,  although  it  is  necessary 
in  creating  radio  signals  to  change  its  form  considerably  from  that  of 
the  ordinary  house-lighting  current,  to  which  we  are  accustomed. 

Electric  current  is  electricity  in  motion  in  conductors.  It  is  not 
definitely  known  just  what  electricity  really  is,  except  that  it  is  an  invisi¬ 
ble  force.  The  laws  of  electricity,  however,  are  fairly  well  understood, 
and  by  means  of  them  electric  current  can  be  controlled  and  made  to  do 
much  useful  work.  Electricity  can  be  generated  at  one  point,  conducted 
to  another  point  and  converted  into  power,  heat,  or  light,  by  means  of 
suitable  equipment.  Its  field  of  usefulness  is  seemingly  unlimited. 

At  Niagara  Falls,  for  instance,  there  are  several  large  water-power 
plants  for  generating  electric  current,  which  employ  the  water  from  the 
river  above  the  cataract  as  a  motive  power.  The  water  is  led  through 
long  conduits  or  sluiceways  to  immense  water-wheels,  which,  in  turn, 
are  connected  to  electrical  generators.  The  current  from  these  gen¬ 
erators  is  distributed  by  wires  to  a  large  number  of  cities,  towns,  and 
villages,  some  of  them  hundreds  of  miles  away  from  the  point  where 
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the  current  is  generated.  At  these  destinations  it  is  converted  into 
heat,  light  or  energy,  for  electric  railways,  homes,  street  lighting,  and 
for  power  purposes  in  factories  of  all  kinds.  Electricity  is  generated 
also  at  thousands  of  points  in  this  country  in  steam  plants,  where  boilers 
and  engines  take  the  place  of  the  water-power  of  Niagara  Falls  and 
other  high-power  water-driven  generating  plants. 


CHAPTER  II 


MAGNETISM— THE  ELECTRON  THEORY 

THE  MAGNETIC  CIRCUIT — ELECTROMAGNETISM 

Learning  the  Subject. — In  order  to  acquire  a  sound  knowledge  of 
radio  operation  the  student  must  thoroughly  understand  the  funda¬ 
mental  principles  of  magnetism  and  electricity.  This  is  a  point  to  be 
always  kept  in  mind.  On  many  occasions  students  have  been  heard  to 
exclaim:  “  I  want  to  learn  radio,  not  electricity.”  That  is  impossible, 
because  radio  phenomena  are  electrical  phenomena. 

If  there  is  difficulty  in  mastering  an  electrical  subject  the  difficulty 
is  met  at  the  beginning,  or  elementary  stage.  Because  neither  electricity 
or  magnetism  can  be  seen,  their  actions  are  supposed  to  be  surrounded  by 
mystery.  Since,  however,  the  effects  of  electricity  and  magnetism  can 
be  observed  and  their  actions  always  follow  definite  rules,  the  student, 
by  applying  reasoning  with  study,  can  master  the  subject. 

The  Magnet. — The  name  magnet  was  given,  supposedly  by  early 
mariners,  to  black-colored  stones,  known  as  oxide  of  iron,  magnetite, 
Fe304,  because  they  possessed  the  property  of  attracting  iron.  If  was 
discovered  that  if  a  piece  of  this  magnetic  stone  was  freely  suspended,  it 
would  assume  a  position  pointing  nearly  due  north  and  south,  and  it 
was  given  the  name  of  lodestone  (leading  stone).  It  will  be  noted  that, 
regardless  of  the  position  in  which  the  lodestone  is  held  when  suspended, 
it  will  turn  in  a  definite  direction  when  free  to  move.  It  will  be  ob¬ 
served  that  one  end  of  the  lodestone  points  towards  the  north  and  the 
other  end  towards  the  south;  one  is  a  north-seeking  pole  and  the  other 
a  south-seeking  pole.  For  all  practical  purposes  they  are  termed  North 
and  South  poles,  respectively. 

Now  if  an  ordinary  commercial  bar  magnet  is  so  suspended  that  it 
is  free  to  turn  it  will  be  found  to  act  exactly  as  does  the  lodestone;  one 
of  its  poles  will  point  north  and  the  other  south. 

Magnetism. — If  a  small  iron  nail,  an  ordinary  steel  sewing-needle, 
a  copper  tack,  a  brass  tack  or  screw,  and  a  piece  of  paper  are  so  placed 
that  each  may  be  subjected  to  the  influence  of  one  end  of  a  lodestone 
or  magnet,  it  will  be  found  that  the  iron  nail  and  needle  are  attracted 
to  the  magnet,  whereas  copper,  brass  and  paper  are  in  no  manner 
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affected*  The  same  result  will  be  obtained  if  the  opposite  end  or  pole 
of  the  magnet  is  presented  to  the  same  particles.  If,  however,  a  mag¬ 
net  possessing  considerable  magnetic  strength  should  be  applied  as  in 
the  foregoing  experiment,  it  would  be  observed  that  the  paper  would 
be  feebly  attracted  and  the  copper  feebly  repelled.  This  indicates  that 
substances  may  be  divided  into  three  classes: 

(1)  Ferro-magnetic  (strongly  magnetic). 

(2)  Para-magnetic  (feebly  magnetic). 

(3)  Diamagnetic  (substances  feebly  repelled). 

The  energy  contained  in  a  magnet,  which  enables  the  magnet  to 
perform  its  function  of  attracting  certain  metals  at  a  distance,  travels 
through  space,  thereby  linking  the  magnet  to  the  metal  it  attracts. 
This  can  be  shown  by  holding  either  pole  of  a  magnet  an  inch  or  more 
(depending  upon  the  strength  of  the  magnet)  from  a  small  iron  nail. 
The  nail  will  “  jump  ”  toward  and  cling  to  the  magnet. 

If  small  iron  filings  are  evenly  sprinkled  over  a  piece  of  moderately 
stiff  paper  and  the  paper  placed  on  top  of  a  bar  magnet,  it  will  be  ob¬ 
served  that  the  filings  arrange  themselves  in  certain  defined  lines  around 
the  magnet.  This  shows  clearly  that  the  energy  possessed  by  a  mag¬ 
net  does  a  certain  amount  of  work,  through  a  space  medium,  in  arrang¬ 
ing  the  filings  and  proving  that  the  energy  stored  in  a  magnet  acts  on 
the  space  medium  in  such  manner  as  to  strain  it.  The  space  medium 
resents  the  strain  and  endeavors  to  reduce  it,  which,  as  will  be  shown 
later,  can  best  be  accomplished  by  rearranging  the  iron  filings.  Thus, 
the  space  medium  is  strained  by  the  magnet  and,  in  an  effort  to  recover 

its  normal  state, 
moves  or  arranges 
the  filings. 

The  lines  along 
which  the  filings  are 
arranged  are  known 
as  “  lines  of  force.” 

The  “  magnetic 
field  ”  is  that  region 
surrounding  a  mag- 

Fig.  1. — Lines  of  force  and  strain  lines  (magnetic  spec-  0CCUP^e<^  ^y 
trum)  produced  by  a  bar  magnet  as  shown  by  the  arrange-  h1*68  °f  force. 

ment  of  iron  filings.  If  we  take  a 

paper  on  which  iron 

filings  have  been  sprinkled,  as  explained  in  the  preceding  paragraph, 
it  will  be  noted  by  observing  Fig.  1  that  the  entire  region  surround- 
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ing  the  magnet,  as  indicated  by  the  iron  filings,  is  in  a  state  of 
strain,  and  that  the  largest  number  of  strain  lines  (lines  of  force) 
branch  out  from  the  poles.  It  is  noted  that  the  lines  of  force  take 
the  form  of  curves.  They  start  at  one  end  from  points  at  varying 
distances  along  the  length  of  the  magnet,  and  finish  at  points  equally 
distant  from  the  other  end,  leaving  and  entering  at  right  angles  to  the 
magnet  surface.  Referring  to  Fig.  1,  it  is  quite  obvious  that  an 
appreciable  portion  of  the  lines  of  force  reach  out  into  regions  consid¬ 
erable  distance  from  the  magnet.  The  lines  of  force  leaving  the  north 
pole  re-enter  the  magnet  at  the  south  pole,  and  are  considered  as  hav¬ 
ing  traveled  through  an  infinite  amount  of  space  medium  from  the 
time  they  left  the  north  pole  until  they  re-enter  the  south  pole.  The 
lines  of  force  which  issue  forth  from  a  weak  magnet  supposedly  extend 
as  far  distant  as  those  from  a  strong  magnet,  but  since,  in  the  latter 
case,  the  lines  of  force  are  unable  to  get  far  away  from  each  other,  they 
are  packed  very  closely  together  because  they  occupy  the  same  space 
medium  as  the  lesser  number  of  lines  of  force  which  issue  from  the 
weaker  magnet.  A  magnetic  field  of  great  density  possesses  great 
strength,  and  the  strength  of  a  magnet  is  dependent  upon  the  close¬ 
ness  of  the  lines  of  force  rather  than  the  distance  they  extend. 

The  space  medium  through  which  the  energy  of  a  magnet  acts  will 
now  be  considered.  Nothing  definite  is  known  of  the  actual  nature  of 
this  medium,  yet  we  have  proof  that  a  medium  does  exist.  Air  cannot 
be  considered  as  the  medium,  because,  as  an  illustration,  the  sun's  heat 
rays  travel  millions  of  miles  in  reaching  the  earth,  of  which  distance 
only  a  few  hundred  miles  is  air.  In  addition,  we  have  proof  of  a  medium 
other  than  air  in  our  electric-light  bulbs  from  which  all  air  has  been 
pumped,  leaving  the  interior  elements  in  a  nearly  complete  vacuum. 

Law  of  Magnetism. — If  two  magnets  are  freely  suspended  and  the 
north  pole  of  one  is  brought  near  to  the  north  pole  of  the  other,  the 
former  swings  around  in  a  direction  which  places  its  north  pole  as  far 
away  as  possible  from  the  approaching  north  pole  of  the  latter.  A  simi¬ 
lar  effect  is  produced  when  two  south  poles  are  brought  near  to  each 
other;  but  when  the  north  pole  of  one  suspended  magnet  is  brought 
towards  the  south  pole  of  another  suspended  magnet,  the  latter  is  found 
to  swing  so  that  it  comes  to  rest  in  a  position  as  near  as  possible  to  the 
approaching  north  pole. 

From  these  facts  we  find  the  First  Law  of  Magnetism : 

Like  poles  repel  each  other. 

Unlike  poles  attract  each  other. 

Figs.  2 a  and  2 b  illustrate  the  principles  of  magnetic  attraction 
and  repulsion. 


8 


MAGNETISM— THE  ELECTRON  THEORY 


It  was  previously  explained  that  the  lines  of  force  leaving  a  magnet 
at  points  distant  from  the  center  towards  the  north  pole  return  to  it  in 
ever-widening  curves.  The  lines  which  leave  at  the  extreme  end  take 

a  path  of  considerable  length 
through  which  to  re-enter  the 
magnet  at  the  other  end.  This 
is  true  because  all  the  lines  of 
force  which  leave  the  north  pole 
are  north  pole  lines  of  force, 
and,  as  like  poles  repel,  each  line 
endeavors  to  push  the  other, 
with  the  result  that  the  inside 
lines  (those  nearest  the  magnet) 
force  the  outside  lines  outward 
and  outward  into  space,  com¬ 
pelling  them  to  travel  longer 
paths  through  which  to  re-enter 
the  magnet.  Each  line  of  force 
endeavors  to  take  the  shortest 
path  from  pole  to  pole,  because 
the  energy  of  a  magnet,  acting 
through  the  space  medium, 
does  so  by  making  the  medium  contract  along  lines  parallel  to  the 
magnet  poles.  It  may  be  stated  that  energy  acting  through  the 
medium  shrinks  it  along  certain  lines. 

If  a  common  sewing  needle  is  dipped  into  a  pile  of  iron  filings  it  will 
not  attract  the  filings  nor  will  it,  when  laid  end  to  end  with  another 
needle,  attract  the  other  needle.  But  briskly  rub  one  of  the  needles 
along  its  entire  length  several  times  with  one  of  the  poles  of  a  bar 
magnet,  and  it  will  be  found  that  the  needle  has  become  a  miniature 
magnet  with  magnetic  properties  similar  to  the  bar  magnet  with  which 
it  was  rubbed.  Magnetism  has  been  induced  into  the  needle. 

In  the  foregoing  example  nothing  material  has  been  added  to  the 
needle;  it  has  not  been  given  anything  which  it  did  not  possess.  The 
changing  of  the  needle's  state,  or  the  developing  of  an  existing,  but  not 
evident,  force  is  all  that  has  been  accomplished. 

If  a  bar  magnet  is  halved  and  re-halved  until  it  has  been  subdivided 
into  a  great  many  pieces  it  will  be  found  that  each  piece  has  a  north 
and  a  south  pole  and  is  a  complete  magnet  in  every  respect.  This  phe¬ 
nomenon  may  be  understood  by  the  student's  realization  that  anything 
which  possesses  weight  is  matter  and  that  theoretically  a  molecule  is  the 
smallest  particle  into  which  it  is  possible  to  divide  matter.  A  molecule 
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Fig.  2a. — Unlike  magnetic  poles  attract. 
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Fig.  2b. — Like  magnetic  poles  repel. 
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of  iron  is  composed  of  many  atoms  within  which  electrons  are  presumed 
to  revolve.  An  iron  bar  is  made  up  of  molecules,  each  separated  from  the 
others. 

The  Electron  Theory. — According  to  scientists,  the  earth  countless 
ages  ago  was  a  collection  of  high-temperature  gases  revolving  around 
the  sun.  As  the  outer  surface  cooled,  solidification  took  place  and  many 
varied  substances  were  formed.  In  the  formation  of  atoms  of  different 
substances  electrons  were  caught  and  imprisoned  and  presumably  re¬ 
volve  within  their  atoms  in  the  same  manner  as  the  earth  revolves 
around  the  sun.  A  conception  of  the  minuteness  of  an  electron  may 
be  had  when  we  realize  that  it  is  much  smaller  than  an  atom,  that  an 
atom  is  much  smaller  than  a  molecule,  and  that  a  molecule  is  not  of 
sufficient  size  to  be  detected  by  a  scientific  microscope.  The  presence 
of  electrons  and  the  energy  they  contain  have  been  made  known. 

In  their  continuous  revolutions  within  the  atoms  the  electrons  pro¬ 
duce  strains  in  the  space  medium  between  the  molecules  to  which  the 
atoms  belong. 

If  the  student  comprehends  the  existence  of  the  electron  he  can 
readily  picture  magnetism  as  a  concrete  thing. 

Magnetism,  as  previously  explained,  is  a  strain, 
and  the  lines  along  which  the  strain  exists  are 
the  lines  of  force.  The  molecules  of  iron  com¬ 
posing  an  iron  bar  are  tiny  magnets  possessing 
magnetic  property  by  virtue  of  the  straining  of 
the  medium  surrounding  them,  which  is  caused 
by  the  continuous  movement  of  the  electrons 
within  their  atoms.  Each  molecule  has  a  north 
pole  and  a  south  pole,  a  magnetic  field,  and  in 
reality  all  the  properties  of  a  magnet,  as  shown 
in  Figs.  3a  and  Zb.  If  the  foregoing  sentence 
is  understood,  it  can  readily  be  seen  why  any 
matter  which  has  a  north  pole  must  have  a  Fia.  36. 

south  pole.  We  have  proof  that  the  electrons  Showing  how  molecules  are 
are  in  constant  motion  because  of  the  de-  suPP°sed  to  arrange  them- 
tected  strains  and  magnetic  effects  produced.  sel^es  inside  of  a  magnet- 

The  lines  of  force  of  a  magnet  endeavor  to  ^ar 

shorten  themselves  as  much  as  possible  because 

of  the  straining  of  the  space  medium.  The  space  medium  tries  to 
assume  its  natural  state  much  the  same  as  a  stretched  rubber  band 
seeks  to  assume  its  normal  condition.  The  pressure  of  the  space 
medium  arranges  the  molecules  so  as  to  cause  them  to  produce  a  mini¬ 
mum  strain  by  grouping  them  in  a  closed  formation  in  an  iron  bar, 
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whereby  they  mutually  attract  one  another,  as  shown  in  Fig.  36,  and 
the  strains  are  therefore  inside  the  bar  entirely  between  molecule  and 
molecule. 

When  a  magnet  is  brought  near  to  an  iron  bar  a  strain  is  set  up  in 
and  around  the  bar,  the  molecule  groupings  inside  of  the  bar  are  broken 
up,  and  the  molecules  themselves,  each  of  which  has  a  north  and  south 
pole,  are  swung  round  in  such  position  that  their  north  poles  point  in 
one  direction  and  their  south  poles  in  the  opposite  direction,  as  shown 
in  Fig.  3a.  This  causes  the  energy  of  each  minute  molecular  magnet 
to  be  added  to  the  one  ahead  of  it,  and  finally  for  the  reason  just  stated, 
one  end  of  the  bar  becomes  a  north  pole  and  the  other  end  becomes  a 
south  pole,  with  the  collective  energy  of  all  the  minute  molecular  mag¬ 
nets  acting  between  its  two  poles  external  to  the  bar.  (The  individual 
molecules  illustrated  in  Figs.  3a  and  36  are  greatly  exaggerated  in  size 
to  convey  the  definite  arrangement  they  assume  when  the  bar  is  either 
magnetized  or  not  magnetized.) 

From  the  foregoing  explanations  it  is  not  difficult  to  understand  why 
iron  filings  map  out  the  strains  around  them.  Each  filing  has  energy 
stored  within  it,  but  its  molecules  are  so  arranged  that  this  energy  is 
wholly  confined  to  the  interior  of  the  filing,  because  of  the  position 
which  the  strain  has  forced  each  of  the  molecules  to  occupy.  The  iron 
filings  sprinkled  on  a  piece  of  paper,  when  subjected  to  magnetic  influ¬ 
ence,  act  similarly  to  the  molecules  within  the  iron  bar,  as  previously 
explained;  that  is,  the  filings  rearrange  themselves  in  such  manner  that 
all  their  north  pole  molecules  point  in  one  direction  and  all  their  south 
pole  molecules  point  in  the  opposite  direction.  Each  filing,  by  mag¬ 
netic  induction,  has  become  a  magnet,  and  the  energy  which  acted 
internally  between  the  molecules  of  the  filing  before  being  magnetized 
is  made  to  exert  itself  in  such  a  manner  that  an  external  field  is  set  up 
around  each  filing,  together  with  north  and  south  poles  at  the  points 
where  fines  of  force  issue  out  of  and  re-enter  it.  There  are  as  many 
lines  of  force  in  the  space  as  there  are  lines  in  the  magnetized  bar  when 
it  is  magnetically  saturated. 

Magnetic  Saturation. — When  a  magnet  induces  magnetism  in  a  non- 
magnetized  object,  the  electrons  of  the  inducing  magnet  perform  work 
on  the  non-magnetized  object  by  creating  a  strain,  thus  causing  the 
rearrangement  of  the  groups  of  molecules  of  the  object.  The  extent  of 
this  rearrangement  of  the  molecules  is  dependent  upon  the  magnitude 
of  the  strain  caused  by  the  inducing  magnet;  that  is,  if  the  inducing 
magnet  possesses  a  great  amount  of  energy,  the  groups  of  molecules  are 
more  completely  rearranged.  The  non-magnetized  object  is  at  its 
saturation  point,  or  magnetically  saturated,  when  the  magnetizing 
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force  applied  to  produce  magnetization  is  sufficiently  great  to  com¬ 
pletely  rearrange  the  molecules  of  the  object. 

It  was  previously  shown  that  the  strains  (lines  of  force)  surrounding 
a  magnet  so  arranged  the  molecules  of  a  non-magnetized  object  as  to 
cause  the  object  to  become  a  magnet.  The  strain  at  any  point  in  the 
field  of  a  magnet  is  the  magnetizing  force  at  that  point;  it  is  a  measure 
of  the  energy  of  the  magnet  and  its  ability  to  perform  the  work  of  mag¬ 
netization  upon  a  magnetic  substance  at  a  given  distance  from  the 
magnet.  The  strain  at  any  point  near  a  magnet,  or  the  magnetizing 
force,  is  shown  by  the  density  of  the  lines  of  force  at  that  point,  and 
is  a  measure  of  the  available  energy  for  accomplishing  work  at  that 
point. 

Classes  of  Magnets. — Magnets  are  divided  into  two  Classes:  tempo¬ 
rary  and  permanent .  A  bar  of  soft  iron  retains  its  magnetism  only 
while  under  the  influence  of  a  given  magnetizing  force,  and  is,  there¬ 
fore,  called  a  temporary  magnet.  A  bar  of  steel  which  possesses  a 
small  amount  of  crystallized  carbon  and  silicon  also  retains  its  magnet¬ 
ism  only  while  under  the  influence  of  a  magnetizing  force  and  is  classed 
as  a  temporary  magnet.  A  hard  steel  bar,  when  once  magnetized, 
retains  its  magnetism  permanently,  and  thereafter  is  known  as  a  per¬ 
manent  magnet.  An  iron  bar  possessing  a  large  percentage  of  crystal¬ 
lized  carbon  and  silicon  may  be  classed  as  a  permanent  magnet,  inas¬ 
much  as  it  will  not  quickly  lose  its  magnetism  after  magnetization. 

The  Temporary  Magnet. — If  an  ordinary  iron  nail  is  inserted  into  a 
heap  of  iron  filings  it  will  be  noticed  that  the  filings  are  not  attracted 
to  the  nail,  but  if  one  pole  of  a  magnet  is  applied  to  the  head  of  the 
nail,  it  will  be  found  that  a  certain  number  of  the  molecules  within  the 
nail  are  made  to  rearrange  themselves  by  the  strains  of  the  approach¬ 
ing  magnet;  hence  the  nail  has  become  a  magnet  and  attracts  some  of 
the  iron  filings.  With  one  pole  of  the  approaching  magnet  still  applied 
to  the  nail,  lift  the  nail  from  the  filings  and  notice  that  it  is  surrounded 
by  the  filings;  draw  the  approaching  magnet  from  the  nail  and  the  fil¬ 
ings  will  drop  away.  This  proves  that  the  iron  nail  is  a  temporary 
magnet. 

The  Permanent  Magnet. — If  a  magnetized  steel  needle  is  used  in  place 
of  the  iron  nail,  the  opposite  effect  will  be  noticed;  the  iron  filings  will 
not  drop  away  when  the  approaching  magnet  is  drawn  from  the  needle. 
The  steel  needle  is  a  permanent  magnet. 

Residual  Magnetism — Remanance — Retentivity — Coercivity — Coer¬ 
cive  Force. — A  certain  amount  of  magnetism  remains  in  all  magnetized 
objects,  even  iron,  after  the  magnetizing  force  has  been  withdrawn. 
This  remaining  magnetism  is  known  as  residual  magnetism ,  and  the  total 
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number  of  lines  of  force  of  residual  magnetism  is  called  the  remanence. 
The  power  of  steel  and  iron  to  resist  demagnetization,  after  having  been 
once  magnetized,  is  termed  its  retentivity.  Steel  possesses  greater  reten- 
tivity  than  iron  because,  as  previously  related,  soft  iron  becomes  sat¬ 
urated  with  magnetism  very  quickly  and  loses  it  almost  immediately 
when  the  inducing  magnetic  field  is  removed.  The  ability  of  steel  and 
some  forms  of  iron  to  retain  their  state  of  magnetization  is  called 
coercivity,  and  the  force  necessary  to  apply  to  a  magnet  to  demagnetize 
it  is  called  the  coercive  force. 

Permeability — Reluctivity. — The  ability  of  any  substance  to  conduct 
magnetic  lines  of  force  or  the  facility  the  substance  offers  to  magnetiza¬ 
tion  is  termed  its  permeability.  The  opposition  offered  by  any  substance 
to  magnetization  is  termed  its  reluctivity. 

Magnetic  Flux. — The  total  lines  of  force  permeating  a  magnetic 
circuit  comprise  the  magnetic  flux ,  or  simply  flux. 

Electromagnetism.— Electromagnetism  is  the  magnetism  produced 
around  a  conducting  medium  when  a  current  flows  through  it. 

If  a  piece  of  bare  or  insulated  copper  wire  is  connected  to  a  source 
of  current  supply  and  dipped  into  a  pile  of  iron  filings,  it  will  be  seen 
that  filings  are  attracted  to  all  sides  of  the  wire  as  though  it  were  a 
magnet.  The  filings  will  cling  to  any  part  of  the  wire  as  long  as  the 
current  is  flowing,  but  when  the  current  supply  is  disconnected,  the 
filings  will  drop  from  the  wire.  Further  proof  that  a  wire  carrying  a 
current  possesses  a  magnetic  field,  and  is  therefore  an  electromagnet, 
may  be  shown  by  laying  a  conductor,  through  which  a  current  of  elec¬ 
tricity  is  passing,  parallel  to  and  above  a  compass  needle.  The  com¬ 
pass  needle  will  tend  to  turn  at  right  angles  to  the  conductor,  and  so 
remain  as  long  as  current  is  flowing  through  the  conductor,  but  when 
the  current  is  cut  off  the  compass  needle  will  return  to  its  original  and 
normal  position. 

Direction  of  Magnetic  Lines  of  Force. — An  electric  current  passing 
through  a  conductor  produces  magnetic  lines  of  force  beginning  at  the 
center  of  the  wire.  These  lines  form  a  continuous  cylindrical  whirl  of 
circular  lines  along  the  entire  length  of  the  wire.  If  visible,  they  might 
appear  as  shown  in  Fig.  4a,  and  an  end  view  as  shown  in  Fig.  46.  These 
circular  lines  of  force  complete  their  circuits  independently  around  the 
wire,  that  is,  they  do  not  cut  or  cross  the  paths  of  one  another. 

The  lines  of  force  produced  by  a  current-carrying  conductor  have 
a  definite  direction,  depending  upon  the  direction  in  which  the  current 
is  flowing.  If  the  current  in  a  conductor  is  flowing  away  from  the 
reader,  as  shown  in  Fig.  5a,  the  direction  of  the  lines  of  force  will  be 
around  the  conductor  in  the  direction  of  the  hands  of  a  clock,  or  clock- 
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Fig.  4 a.  Fig.  46. 


Fig.  4a. — Showing  the  production  of  magnetic  whirls  or  lines  of  force  about  a  cur¬ 
rent  carrying  conductor. 

Fig.  46.— Cross-sectional  end  view  of  a  current  carrying  conductor  showing  the 
direction  of  the  magnetic  lines  of  force. 
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Fig.  5a. — Views  showing  the  direction  of  lines  of  force  about  a  conductor  when 
the  current  is  flowing  away  from  the  reader. 


Fig.  56. — Two  views  depicting  the  direction  of  lines  of  force  about  a  conductor  when 
the  current  is  flowing  toward  the  reader. 
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wise.  If,  however,  the  current  flows  toward  the  reader,  as  shown  in 
Fig.  5B,  the  direction  of  the  lines  of  force  will  be  around  the  conductor 


Fig.  6.  Fig.  7. 

Fig.  6. — Magnetic  Whirls  or  lines  of  force  set  about  a  loop  conductor  through  which 

current  is  flowing. 

Fig.  7. — Showing  the  relation  of  the  direction  of  current  flow  through  the  turns  of 
a  coil  to  the  resultant  direction  of  the  magnetic  field  produced. 
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Fig.  8. — Showing  the  repulsion  of  magnetic  fields  between  parallel  conductors  when 
the  current  in  each  is  flowing  in  opposite  directions. 


in  the  opposite  direction  to  the  movement  of  the  hands  of  a  clock,  or 
counter-clockwise. 

If  a  conductor  is  formed  in  the  shape  of  a  loop,  as  shown  in  Fig.  6, 
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and  current  flows  through  it  as  indicated  by  the  small  arrows,  it  will 
be  observed  that  the  lines  of  force  are  acting  in  an  upward  direction  on 
the  inside  of  the  wire,  and  in  a  downward  direction  on  the  outside. 
The  magnetic  field  produced  is  the  same  as  that  produced  by  a  magnet 
because,  since  the  lines  of  force  come  out  of  the  upper  side  of  the  cir¬ 
cular  wire  and  go  in  at  the  under  side,  the  upper  side  becomes  the  north 
pole  and  the  lower  side  becomes  the  south  pole. 

This  action  may  be  better  understood  by  the  variation  of  the  effect 
of  a  coil  of  wire,  as  shown  in  Fig.  7.  The  lines  of  force,  rather  than 
acting  wholly  around  each  turn,  combine  with  those  produced  by  the 
next  turn,  and  so  on,  giving  the  effect  shown  in  the  illustration. 

Attraction  and  Repulsion  of  Magnetic  Fields. — The  magnetic  fields 

of  two  parallel  conduc-  _ _  _  ___ 

tors  are  either  mutually 
attractive  or  repellent 
according  to  the  direc¬ 
tion  of  the  current  in 
each.  If  the  current 
in  the  left-hand  wire, 

Fig.  8,  is  flowing  away 
from  the  reader  and  in 
the  right-hand  wire 
towards  the  reader,  the 
magnetic  fields  are  op¬ 
posite,  and  repel  each  ^  - - - - ^ 

other.  If,  on  the  other  Fig.  9. — Showing  the  attraction  of  magnetic  fields 
hand  the  current  in  arounA  two  parallel  conductors  when  current  flows 

,  ’  .  .  a  .  through  each  in  the  same  direction, 

the  two  wires  is  flowing 

in  the  same  direction,  their  lines  of  force  have  the  same  direction, 
with  the  result  that  they  unite,  as  shown  in  Fig.  9,  forming  a  contin¬ 
uous  field  around  both  conductors. 
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CHAPTER  III 


THE  PRODUCTION  OF  ELECTROMOTIVE  FORCE— UNITS 
OF  ELECTRICITY 

OHM’S  LAW  FOR  DIRECT  CURRENT 

Phenomena  of  Electricity. — When  a  current  of  electricity  is  spoken 
of  as  “  flowing  ”  through  a  wire  or  circuit,  it  is  a  convenient  expression 
of  the  phenomena  associated  with  the  flow  of  electric  current.  Elec¬ 
tricity  cannot  be  seen  and  the  exact  nature  of  it  is  not  known,  nor  is  it 
known  what  actually  transpires  in  the  transfer  of  electricity  from  point 
to  point  in  a  conductor;  yet  the  laws  governing  it  are  understood.  There 
is  nothing  of  fact  to  prove  the  existence  of  a  “  current,”  but  this 
term  has  been  universally  adopted  to  designate  the  flow  of  elec¬ 
tricity. 

Producing  Current  Flow. — It  may  be  stated  for  simplicity  that  elec¬ 
tricity  is  dormant  in  all  substances.  However,  it  may  be  made  to  move 
in  cUrrent-conducting  bodies  by  exerting  a  difference  of  electrical  pres¬ 
sure  between  two  bodies,  or  between  two  parts  of  the  same  body.  This 
difference  of  pressure ,  known  as  the  Electromotive  Force ,  may  be  better 
understood  by  comparing  it  with  the  flow  of  water.  If  a  water-pipe, 
representing  a  conductor,  is  filled  with  water,  and  the  ends  of  the  pipe 
are  held  at  the  same  height  or  level,  no  water  will  flow  in  either  direc¬ 
tion,  because  there  is  no  difference  of  pressure  acting  at  either  end  of 
the  pipe. 

If  now  one  end  of  the  pipe  is  raised  above  the  other  end,  or  if  one 
end  is  blown  into,  a  difference  of  pressure  is  exerted  and  water  will  flow. 
Or  if  a  small  container  is  attached  to  one  end  of  the  pipe,  and  the  con¬ 
tainer  elevated  higher  than  the  free  end,  water  will  flow  because  of  the 
pressure.  With  this  difference  of  pressure  may  be  compared  the  dif¬ 
ference  of  potential  necessary  to  move  electric  current  through  a  con¬ 
ductor.  As  the  water  represents  electricity,  the  flow  of  water  repre¬ 
sents  an  electric  current. 

Production  of  E.M.F. — An  electromotive  force  (abbreviated  e.m.f.) 
can  be  produced  by  various  methods,  for  example : 
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(1)  By  friction  (static  electricity). 

(2)  By  chemical  action  (batteries). 

(3)  By  mechanical  motion  (generators-dynamic). 

(4)  By  thermal  action  (thermo-junction). 

The  first  two  methods  will  be  considered  in  this  chapter;  the  latter 
two  in  subsequent  chapters. 

Electricity  by  Friction.— When  a  piece  of  amber  is  rubbed  with  a 
piece  of  silk,  the  amber  is  said  to  be  electrified.  It  has  acquired  the 
property  of  attracting  light  objects,  such  as  small  bits  of  paper,  cork 
and  wool.  If  these  objects  actually  touch  the  amber  which  attracts 
them,  they  are  repelled.  These  attractions  and  repulsions  are  caused 
by  friction  and  are  known  as  static  electricity  (electricity  at  rest  or  sta¬ 
tionary);  the  actual  action  of  attraction  and  repulsion  is  due  to  electric 
charges  residing  on  these  elements.  The  amber  is  said  to  possess  posi¬ 
tive  (+)  electrification  and  the  silk  negative  (— )  electrification. 

Positive  and  Negative  Charges. — Experiment  will  prove  that  neither 
the  positive  nor  the  negative  charge  is  ever  produced  alone,  for,  when 
amber  is  rubbed  with  silk,  although  a  positive  charge  is  produced  on 
the  amber,  an  equal  negative  charge  is  produced  at  the  same  time  on 
the  silk.  From  the  foregoing  and  other  experiments,  the  following 
facts  are  brought  out: 

(1)  That  when  either  a  positive  or  negative  charge  is  produced 

an  equal  and  opposite  charge  is  also  produced. 

(2)  That  like  charges  repel  and  unlike  charges  attract. 

(3)  That  when  an  electrified  body  touches  an  unelectrified  body, 

the  latter  becomes  charged  to  the  same  polarity  as  the 
former. 

(4)  That  when  an  electrified  body  touches  an  oppositely  charged 

electrified  body,  their  electrification  is  destroyed  if  the  two 
charges  are  equal;  but,  if  the  charge  on  one  body  is  greater 
than  that  on  the  other,  their  electrification  is  only  partially 
destroyed,  and  both  bodies  become  charged  to  the  same 
polarity  as  that  of  the  greater  charge. 

There  are  substances  other  than  amber  and  silk  which,  when  rubbed 
together,  will  produce  charges  of  electricity.  There  are  also  machines 
(static  or  frictional  machines)  for  the  production  of  electromotive  force 
by  friction,  but  since  they  bear  no  particular  relation  to  the  principles 
involved  in  radio  telegraph  and  telephone  apparatus,  they  will  not  be 
discussed. 

Electricity  by  Chemical  Action. — A  convenient  apparatus  for  pro¬ 
ducing  an  electromotive  force  is  the  electro-chemical  cell,  or  Voltaic 
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cell,  discovered  in  1800  by  Volta,  an  Italian  physicist.  In  the  following 
paragraph  the  chemical  and  electrical  action  of  such  a  cell  will  be  dis¬ 
cussed. 

If  two  dissimilar  metals  are  immersed  in  a  diluted  acid  solution  and 
the  exposed  terminals  of  these  two  metals  are  joined  by  a  wire,  the  cell 

is  capable  of  supplying  a 
continuous  flow  of  electricity 
through  the  wire.  The  cell, 
such  as  shown  in  Pig.  10, 
consists  of  a  zinc  and  cop¬ 
per  plate  immersed  in  a 
sulphuric  acid  solution 
(H2SO4),  known  as  the  ex¬ 
citing  fluid.  The  chemical 
action  within  the  cell,  which 
is  the  production  agency  for 
the  electromotive  force,  may 
be  summarized  as  follows: 
When  the  copper  and  zinc 
strips  are  connected  ex¬ 
ternally  by  a  conductor  and 
the  current  begins  to  flow, 
the  sulphuric  acid  attacks  the 
surface  of  the  zinc  plate,  and  a  compound  substance  known  as  sulphate 
of  zinc  is  formed.  The  zinc  gradually  wastes  away  when  the  current 
is  flowing,  its  consumption  supplying  the  energy  required  to  drive  the 
current  through  the  cell  and  the  conductor  connecting  the  two 
metals. 

During  the  formation  of  sulphate  on  the  zinc  element,  some  of  the 
hydrogen  contained  in  the  sulphuric  acid  is  liberated  in  the  form  of 
bubbles,  a  few  of  which  immediately  appear  on  the  copper  plate,  while 
the  others  rise  to  the  surface  of  the  liquid  and  escape  into  the  surround¬ 
ing  air.  Since  hydrogen  is  a  non-conductor  of  electricity,  the  amount 
of  surface  of  the  copper  plate  in  contact  with  the  battery  solution  grad¬ 
ually  decreases  as  the  accumulation  of  hydrogen  gas  increases,  resulting 
in  lesser  current  output  of  the  cell.  It  might  be  added  that  the  hydro¬ 
gen  also  tends  to  set  up  a  current  within  the  cell  in  a  direction  opposite 
to  the  normal  flow,  thus  partly  reducing  the  current  output. 

When  a  cell  has  been  weakened  by  a  quantity  of  hydrogen  clinging 
to  the  copper,  it  is  said  to  be  'polarized .  The  various  means  which  have 
been  practiced  to  reduce  or  prevent  the  polarization  of  cells  may  be 
classed  as: 


Fig.  10. — The  voltaic  cell. 
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(1)  Mechanical  Means. — Partial  elimination  of  t  he  hydrogen  bub¬ 

bles  by  forcing  air  into  the  acid  solution  through  a  tube, 
or  by  keeping  the  solution  in  constant  circulation  by 
syphons. 

(2)  Chemical  Means. — Partial  elimination  may  be  attained  by 

placing  chloride  of  lime,  an  oxidizing  [substance,  in  the 
solution.  This  substance  tends  to  prevent  the  increase 
in  the  internal  resistance  (resistance  ofl’ered  by  a  cell  to 
a  current  flowing  through  it  from  one  plate  to  the  other) 
and  the  opposing  electromotive  force  wiithin  the  cell. 

(3)  Electro-chemical  Means . — Total  elimination  of  polarization 

may  be  attained  by  using  double  cells  to  arrange  con¬ 
ditions  in  such  a  way  that  some  solid  metal,  preferably 
copper,  is  liberated,  rather  than  hydrogen  bubbles  at  the 
point  where  the  current  leaves  the  liquid. 


If  an  instrument,  such  as  an  electroscope,  is  employed  to  detect  the 
presence  and  nature  of  the  electric  charges  within  the  simple  cell  just 
described,  it  will  be  found  that  a  negative  charge  is  indicated  at  the 
exposed  end  of  the  zinc  plate.  Therefore  the  zinc  is  the  negative  (— ) 
pole  of  the  cell,  and  the  copper  the  positive  (+)  pole. 

The  difference  of  pressure  which  promotes  the  flow  of  current 
around  the  external  circuit  of  the  cell  is  caused  by  the  action  of  the 
battery  solution  upon  one  plate  more  than  upon  the  other.  The  direc¬ 


tion  of  current  inside  the  cell  is  from  the 
zinc  plate  through  the  solution  to  the 
copper  plate,  and  outside  the  cell  from 
the  copper  plate  through  the  wire  con¬ 
ductor  to  the  zinc  plate. 

Dissimilar  metals,  other  than  zinc 
and  copper,  may  be  immersed  in  an 
acid  solution  to  produce  an  electromo¬ 
tive  force.  Carbon,  gold,  silver,  iron, 
lead  and  tin  may  be  employed;  but  in 
the  simple  dry  cell  which  is  herein  de¬ 
scribed  there  will  be  a  greater  electro¬ 
motive  force  if  copper  and  zinc  are  used. 
Cells  of  this  character  and  others, 
which  may  be  termed  self-generators 
of  electricity,  are  known  as  “  primary 
cells  ”  to  distinguish  them  from 


Fig.  11. — Cross-sectional  view  show¬ 
ing  the  cor  istruction  of  a  dry  cell. 


“storage  ”  or  “  secondary  ”  cells,  which  will  be  discussed  in  detail  later. 
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Dry  Cells. — All,  or  almost  all,  of  the  present-day  dry  cells  are  com¬ 
posed  of  practically  the  same  elements  and  have  the  same  chemical 
action.  Dry  cells  are  primary  cells  and,  though  not  “  dry,”  as  the  name 
would  lead  us  to  suppose,  contain  a  pasty  substance.  The  zinc,  nega¬ 
tive  (— )  plate  and  the  carbon,  positive  (+)  plate,  are  placed  in  a  moist 
paste  usually  consisting  of  ammonium  chloride,  zinc  chloride,  zinc  oxide, 
plaster  of  paris  and  sawdust.  The  carbon  rod,  placed  in  the  center  of 
the  zinc  container,  is  surrounded  by  the  pastelike  substance.  Moist¬ 
ened  blotting  pa]Der  separates  the  zinc  container  from  actual  contact 
with  the  paste,  and  the  container  is  tightly  sealed  with  wax  or  pitch  to 
prevent  rapid  evaporation.  Polarization  is  practically  eliminated  by 
employing  peroxide  of  manganese  mixed  with  the  other  elements  form¬ 
ing  the  paste.  A  cross-section  through  a  dry  cell  is  shown  in  Fig.  11. 

UNITS  OF  ELECTRICITY 

The  Coulomb. — The  coulomb,  named  in  honor  of  the  French  physi¬ 
cist,  Charles  A.  Coulomb,  is  the  unit  of  electrical  quantity .  A  coulomb  of 
electricity  will  flow  in  a  circuit  in  one  second  of  time  when  there  is  a 
pressure  of  one  volt  in  the  circuit  having  a  resistance  of  one  ohm.  The 
coulomb  is  the  quantity  of  electricity  which  a  condenser  of  one  farad 
capacity  will  absorb  when  subjected  to  a  pressure  of  one  volt. 

The  Ampere. — The  ampere,  also  named  in  honor  of  a  French  physi¬ 
cist,  Andr6  M.  Ampere,  is  the  unit  of  electric  current  and  is  defined  as 
the  current  produced  by  an  electromotive  force  of  one  volt  in  a  circuit 
having  a  resistance  of  one  ohm. 

The  Volt. — The  volt  is  the  unit  of  electromotive  force  or  difference  of 
potential,  and  is  defined  as  the  electromotive  force  necessary  to  produce 
a  current  of  one  ampere  in  a  circuit  having  a  resistance  of  one  ohm. 
It  is  the  electromoti  ve  force  necessary  to  charge  a  condenser  to  one 
farad  capacity  with  one  coulomb  of  electricity.  The  volt  was  named 
in  honor  of  Alessandro  Volta,  an  Italian  experimenter. 

The  Ohm. — The  ohm  is  the  unit  of  electrical  resistance  and  was 
named  for  George  S.  Ohm,  a  German  scientist  who,  in  1827,  formulated 
Ohm’s  Law.  A  conductor  having  a  resistance  of  one  ohm  will  require 
an  electromotive  foTce  of  one  volt  to  force  a  current  of  one  ampere 
through  it. 

The  Henry. — The  henry  is  the  unit  of  self-induction ,  or,  as  com¬ 
monly  expressed,  the  unit  of  inductance.  The  self-induction  of  a  cir¬ 
cuit  is  one  henry  when  the  induced  electromotive  force  is  one  volt, 
while  the  inducing  current  varies  at  the  rate  of  one  ampere  per  second. 
Inductance  is  defined  as  that  quality  in  a  circuit  which  tends  to  oppose 
any  change  in  the  flow  of  electricity.  It  should  not  be  confused  with 
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“  resistance  "  which  opposes  the  actual  flow  of  electricity.  The  henry 
receives  its  name  from  Joseph  Henry,  one  of  America’s  greatest  scien¬ 
tists. 

The  Farad. — The  farad  is  the  unit  of  electrical  capacity  named  for 
Michael  Faraday,  the  eminent  English  scientist.  A  condenser  will  have 
a  capacity  of  one  farad  when  it  will  hold  one  coulomb  of  electricity  when 
a  pressure  of  one  volt  is  applied  across  it. 

The  Joule. — The  joule  is  the  unit  of  electrical  energy  or  work.  If  a 
force  of  one  volt  is  used  to  cause  an  electric  current  to  flow  through  a 
circuit,  one  joule  of  energy  has  been  expended  when  one  coulomb  of 
electricity  has  flowed.  The  joule  was  named  for  James  P.  Joule,  an 
English  physicist. 

The  Watt. — The  watt  is  the  unit  of  electrical  power  and  is  the  power 
due  to  a  current  of  one  ampere  flowing  under  a  pressure  of  one  volt 
The  watt  is  tts  of  one  horsepower.  It  was  named  for  James  Watt,  an 
English  engineer. 

Electrical  Prefixes. — To  denote  multiples  of  the  electrical  units  or 
parts  of  the  units,  there  are  the  following  prefixes; 

(1)  Kilo — Used  to  denote  a  quantity  of  one  thousand  times  as 

great  as  a  unit. 

(2)  Milli — Used  to  denote  a  quantity  equal  to  one-thousandth 

part  of  a  unit. 

(3)  Micro — Used  to  denote  a  quantity  equal  to  one-millionth 

part  of  a  unit. 

(4)  Meg — Used  to  denote  a  quantity  one  million  'times  as 

great;  for  example,  1,000,000  cycles  =  1  megacycle,  and 
1,000.000  ohms  =  1  megohm. 

(5)  Pica — Used  to  denote  a  quantity  one-millionth  of  one-mil- 

lionth  part  of  a  unit  (some  authorities  use  picafarad  to 
express  the  quantity  micro-microfarad). 
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Ohm's  Law. — Ohm's  law  underlies  all  modem  electrical  theory  and 
measurement.  The  student  cannot  over-estimate  the  value  of  this  law, 
because  only  as  it  is  thoroughly  understood  can  electrical  circuits  be 
handled  or  cared  for  intelligently.  The  statement  of  the  law  is: 

The  strength  of  the  current  in  amperes  in  any  given  circuit  is  directly 
proportional  to  the  electromotive  force  and  inversely  proportional  to  the 
resistance  as  noted. 


(I)  Amperes  = 


Volts  (E) 
Ohms  ( R ) 
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which  is  set  down 


E 

/  =  -  or  /  =  E  +  R 
R 


If  a  circuit  having  a  resistance  of  4  ohms  has  a  pressure  of  12  volts 
applied  to  it  the  current  strength  will  be 

r  12  * 

1  =  —  —  6  amperes. 

By  transposing  the  above  equation  we  have 
E  =  I  X  R 


and 


R  =  j  or  R  =  E  +  I 


To  find  the  voltage  of  a  circuit,  in  which  the  current  flow  is  3  am¬ 
peres  and  the  resistance  180  ohms,  multiply  180  by  3  (E  —  I  X  R)f 
giving  the  answer,  540  volts. 

To  find  the  resistance  of  a  circuit  in  which  a  current  of  1.5  amperes 
is  flowing  under  a  pressure  of  225  volts,  divide  225  by  1.5  (R  =  E  -5-  /), 
giving  the  answer,  150  ohms. 

From  Ohm's  Law  it  is  learned  that  to  increase  the  flow  of  current 
through  a  circuit  of  fixed  resistance,  the  voltage  must  be  increased;  if 
the  voltage  is  doubled  the  current  is  doubled  (provided  the  resistance 
remains  unchanged).  If  the  flow  of  current  through  a  given  device  and 
the  pressure  across  its  terminals  can  be  measured,  the  resistance  in  ohms 
is  obtained  by  dividing  the  pressure  in  volts  by  the  current  in  amperes. 

Formula  for  resistances  in  series:  R  (Toui)  =  R\  +  R2  +  #3,  etc. 

If,  as  shown  in  Fig.  12,  the  coil  R  has  a  resistance  of  12  ohms  and 

,  the  e.m.f.  of  the  four  dry 
12  °hms  cells  is  6  volts  (the  four  dry 

cells  of  1.5  volts  each  are 
connected  in  series,  and  the 
total  e.m.f.  is  equal  to  the 
sum  of  the  e.m.f.  Js  of  the  in¬ 
dividual  cells)  the  strength 
of  the  current  through  R  = 
0 

To  =  0.5  amperes  (assum- 

Fig.  12. — Four  dry  cells  connected  in  series.  ^ 

ing  the  internal  resistance 

of  the  cells  and  connecting  wires  to  be  negligible). 

If,  as  shown  in  Fig.  13,  the  coil  R  has  a  resistance  of  8  ohms  and  the 
e.m.f.  of  the  four  dry  cells  is  1.5  volts  (the  four,  dry  cells  of  1.5  volts 
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each  are  connected  in  parallel,  giving  no  greater  e.m.f.  than  that  which 
is  contained  in  each,  but  a  current  equal  to  the  combined  amounts 


Fig.  13. — Dry  sells  connected  in  parallel. 


1 120  Ohms 


LI 


12 


40  Ohms 


110  V. 


of  each  cell),  the  strength  of  the  current  through  R  is  1.5  8  = 

0.1875  amperes. 

Now  if,  as  shown  in  Fig.  14,  a  number  of  electrical  contrivances  are 
connected  in  series,  the  cur-  ^  ^ 

rent  through  each  is  the  150  0hms 
same,  regardless  of  its  resist¬ 
ance.  An  electric  lamp  L\,  of 
150  ohms,  a  second  electric 
lamp,  Z/2  of  120  ohms,  and  a 
resistance  coil  of  40  ohms, 
are  connected  in  series  in  the 
circuit  to  which  an  e.m.f.  of 
110  volts  is  applied.  The 
total  resistance  of  the  three 
devices  is  310  ohms,  and  the 
current  flowing  at  any  point 
in  the  circuit  is  110  -f*  310  =  0.35  +  ampere* 

Divided  Circuits. — A  divided  or  shunt  circuit  is  an  additional  circuit 

provided  at  any  part  of 
a  circuit  through  which 
the  flow  of  current  sub¬ 
divides.  One  branch 
of  such  a  circuit  is  said 
to  be  in  multiple  or  in 
parallel  with  the  other 
branch  or  branches. 

In  Fig.  15  the  three 
resistances,  R\,  R2  and 
/?3,  are  connected  in  parallel  and  then  to  an  e.m.f.  of  110  volts  pressure. 


0.35  Amp. 

Fig.  14. — A  circuit  consisting  of  resistances  con¬ 
nected  in  series  with  a  current-measuring  instru¬ 
ment — the  ammeter. 


Fig.  15. — A  circuit  consisting  of  three  resistances  con¬ 
nected  in  parallel. 
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If  the  three  resistances  are  each  of  the  same  value  the  current  will 
divide  equally  among  them.  If  a  current  of  12  amperes  is  flowing  in 
the  circuit,  as  would  be  indicated  by  the  ammeter  A,  4  amperes  will 
flow  through  each  resistance.  If  the  resistances  are  unequal,  the  cur¬ 
rent  divides  inversely  as  to  the  relative  resistance  of  each  of  these 
branches. 

It  will  be  assumed  that  the  resistance  of  Ri  in  Fig.  15  is  35  ohms, 
R%  14  ohms,  and  Rz  10  ohms.  The  current  in  each  resistance  can  be 
determined  by  dividing  the  voltage  by  the  resistance.  Thus  the  cur- 

E 

rent  passed  by  R\  resistance  is  —  =  110  -5-  35  =  3.14  +  amperes; 

R  i 
E 

the  current  passed  by  R2  resistance  is  —  =  110  -5- 14  =  7.85  +  amperes; 

R2 

E 

the  current  passed  by  R%  resistance  is  —  =  110  +  10  ~  11  amperes. 

Rz 

When  several  resistances  are  connected  in  parallel  the  joint  resist¬ 
ance  will  be  less  than  either  resistance  considered  separately,  and  is 
computed  as  follows : 

Formula  for  resistances  in  parallel: 


R 


(Total)  111  J 

7F +7T  +  7T’  etc' 

xv  l  £12  XV3 


where  R  =  the  joint  resistance.  Assuming  that  the  resistance  of  Ri 
in  Fig.  15  is  35  ohms,  R2  is  14  ohms  and  Rz  is  10  ohms,  the  joint  resist¬ 
ance  of  the  three  elements  is  equal  to: 


_ 1 _ 1 

<TU1>  TS  +  A  +  lV  tu  +  +  TO 


■  T& 


1  X  tt  =  5  ohms. 

14 

It  ha*  been  observed  that  two  or  more  resistances  in  parallel  will 
conduct  an  electric  current  more  freely  than  one,  and  that  the  joint 
resistance  of  several  resisting  elements  in  parallel  is  less  than  the  re¬ 
sistance  of  the  smaller  one. 

However  when  a  number  of  resistances  are  connected  in  series 
their  joint  resistance  is  the  sum  of  several  resistances  taken  separately. 

Series-parallel  Circuit. — A  series-parallel  arrangement  of  cells  is  at 
times  desirable  when  a  number  of  cells  can  be  obtained,  to  give  either 
the  maximum  current  through  an  external  resistance  or  to  increase  the 
capacity  of  the  cells  for  maintaining  a  certain  current  for  a  long  period 
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of  time.  Twelve  dry  cells  of  1.5  volts  each  are  grouped  in  a  series- 
parallel  combination  as  shown  in  Fig.  16.  Each  group  of  six  cells  is 
connected  in  series,  giving  an  e.m.f.  of  9  volts  for  each  group.  When 
the  two  groups  are  connected  in  parallel,  as  shown,  their  total  e.m.f.  is 
still  9  volts,  but  the  quantity  of  current  available  has  been  doubled; 
that  is,  the  quantity  of  available  current  in  the  parallel  grouping  is 
twice  as  great  as  that  available  in  either  of  the  individual  series  groups. 


E.  M.  F.  of  Each  Oil  *  1.5  Volts 


Conductance  of  a  Circuit. — The  conductance  of  a  circuit  is  the  re¬ 
ciprocal  of  its  resistance.  (The  reciprocal  of  a  number  is  the  quotient 
obtained  by  dividing  one  by  that  number,  i.e.,  the  reciprocal  of  3  is  £; 
of  $  is  £  or  l£.)  The  unit  of  conductance  is  the  mho  (reverse  spelling 
of  ohm).  A  conductor  of  1  ohm  resistance  has  a  conductance  of  1  mho; 
if  of  3  ohms  resistance,  £  mho;  if  of  6  ohms  resistance  ^  mho;  if  of  £ 
ohm  resistance,  -f-  or  1^  mhos. 

The  resistance  of  a  circuit  is  the  reciprocal  of  its  conductance.  ^A 
conductor  of  5  mhos  conductance  has  £  ohm  resistance;  if  of  9  mhos 
conductance  it  has  £  ohm  resistance. 
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If  the  two  ends  of 


Electromagnetic  Induction. — Faraday  discovered  that  if  a  wire  with 
its  ends  joined  was  moved  rapidly  in  front  of  a  magnet,  a  current  was 
induced  in  the  wire.  Electromagnetic  inductance  may  be  defined  as 
the  tendency  of  electric  currents  to  flow  in  a  conductor  when  the  con¬ 
ductor  is  moved  in  a  magnetic  field  so  as  to  cut  magnetic  lines  of  force. 
In  this  discovery  lies  the  principle  of  the  operation  of  many  forms  of 
radio  apparatus,  such  as  generators,  induction  coils,  alternating  current 
transformers,  etc. 

a  wire  are  connected  to  a  galvanometer,  as 
shown  in  Fig.  17,  and 
moved  in  the  magnetic 
field  of  the  permanent 
bar  magnet,  the  pointer 
of  the  galvanometer  will 
be  deflected  to  the  right 
or  left  of  its  zero  posi¬ 
tion.  This  deflection  is 
caused  by  a  current  in 
the  wire  circuit,  due  to 
the  induced  e.m.f.  in  the 
wire  itself,  by  moving  it 
in  the  magnetic  field. 
The  wire  conductor,  how¬ 
ever,  must  be  actually 
moved  in  the  magnetic 
field  to  induce  a  current 
in  its  circuit.  This  may  be  proved  by  subjecting  the  wire  to  the 
influence  of  a  magnetic  field  but  not  actually  moving  the  wire  or 
the  magnet,  in  which  case  there  will  be  no  deflection  of  the  gal¬ 
vanometer  pointer.  When  the  wire  is  moved  in  the  magnetic  field 
it  is  said  to  be  cutting  the  magnetic  lines  of  force.  If  the  wire  were 
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Galvanometer- 


Fig.  17. — Demonstrating  how  current  is  induced  into 
a  wire  by  moving  it  in  a  magnetic  field. 
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held  stationary  and  the  magnet  moved,  the  same  result  would  be 
obtained  as  though  the  wire  were  moved  past  the  magnet. 

If  the  S  pole  of  the  magnet  is  used  instead  of  the  N  pole,  identical 
results  are  found,  except  that  the  deflection  of  the  galvanometer  pointer 
is  opposite  to  that  of  the  N  pole,  due  to  a  given  direction  of  motion  of 
the  conductor. 

If  a  galvanometer  is  connected  between  the  ends  of  a  coil,  as  shown 
in  Fig.  18,  and  the  bar  magnet  is 
thrust  into  the  coil,  the  pointer  of 
the  galvanometer  is  deflected, 
indicating  that  there  is  a  certain 
current  flowing  through  the  coil 
as  a  result  of  the  induced  e.m.f. 

If  the  bar  magnet  is  held  station¬ 
ary  inside  the  coil,  the  pointer  of 
the  galvanometer  returns  to  zero 
position,  indicating  that  the  cur¬ 
rent  in  the  coil  has  stopped.  This 
result  proves  that  a  current  of 
electricity  will  be  induced  in  a 
coil  of  wire  by  a  magnet  so  long 
as  there  is  a  relative  movement 
field,  or,  we  might  say,  when  there  is  a  change  in  the  number  of  lines 
of  force  passing  through  the  coil. 

If  now  the  magnet  is  withdrawn  from  the  coil  (Fig.  18),  the  pointer 
of  the  galvanometer  is  again  deflected,  but  in  the  direction  opposite  to 
the  deflection  caused  when  the  magnet  was  inserted  in  the  coil,  indicat¬ 
ing  a  current  flow  of  opposite  direction.  Inserting  the  magnet  into  the 
coil  is,  in  effect,  the  same  as  increasing  the  number  of  lines  of  force 
passing  through  the  coil;  withdrawing  the  magnet  is  the  same  as  de¬ 
creasing  the  number  of  lines  of  force  passing  through  the  coil.  The 
foregoing  facts  show  that  the  direction  of  the  current  induced  in  a  coil 
by  a  relative  movement  between  it  and  a  magnetic  field  depends  upon 
whether  the  movement  tends  to  increase  or  to  decrease  the  magnetic 
lines  of  force  passing  through  the  coil.  An  experiment  with  the  coil, 
magnet  and  galvanometer  shows  that  the  amount  of  current  induced 
in  the  coil  is  dependent  upon  the  quickness  with  which  the  magnet  is 
inserted  into  the  coil.  A  stronger  bar  magnet,  which  possesses  a  greater 
number  of  lines  of  force  than  a  weaker  one,  will  induce  more  current 
in  the  coil  than  a  weaker  magnet. 

If  the  number  of  turns  of  wire  composing  the  coil  is  increased  or 
decreased,  there  is  a  corresponding  increase  or  decrease  in  the  current 


Fig.  18. — Producing  current  in  a  coil  by 
utilizing  the  magnetic  field  of  a  bar  magnet. 


between  the  coil  and  the  magnetic 
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induced  in  the  coil.  If  two  coils,  one  wound  with  150  turns  and  the 
other  with  300  turns,  are  subjected  to  magnetic  lines  of  force,  it  will 
be  found  that  twice  as  much  current  is  generated  when  the  magnet  is 
inserted  into  the  larger  coil  as  when  the  same  magnet  is  inserted  at  the 
same  speed  into  the  smaller  coil. 

In  the  foregoing  explanations  it  was  stated  that  currents  were  gen¬ 
erated  in  the  coil.  This  is  not,  strictly  speaking,  accurate.  It  is  really 
an  e.m.f.  that  is  induced  in  the  coil,  and  the  current  only  flows  as  a 
result  of  this  e.m.f.  when  the  circuit  through  the  coil  is  completed,  in 
this  instance  by  the  galvanometer. 

From  the  discussion  of  the  preceding  paragraphs  it  is  observed  that 
the  magnitude  of  the  induced  e.m.f.  in  any  circuit  depends  upon  the 
rate  at  which  the  conductor  forming  a  part  of  the  circuit  cuts  magnetic 
lines  of  force.  The  magnitude  of  the  e.m.f.  is  dependent  upon  the 
total  lines  of  force  cut  per  second  by  the  conductor,  or  it  may  be  stated 
that  the  induced  e.m.f.  is  equal  to  the  rate  of  change  of  lines  of  force 
multiplied  by  the  number  of  turns  in  the  conductor. 

When  a  conductor  cuts  one  hundred  million  (100,000,000)  lines  in 
each  second  during  its  motion,  an  electrical  pressure  of  one  volt  is  in¬ 
duced  in  the  conductor;  if  it  cuts  three  hundred  million  (300,000,000) 
lines  of  force  in  each  second  during  its  motion,  an  electrical  pressure  of 
three  volts  is  induced  therein.  If  a  conductor  cuts  across  a  magnetic 
field  of  twenty  million  (20,000,000)  lines  of  force  100  times  per  second, 
20  volts  will  be  induced  in  the  conductor: 


20,000,000  X  100 

100,000,000 


=  20  volts 


Mutual  Induction. — Mutual  induction  is  defined  as  the  mutual  inter¬ 
ference  of  two  electric  or  magnetic  fields  by  their  proximity  without 
contact.  More  simply  stated,  it  is  the  reaction  of  two  independent 
electrical  circuits  upon  each  other  when  these  circuits  are  so  placed 
with  respect  to  each  other  that  the  magnetic  field  due  to  the  current 
in  either  of  them  will  produce  an  effect  in  the  other. 

If,  instead  of  using  the  bar  magnet  as  explained  and  shown  in  Fig. 
18,  we  replace  the  magnet  by  a  coil  through  which  a  current  is  kept 
flowing,  as  shown  in  Fig,  19,  the  result  produced  duplicates  that  of  the 
bar  magnet. 

In  the  case  of  mutual  induction  it  is  not  necessary,  however,  to  move 
one  coil  in  and  out  of  the  second  coil  to  change  the  number  of  lines  of 
force  passing  through  the  second  coil.  The  change  may  be  readily 
accomplished  by  leaving  the  first  coil  inside  the  second,  and  “  making 
and  breaking  ”  (closing  and  opening)  the  battery  circuit  through  the 
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one  coil  by  means  of  a  small  switch,  as  shown  in  Fig.  20.  The  coil  P } 
through  which  the  current  is  flowing,  is  known  as  the  Primary  Coil, 
and  the  coil  S,  into  which  the  current  is  induced,  is  known  as  the  Sec¬ 
ondary  Coil. 

Self  Induction. — Self-induction,  more  briefly  called  “  inductance, ” 


Fig.  19.  Fig.  20. 


Fig.  19. — Illustrating  the  principle  of  mutual  induction.  (Electromagnetic  induc¬ 
tion.) 

Fig.  20. — By  merely  closing  and  opening  a  switch  in  series  with  the  primary  coil, 
current  is  induced  momentarily  into  the  secondary. 


1 
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may  be  defined  as  the  property  of  a  circuit  that  tends  to  oppose  any 
change  in  the  strength  of  current  flow,  with  respect  both  to  increase 
and  to  decrease. 

If  a  coil,  as  shown  in  Fig.  21,  is  energized  by  a  battery,  B}  a  field  is 
created  about  the  coil.  Each  turn  in  the 
coil  will  produce  a  field  that  will  cut  the 
adjacent  turns  when  the  switch  is  closed, 
inducing  in  them  electromotive  forces 
which  tend  to  oppose  the  e.m.f.  supplied 
by  the  battery,  B .  But  when  the  switch 
is  opened  current  in  the  coil  diminishes 
and  the  lines  of  force  contract.  By  so 
doing  they  induce  electromotive  forces  in 
adjacent  turns  that  tend  to  set  up  cur¬ 
rents  in  the  same  direction  as  the  original 
current. 

Lenz’s  Law. — Lenz,  a  German  scientist, 
discovered  that  the  direction  of  the  induced  current ,  in  electromagnetic 
induction ,  opposes  the  motion  producing  it. 


Fig.  21. — Showing  how  an  elec¬ 
tromagnetic  field  is  set  up  about 
a  current  carrying  coil. 
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In  all  cases  of  electromagnetic  induction,  the  current  produced  by 
the  induced  e.m.f.  will  be  in  a  direction  that  will  tend  to  stop  the  cause 
producing  it.  Thus,  if  a  magnet  is  moved  toward  a  coil,  the  current 
in  the  coil  will  be  in  such  a  direction  that  the  side  of  the  coil  toward 
the  magnet  will  be  of  the  same  polarity  as  the  end  of  the  magnet  toward 
the  coil,  which  will  result  in  the  induced  current  tending  to  stop  the 
motion  of  the  magnet.  When  the  magnet  is  moved  away  from  the 
coil,  the  current  in  the  coil  will  be  opposite  to  its  previous  direction, 
and  the  side  of  the  coil  toward  the  magnet  possesses  polarity  opposite 
to  that  at  the  end  of  the  magnet  toward  the  coil.  Consequently  they 
attract  each  other,  tending  to  prevent  the  magnet  from  being  moved. 

If  the  primary  coil  (an  electromagnet)  shown  in  Fig.  22  is  moved 
toward  the  secondary  coil,  the  induced  current  flows  so  as  to  make  the 


Fig.  22. — The  galvanometer  is  useful  in  showing  that  alternations  of  current  are 

induced  in  the  secondary. 

near  end  of  the  secondary  coil  of  JV-polarity,  resulting  in  repulsion. 
When  the  primary  coil  is  drawn  away  from  the  secondary  coil,  the 
polarity  of  the  latter  is  reversed  and  attraction  exists  which  opposes  the 
separation  of  the  primary  from  the  secondary.  The  state  of  attractions 
and  repulsions  is  maintained  only  while  the  coil  is  moving;  when  the 
movement  of  the  coil  stops,  the  current  in  the  secondary  also  stops 
even  though  current  is  kept  flowing  in  the  primary. 

The  Helix  and  Solenoid. — A  spiral  of  conducting  wire  wound  cylin- 
drically  or  like  screw  threads  without  crossing  itself,  is  called  a  “helix.” 
Helixes  and  solenoids  are  similar,  but  for  the  purpose  of  distinction  a 
cylindrically  wound  conductor  of  a  few  turns  is  termed  a  helix,  whereas 
a  solenoid  as  shown  in  Fig.  23  consists  of  a  number  of  turns,  wound 
layer  upon  layer,  and  its  length  is  usually  greater  than  its  diameter. 
Both  a  helix  and  a  solenoid  acquire  magnetic  properties  similar  to 
those  of  a  bar  magnet  when  a  current  is  passed  through  their  wind¬ 
ings. 
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If  the  general  direction  of  the  lines  of  force  inside  the  coil,  Fig.  24, 
is  from  left  to  right,  the  right-hand  end  will  be  a  north  pole  and  the 
opposite  end  a  south  pole.  The  polarity  of  the  coil  can  always  be  de¬ 
termined  if  the  direction  of  the  current  is  known.  If,  in  looking  at  the 
end  of  the  coil,  the  current  flows  clockwise  around  its  turns,  the  nearest 
end  will  be  a  south  pole;  if  the  current  flows  in  the  opposite  direction, 
it  will  be  a  north  pole. 

From  the  foregoing  discussion  it  has  been  seen  that  the  helixes  and 
solenoids  have  north  and  south  poles  and  possess  all  the  properties  of  a 
permanent  magnet,  with  the  advantage  of  having  the  magnetism  in 
the  case  of  the  helix  and  solenoid  always  under  control. 

It  may  be  stated  that  the  strength  of  the  magnetic  field  of  a  solenoid 


Fig.  23. — A  laboratory  type  of  solenoid. 

Fig.  24. — Showing  the  direction  of  lines  of  force  encircling  a  current  carrying  coil. 


o£>  helix  is  proportional  to  the  strength  of  the  current  passing  through 
it  and  the  number  of  turns  of  wire  composing  the  coil,  but  the  magnet¬ 
izing  power  or  permeability  may  be  increased  from  200  to  2,000  times 
by  inserting  an  iron  core  or  bar  of  soft  iron  within  the  coil.  Iron  is  the 
best  conductor  of  magnetism,  or  lines  of  force,  and  its  presence  in  a 
magnetic  circuit  decreases  the  opposition  to  the  flow  of  lines  of  force 
and  the  number  of  lines  is  thereby  greatly  increased.  In  the  case  of  a 
helix  without  an  iron  core  some  of  the  lines  of  force  leak  out  of  its  sides 
between  the  turns  composing  it  and  hence  do  Dot  extend  through  it 
from  end  to  end.  The  iron  core  not  only  decreases  the  magnetic  leak¬ 
age  between  the  turns,  but  it  actually  increases  the  number  of  lines,  or 
magnetizing  power,  in  the  magnetic  circuit,  as  before  stated,  because 
iron  is  a  better  conductor  of  magnetism  than  air  by  several  thousand 
times. 
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Primary 

Winding-,^ 


Secondary 

^-Winding 


Transformer. — The  transformer,  which  will  now  be  considered  only 
in  an  elementary  manner,  operates  on  the  principle  of  mutual  induc¬ 
tion,  Its  purpose  is  to  receive  alternating  current — current  which  flows 
alternately  in  opposite  directions  at  regular  intervals  at  a  certain  voltage 
and  deliver  a-c.  at  a  higher  or  lower  voltage.  (Alternating  current  is 
discussed  thoroughly  in  following  pages). 

In  its  simplest  shape  one  form  of  transformer  consists  of  two 
separate  and  electrically  independent  coils  of  insulated  wire  wound 
upon  a  laminated  iron  core  (laminated  means  composed  of  sheets  or 
plates)  that  is  common  to  both  of  the  windings.  The  primary  winding 
in  Fig.  25,  is  connected  to  a  source  of  alternating  e.m.f.  or  voltage, 
and  is  known  as  the  primary  coil;  the  secondary  winding  delivers 

alternating  current  at 
a  high  or  low  voltage. 
Whether  the  current 
delivered  is  of  high  or 
low  voltage  depends 
upon  the  type  of  the 
transformer.  If  it  is 
a  “  step-up  ”  trans¬ 
former  the  output  volt¬ 
age  will  be  greater  than 
the  input,  whereas  if  it  is  a  “  step-down  ”  transformer  the  output 
voltage  will  be  less  than  the  input.  A  brief  summary  of  the  process 
of  transformation  is  given  in  the  following  paragraph. 

When  an  alternating  current  is  supplied  to  the  primary  winding,  it 
magnetizes  the  iron  core  periodically,  causing  a  varying  flux  to  flow' 
through  the  iron  core  in  accordance  with  the  alternations  of  current. 
This  varying  flux  induces  an  e.m.f.  in  the  secondary  which  will  cause  a 
current  to  flow  if  the  secondary  circuit  is  closed.  The  current  in  the 
secondary  circuit  flows  in  the  direction  opposite  to  that  in  the  primary, 
and  as  it  increases  it  sets  up  a  flux  in  opposition  to  that  already  in  the 
core,  thereby  reducing  its  strength.  This  reduces  the  self-induction  of 
the  primary,  permitting  more  current  to  flow  in  the  primary.  In  this 
way  the  transformer  becomes  self-regulating;  a  rise  of  the  secondary 
current  causes  an  increase  in  the  primary  current. 


Fig.  25. — A  schematic  diagram  of  an  iron  core  step-up 
transformer. 
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MOTOR-GENERATORS— STARTERS 

Necessity  of  Motor-Generator. — Because  practically  all  ships  now¬ 
adays  are  equipped  with  direct  current  generators  for  the  purpose  of 
supplying  light  and  power,  it  is  necessary  to  install  a  motor-generator 
to  obtain  an  alternating  current  source  of  supply  for  the  operation  of 
a  radio  transmitter.  The  high  voltage  required  for  the  transmitter 
may  then  be  said  to  have  been  obtained  from  a  source  of  alternating 
current  which,  in  turn,  is  stepped-up  to  the  necessary  voltage  by  a 
step-up  transformer. 

The  Motor  and  Generator  Defined. — A  motor  is  defined  as  a  machine 


Ship  Supply 


Fia.  26. — Detailed  view  of  a  complete  motor-generator  set  of  a  radio  transmitter. 

that  transforms  electrical  power  into  mechanical  power;  a  generator  is 
a  machine  that  transforms  mechanical  power  into  electrical  power  by 
the  principle  of  electromagnetic  induction.  When  the  two  are  coupled 
together  they  become  a  motor-generator,  as  shown  in  Fig.  26.  Here  a 
motor  and  a  generator  are  coupled  together,  the  motor  being  set  into 
rotation  by  direct  current,  the  generator  in  turn  generating  an  alternat¬ 
ing  current  of  the  required  voltage  and  frequency. 

As  noted  in  Fig.  26,  the  direct  current  motor  is  mounted  on  the 
left  and  the  alternating  current  generator  on  the  right.  The  motor 
receives,  in  the  case  of  a  shipboard  installation,  direct  current  of  110 
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volts,  and  the  generator  generates  alternating  current  of  frequencies 
from  40  to  500  cycles  and  at  voltages  varying  from  110  to  500  volts, 
according  to  the  design.  As  observed,  the  generator  field  windings 
receive  current  from  the  same  source  as  the  motor  (from  the  ship’s 
generator).  Both  the  motor  and  generator  field  windings  are  connected 
across  the  direct  current  supply  line. 

Underlying  Principles  of  the  Generator,— Unlike  the  simple  battery 
or  storage  cell,  the  generator  may  generate  either  direct  or  alternating 
voltage.  Whether  the  generator  is  a  direct  or  alternating  type  can  be 


Fig.  27. — Elementary  diagram  of  a  generator  showing  the  method  of  generating 
an  alternating  e.m.f.  to  serve  an  external  load  circuit. 


determined  by  observing  the  part  of  the  generator  at  which  the  current 
is  collected.  If  the  brushes  rest  on  a  commutator  which  is  made  up  of 
a  number  of  copper  segments  separated  by  insulating  material,  it  is  a 
direct  current  generator;  if  the  brushes  rest  on  two  brass  rings  it  is  an 
alternating  current  generator. 

The  fundamental  principle  of  the  generator  is  as  follows;  Whenever 
a  coil  of  wire  rotates  through  a  magnetic  field  of  uniform  strength  in 
such  a  way  that  the  number  of  lines  of  force  enclosed  by  the  coil  increase 
or  diminish  uniformly,  a  current  of  electricity  is  induced  in  the  coil,  its 
strength  at  any  instant  being  proportional  to  the  rate  of  the  change 
of  flux  with  respect  to  the  coil. 
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The  essentials  of  a  generator  are: 

(1)  A  magnetic  field  of  constant  strength. 

(2)  A  number  of  coils  mounted  on  a  shaft  and  rotated  in  such  a 

way  as  to  cut  through  the  magnetic  field. 

(3)  Means  for  conducting  the  current  induced  in  the  rotating 

coils  to  an  outside  circuit. 


Operation  of  the  Generator. — A  diagram  of  an  elementary  generator 
appears  in  Fig.  27.  A  uniform  magnetic  field  is  set  up  between  the 
magnetic  poles  N  and  S  by  the  current  from  the  battery  B- 1  which 
flows  through  the  magnetic  windings  MM.  The  rectangle  of  wire  AB 
is  mounted  on  a  shaft  which  rotates  clockwise.  Two  brass  rings  CD 
are  mounted  on  the  shaft  but  insulated  from  it.  The  copper  brushes 
H  and  L  make  contact  with  these  rings,  and  the  circuit  is  completed 
through  F  (or  any  load  requiring  current). 

According  to  the  principle  just  explained,  if  the  loop  AB  rotates 
around  its  axis,  an  e.m.f.  is  induced  in  the  loop,  the  magnitude  depend¬ 
ing  on  the  rate  of  change  of  the  number  of  lines  of  force  threading 
through  the  loop.  When  in  the  vertical  position  of  Fig.  27,  the  loop 
encloses  the  maximum  number  of  lines  of  force,  but  when  side  A  goes 
underneath  the  S  pole  and  side  B  goes  underneath  the  N  pole,  as 
shown  in  Fig.  28,  the  loop 
will  enclose  the  minimum 
number  of  lines  of  force 
when  it  has  moved  90  de¬ 
grees,  or  is  in  a  horizontal 
position.  As  A  moves  out 
of  the  field  of  the  S  pole  and 
B  out  of  the  N  pole,  the 
loop  reaches  another  verti¬ 
cal  position  (but  with  the 
two  sides  of  the  loop  re¬ 
versed)  and  again  encloses 
the  maximum  number  of 


lines  of  force.  As  the  rota-  Fig.  28. — Showing  the  armature  coil  connected  to 


tion  of  AB  continues,  side 
A  goes  into  the  field  of  the 
N  pole  and  side  B  goes  into 


collector  rings  to  obtain  a  reversal  of  current  in  the 
external  or  load  circuit  of  an  a-c.  generator  when 
armature  coil  A,  B,  rotates  through  the  magnetic 
field. 


the  field  of  the  S  pole, 


where  for  a  second  time  the  minimum  number  of  lines  of  force  are 


enclosed,  after  which  the  loop  returns  to  the  position  mentioned  at  the 


beginning. 
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Now,  according  to  the  rule  which  governs  the  direction  of  the  flow 
of  current  in  a  conductor  cutting  through  a  magnetic  field,  when  AB 
is  in  the  position  of  Fig.  28,  a  current  will  flow  towards  the  rear  of  the 
loop  in  the  left-hand  side,  and  towards  the  front  of  the  loop  on  the 
right-hand  side.  Then  if  AB  continues  for  a  half-revolution,  so  that 
A  is  cutting  through  the  N  field  and  B  through  the  S  field,  current  will 
flow  in  AB  in  the  opposite  direction.  It  is  clear  that  in  a  complete 
revolution,  AB  undergoes  two  changes  of  the  current  which  flows  in 
one  direction  around  the  loop  and  then  in  the  opposite  direction.  The 


Fig.  29. — Sine  curve  depicting  the  changes  in  strength  of  the  e.m.f.  or  current 
through  one  cycle.  This  curve  represents  only  one  cycle  of  the  output  of  a  500 

cycle  a-c.  generator. 

current  is  then  said  to  have  gone  through  a  complete  cycle,  as  shown 
by  the  solid  and  dotted  arrows  in  the  external  circuit. 

It  is  observed  that  during  the  first  quarter-revolution  of  loop  AB, 
or  from  zero  deg.  to  90  deg.,  the  e.m.f.  increases  from  zero  to 
maximum;  from  90  to  180  deg.  the  e.m.f.  decreases  from  maximum 
to  zero;  from  180  to  270  deg.  the  e.m.f.  again  increases  from  zero  to 
maximum,  and  from  27ft  to  360  deg.  the  e.m.f.  again  decreases  from 
maximum  to  zero. 

The  changes  in  the  strength  of  the  current  induced  in  AB  can  be 
shown  by  a  wave-like  curve  as  in  Fig.  29,  in  which  the  successive  posi¬ 
tions  of  the  loop  are  indicated  by  the  positions  1,  2,  3,  4,  5,  6,  7,  8,  etc. 
If  the  loop  is  in  position  8-16,  and  is  then  rotated  one  complete  revolu¬ 
tion,  or  360  deg.,  the  e.m.f.  gradually  rises,  maximum  e.m.f.  being 
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attained  in  position  4-12.  This  increase  of  e.m.f.  is  apparent  in  the 
ascending  slope  of  the  curve  B  to  C.  From  position  4-12  on,  the  e.m.f. 
decreases  (as  seen  in  the  descending  slope  of  the  curve  C  to  X),  the  mini¬ 
mum  cutting  of  the  lines  of  force  taking  place  at  point  8-16.  This  cor¬ 
responds  to  the  point  X  on  the  horizontal  line  BA .  At  point  X  a  re¬ 
versal  of  e.m.f.  takes  place.  As  the  loop  continues  the  revolution,  the 
lines  of  force  are  cut  on  an  increasing  angle,  shown  by  the  ascending 
slope  X  to  D)  another  maximum  of  e.m.f.  being  attained  at  point  12^, 
but  of  the  opposite  sign,  as  shown  at  point  Z).  From  this  point  the 
e.m.f.  decreases  to  zero  or  when  the  loop  A  B  is  in  the  position  of  16-8. 
This  curve  depicts  the  gradual  rise  and  fall  of  the  e.m.f.  in  a  generator 
coil  and  is  known  as  a  sine  curve.  The  curve  shows  the  relation  be¬ 
tween  time  (fractions  of  a  second)  and  the  strength  or  amplitude  of  the 
current  at  any  given  point  during  the  complete  revolution  of  a  gen¬ 
erator  coil.  The  curve  represents  a  complete  cycle  of  alternating  cur¬ 
rent.  Vertical  lines  drawn  from  the  horizontal  AB  represent  time  in 
fractions  of  a  second.  The  horizontal  lines  drawn  from  the  successive 
positions  of  the  coil,  1,  2,  3,  4,  etc.,  correspond  to  the  position  of  the 
generator  coil  at  any  particular  instant.  At  points  where  the  horizon¬ 
tal  and  vertical  lines  intersect,  a  common  line  is  drawn  connecting  them, 
which  results  in  the  wave-like  curve. 

Determination  of  Frequency. — The  frequency  of  an  alternating  cur¬ 
rent  generator  is  expressed  in  cycles  per  second.  As  stated  in  the  pre¬ 
vious  paragraph,  one  complete  cycle  of  current  is  generated  when  AB 
makes  a  single  revolution.  Hence,  if  AB  rotates  60  complete  revolu¬ 
tions  per  second,  there  are  120  reversals  or  alternations  of  current  per 
second.  Since  two  alternations  of  current  constitute  a  complete  cycle, 
the  frequency  of  this  generator  is  said  to  be  60  cycles  (120  -5-  2  =  60). 

The  frequency  of  any  alternator  may  be  determined  by  first  count¬ 
ing  the  number  of  field  poles  and  by  measuring  the  speed  of  the  arma¬ 
ture  per  second,  using  the  following  formula: 

T?  NXS 

Frequency  =  — - — 

x 

where 

N  —  the  number  of  field  poles; 

S  =  the  speed  of  the  armature  in  revolutions  per  second. 

Direct-reading  frequency  meters,  which  will  be  discussed  later,  are 
in  daily  use. 

Strength  of  Magnetic  Field. — The  strength  of  the  magnetic  field 
about  the  poles  N  and  S,  Fig.  27,  is  proportional  to  the  strength  of  the 
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current  in  amperes  and  the  number  of  turns  of  the  coil.  The  strength 
of  the  magnetic  field,  often  expressed  in  ampere-turns,  is  the  same 
whether  a  current  of  a  large  number  of  amperes  is  flowing  through  a 
few  turns  of  wire,  or  a  relatively  weak  current  flows  through  a  greater 
number  of  turns.  The  turns  of  the  field  winding  of  any  generator  are  of 
a  fixed  number;  therefore,  the  strength  of  the  magnetic  field  is  regu¬ 
lated  by  increase  or  decrease  in  the  strength  of  the  current  flowing 
through  the  field  winding.  The  field  current  is  regulated  by  a  device 
known  as  a  field  rheostat,  which  is  simply  a  variable  resistance  con¬ 
nected  in  series  with  the  circuit. 

The  voltage  developed  in  any  given  generator  coil  is  proportional 
to  the  rate  of  cutting  of  the  magnetic  field.  In  the  case  of  the  loop 
AB  in  Figs.  27  and  28  the  total  flux  passes  in  the  coil  twice  and  out 
twice,  during  one  revolution  or  during  one  cycle.  If  the  coil  enclosed 
100,000,000  lines  of  force  and  made  one  complete  revolution  per  sec¬ 
ond,  100,000,000  lines  of  force  would  be  thrust  into  the  coil  twice  and 
thrust  out  twice.  This  would  be  the  equivalent  of  cutting  400,000,000 
lines  of  force  per  second  and  in  this  particular  case  the  induced  e.m.f. 
would  be  4  volts.  If  the  number  of  turns  on  the  armature  winding  were 
doubled,  all  other  conditions  remaining  equal,  the  voltage  would  be 
doubled,  or  we  might  state  that  if  there  were  N  turns,  the  e.m.f.  devel¬ 
oped  would  be  N  multiplied  by  that  of  1  turn. 

The  fundamental  equation  for  the  alternating  generator  is: 

=  N  XnX  <t>XpX  2 

100,000,000 

where  E  =  the  average  voltage  of  the  generator; 

n  —  the  revolutions  of  the  armature  per  second; 

N  =  the  number  of  conductors  on  the  surface  of  the  armature; 
<t>  —  the  total  number  of  fines  of  force; 
p  =  the  number  of  field  poles. 

In  a  commercial  generator,  the  only  factors  in  this  question  which 
are  variable  are  (1)  the  density  of  the  magnetic  field  and  (2)  the  speed 
of  the  generator  armature  per  second.  We  see  from  this  that  the  volt¬ 
age  of  any  generator  may  be  augmented  by  increasing  the  speed  of  the 
armature  or  by  increasing  the  strength  of  the  magnetic  field  surround¬ 
ing  the  armature  coils.  Commercial  generators  are  usually  constructed 
for  constant  speed.  Regulation  of  the  voltage  is  obtained  by  means 
of  the  field  rheostat,  which  will  be  explained  later. 

The  Alternating  Current  Generator. — The  essential  parts  of  an 
alternating  current  generator  are: 
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(1)  Field  magnets. 

(2)  Armature. 

(3)  Collector  rings. 

The  diagram  of  Fig.  30  is  intended  to  show  only  the  general  details 
of  the  construction  and  connections  of  an  alternating  current  generator. 
The  field  poles  which  are  firmly  bolted  to  the  circular  iron  frame  are 
represented  by  N,  S,  N,  S ,  the  armature  at  M  and  the  collector  rings 
at  EF.  The  field 
poles  are  wound  alter¬ 
nately  in  opposite  di¬ 
rections,  so  that  the 
current  circulates 
about  the  turns  in 
opposite  directions, 
giving  the  poles  alter¬ 
nately  north  and  south 
polarity.  The  arma¬ 
ture  M  is  built  up  of 
a  number  of  slotted 
sheets  of  soft  iron, 
which  are  pinned  to¬ 
gether  and  mounted 
on  a  common  shaft, 
the  copper  conduc¬ 
tors  lying  lengthwise 
of  the  core  in  such 
a  way  that  the  coils 
will  be  filled  and 
emptied  with  magnetic  flux  (coils  not  shown).  If  these  coils  are  prop¬ 
erly  connected  together,  the  current  induced  therein  (by  the  change 
of  flux)  will  flow  in  the  same  general  direction,  the  voltage  of  one  coil 
being  added  to  that  of  the  next  coil.  It  should  be  especially  noted 
that  the  source  of  continuous  or  direct  current  for  exciting  the  field 
poles  of  an  alternator  is  generally  supplied  from  an  external  source, 
which  may  be  either  a  small  direct  current  generator,  known  as  an 
exciter,  or  a  battery  of  storage  cells.  In  most  cases  encountered  in 
radio  installations,  the  e.m.f.  of  the  direct  current  source  is  110  volts 
d-c.  and  the  turns  of  the  field  winding  are  of  such  number  that  the 
correct  quantity  of  current  flows  with  small  amounts  of  resistance  in 
series  at  the  rheostat  R.  As  already  explained,  this  resistance  is  known 
as  the  field  rheostat  or  field  regulator. 
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When  the  armature  M  revolves  at  a  uniform  rate,  an  alternating 
current  is  induced  in  the  coils,  which  is  collected  by  two  brushes  in 
contact  with  collector  rings  E  and  F,  the  voltage  varying  with  the 
design  of  the  machine.  For  purposes  of  ordinary  radio  communication 
the  voltage  of  the  generator  may  vary  from  110  to  3000  volts. 

If  the  armature  of  Fig.  30  were  revolved  1800  revolutions  per  min¬ 
ute,  current  at  a  frequency  of  60  cycles  per  second  would  be  obtained 
from  its  armature.  Remembering  the  formula  given  for  determining 
the  frequency,  we  see  that  in  a  complete  revolution  of  the  armature 
any  conductor  passing  through  four  fields  sets  up  four  reversals  of  cur¬ 
rent.  If  the  armature  revolves  at  1800  revolutions  per  minute,  corre¬ 
sponding  to  30  revolutions  per  second,  there  will  be  4  X  30  or  120  re¬ 
versals  of  current,  or  a  frequency  of  60  cycles.  If  the  generator  had  32 
field  poles,  the  frequency  will  be  32  X  30  or  960  alternations,  corre¬ 
sponding  to  480  cycles. 

The  student  should  understand  that  the  foregoing  description  and 
drawing  simply  show  in  an  elementary  way  the  construction  and  func¬ 
tioning  of  a  generator.  The  diagram  is  intended  merely  to  indicate  the 
connections  of  the  machine,  the  direction  of  the  magnetic  lines  of  force, 
and  the  method  by  which  the  voltage  generated  by  the  armature  is 
regulated. 

The  Direct  Current  Generator. — Direct  current  is  obtained  from 

generator  coils  by  a  commu- 
tator,  which  is  placed  on  one 

y - - yj  end  of  the  armature  driving- 

y  /  shaft.  In  simple  form  it  con- 

S  y/'k  sists  of  a  split  brass  or  copper 

fyyrm/t  )  rin&  in  two  Parts>  CD>  which 
/  is  thoroughly  insulated  from 

JL  ' ;  flf  the  armature  shaft  (shown  in 
Fig*  31)-  The  circuit  from  the 

F  i _  Load  loop  AB  is  completed  through 

>  the  contact  brushes  E  and  F 
§ R  through  an  external  load  as 
' - - - - j  at  R. 

Fig.  31. — Showing  how  an  armature  of  a  d-c.  The  function  of  the  com- 
generator  is  connected  to  commutator  segments  mutator  should  be  clear  from 

to  supply  a  direct  current  to  the  external  or  , ,  -  „  ,  . 

,  ,  .  ..  the  following  explanation:  As- 

load  circuit.  .  ®  *  .  . 

sume  that  the  coil  is  m 

rotation  in  the  direction  of  the  curved  arrow;  then,  in  the  position 

shown  in  Fig.  31,  the  segment  D  will  be  a  (  +  )  pole  and  segment  E ,  a 

(— )  pole.  The  current  will  therefore  flow  in  the  external  circuit  from 
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brash  F  to  brush  E.  When  AB  turns  completely  over,  so  that  side 
B  goes  under  the  south  pole  and  side  A  under  the  north  pole,  the 
current  will  flow  in  B  as  it  did  formerly  in  side  A,  that  is,  through  the 
coil  towards  the  brush  F.  Similarly,  when  A  is  in  the  north  field,  the 
current  will  flow  away  from  brush  E .  Therefore,  the  current  will  flow 
in  the  external  circuit  in  the  same  direction  as  in  the  first  case. 

It  can  be  readily  understood  that  when  AB  turns  completely  over 
as  suggested  in  the  preceding  paragraph,  that  current  will  flow  opposite 
to  that  when  B  was  cutting  through  the  north  field,  but  we  must  keep 
in  mind  that  commutator  segment  C  now  makes  contact  with  brush  F 
instead  of  brush  E.  Thus  the  current  will  flow  in  one  direction  in  the 
external  circuit  irrespective  of  the  rate  at  which  AB  rotates. 

A  steady  flow  of  current  like  that  obtained  from  a  battery  of  chemi¬ 
cal  cells  cannot  be  obtained  from  the  generator;  the  latter  in  reality 
generates  a  pulsating  current.  If  the  generator  armature  is  composed 
of  a  great  number  of  coils,  the  pulsations  are  so  minute,  and  follow  each 
other  so  rapidly,  that  the  current  is  practically  continuous.  That  is, 
these  pulsations  are  made  to  overlap  one  another  by  mounting  a  num¬ 
ber  of  loops  of  the  armature  and  connecting  them  in  series,  so  that  im¬ 
mediately  as  one  set  of  coils  passes  the  position  of  maximum  cutting  of 
the  lines  of  force,  another  set  will  take  their  place.  The  greater  the 
number  of  the  armature  coils,  the  greater  will  be  the  number  of  com¬ 
mutator  segments  required.  In  fact,  commutators  in  commercial  gen¬ 
erators  may  have  from  50  to  150  segments,  depending  upon  the  design 
of  the  generator. 

The  Electric  Motor. — A  motor,  as  previously  explained,  is  a  machine 
for  converting  electrical  energy  into  mechanical  energy.  The  funda¬ 
mental  operating  principle  of  the  motor  is  as  follows:  A  wire  carrying  a 
current  placed  in  a  magnetic  field  will  tend  to  move  in  a  direction  at 
right  angles  both  to  the  direction  of  the  field  and  to  the  direction  of  the 
current.  For  example,  if  the  plane  of  a  given  coil  of  wire  lying  between 
the  poles  of  a  magnet  is  parallel  to  a  magnetic  field  and  a  current  is 
passed  through  the  coil,  it  will  tend  to  turn  or  to  take  up  a  position  at 
a  right  angle  to  the  magnetic  field.  If  the  current  is  reversed  when  it 
has  reached  this  position,  the  coil  will  continue  to  revolve. 

The  action  of  the  motor  can  be  simply  explained  by  the  diagram, 
Fig.  32,  where  a  motor  armature,  commutator  and  brushes,  as  well  as 
the  field  poles,  are  represented  in  a  conventional  manner.  If  the  ter¬ 
minals  GH  are  connected  to  a  source  of  direct  current,  part  of  the 
current  will  circulate  through  the  field  windings  and  part  through  the 
coils  of  the  armature  between  the  two  brushes.  If  the  current  flowing 
through  the  armature  coils  bears  the  correct  direction  to  that  flowing 
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through  the  field  windings,  a  state  of  magnetism  such  as  shown  in  Fig.  32 
may  be  produced.  The  upper  half  of  the  armature  core  above  the 
imaginary  line  XX  will  be  a  south  pole  and  the  lower  half  a  north  pole. 

The  lower  half  of  the  arma- 


Fig.  32. — This  view  shows  why  a  d-c.  motor 
armature  is  set  into  rotation  when  the  field  and 
armature  coils  are  supplied  with  current  from  a 
d-c.  source. 


ture  will  then  be  attracted  by 
the  south  field  pole  and  re¬ 
pelled  by  the  north  field  pole, 
and  the  upper  half  will  be 
repelled  by  the  south  field 
pole  and  attracted  by  the 
north  field  pole.  This  may 
be  presented  in  another  way 
by  stating  that  the  coils  of 
the  armature  tend  to  turn 
until  they  enclose  the  greatest 
number  of  lines  of  force  from 
the  field  poles.  The  general 
strain  of  this  attraction  and 
repulsion  is  seen  to  be  clock¬ 


wise. 

The  movement  of  the  armature  will  be  continuous  because  the  com¬ 
mutator  acts  to  maintain  the  flow  of  current  constantly  in  the  same 
direction  through  the  two  sides  of  the  armature.  Consequently,  the 
upper  half  of  the  armature  will  always  be  a  south  pole,  while  the  lower 
half  will  be  a  north  pole,  irrespective  of  the  speed  at  which  the  armature 
revolves. 

It  would  have  no  effect  on  the  general  direction  of  rotation  if  the 
connections  from  the  source  of  current  to  the  motor  were  reversed  be¬ 
cause  the  polarity  of  the  flux  in  both  the  armature  and  the  field  poles 
would  be  reversed  accordingly.  The  strain  of  the  two  magnetic  fields 
also  would  have  the  same  general  direction  and  the  motor  would  revolve 
in  the  same  direction  as  before.  Careful  consideration  of  these  facts 
reveals  that  in  order  to  change  the  direction  of  rotation  of  a  motor 
armature  the  flow  of  current  must  be  reversed  independently  in  either 
the  armature  or  field  poles. 

Motors,  like  generators,  may  have  either  series,  shunt,  or  compound 
field  windings. 

Fundamental  Principle  of  Rotation  of  a  Motor  Armature  Coil. — 

How  +he  motion  is  imparted  to  a  current  carrying  conductor  may  be 
understood  by  reference  to  Fig.  32a.  A  cross-sectional  view  of  part 
of  an  armature  coil,  or  conductor,  is  shown  in  order  to  represent  the 
relation  existing  between  the  magnetic  field  of  the  armature  and  that 
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produced  by  the  field  poles.  When  the  conductor  receives  current, 
magnetic  lines  of  force  are  established  in  the  space  surrounding  it,  as 
shown  by  the  concentric  magnetic  whirls  marked  by  dotted  circles,  the 
arrows  indicating  the  direction  of  their  force.  It  is  seen  that  some  of 
the  lines  of  force  comprising  the  main  field  between  north  and  south 


Motion 

I 


Fig.  32o. — The  practical  application  of  the  “left  hand  rule”  for  determining  the 
direction  of  rotation  of  a  motor  armature. 

poles  are  distorted  because  of  the  influence  exercised  by  the  magnetic 
lines  surrounding  the  conductor. 

The  rotation  of  the  conductor  is  brought  about  by  the  natural  law 
that  distorted  lines  of  force  always  seek  to  straighten  themselves  as 
quickly  as  possible  in  order  to  restore  equilibrium.  The  main  field  lines, 
in  tending  to  straighten  themselves,  are  exerting  a  pushing  effect  upon 
the  lines  around  the  conductor,  and  since  the  conductor  is  free  to  move 
it  will  do  so.  It  is  obvious  that  as  the  armature  conductor  moves,  it 
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will  occupy  different  positions  in  the  main  field,  and  at  any  given  instant 
the  main  field  lines  will  be  distorted  and  will  attempt  to  resume  imme¬ 
diately  their  unstressed  and  natural  condition.  This  action  keeps 
the  armature  conductors  (coils)  rotating  so  long  as  current  passes 
through  them.  Because  the  motor  armature  coils  are  continually  sup¬ 
plied  with  current  from  the  power  line  and  the  direction  of  the  current 
through  them  is  reversed  periodically  (which  is  the  function  of  the 
commutator,  made  necessary  because  the  armature  coils  must  pass 
through  north  and  south  fields  in  succession),  the  armature  will  be  kept 
in  rotation.  By  employing  the  left-hand  rule,  the  direction  of  armature 
rotation  may  be  determined. 

Counter  Electromotive  Force. — When  a  motor  armature  is  set  into 
motion  by  an  external  current,  the  loops  of  wire  composing  its  coils  cut 
through  the  magnetic  field  and  induce  reverse  electromotive  force, 
counter  to  that  which  originally  caused  the  motion.  This  back  pres¬ 
sure  is  known  as  counter  electromotive  force  which  governs  directly  the 
speed  of  a  motor.  The  difference  between  the  impressed  and  the  counter 
voltage  determines  the  actual  voltage  impressed  on  the  circuit  and  the 
flow  of  current  in  the  armature.  The  counter  voltage  is  proportional 
to  the  speed  of  the  armature,  the  number  of  armature  wires,  and  the 
strength  of  the  magnetic  field  which  is  enclosed. 

The  speed  of  a  motor  supplied  with  current  at  constant  pressure 
varies  directly  with  the  counter  electromotive  force,  and  in  any  given 
machine  the  stronger  the  field,  the  slower  will  be  the  speed  of  the  arma¬ 
ture.  If  the  field  of  a  motor  is  weakened  by  inserting  resistance  in  the 
excitation  circuit,  the  armature  will  increase  its  speed  up  to  a  certain 
point,  or  until  the  increased  speed  of  the  armature  increases  the  counter 
e.mif.  to  such  an  extent  as  to  cut  down  the  armature  current.  Up  to 
this  point,  however,  the  speed  of  any  given  motor  can  be  varied  by  sim¬ 
ply  increasing  or  decreasing  the  field  strength. 

The  “  pull  ”  of  the  motor  armature  is  directly  proportional  to  the 
strength  of  the  magnetic  field.  (The  term  “  torque  ”  is  applied  to  the 
twisting  force  produced  in  the  armature  as  long  as  the  current  is  on. 
“  Torque  ”  is  the  result  of  “  pull  ”  and  “  leverage.”)  In  the  case  of  the 
shunt-wound  motor,  where  the  field  is  of  constant  strength,  the  pull  of 
the  armature  depends  upon  the  amount  of  current  through  its  windings. 
Hence  if  we  weaken  the  field,  the  reduced  counter  e.m.f.  will  permit 
increased  flow  of  current  in  the  armature,  and  therefore  will  increase  its 
speed. 

The  speed  of  a  shunt-wound  motor  is  self-adjusted  in  the  following 
manner:  If  a  load  is  thrown  on  suddenly,  the  armature  will  have  a  tend¬ 
ency  to  slow  down,  but  this  decreases  the  counter  electromotive  force 
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and  therefore  increases  the  current  flowing  through  the  armature  wind¬ 
ings.  This  causes  the  motor  to  return  to  its  normal  speed  of  rotation. 

We  see  from  the  foregoing  that  the  speed  of  a  shunt-wound  motor 
can  be  varied  within  limits  by  the  use  of  a  variable  resistance  connected 
in  the  field  circuit. 

The  motors  of  the  motor-generators  used  in  radio  communication 
are  designed  to  permit  variation  of  speed  approximately  20  per  cent 
above  and  below  the  normal  speed. 

Shunt- Wound  Generator. — It  has  been  explained  previously  that 
continuous  or  direct  current  must  flow  through  the  field  windings  of  an 
alternating  current 
generator,  and  that 
this  current  is  ob¬ 
tained  from  an  ex¬ 
ternal  source.  In 
the  direct  current 
generator,  the  cur¬ 
rent  for  excitation 
of  the  field  is  ob¬ 
tained  from  its  own 
armature,  shown  at 
M  in  Fig,  33. 

When  the  ter¬ 
minals  of  the  field 
winding  are  tapped 
across  the  brushes 
of  a  direct  current 
generator,  it  is 
called  a  shunt- 
wound  generator. 

The  circuit  for  this  machine  is  shown  in  Fig.  33,  where  the  terminals  of  the 
field  winding  are  tapped  across  the  armature  circuit  at  points  C  and  D. 
A  regulating  rheostat  connected  in  series  with  the  field  circuit  at  R 
permits  an  increase  or  decrease  of  the  strength  of  the  current  flowing. 
The  field  winding  of  the  shunt  generator  is  composed  of  a  large  number 
of  turns  of  comparatively  fine  insulated  wire,  the  actual  number  of 
turns  being  governed  by  the  flux  required,  whereas  the  armature  coils 
have  comparatively  coarse  wire.  Two  paths  are  presented  to  the  cur¬ 
rent  as  it  flows  from  the  armature  of  this  machine,  one  being  the  field 
circuit  and  the  other,  the  external,  or  load,  circuit. 

In  well-designed  shunt-generators  the  resistance  of  the  shunt  circuit 
is  always  greater  than  the  resistance  of  the  armature  and  external  cir- 


Fig.  33. — Illustrating  the  principle  of  how  current  is  sup¬ 
plied  to  the  field  windings  by  the  induced  current  in  the 
armature  of  a  shunt-wound  d-c.  generator. 
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cuit,  and  the  strength  of  the  current  flowing  in  the  shunt  coil  is  com¬ 
paratively  small,  even  in  the  larger  types  of  generators. 

The  student  may  question  how  current  is  set  up  in  a  machine  of 
this  type  when  it  is  first  put  into  motion.  The  fact  is  that  the  initial 
building  up  of  the  current  is  due  to  residual  magnetism  in  the  field  cores. 
When  a  piece  of  soft  iron  has  been  magnetized,  no  matter  how  soft  the 
iron  may  be,  a  certain  number  of  magnetic  lines  of  force  are  retained 
when  the  magnetizing  current  has  been  turned  off.  These  lines  are 
known  as  the  residual  lines  of  force  and  the  cores  of  the  field  winding 
are  said  to  possess  residual  magnetism . 

When  the  generator  armature  is  first  set  into  rotation,  the  residual 
lines  of  force  pass  in  and  out  of  the  armature  conductors,  through  the 
core,  generating  therein  a  feeble  current  which  flows  to  the  field  wind¬ 
ing  and  increases  the  number  of  lines  of  force  threading  through  the 
armature  coils.  A  stronger  current  is  induced  in  the  armature  con¬ 
ductors.  This  continually  adds  to  the  strength  of  the  field  until  the 
normal  voltage  of  the  generator  is  established.  The  complete  process 
usually  requires  10  or  more  seconds.  After  the  generator  armature 
attains  its  normal  speed,  the  voltage  across  its  terminals  may  be  raised 

or  lowered  by  the  rheostat  R. 
If  the  resistance  of  R  is  in¬ 
creased,  the  voltage  diminishes, 
or  if  the  resistance  of  R  is 
decreased,  the  voltage  increases. 

Series-Wound  Generator. — 
A  diagram  of  a  series-wound 
generator  is  shown  in  Fig.  34. 
The  field  magnets  (poles)  of  this 
type  are  wound  with  a  few 
turns  of  thick  wire  joined  in 
series  with  the  armature 
brushes,  and  all  of  the  current 
generated  by  the  armature 
passes  through  the  coils  of  the 
field  magnets  to  the  external 
circuit.  The  current  in  passing 
through  the  windings  of  the 
field  magnet  energizes  them  and 
strengthens  the  weak  field  due 
to  the  residual  magnetism  of  the  cores.  This  results  in  a  gradual 
building  up  of  the  magnetic  field.  The  important  characteristic  of 
this  machine  is  its  ability  to  furnish  current  at  increased  voltage  as 


COMPOUND-WOUND  GENERATOR 


47 


mill 


the  load  increases,  for  it  is  clear,  from  previous  explanations,  that  the 
greater  the  strength  of  the  field  current,  the  greater  the  strength  of  the 
magnetic  field  from  pole  to  pole.  The  strength  of  the  field  current 
flowing  through  a  series-wound  generator,  and  therefore  the  voltage 
across  its  armature,  is  regulated  by  cutting  out  turns  of  the  field  through 
the  medium  of  a  multi-point  switch,  or,  as  may  be  done  in  the  case  of 
any  type  of  generator,  the  voltage  can  be  regulated  by  variation  of  the 
speed  of  the  armature. 

Compound-Wound  Generator. — The  compound-wound  generator,  a 
diagram  of  which  is  shown 
in  Fig.  35,  combines  the 
desirable  characteristics 
of  both  the  series-  and 
shunt-wound  machines, 
and  gives  a  better  regu¬ 
lation  of  voltage  on  cir¬ 
cuits  of  varying  load  than 
is  possible  with  a  gener¬ 
ator  of  either  former  type. 

The  field  magnets  of  the 
compound  generator  are 
wound  with  two  sets  of 
coils,  one  set  being  con¬ 
nected  in  series  with  the 
armature  as  shown  at 
SR,  and  another  set  in 
shunt  to  the  armature  and 
external  circuit  as  shown 

*  nr*  mi  r  i-  r  Fig.  35. — Showing  the  arrangement  of  the  series 
at  SH.  The  function  of  ,  v  x  ~  ,,  ,  j  ,  j 

and  shunt  field  coils  of  a  compound-wound  d-c. 
the  series  winding  is  to  generator. 

strengthen  the  magnetic 

field  by  the  current  taken  through  the  external  circuit,  and  thus  auto¬ 
matically  sustain  the  voltage  under  variation  of  load. 

In  the  case  of  the  shunt-wound  generator,  as  the  external  load  is 
increased,  the  potential  difference  at  the  armature  terminals  will  fall, 
but  in  the  case  of  the  compound-wound  generator,  this  drop  of  pressure 
is  counteracted  by  the  series  winding,  the  current  which  flows  in  it  in¬ 
creasing  with  the  load  and  causing  the  pressure  to  rise.  The  number  of 
turns  of  each  winding  and  the  relative  strength  of  current  are  propor¬ 
tioned  so  that  a  practically  constant  pressure  is  maintained  under  vary¬ 
ing  load.  Initial  adjustments  of  the  voltage  can  of  course  be  secured 
by  means  of  a  field  rheostat,  as  shown  at  R. 
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(3)  ^Magnetic  Flux  as  Shown 
Created  by  Shunt  Field. 


It  should  be  noted  that  current  must  circulate  in  both  the  series 
and  shunt  windings  in  the  same  general  direction  in  order  that  the 
resultant  magnetic  fields  may  have  the  same  general  direction. 

Motor  with  Differential  Field  Winding. — As  previously  explained,  the 
speed  of  a  motor  is  increased  or  decreased  by  regulation  of  the  strength 
of  the  magnetic  field,  and  any  reduction  of  field  flux  of  a  given  machine 
increases  the  speed  of  the  armature.  By  the  use  of  the  differential 

field  winding  shown  in 
Fig.  36,  the  flux  of  the 
shunt  field  is  auto- 
R1  matically  weakened  in 
accordance  with  the 
external  load,  and  the 
speed  is  therefore  self- 
regulated.  Confining 
our  vision  strictly  to 
the  windings  of  the 
field  poles,  two  distinct 
sets  of  coils  will  be 
seen,  one  a  series  wind¬ 
ing,  SR,  in  series  with 

no  volts  L  i  the  armature,  and  the 

D  C 

other  a  shunt  winding, 
Fig.  36. — Differentially  wound  d-c.  generator.  SH ,  connected  across 

the  main  power  line. 

If  the  current  in  these  two  windings  circulates  in  opposite  directions,  a 
differential  field  is  produced  and  the  resultant  field  will  be  of  greater  or 
less  intensity,  according  to  the  current  taken  by  the  armature.  A 
suddenly  applied  load  will  tend  to  slow  the  armature  down,  and  this 
will  reduce  the  counter  e.m.f.  of  the  armature  coils.  Accordingly  in¬ 
creased  current  will  flow  through  the  series  windings,  which  will 
reduce  the  counter  e.m.f.  to  a  still  lower  figure,  permitting  an 
increase  of  armature  current  that  will  restore  the  motor  to  normal 
speed. 

Through  use  of  the  differential  winding,  motors  may  be  designed 
to  give  very  close  speed  regulation,  and  are  well  suited  for  driving 
alternating  current  generators  employed  for  radio  communication. 

If  we  keep  before  us  the  fact  that  the  counter  e.m.f.  developed  in  a 
motor  armature  acts  effectively  as  a  resistance  to  the  flow  cf  current, 
and  that  this  reverse  e.m.f.  increases  with  the  speed,  it  is  easily  seen  that 
a  considerable  difference  must  exist  between  the  armature  resistance 
when  standing  still  and  its  effective  resistance  when  in  rotation.  If 


Fig.  36. — Differentially  wound  d-c.  generator. 
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such  a  motor  armature  should  be  started  by  connecting  its  terminals 
directly  to  the  power  mains,  an  excessive  current  would  flow.  This 
would  do  injury  to  the  windings  and  the  commutator.  A  device  known 
as  a  motor  starter  (discussed  later)  is  required  to  reduce  the  starting 
current  to  a  safe  value. 

Motor-Generators  for  Radio  Transmitters. — For  the  operation  of 
radio  transmitters,  a  motor-generator  is  required  that  will  give: 

(1)  Constant  frequency  under  variable  load. 

(2)  Constant  alternating  current  voltage  under  variable  load. 

(3)  Or  both  (1)  and  (2). 

For  the  quenched  spark  transmitter,  a  constant  current  generator 
naving  a  falling  voltage  characteristic  under  a  load  is  preferred. 

When  a  motor-generator  is  connected  to  a  radio  transmitter,  is  it 
subjected  to  an  intermittent  load  following  the  closing  of  the  transmit¬ 
ting  key;  therefore,  some  means  must  be  provided  whereby  a  uniform 
alternating  current  frequency  and  voltage  can  be  maintained.  In  prac¬ 
tice,  the  necessary  regulation  is  obtained  by  special  motor  field  and 
generator  field  windings.  Hence  motor-generators  may  be  classified 
with  respect  to  their  windings.  Three  different  types  are  in  commercial 
use: 

(1)  A  shunt-wound  motor  coupled  to  a  simple  alternating  current 

generator. 

(2)  A  shunt-wound  motor  coupled  to  an  alternating  current  gen¬ 

erator,  having  a  com  pound- wound  field. 

(3)  A  motor  with  differentially  compounded  fields  coupled  to  a 

simple  alternating  current  generator. 

An  example  of  type  (1)  is  the  2-kw.  500-cycle  motor-generator  used 
with  panel  spark  transmitters;  of  type  (2)  the  1-kw.  60-cycle  motor- 
generator;  of  type  (3)  the  2-kw.  240-cycle  motor-generator.  All  three 
types  are  in  use  in  the  radio  sets  of  the  various  radio  operating  com¬ 
panies. 

The  fundamental  circuit  of  type  (1)  is  shown  in  Fig.  37,  of  type  (2) 
in  Fig.  38,  and  of  type  (3)  in  Fig.  39.  The  student  should  take  careful 
note  of  the  position  of  the  generator  and  motor  rheostats  in  all  three 
diagrams.  This  is  advisable  because,  in  addition  to  the  automatic 
regulation  which  these  machines  are  designed  to  give,  initial  adjust¬ 
ments  of  either  voltage  or  frequency  can  be  made  by  the  rheostats. 
For  example,  if  resistance  is  added  at  the  motor  field  rheostat,  the 
motor  speeds  up  and  therefore  increases  the  frequency  of  the  generator. 
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If  resistance  is  added  at  the  generator  rheostat,  the  generator  field  cur¬ 
rent  reduces  and  the  voltage  across  the  armature  terminals  drops;  but 


Fig.  37. — Diagram  of  a  shunt- wound  motor  coupled  to  an  a-c.  generator. 


4  6 

60-500 
Cycles 


Fig.  38. — A  shunt-wound  d-c.  motor  coupled  to  an  a-c.  generator  with  compound 

wound  field. 

the  frequency,  in  this  case,  is  not  affected.  If  more  current  is  admitted 
to  the  field  coils,  the  voltage  of  the  armature  increases. 
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By  proper  design,  fair  regulation  of  frequency  and  voltage  is  secured 
with  the  shunt-wound  motor-generator  of  Fig.  37  under  the  conditions 
imposed  by  a  radio  transmitter. 

It  will  be  noted  from  the  diagram  of  Fig.  38  that  the  generator  has 
two  field  windings,  a  “  series  winding  ”  interposed  in  the  motor  arma¬ 
ture  circuit,  and  a  “  shunt- winding  ”  connected  directly  across  the  d-c. 
line.  The  windings  are  mounted  on  each  field  pole  of  the  generator 
so  that  the  lines  of  force  generated  by  the  series  winding  and  those  of 
the  shunt  winding  flow  in  the  same  general  direction.  When  a  motor 
generator  of  this  type  is  subjected  to  load  there  will  be  a  tendency 


Fig.  39. — Diagram  of  a  differential  d-c.  motor  coupled  to  an  a-c.  generator. 


towards  a  decrease  in  speed,  but  there  will  be  an  increase  of  current 
through  the  series  winding  (because  it  is  connected  in  series  with  the 
armature).  This  has  the  effect  of  increasing  the  strength  of  the  gen¬ 
erator  field,  thereby  maintaining  the  voltage  of  the  alternator  fairly 
constant  under  variable  load.  The  motor  of  this  machine  has  a  simple 
shunt  winding,  with  a  speed-regulating  rheostat  connected  in  series. 
The  voltage  of  the  generator  may  be  increased  or  decreased  by  means 
of  the  generator  field  rheostat. 

The  principal  advantage  of  the  motor-generator  of  Fig.  39  is  that  it 
maintains  a  uniform  speed  under  variable  load,  which  results  in  an 
unvaried  frequency  of  current  at  the  terminals  of  the  alternator. 

A  photograph  of  the  2-kw.  500-cycle  General  Electric  motor-gen- 
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erator  appears  in  Fig.  40,  wherein  the  motor-generator  armatures  are 
clearly  shown.  The  generator  has  30  field  poles  and  the  motor  2  field 


Fig.  40. — General  Electric  2-kw.  500-cycle  motor-generator. 


Fig.  41. — The  £-k.\v.  500-cycle  Crocker-Wheeler  motor-generator. 

poles.  The  armature  revolves  at  2,000  r.p.m.,  hence  there  are  33^- 
revolutions  per  second  which,  multiplied  by  30  (the  number  of  field 
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poles),  gives  1000  alternations  of  current  per  second.  Since  two  alter¬ 
nations  of  current  constitutes  a  cycle,  the  frequency  of  this  generator 
is  500  cycles  per  second.  The  motor  of  this  machine  takes  29  amperes 
at  a  pressure  of  110  volts  d-c.,  but  the  generator  armature  delivers  alter¬ 
nating  current  at  pressures  varying  between  120  and  380  volts,  with 
current  output  of  20.8  amperes.  At  normal  saturation  the  generator 
and  the  motor  fields  require  about  amperes  each.  The  complete 

29  X  110 

motor,  therefore,  is  rated  at  — — —  =  4.2  horsepower. 

74b 

Details  of  the  ^-kw.  500-cycle  Crocker- Wheeler  motor-generator  are 
shown  in  Fig.  41.  It  is  to  be  noted  that  the  rotor  of  the  generator  is 


Fig.  42. — Disassembled  Holtzer-Cabot  2-k.w.  motor-generator. 


composed  of  two  toothed  disks  without  windings,  and  that  both  the 
field  and  armature  windings  are  stationary.  The  rotor  closes  and  opens 
the  magnetic  circuit  between  the  armature  and  field  windings  and 
thereby  induces  current  in  the  armature. 

The  Holtzer-Cabot  2-kw.  motor-generator  is  shown  in  detail  in 
Fig.  42.  The  numbered  parts  are: 


1  and  2.  Screen  covers  for  motor  end. 

3.  Motor-generator  casing. 

4.  Motor  field  coil. 

5.  Generator  armature  and  field. 

6.  Generator  end  plate. 

7.  Generator  terminal  block  cover. 

8.  Motor  terminal  block  cover. 

9.  Motor  terminal  block  detached. 

10.  Brush  holder  complete. 


11.  Ball  bearings,  both  ends  of  machine. 

12.  End  plates  for  ball  bearings. 

13.  Motor  end  plate. 

14.  Generator  terminal  block. 

15.  Motor  terminals  showing  lugs  re¬ 

moved  from  terminal  block. 

16.  Commutator. 

17.  Motor  armature. 

18.  Generator  laminated  iron  rotor. 
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Dynamotor  and  Rotary  Converter. — The  dynamotor  and  the  rotary 
converter  are  employed  occasionally  to  generate  alternating  voltage 
from  a  d-c.  source  of  supply.  The  distinguishing  feature  of  these  ma¬ 
chines  is  the  use  of  a  single  armature  for  both  a-c.  and  d-c.  Hence, 
but  two  bearings  are  required,  and  the  construction  of  the  machine 


Fig.  43. — An  elementary  diagram  of  a  rotary  converter. 

as  a  whole  is  simplified.  These  machines  also  require  less  space  to 
erect,  but  they  possess  the  marked  disadvantage  of  not  allowing  full 
control  over  the  voltage.  Also,  they  are  not  as  efficient  as  the  motor 
generator  when  connected  to  a  radio  transmitter. 

The  rotary  converter,  shown  in  Fig.  43,  has  a  single  winding  on  one 


Fig.  44. — An  elementary  diagram  of  a  dynamotor.  In  commercial  practice  the 
dynamotor  is  often  employed  in  d.-c.  circuits  to  step-up  d.-c.  voltage.  The  machine 
is  then  usually  equipped  with  two  commutators. 

armature  for  both  alternating  and  direct  current,  but  the  dynamotor  of 
Fig.  44  has  two  distinct  windings  (on  the  same  armature),  one  to  rotate 
it  as  a  motor,  and  the  other  for  the  production  of  alternating  current. 

Explanation  of  the  circuits  of  the  rotary  converter  of  Fig.  43  fol¬ 
lows:  Direct  current  from  an  external  source  enters  the  armature  coil 
CD  through  brushes  A  B ,  and  also  flows  to  the  shunt  field  windings  (not 
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shown),  causing  the  armature  to  revolve  in  the  usual  way.  Taps  taken 
from  this  winding  at  the  commutator  segments  directly  underneath  the 
brushes  are  connected  to  the  collector  rings  on  the  opposite  ends  of  the 
shaft,  the  circuit  continuing  through  brushes  MN  to  the  a-c.  external 
load  circuit  E.  The  voltage  of  the  alternating  current  is  maximum 
when  the  taps  to  the  collector  rings  are  underneath  the  brushes,  and 
minimum  when  midway  between  the  brushes.  It  is  easily  seen  that 
as  CD  revolves  and  attains  the  position  opposite  to  that  in  Fig.  43,  the 
current  taken  from  the  collector  rings  will  flow  in  the  opposite  direction. 
As  the  armature  revolves,  an  alternating  current  can  be  taken  from 
the  armature,  the  frequency  varying  with  the  speed.  An  important 
point  in  connection  with  this  machine  is 
that  if  the  d-c.  supply  is  110  volts,  the 
effective  a-c.  voltage  cannot  exceed  77  volts. 

If  110  volts  is  desired  a  small  etep-up  trans¬ 
former  must  be  used. 

The  a-c.  voltage  of  the  converter  may 
be  increased  by  raising  the  speed  of  the 
motor,  but  the  frequency  of  the  current 
increases  simultaneously.  The  converter 
does  not  permit  the  closeness  of  control  of 
the  voltage  and  the  frequency  that  is  given 
by  the  motor-generator;  therefore,  it  oper¬ 
ates  at  a  disadvantage. 

The  circuit  of  the  dynamotor  is  shown 
in  Fig.  44.  Here  the  armature  coils  for  the 
production  of  alternating  current  have  no 
connection  with  the  coils  for  direct  current. 

The  two  windings  are  mounted  on  the  same 
core,  but  in  separate  slots.  The  generator 
winding  can  be  given  the  correct  number  of 
turns  so  that  a  certain  output  voltage  may  be 
obtained  when  the  armature  is  connected  to 
110  volts  d-c.  The  armature  coils  are 
shown  externally  for  simplicity. 

Field  Rheostats. — A  type  of  field  rheo¬ 
stat  supplied  with  motor-generators  is 
shown  in  Fig.  45.  This  type  has  a  number  Fig.  45.-Generator  or  motor 
of  turns  of  bare  resistance  wire  wound  on  field  rheostat, 

a  slate  base.  A  sliding  contact  moving  over 

the  turns  permits  very  close  regulation  of  the  flow  of  current  in  the 
field  winding.  A  rheostat  of  this  type  is  essential  for  motor-generators 
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used  with  transmitters,  because  they  require  extremely  close  regulation 
of  the  generator  voltage. 

The  Motor  Starter. — It  has  been  previously  mentioned  that  the 
counter  e.m.f.  of  a  motor  armature  is  very  low  upon  starting.  If  the 
terminals  of  a  motor  are  connected  directly  to  the  source  of  e.m.f., 
an  excessive  current  may  flow  that  might  injure  the  commutator  or  burn 
out  the  armature  windings  (unless  the  circuit  is  properly  fused).  A 
motor  starter  is  required  to  reduce  the  starting  current  to  a  safe  value. 

A  diagram  of  the  Cutler-Hammer  hand  starter  is  shown  in  Fig.  46. 
The  principal  elements  of  the  starter  are  the  resistance  coils  R\,  the 
small  holding  magnet  M  and  the  handle  H .  The  coils  of  Ri  are  of 
German  silver  wire  or  composition  wire,  tapped  at  certain  intervals 
and  connected  to  the  studs  1,  2,  3,  4,  5,  6  and  7  The  circuit  from  the 
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Fig.  46. — Cutler-Hammer  hand  starter  connected  to  a  shunt  wound  motor. 

negative  side  of  the  d-c.  power  line  may  be  traced  to  the  L  post  of  the 
starter  through  the  handle  H ,  which,  when  placed  on  the  first  point 
of  contact,  permits  the  current  to  flow  through  all  coils  of  R i  to  the 
terminal  A,  thence  to  a  brush  on  the  commutator.  The  circuit  con¬ 
tinues  through  the  armature  to  the  second  brush  and  to  the  positive  side 
of  the  line.  One  terminal  of  the  field  winding,  F\,  receives  current  at 
the  positive  side  of  the  line  at  one  brush,  but  the  other  terminal,  F2,  has 
the  field  rheostat  R2  connected  in  series,  also  the  holding  magnet  M; 
moreover,  this  circuit  continues  to  the  first  tap  on  the  resistance  coils 
Ri.  Now,  as  the  handle  is  moved  slowly  across  the  contact  studs  on 
the  starter,  current  is  admitted  to  the  motor  armature  by  small  in¬ 
crements  which  set  it  into  rotation,  while  the  speed  gradually  increases 
as  theihandle  moves  toward  the  final  or  full  running  position.  When 
this  position  is  attained,  the  magnet  M  grips  the  handle  and  holds  it  in 
position  until  it  is  released  by  opening  the  main  d-c.  line  switch.  The 
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diagram  shows  the  Cutler-Hammer  starter  connected  to  a  shunt-wound 
motor. 

It  is  important  that  a  motor  be  started  neither  too  rapidly  nor  too 
slowly.  If  the  former  condition  obtains,  the  fuses  in  series  with  the 
line  to  the  motor  armature  will  melt;  but  if  the  starting  handle  is 
moved  too  slowly  across  the  contact  studs,  the  internal  resistance  coils 
will  overheat  and  perhaps  burn  out.  The  speed  of  acceleration  of  the 
starting  handle  can  usually  be  gauged  by  observing  the  speed  of  the 
motor  armature.  It 
should  require  no 
more  than  15  sec¬ 
onds  to  start  the 
motors  used  in  con¬ 
nection  with  radio 
telegraph  apparatus. 

The  release  mag¬ 
net  M,  Fig.  46,  serves 
to  protect  the  motor 
in  case  the  main  line 
circuit  is  discon¬ 
nected,  or  should  the 
motor  field  windings 
of  the  circuit  be 
broken  by  accident. 

In  either  event  the 
handle  H  flies  back 
to  the  starting  posi¬ 
tion  by  the  tension 
of  a  spring  attached 
to  the  bearing  of  the 
handle,  and  thus  in¬ 
terrupts  the  circuit  to  the  armature.  A  front  view  of  a  hand  starter 
is  shown  in  Fig.  46a. 

The  General  Electric  Company's  hand  starter  differs  slightly  from 
the  type  just  described.  A  complete  diagram  is  shown  in  Fig.  47, 
where  the  starter  is  connected  to  a  simple  shunt- wound  motor.  It  is 
to  be  noted  in  this  diagram  that  the  release  magnet  M  is  shunted  across 
the  d-c.  line,  and  has  a  coil  of  fixed  protective  resistance  Ri  connected 
in  series.  If  the  source  of  power  is  cut  off,  magnet  M  releases  the 
handle  of  the  starter,  whereupon  it  returns  to  the  zero  position,  break¬ 
ing  the  circuit  to  the  armature. 

Automatic  Motor  Starters. — It  is  often  essential  to  install  a  motor 


Fig.  46a. — Hand  starter. 
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generator  at  a  point  remote  from  the  radio  cabin,  in  order  that  the 
noise  from  its  operation  may  not  interfere  with  the  reception  of  radio 
signals.  In  instances  of  this  kind,  automatic  motor  starters,  controlled 
from  a  distant  point  by  pressing  a  small  button  or  closing  a  small 
switch,  are  employed.  Such  starters  possess  the  advantage  that  the 


Fig.  47. — General  Electric  hand  starter  connected  to  a  shunt  wound  d-c.  motor. 


Fig.  48. — A  fundamental  diagram  of  a  counter  e.m.f.  starter  connected  to  a  shunt- 

wound  d-c.  motor. 

acceleration  of  the  starting  handle  is  uniform,  and  consequently  there 
is  no  danger  of  burning  out  the  armature  or  melting  the  fuses  during 
the  starting  of  a  motor. 

The  complete  circuit  of  a  counter  e.m.f.  single-step  automatic  starter 
is  shown  in  the  diagram  of  Fig.  48.  A  single  resistance  unit  R\  is  con- 
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nected  in  series  with  the  brushes  E  and  F  of  the  armature.  When  the 
main  d-c.  line  switch  is  closed,  the  solenoid  winding  S  connected  in 
shunt  to  the  motor  armature  through  contacts  K  and  L  draws  up  the 
plunger  C,  which  in  turn  shunts  the  coil  Ri  through  the  contacts  A 
and  B.  Current  flows  to  the  motor  armature  through  Ru  and  as  the 
counter  e.m.f.  of  the  armature  increases,  the  solenoid  winding  becomes 
more  strongly  magnetized,  drawing  up  the  plunger,  which  cuts  out  the 
resistance  coil  R\.  When  the  plunger  of  the  solenoid  is  in  the  full 
running  position,  contacts  K  and  L  are  forcibly  opened  and  the  resist¬ 
ance  unit  R2  is  connected  in  series  with  the  solenoid  winding  S.  This 
is  to  prevent  the  magnet  winding  from  overheating  and  consequent 
injury. 

The  circuit  of  an  automatic  starter  employed  in  ^-kw.  500-cycle 


Fig.  49. — Automatic  starter  connected  to  a  compound-wound  motor. 


transmitting  sets  is  shown  in  Fig.  49.  When  the  starting  switch 
2  is  closed,  the  solenoid  3  is  connected  in  shunt  to  the  d-c.  line  through 
contacts  14.  The  flux  from  this  solenoid  attracts  the  lever  4,  making 
contact  with  point  5,  thereby  closing  the  circuit  from  the  d-c.  line 
through  the  series  field  and  to  the  motor  armature  through  the  resist¬ 
ance  coil  6.  Simultaneously  the  solenoid  7  is  connected  in  shunt  to  the 
d-c.  line  (through  the  lever  4)  which  attracts  the  lever  9,  making  con¬ 
tact  with  point  10;  this  shorts  resistance  6  out  of  the  armature  circuit, 
thereupon  the  motor  is  connected  directly  to  the  main  d-c.  line.  It  is 
apparent  that  the  lever  4  of  solenoid  3  opens  and  closes  the  main  power 
circuit,  while  the  lever  9  of  solenoid  7  cuts  out  the  resistance  6  in  series 
with  the  motor  armature.  The  solenoids  3  and  7  have  the  resistance 
coils  16  and  8  respectively,  which  are  connected  in  series  with  their 
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respective  windings  automatically  by  the  levers  4  and  9.  These  resist¬ 
ances  prevent  the  solenoid  windings  from  overheating. 

The  automatic  starter  also  includes  the  elements  of  an  electro¬ 
dynamic  brake.  When  the  starting  switch  2  is  open,  lever  4  drops  back, 
also  lever  9,  followed  by  contact  being  made  between  points  11  and 
12  connecting  the  resistance  coil  13  in  shunt  to  the  motor  armature  and 
the  series  winding.  The  motor  armature  thus  temporarily  becomes  a 
generator  and,  owing  to  the  power  expended  in  setting  up  a  current 
through  the  resistance  13,  a  powerful  braking  action  is  set  up  against 
the  armature,  bringing  it  to  a  quick  stop.  The  resistance  coil  15  is  the 
motor  field  rheostat,  by  which  the  speed  of  the  motor  can  be  regulated 
between  certain  limits. 

The  starting  switch  2  is  usually  one  of  the  snap  type  placed  con¬ 
veniently  for  the  radio  operator  and  near  the  aerial  changeover  switch. 
In  some  installations  the  starting  circuit  opens  and  closes  through  this 
switch,  stopping  the  motor  whenever  the  aerial  switch  is  in  the  “  re¬ 
ceiving  ”  position.  In  case  it  becomes  necessary  to  install  the  motor 
generator  in  the  operating  room,  it  is  essential  that  the  motor  stop 
immediately  after  the  sending  period,  to  permit  the  reply  from  a  dis¬ 
tant  radio  station  to  be  deciphered  without  interference. 

The  circuit  of  an  automatic  starter  supplied  with  2-kw.  500-cycle 
transmitting  sets  is  shown  in  Fig.  50.  In  addition  to  acting  as  a 
motor  starter,  it  performs  the  function  of  a  main-line  circuit-breaker 
through  the  medium  of  an  overload  relay  switch.  The  starter  has  three 
resistance  units  connected  in  series  with  the  motor  armature  instead  of 
the  single  resistance  unit  described  in  the  two  previous  types. 

It  will  be  observed  in  the  drawing  that  the  field  winding  70  of  the 
motor  is  connected  in  shunt  with  the  d-c.  line  through  the  regulating 
field  rheostat  23.  As  resistance  is  increased  at  23,  the  speed  of  the 
motor  increases,  and,  consequently,  the  frequency  of  the  alternator  also 
increases.  The  generator  field  winding  71  is  connected  in  shunt  to  the 
d-c.  line  through  the  low-power  resistance  24  and  the  voltage  regulating 
rheostat  25.  The  field  circuit  continues  to  the  contacts  of  the  antenna 
switch  62  and  63  through  the  control  switch  26  and  finally  to  contact  5 
of  the  automatic  starter.  By  this  connection  the  circuit  to  the  gener¬ 
ator  field  winding  remains  open  until  the  bar  6  attached  to  the  plunger 
A  of  the  automatic  starter  has  touched  point  5.  When  the  bar  of  the 
automatic  starter  makes  contact  with  point  4,  the  d-c.  armature  is  con¬ 
nected  directly  to  the  main  d-c.  line. 

By  increase  of  resistance  at  the  rheostat  25,  the  voltage  of  the  a-c. 
generator  dh)ps,  and  conversely  increases  by  the  reduction  of  resistance. 
Low  values  of  voltage  may  be  secured  at  the  terminals  of  the  generator 
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Fig.  50. — Illustrating  the  “  finger  ”  type  automatic  starter  connected  in  the  power  circuit  of  a  spark  transmitter.  Refer  to 

the  drawing  on  page  94  concerning  the  use  of  protective  condensers. 
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by  an  external  fixed  resistance  24  connected  in  series  with  the  generator 
rheostat.  This  is  shunted  by  the  switch  indicated  in  the  drawing. 

The  overload  relay  employed  in  conjunction  with  the  automatic 
starter  has  the  magnet  winding  20,  which  may  be  called  the  “  tripping 
magnet,”  and  the  second  magnet  winding  22,  which  may  be  called  the 
“holding  magnet.”  Winding  20  is  in  series  with  the  d-c.  armature  on  the 
negative  side  of  the  line.  If  more  than  a  predetermined  number  of 
amperes  flow  through  this  winding,  the  lever  14  is  drawn  up,  breaking 
the  circuit  of  the  solenoid  winding  11  through  the  contacts  13  and  14. 
Immediately  afterward  the  circuit  through  winding  22  is  closed  through 
contacts  14  and  21.  This  causes  the  lever  14  to  be  held  in  the  “up” 
position  until  either  the  main  d-c.  line  switch  or  the  starting  switch  17 
is  opened. 

One  terminal  of  the  solenoid  winding  11  is  connected  to  the  positive 
pole  of  the  d-c.  line  at  point  12.  The  circuit  is  completed  through  the 
fixed  resistance  9,  shunted  by  the  switch  10,  through  the  contacts  13  and 
14  of  the  overload  relay,  and  through  contacts  15  and  16  of  the  antenna 
switch,  to  a  terminal  of  the  winding  20,  which  is  of  negative  polarity. 
Hence,  it  is  readily  observed  that  the  solenoid  winding  is  connected  in 
shunt  to  the  d-c.  line  when  either  of  the  contacts  15  or  16  or  the  starting 
switch  17  is  closed. 

The  switch  10  in  shunt  to  the  resistance  9  is  automatically  opened 
by  the  plunger  A  of  the  automatic  starter  when  it  is  in  the  full  vertical 
or  running  position. 

The  resistance  coils  of  the  motor  starter,  connected  in  series  with 
the  d-c.  line  to  the  armature,  are  progressively  cut  out  of  the  circuit  at 
contacts  1,  2,  3,  and  4  by  the  bar  6.  When  the  circuit  to  the  solenoid 
11  is  closed,  the  plunger  A  with  the  bar  6  moves  in  a  vertical  position. 
The  acceleration  is  regulated  by  a  piston  drawn  through  a  vacuum 
chamber  (dash  pot).  When  contact  is  made  between  the  bar  6  and 
point  1,  the  circuit  to  the  armature  includes  the  entire  set  of  resistance 
coils. 

When  the  circuit  to  the  winding  11  is  interurpted,  either  at  point 
17  or  at  the  aerial  switch  contacts  15  and  16,  the  plunger  A  drops 
downward,  and  through  the  medium  of  contacts  6  and  7  the  resistance 
coil  8  is  connected  in  shunt  with  the  d-c.  armature.  At  this  stage  of 
operations  the  momentum  of  the  armature  causes  it  to  become  tem¬ 
porarily  a  d-c.  generator  and  current  of  large  value  flows  for  a  few  mo¬ 
ments  through  the  resistance  8.  The  magnetic  field  thus  set  up  by  the 
armature  causes  a  powerful  dragging  action  on  the  field  poles  that 
brings  the  armature  to  a  quick  stop. 

Reviewing  the  foregoing:  When  the  handle  of  the  aerial  changeover 
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switch  is  thrown  to  the  transmitting  position,  the  motor-generator  is  auto¬ 
matically  started,  provided  the  main  d-c.  line  switch  is  closed.  It  will 
be  brought  to  a  quick  stop  when  the  antenna  switch  is  placed  in  the 
receiving  position,  provided  the  switch  17  remains  open.  If  the  switch 
17  is  closed,  the  motor-generator  can  be  kept  in  a  continuous  state  of 
operation  during  the  receiving  period. 

The  speed  of  acceleration  of  the  starter  arm  can  be  very  closely 
regulated  by  an  adjusting  screw  attached  to  the  bottom  of  the  vacuum 
chamber.  It  usually  requires  12  seconds  to  bring  the  starter  up  to  the 
full  running  position. 

When  it  becomes  necessary  to  make  repairs  or  adjustments  to  the 
generator,  or  the  a-c.  power  circuits,  the  generator  field  switch  26 


Fig.  51. — Diagram  of  a  hand  starter  and  compound  wound  d-c.  motor  coupled  to 

an  a-c.  generator. 

should  be  open.  When  the  motor-generator  is  to  remain  idle  for  an 
indefinite  period,  the  main  d-c.  line  switch  should  be  opened  to  break 
the  circuit  to  the  field  winding  of  the  motor. 

In  Fig.  51  is  shown  the  complete  circuit  of  a  differentially  wound 
motor  coupled  to  an  alternating  current  generator,  including  the  con¬ 
nection  of  the  field  rheostats  and  the  hand  starter. 

Protective  Condensers, — When  a  radio  transmitter  is  in  operation, 
a  powerful  electrostatic  field  is  set  up  in  the  region  about  the  aerial 
wires.  If  the  power  apparatus  is  installed  in  such  a  manner  that  the 
low  voltage  wires  leading  to  the  motor-generator  or  other  apparatus 
lie  parallel  or  in  proximity  to  the  antenna  wires,  currents  of  very 
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high  potential  will  be  induced  in  the  power  wires  which  may  punc¬ 
ture  the  insulation.  A  path  is  then  afforded  for  the  current  which 
may  cause  an  arc,  completely  short-circuiting  the  windings  of  a  motor- 
generator.  In  other  words,  this  induction  sets  up  a  difference  of  poten¬ 
tial  between  the  various  windings,  or  between  the  windings  and  the 
frame  of  a  motor-generator,  which  may  result  in  a  disastrous  burnout. 
The  low  voltage  wires  can  be  well  protected  by  installing  them  in  an 
iron  conduit,  the  latter  in  turn  being  thoroughly  connected  to  the  earth. 
The  induced  currents  will  flow  on  the  surface  of  the  pipe  and  be  neutral¬ 
ized  by  the  earth  connection,  thus  dorng  no  harm  to  the  power  wiring. 
The  power  wires  of  commercial  radio  installations  are  either  installed 
in  an  iron  conduit  or  in  lead-covered  cables,  but,  in  addition  to  this 

protection,  protective  devices  known  as 
protective  condensers,  or  protective  resist¬ 
ances,  are  employed. 

Protective  condenser  units  consist  of 
two  0.5  microfarad  condensers  each  con¬ 
nected  in  series,  mounted  on  an  insulating 
support  as  in  Fig.  52.  The  middle  connec¬ 
tion  is  extended  to  the  earth,  while  the 
— ~-rCround  remaining  terminals  are  connected  across 

Fig.  52. — Protective  device  for  the  field-  a0™88  armature  windings  of  a 
motor-generator  windings.  motor-generator,  or  between  these  windings 

and  the  frame.  Differences  of  potential 
that  may  be  induced  in  such  windings  are  neutralized  and  reduced  to 
zero  through  the  earth  connection. 

Carbon  or  graphite  rods  of  high  resistance  are  often  employed  for 
protective  purposes.  A  single  graphite  rod  having  a  resistance  of  about 
5000  ohms  is  mounted  on  an  insulating  support  and  connected  to  earth 
at  the  middle  point.  The  two  remaining  terminals  are  connected  to 
the  windings  of  the  motor-generator  to  be  protected.  These  rods  have 
sufficient  resistance  to  prevent  appreciable  leakage  of  the  low  voltage 
current  but  possess  sufficient  conductivity  to  pass  the  induced  current 
of  high  voltage. 

Protective  rods  or  protective  condensers  are  connected: 


_ -  r.i 

1  I _ II _ II _ 

(1)  In  shunt  to  the  motor  armature. 

(2)  In  shunt  to  the  generator  armature. 

(3)  In  shunt  to  the  field  windings  of  the  motor. 

(4)  In  shunt  to  the  field  windings  of  the  generator. 

Fig.  53  shows  the  principle  of  how  protective  condensers  may  be 
attached  to  a  motor-generator.  Condensers  A,  Bf  C  and  D  are  of 
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0.5  or  1  microfarad  capacity  each.  One  terminal  is  connected  to  a  bind¬ 
ing  post  and  the  other  terminal  to  the  frame  of  the  motor-generator. 
The  frame  of  the  motor-generator  is  connected  to  the  earth  at  the 
binding  post,  or  at  any  other  convenient  point.  These  condensers  are 
generally  mounted 
in  a  containing  rack 
on  the  top  of  the 
motor-generator 
and  protected  from 
injury  by  a  cast-iron 
case. 

In  some  radio 
systems,  fuses  are 
connected  in  series 
with  the  protective 
condensers  to  pro¬ 
tect  the  power 
mains  in  case  of 
puncture  of  the  di¬ 
electric. 

Care  of  the 
Motor-Generator. 

— To  become  fa¬ 
miliar  with  a  motor- 
generator  of  any 
type,  students  should  note  particularly  how  the  brushes  are  held  in 
the  rocker  arm  and  how  the  connections  are  attached  to  and  between 
the  various  brush  holders.  They  should  also  note  the  connections 
inside  the  frame,  from  the  motor  to  the  generator.  Particular  ob¬ 
servance  should  be  made  of  the  thrust  bearing  mounted  on  the  end 
of  the  shaft  to  take  up  the  “  end  play.”  In  the  case  of  the  2-kw. 
500-cycle  motor-generator,  the  method  of  attaching  the  rotary  spark 
gap  to  the  end  of  the  generator  shaft  should  be  carefully  gone  over. 

Proper  care  of  the  motor-generator  is  assured  if  the  following  gen¬ 
eral  rules  are  observed: 


Fig.  53. — Illustrating  the  principle  of  connecting  protective 
devices  across  the  windings  of  a  motor-generator. 


(1)  Keep  motor  brushes  clean  and  free  from  copper  dust.  Use 

sandpaper  only;  avoid  emery  cloth. 

(2)  Clean  commutator  occasionally  with  a  fine  grade  of  sand¬ 

paper. 

(3)  Oil  bearings  frequently.  Open  petcocks  occasionally  to  as¬ 

sure  that  oil  container  has  the  necessary  supply. 
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(4)  Make  sure  that  all  petcock  valves  are  tight,  so  that  they  will 

not  loosen  by  vibration. 

(5)  Wipe  off  frame  of  motor-generator,  brush  holders  and  rocker 

arm  occasionally,  to  prevent  accumulation  of  carbon 
dust  and  grease. 

(6)  Do  not  overspeed  motor.  Normal  speed  can  be  observed  by 

the  reading  of  the  frequency  meter  or  by  applying  a 
speed  indicator  to  the  end  of  the  motor-generator  shaft. 
Observe  either  wattmeter  or  ammeter  occasionally,  to  in¬ 
sure  that  the  normal  load  of  the  generator  is  not 
exceeded. 

(7)  When  removing  armature  from  motor-generator,  it  is 

usually  more  convenient  to  take  off  the  generator  end 
plate. 

(8)  Be  careful  not  to  injure  commutator  by  scraping  against  the 

field  poles. 

(9)  See  that  protective  condensers  are  at  all  times  properly  con¬ 

nected. 

(10)  Punctured  condensers  should  be  removed  or  disconnected 

from  the  circuits. 

(11)  In  the  case  of  the  2-kw.  500-cycle  motor-generator,  adjust 

overload  relay  for  35  amperes. 

(12)  If  a  single  resistance  coil  in  either  the  hand  starter  or  the 

automatic  starter  burns  out,  close  the  circuit  by  placing 
a  jumper  around  the  burned-out  portion. 

(13)  If  field  rheostat  burns  out,  close  the  circuit  by  a  jumper. 

If  burned  beyond  repair,  substitute  three  or  four  16- 
candle-power  carbon  filament  lamps,  connected  in  parallel. 

(14)  Tighten  up  all  connections  frequently.  These  should  be  gone 

over  once  a  month. 

Lubrication. — See  that  the  oil  rings  are  free,  and  that  the  drain  cock 
under  the  bearing  is  closed.  Fill  the  bearing  from  the  top  with  a  good 
grade  of  machine  oil  until  it  just  begins  to  flow  out  under  the  shaft. 
The  oil  should  not  contain  fibrous  material.  It  also  should  test  free 
from  acid  or  alkali  and  must  withstand  a  temperature  of  100°  C.  or 
higher  without  any  material  change  in  its  consistency  when  cold. 
After  operating  for  about  a  month,  the  bearing  should  be  drained, 
flushed  out  with  kerosene  and  filled  with  fresh  oil.  Be  sure  that  no 
foreign  material  enters  the  bearing.  After  this,  they  should  not  need 
cleaning  more  often  than  about  once  every  six  months.  However,  they 
should  be  examined  frequently  and  kept  full  of  oil,  since  the  rolling  of 
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the  ship  may  cause  the  oil  to  leak  out.  If  the  hand  can  be  placed  against 
the  bearing  housings  for  a  second  or  more  without  causing  discomfort, 
the  bearing  is  not  overheated. 

Cleanliness. — Great  care  should  be  taken  to  keep  grease,  gasoline, 
kerosene,  or  oil  from  the  electrical  parts  of  the  machine.  It  is  very 
important  that  all  foreign  matter  except  the  oil  be  excluded  from  the 
bearings.  This  means  that  care  must  be  taken  to  see  that  no  dirt  or 
grit  of  any  kind  is  carried  into  the  bearing  with  the  new  oil,  or  other¬ 
wise,  when,  for  any  reason,  the  bearing  caps  are  removed. 

To  Replace  a  Bearing. — Remove  the  end  shield,  being  sure  to  lift 
the  oil  ring  so  it  will  not  bind.  Unscrew  the  end  play  nut.  Take  out 
the  bearing  screw  and  drive  the  bearing  through  the  outside  of  the  end 
shield,  using  a  block  of  wood  to  prevent  scoring  the  bearing.  Then  lay 
the  end  shield  face  down  with  a  solid  bearing  on  the  inside.  Put  in  a 
new  oil  ring  if  necessary,  placing  it  so  as  to  clear  the  new  bearing  when 
it  is  driven  in.  Insert  the  bearing  with  the  bearing  screw  ahead  of  the 
oil  slot  and  drive  it  just  far  enough  to  allow  the  oil  ring  to  ride  in  the 
oil  slot.  Replace  the  end  shield  and  set  the  rocker  arm,  if  od  the  d-c. 
end,  as  indicated  before  anchoring  it. 

To  Adjust  for  End  Play. — Operate  the  machine  with  full  current  in 
the  field  and  move  the  bearings  by  means  of  the  large  end  play  adjusting 
nuts  until  there  is  ^-inch  end  play  at  both  ends.  Tighten  with  the  set 
screw. 

To  Replace  a  Rotating  Element. — First  remove  the  end  shields  and 
bearings  as  above.  Place  the  bearings  on  the  new  shaft  and  place  the 
shaft  in  the  frame  of  the  machine.  Then  put  on  the  end  shield  aDd 
replace  the  brushes  and  connections,  taking  care  to  get  them  together 
the  same  as  they  were  before  taking  the  machine  apart. 

To  Replace  a  Generator  Armature  Coil. — First,  remove  the  rotating 
element  as  before.  Disconnect  and  remove  the  defective  coil  and  re¬ 
place  with  a  new  coil  and  slot  insulation.  It  will  be  observed  that  the 
inside  of  the  coil  tapers  slightly  aDd  should  be  placed  so  that  the  big 
end  of  the  coil  is  in  the  bottom  of  the  slot.  Connect  the  coil,  taking 
care  to  make  the  connections  the  same  as  they  were  originally.  Re¬ 
place  the  slot  key,  solder  the  connections  securely,  insulate  with  two 
layers  of  ^-inch  linen  tape,  paint  with  insulating  varnish,  and  assemble 
the  machine  as  before. 

To  Remove  a  Generator  Field  Coil. — It  will  be  necessary  first  to 
remove  the  outer  set  of  armature  coils  and  core  as  a  unit.  This  can 
be  done  by  removing  the  bolts  which  hold  it  to  the  frame.  All  leads 
must  be  disconnected  from  the  terminal  blocks  before  this  can  be  done. 
The  field  coil  is  ring-shaped  and  can  be  slid  out  easily. 
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To  Replace  a  Motor  Field  Coil. — Remove  the  rotating  element  as 
before.  Remove  the  pole  shoe  by  loosening  its  holding-down  screws. 
Disconnect  the  defective  coil  to  replace  with  a  new  one,  putting  the 
long  lead  next  to  the  frame.  Replace  the  pole  shoe,  taking  care  to  get 
it  in  the  original  position.  Solder  the  connections  to  the  coil  and  re¬ 
place  the  rotating  element  as  before. 

To  Replace  a  Motor  Armature  Coil. — This  is  a  more  difficult  process. 
When  it  becomes  necessary,  the  damaged  armature  should  be  replaced 
by  a  spare  and  repaired  later.  After  the  damaged  armature  coil  is 
located,  unsolder  its  leads  from  the  commutator  risers,  and  also  those 
of  all  the  coils  which  have  one  of  their  sides  in  the  slots  included  be¬ 
tween  the  sides  of  the  damaged  coil.  Remove  all  the  wedges  from  the 
slots  in  which  the  damaged  coil  lies  and  from  those  between,  and  lift  out 
the  coil-sides.  This  is  necessary  because  the  coils  overlap  all  the  way 
around  the  armature.  When  the  coil  is  removed,  put  a  new  one  in  by 
the  reverse  process,  taking  care  to  get  it  in  the  proper  relation  to  the 
others  without  injuring  the  insulation  of  any  of  them.  When  soldering 
the  leads  to  the  commutator  risers,  be  careful  to  make  good  tight  joints, 
otherwise  injurious  sparking  will  result. 

To  Replace  a  Motor  Brush. — First  remove  the  old  one  by  discon¬ 
necting  the  pigtail  and  pulling  back  the  pressure  arm.  Insert  the  new 
brush  and  trim  it  to  fit  the  commutator  by  pulling  a  piece  of  No.  00 
sandpaper  or  crocus  cloth  between  the  brush  and  commutator.  Never 
use  emery  cloth. 

To  Replace  a  Motor-Brush  Holder. — The  old  brush  is  taken  out  of 
the  holder  by  removing  the  nuts  on  the  brush  stud  and  the  connections, 
and  by  unfastening  the  holder  stud  from  the  insulating  bridge.  In 
replacing  the  new  holder,  there  should  be  a  clearance  of  about  £-in. 
between  the  holder  and  the  commutator.  Before  tightening  nuts  and 
making  connections,  be  sure  that  the  new  holder  inclines  at  the  same 
angle  as  its  neighbor. 

To  Replace  a  Brush  Holder  Spring. — Remove  the  holder  and  stud 
as  above.  The  pin  through  the  spring  drum  can  be  removed  by  using 
a  small  punch  and  hammer.  After  inserting  a  new  spring  and  pin, 
rivet  the  latter  with  the  punch.  Replace  the  parts  as  above. 

How  to  Remove  Motor-Generator  Armature. — In  case  it  becomes 
necessary  to  remove  the  armature  of  the  2-kw.  500-cycle  motor-gen¬ 
erator  for  the  purpose  of  repairs,  it  is  necessary  first  to  remove  the  cas¬ 
ing  of  the  rotary  spark  gap.  Follow  this  by  taking  out  the  wedge- 
shaped  key  in  the  end  of  the  generator  shaft.  If  the  rotary  disk  is  given 
a  slight  tap  with  the  hammer,  the  key  will  be  released  and  the  disk 
may  be  removed  from  the  shaft.  After  this,  the  bearing  bracket  can 
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be  removed  from  the  generator  end.  The  brushes  should  then  be  re- 
moved  from  the  commutator  and  the  collector  rings.  After  these  op¬ 
erations,  the  armature  can  be  pulled  out  and  a  new  one  inserted,  if 
necessary.  When  the  armature  is  replaced,  the  oil  rings  should  be  held 
up  to  permit  the  shaft  to  pass  through  the  bearings.  Care  should  be 
taken  to  see  that  the  oil  rings  are  working  properly  and  that  the  bear¬ 
ings  are  thoroughly  oiled  for  the  initial  test.  Before  starting  the  motor- 
generator,  careful  inspection  should  be  made  to  see  that  all  parts  are 
properly  secured  and  in  working  order. 

It  should  be  noted  that  the  mica  of  the  commutator  of  this  machine 
is  undercut  about  in.,  and  before  it  gets  flush  with  the  commutator 
bars  the  mica  should  be  cut  out  again. 

Water  Rheostat. — In  the  case  of  a  total  breakdown  or  burn-out  of  a 
rheostat  it  is  possible  to  supply  a  somewhat  satisfactory  substitute  until 
permanent  repairs  can  be  made. 

Procure  a  watertight  wooden  tub  of  convenient  size  in  order  that 
the  water  will  not  spill  over,  due  to  any  movement  or  lurching  of  the 
vessel.  Insert  in  the  tub  two  metal  pipes,  placed  diametrically  oppo¬ 
site  and  tied  in  position  securely  by  a  piece  of  rope  or  other  insulating 
material,  to  prevent  the  pipes  from  accidentally  touching  each  other. 
The  pipes  should  not  touch  the  bottom  of  the  tub.  If  pipes  are  un¬ 
available,  any  fairly  large  metal  pieces  will  do.  Now  attach  in  some 
suitable  way  each  connecting  wire  from  the  circuit  respectively  to  a 
pipe.  Next  close  the  switch  controlling  the  circuit.  Of  course  the 
break  between  the  two  pipes  will  prevent  the  circuit  from  functioning. 
Now  begin  to  add  ordinary  water  slowly,  perhaps  a  quart  at  a  time, 
and  watch  developments.  If  after  adding  sufficient  water  to  the  safety 
level,  to  prevent  spilling,  the  water  does  not  then  pass  the  required 
current,  begin  to  add  ordinary  salt  in  small  quantities.  It  will  be 
noticed  that  the  resistance  of  the  water  is  lowered  as  salt  is  added  and 
the  current  through  the  liquid  will  increase.  It  is  advisable  to  stop 
adding  salt  at  frequent  intervals  to  allow  that  already  in  the  water  to 
dissolve  properly.  Oftentimes,  in  haste,  one  will  add  salt  enough  to 
set  the  circuit  in  operation,  but  as  the  salt  dissolves  and  the  water 
becomes  a  better  conductor,  its  resistance  may  then  be  too  low  and 
allow  too  much  current  to  flow. 

It  is  known  that  the  resistance  can  be  controlled  by  moving  one  of 
the  pipes  a  certain  distance  either  in  or  out  of  the  water  in  order  to 
change  the  amount  of  contact  area  between  the  electrode  and  the 
liquid  or  solution.  The  unassuming  pipes  are  now  called  “  electrodes.” 
Great  care  must  be  exercised  when  this  method  is  used,  for  the  mov¬ 
able  electrode  must  be  attached  to  a  rope  and  pulley  and  not  be 
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allowed  under  any  circumstances  to  touch  or  come  into  contact  with 
any  conducting  material  outside  of  the  tub.  As  an  additional  sug¬ 
gestion  be  sure  that,  if  an  iron  hoop  or  ring  is  used  at  the  top  to 
hold  the  barrel  staves,  there  is  no  nail  driven  in  aDd  cleated  on  the 
inside  of  the  staves  making  contact  with  the  pipes  inside,  thus  forming 
a  metallic  connection  through  the  ring  between  the  electrodes. 

Armatures. — Armatures  are  usually  classified  with  particular  refer¬ 
ence  to  their  shape;  the  two  principal  types  are  known  as  “ lap-wound  ” 
and  “drum-wound”  armatures.  It  is  difficult  to  illustrate  the  scheme  for 
any  particular  type  of  winding  showing  the  coils  as  they  might  actually 
appear  when  laid  along  the  armature  with  the  coil  ends  connecting  to 
different  copper  segments.  In  detail,  the  subject  of  armature  windings 

Iron  Coro  Wire  at  Rear  after 


D.  C. 
Line 


Fig.  54. — Illustrating  the  general  method  of  constructing  a  lap- wound  armature. 

The  armature  is  spread  out  in  the  shape  of  a  fan  or  star  to  clarify  the  illustration. 

is  too  comprehensive  to  be  treated  in  this  text,  and  for  the  purpose  in¬ 
tended  the  two  common  types  only  will  be  discussed. 

Lap-Wound  Armatures. — Because  the  lap-wound  type  is  most  gen¬ 
erally  used  in  direct  current  machinery,  the  principle  of  this  method  is 
shown  in  Fig.  54.  The  heavy  fine  S  represents  one  armature  groove 
with  the  wire  laid  lengthwise  through  it,  and  slot  T  is  the  groove  through 
which  this  particular  wire  will  run  after  first  passing  through  S,  and 
continuing  around  at  the  rear  of  the  armature.  It  is  readily  apparent 
from  the  drawing  that  each  coil  begins  at  a  copper  segment,  and  after 
passing  through  a  slot,  then  around  the  rear  of  the  armature,  returns 
through  another  slot,  and  is  finally  connected  to  the  segment  adjacent 
to  the  first  one.  The  coil  referred  to  above,  running  in  grooves  S  and 
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T,  has  a  beginning  at  segment  A  and  ends  at  segment  B .  Notice  that 
brush  D  is  resting  on  segment  Ay  forming  an  electrical  connection  to  the 
external  circuit,  and  also  that  each  segment  is  the  beginning  of  one  coil 
and  the  ending  for  some  other  coil;  hence,  all  coils  on  the  armature  are 
electrically  connected  and  in  a  series  arrangement.  There  are  as  many 
brushes  as  there  are  field  poles,  providing  sufficient  paths  for  the  cur¬ 
rent  to  flow  to  the  coils  in  the  case  of  a  motor  armature,  or  allowing  the 
induced  currents  to  flow  from  the  armature  coils  to  the  load  circuit  in 
the  case  of  the  d-c.  generator.  Two  wires  are  always  soldered  to  one 
segment,  but  usually  only  the  one  going  to  the  segment  at  the  top  can 
actually  be  seen.  The  coils  are  wound  with  several  turns  through  the 
slots  before  returning  to  the  proper  segments. 

The  dotted  lines  represent  other  coils  and  clearly  show  that  the 
coils  form  a  closed  loop  or  continuous  circuit  from  one  brush  to  the 
other,  as  will  be  seen  when  tracing  the  coil  circuit  from  brush  D,  through 
slot  S,  thence  to  brush  B.  The  continuity  is  now  finished  by  following 
the  dotted  lines  from  B  to  segment  C,  as  indicated  by  the  arrows,  and 
so  on,  finally  ending  at  brush  E ,  thus  completing  the  path  of  the  cur¬ 
rent  to  or  from  the  line,  as  the  case  may  be.  The  diagram  shows  the 
entire  lower  half  of  the  coil  system,  the  upper  half  (Dot  shown)  being 
completed  in  a  similar  way. 

The  number  of  turns  and  the  size  of  the  wire  is  dependent  upon  the 
electrical  characteristics  of  the  machine.  It  is  needless  to  say  that  the 
wire  must  be  well  insulated  from  the  iron  core  and  wound  in  the  grooves 
very  carefully  in  order  that  the  turns  will  not  move  or  shift  because  of 
the  high  centrifugal  force  developed  at  high  speeds,  which  has  the  tend¬ 
ency  to  throw  the  coils  outward. 

The  direction  of  the  induced  e.m.f.  in  the  generator  armature  may 
be  found  by  applying  the  “  right-hand  ”  rule  and  the  direction  of  rota¬ 
tion  of  the  armature  in  the  case  of  the  motor  may  be  determined  by 
the  “left-hand”  rule.  The  two  brushes  in  the  diagram  are  shown  in  a 
position  “  within  ”  the  group  of  segments,  this  being  done  to  simplify 
the  drawing.  The  brushes  actually  rest  on  the  periphery  of  the  seg¬ 
ments  or  commutator.  Also,  .the  armature  in  a  practical  machine  will 
consist  of  many  coils  and  segments. 

Drum- Wound  Armature. — The  general  outline  of  the  drum-wound 
armature  is  shown  in  Fig.  55.  The  core  of  this  type  is  made  up  of  a 
number  of  thin  sheets  of  soft  iron  mounted  on  the  shafts  to  form  the 
support  for  the  armature  coils.  The  coils  for  the  armature  are  placed 
lengthwise  in  slots,  one  coil  being  shown  as  at  A B.  One  terminal,  ABf 
is  connected  to  a  segment  of  the  commutator,  and  the  winding  continues 
through  a  slot  to  the  rear  of  the  armature  core  underneath  a  south 
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pole,  and  returns,  in  the  case  of  a  four-pole  generator  or  motor,  about 
90  deg.  away  or  underneath  the  north  pole,  where  the  second  terminal 
is  attached  to  the  Dext  adjacent  commutator  segment.  Several  of  these 
coils  are  connected  in  series,  taps  being  brought  from  the  terminals  of 
each  coil  to  the  successive  segments  of  the  commutator.  The  iron 
punchings  of  the  core  H  are  insulated  from  one  another  by  shellac  or 
varnish  to  prevent  the  induction  of  current  in  the  core  as  well  as  in  the 
armature  coils.  A  solid  core  would  occasion  great  energy  losses  in  this 
way.  (See  “  Eddy  Currents.”) 

Lamination. — An  armature  core  constructed  of  thin  disks  or  punch¬ 
ings  is  said  to  be  laminated. 

The  “Right-Hand  99  and  “Left-Hand  99  Rule. — To  find  the  direc¬ 
tion  of  the  induced  e.m.f.  in  the  generator  aimature  conductor  the 


Fig.  66. — Drum-wound  armature. 


“  right-hand  ”  rule  is  applied  as  follows:  Holding  the  first  three  fingers 
of  the  right  hand  at  right  angles  to  one  another, 

Point  the  thumb  in  the  direction  of  armature  rotation. 

Point  the  forefinger  in  the  direction  of  the  magnetic  lines  of  force 
between  the  field  poles. 

The  middle  finger  will  now  indicate  the  direction  of  the  induced 
current  in  one  inductor. 

To  find  the  direction  of  rotation  of  a  d-c.  motor  the  “  left-hand  ” 
rule  is  applied :  Holding  the  first  three  fingers  of  the  left  hand  at  right 
angles  to  one  another, 

Point  the  forefinger  in  the  direction  of  the  lines  of  force  between 
the  field  poles. 

Point  the  middle  finger  in  the  direction  of  current  flow  through 
any  single  inductor  (meaning  one  or  more  wires  which  con¬ 
stitute  half  of  one  complete  coil  laid  in  the  same  slot  or  groove.) 

The  thumb  will  indicate  the  direction  of  motion,  whether  clock¬ 
wise  or  counter-clockwise.  (Refer  to  Fig.  32a.) 

After  determining  the  direction  of  current  flow  through  one  in- 
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ductor,  or  one  wire  of  a  complete  coil,  the  direction  of  flow  through  the 
entire  coil  is  easily  found  by  tracing  out  the  continuity  through  the 
entire  coil  to  the  brushes  and  finally  ending  at  the  external  circuit. 

Eddy  Currents. — If  a  copper  disk,  or  other  conducting  metal,  is 
rotated  under  a  magnet,  as  illustrated  in  Fig.  56,  currents  will  be  pro¬ 
duced  in  the  disk  which  flow  in  paths  as  shown 
by  the  dotted  lines.  If  the  magnet  is  not  held 
in  position  it  will  rotate  in  the  same  direction 
as  the  disk.  The  current  in  that  part  of  the 
disk  moving  toward  the  magnet  pole  will  be 
in  such  a  direction  that  a  magnetic  field  is  set 
up  of  the  same  polarity  as  the  pole  ap¬ 
proached.  It  therefore  has  a  tendency  to  ^ 
repel  the  magnet,  while  the  current  m  the  currente  are  produced, 
receding  part  of  the  disk  will  be  in  such  a 

direction  as  to  produce  a  field  of  the  opposite  polarity  and  attract  the 
magnet.  The  result  of  both  actions,  as  can  be  readily  assumed,  tends 
to  incite  the  magnet  in  the  same  direction  and  to  cause  its  rotation. 

Currents  induced  in  masses  of  metal  that  are  moved  in  a  magnetic 
field,  or  cut  by  a  moving  magnetic  field,  are  known  as  “eddy  cur¬ 
rents.”  These  currents  circulating  in  solid  conductors  are  converted 
into  heat  and  are  the  main  source  of  a  great  loss  of  energy  in  motors, 
generators  and  transformers.  So  that  they  may  be  minimized,  solid 
conductors  such  as  the  iron  core  of  a  generator  armature  or  transformer, 
are  constructed  of  laminations,  the  planes  of  which  are  parallel  to  the 
lines  of  force  of  the  field.  The  thinner  the  lamination  the  less  will  be 
the  loss  from  eddy  currents. 
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CURVE  DIAGRAMS 

Curve  diagrams  have  been  occasionally  mentioned  in  the  elemen¬ 
tary  instruction  in  preceding  pages  to  illustrate  various  results,  but 
before  more  advanced  discussions  are  brought  forth,  a  few  words  con¬ 
cerning  their  meaning  will  be  given  for  those  students  who  may  not  be 
familiar  with  their  use. 

Principle  of  Curve  Diagrams. — The  first  principle  underlying  all 
curve  diagrams  is  the  representation  of  relative  values  by  distance 
drawn  to  a  predetermined  scale.  Thus,  if  it  is  determined  beforehand 
that  a  definite  distance  shall  represent  a  unit  value  of  the  particular 
factor  to  be  considered,  any  value  of  that  factor  can  be  represented  by 
a  distance  corresponding  in  scale  to  the  value  we  wish  to  define.  As 
an  example,  let  it  be  supposed  that  a  scale  of  ^-inch  =  1  gallon  has  been 
decided  upon;  2  gal.  can  be  represented  by  a  distance  of  £  in.,  and,  simi¬ 
larly,  10  gal.  would  be  represented  by  a  distance  of  in.  If  we  have 
a  “  time  ”  scale,  -J-  inch  =  1  minute,  a  length  of  time  of  4  minutes  would 
be  represented  by  1  in.,  or  a  length  of  time  of  1  hour  by  a  distance  of 
15  in. 

A  curve  diagram,  therefore,  may  be  described  as  a  graphical  illustra¬ 
tion  of  the  relationship  of  any  two  factors,  when  the  value  of  one  factor 
is  dependent  upon  the  value  of  the  other.  The  illustration  takes  the 
form  of  “  plotting  ”  the  curve  or  cross-section  or  graph  paper,  the 
squares  of  which  are  from -fa  in.  to  ^  in.  each  way.  Curve  diagrams  are 
valuable  not  only  because  they  assist  one  to  find  the  answer  to  a  certain 
problem,  but  also  because  they  show  at  a  glance  all  the  corresponding 
values  of  two  factors  and  their  relation  to  each  other. 

The  Straight-Line  Curve. — Assuming  that  an  empty  bucket  is  placed 
under  a  flowing  water  tap,  it  is  apparent  that  the  volume  of  water  in 
the  bucket  will  increase  as  long  as  water  is  flowing  into  it.  In  illustrat¬ 
ing  the  amount  of  water  which  will  flow  in  a  certain  length  of  time,  as 
shown  in  Fig.  57,  two  varying  factors  bear  a  certain  relation  to  each 
other,  i.e.,  the  number  of  gallons  which  have  flowed,  and  the  length  of 
time  in  minutes  the  water  is  flowing. 
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Referring  to  Fig.  57,  the  distances  along  the  horizontal  axes,  or 
“abscissas,”  represent  the  length  of  time  during  which  the  water  has 
been  flowing,  and  the  distances  along  the  vertical  axes,  or  “ordinates,” 
represent  the  number  of  gallons  which  have  flowed.  If  a  line  is  drawn, 
as  shown  in  the  diagram,  connecting  all  these  points  together,  it  forms 
the  “  straight-line  curve.”  By  measuring  the  height  of  the  ordinate  at 
any  instant,  the  curve  readily  indicates  the  amount  of  water  which  has 
flowed  up  to  that  instant.  From  the  curve  it  will  be  seen  that  at  the 
end  of  3^  min.  7  gal.  have  flowed,  as  located  by  the  dot. 

When  the  dimension  of  one  factor  is  directly  proportional  to  the 
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Fig.  57. — Straight-line  curve — direct  proportion. 


dimension  of  another,  the  curve  value  representing  their  relationship 
takes  the  form  of  a  straight  line. 

The  Logarithmic  Curve. — A  good  analogy  for  consideration  in  dis¬ 
cussing  the  logarithmic  curve  is  the  flow  of  water  from  a  full  container, 
or  tank,  to  an  empty  one  through  a  connecting  pipe.  Neglecting  the 
effect  of  the  inertia  of  the  water  and  the  frictional  resistance  offered  to 
the  flow  by  the  connecting  pipe,  the  rate  at  which  the  water  will  flow 
from  the  one  container  to  the  other  depends  upon  the  difference  of  pres¬ 
sure,  and  this,  in  turn,  is  determined  by  the  difference  in  the  height  or 
volume  of  water  in  the  two  containers. 

Assuming  that  a  small  container  is  empty  and  a  larger  one  full,  it 
is  logical  to  believe  that,  when  the  faucet  in  the  pipe  connecting  the  two 
containers  is  open,  any  flow  in  the  water  through  the  pipe  causes  an 
increase  in  the  water  level  of  the  small  container.  This  results  in  the 
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decrease  of  the  pressure  that  causes  the  water  to  flow.  The  decrease 
continues  as  long  as  any  water  is  flowing.  It  can  readily  be  reasoned 
that  the  pressure  will  Dot  decrease  at  a  uniform  rate,  because  the  de¬ 
crease  in  the  pressure  is  due  to  the  flow  of  water  into  the  small  con¬ 
tainer,  hence,  the  rate  at  which  the  pressure  decreases  depends  upon 
the  rate  at  which  the  water  flows.  Since  a  decrease  in  the  pressure 
causes  a  decrease  in  the  flow  of  water,  this,  in  turn,  causes  a  decrease  in 
rate  at  which  the  pressure  falls,  and  also  in  the  rate  at  which  the  flow 
of  water  decreases.  The  result  is  that  the  flow  of  water  begins  at  a 
maximum  when  the  faucet  is  first  opened  and  decreases  its  flow,  rapidly 
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Fig.  58. — A  logarithmic  curve. 


at  first,  and  then  more  and  more  slowly  as  the  water  level  of  the  small 
container  approaches  that  of  the  large  one. 

A  downward-sloping  curve  which  represents  a  decrease  in  one  factor 
with  respect  to  another,  and  which  is  used  to  illustrate  the  example  just 
discussed,  is  shown  in  Fig.  58.  The  steepness  of  the  slope  of  the  curve 
represents  the  rate  of  decrease.  The  curve  representing  the  flow  of 
water  under  the  conditions  described  will  slope  downwards,  beginning 
with  a  maximum  steepness  and  continuing  with  a  gradually  decreasing 
slope  until  it  almost,  but  never  quite,  reaches  a  definite  minimum  value. 

The  curve  in  Fig.  58  is  known  as  a  “  logarithmic  ”  curve  and  is  often 
encountered  in  the  study  of  radio  communication. 

As  shown  in  Fig.  59,  a  logarithmic  curve  can  be  of  an  upward  slop¬ 
ing  nature,  beginning  with  a  minimum  value  and  increasing  rapidly 
upward  at  first,  then  more  and  more  slowly  until  it  almost,  but  never 
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quite,  reaches  a  definite  maximum  limit.  When  an  e.m.f.  is  applied 
across  an  inductance  (coil)  having  resistance,  the  upward  sloping 
logarithmic  curve  is  used  to  represent  the  flow  of  current  through  the 
coil.  As  will  be  observed  later,  when  the  e.m.f.’s  are  applied  to  a 
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Fig.  59. — A  logarithmic  curve. 

vacuum  tube  and  the  current  flowing  through  the  tube  is  plotted 
against  the  time  of  flow,  the  curve  takes  this  form. 

The  Sine  Curve. — In  all  cases  of  periodic  motion  the  dimensions  of 
the  component  factors  as  time  elapses,  such  as  the  variation  of  current 
in  an  oscillatory  circuit,  can  be  illustrated  by  a  sine  curve. 


An  example  of  the  construction  of  a  sine  curve  is  shown  in  Fig.  60. 
If  point  A  moves  at  a  uniform  rate  round  a  circular  path  in  a  counter¬ 
clockwise  direction  as  indicated,  it  is  quite  obvious  that  while  the  point 
A  is  traveling  round  the  circle,  the  angle  a  will  uniformly  increase  from 
0  to  180  deg.,  and  then  to  360  deg.,  that  is,  back  to  zero.  It  is  ob- 
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served  that  the  length  of  the  perpendicular  line  AB  drawn  from  the 
point  A  to  the  horizontal  axis  of  the  circle  is  proportional  to  the  “sine”  of 

AB 

the  angle  a  because  sine  a  =  — r and  OA  remains  constant  through- 

UA. 


out  the  revolution.  As  the  point  A  revolves,  the  length  of  this  line 
AB  varies  from  zero  at  the  instant  when  the  point  A  is  at  0  deg.  to  a 
maximum  length  equal  to  OA  when  A  is  at  90  deg.,  back  to  zero  when 
it  is  at  180  deg.,  then  to  another  maximum  when  A  is  at  270  deg.,  and 
lastly  back  to  zero  when  A  has  reached  360  deg.  (zero)  again.  To  dis¬ 
tinguish  between  the  lengths  above  the  horizontal  axis  and  those  below, 
all  the  values  of  A  B  from  0  deg.  to  180  deg.  are  positive,  or  above  the 


Fig.  61. — One  complete  cycle  of  a-c.  represented  by  a  sine  curve.  The  height  of  the 
amplitude  above  or  below  zero  axis,  or  for  distances  along  OA  and  OB  is  determined 
by  the  sine  a.  Refer  to  Fig.  60. 


horizontal,  and  all  those  from  180  to  360  deg.  are  negative,  or  below  the 
horizontal. 

It  will  be  seen  that  although  the  point  A  is  revolving  at  a  uniform 
rate,  the  length  of  the  line  A  B  is  not  varying  at  a  uniform  rate.  Its 
length  increases  rapidly  at  first,  then  more  and  more  slowly  until,  when 
A  is  nearing  90  deg.,  its  length  remains  nearly  constant.  Then  after 
A  has  passed  90  deg.  the  length  of  AB  starts  to  decrease,  slowly  at 
first,  then  more  and  more  rapidly  until,  when  A  is  at  180  deg.,  AB  has 
no  length  at  that  moment,  because  OA  now  coincides  with  the  hori¬ 
zontal  line  O  to  180°,  or  the  radius. 

Since  the  length  of  the  line  AB  along  the  vertical  axis  at  any 
point  is  proportional  to  sine  a,  Fig.  60,  the  distance  along  the  vertical 
axis  may  also  represent  the  values  sine  a;  and,  since  the  angle  a  is  pro- 
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portional  to  the  length  of  time  during  which  the  point  A  has  been 
moving,  the  distances  along  the  horizontal  axis  may  also  represent  the 
values  of  the  angle  a.  If  a  horizontal  dotted  line  is  drawn  from  A, 
this  line  will  intersect  a  vertical  line  drawn  from  B 1  on  the  zero 
axis;  the  horizontal  and  the  vertical  lines  will  intersect  at  il.  It 
is  seen  that  the  height  of  the  amplitude  A  B  is  equal  to  the  amplitude 
AlBl.  All  other  points  are  located  in  a  similar  manner,  and  by 
drawing  a  line  through  all  of  the  points  located  the  sine  curve  depicted 
will  be  derived.  The  number  of  degrees  (or  distance)  from  0  (zero)  to 
Bl  is  equal  to  the  number  of  degrees  from  0  (zero)  to  A  on  the  circum¬ 
ference  of  the  circle.  Thus  we  may  plot  a  curve  as  in  Fig.  61  to  illus¬ 
trate  the  variations  in  the  length  of  the  line  AB  in  Fig.  60  for  time 
elapsed  along  the  horizontal  axis  from  0  (zero)  to  360°. 

The  foregoing  discussion  does  not  take  into  consideration  the  fact 
that  in  many  practical  cases  the  curve  representing  actual  values  mea¬ 
sured  will  be  more  or  less  distorted  from  the  true  sine  form,  due  to 
other  factors.  However,  for  the  purpose  intended,  sufficient  accuracy 
is  obtained  if  the  reader  considers  that  the  values  of  the  component 
factors  of  all  periodic  motions  follow  a  simple  sine  law. 


CHAPTER  VII 


STORAGE  BATTERIES  AND  CHARGING  CIRCUITS — 
AUXILIARY  POWER 

The  Necessity  for  a  Storage  Battery  in  a  Radio  Installation. — The 

International  Radio-Telegraphic  Regulations  require  that  an  auxiliary 
source  of  direct  or  alternating  current  (or  a  low-powered  emergency 
transmitter)  be  available  for  operation  of  the  motor-generator,  in  case 
of  an  accident  to  a  vessel  at  sea  that  might  put  the  ship's  generator  out 
of  action. 

The  United  States  statute  requires  that  all  vessels  carrying  radio 
equipment  be  fitted  with  an  emergency  transmitter  which  can  be  oper¬ 
ated  independently  of  the  ship's  generator.  This  transmitter  must  have 
a  daylight  transmission  range  of  at  least  100  miles,  and  must  be  capable 
of  functioning  continuously  for  a  period  of  four  hours.  If  an  independ¬ 
ent  emergency  transmitter  is  not  supplied,  a  source  of  auxiliary  power 
of  sufficient  capacity  to  operate  the  motor-generator  independently  of 
the  ship's  generator  must  be  available.  The  regulations  of  the  Inter¬ 
national  Radio-Telegraphic  Convention  require  that  emergency  appar¬ 
atus  be  capable  of  functioning  for  at  least  six  hours.  Also,  that  it  shall 
have  a  minimum  range  of  80  nautical  miles  in  the  case  of  a  ship  with 
constant  radio  service,  and  50  miles  where  the  ship's  station  operates 
upon  a  service  of  limited  duration. 

A  small  a-c.  or  d-c.  generator  operated  by  a  gasoline  or  oil  engine  is 
permissible,  as  a  source  of  current  supply  under  the  United  States 
statute,  but  the  general  custom  is  to  employ  a  battery  of  storage  cells 
for  direct  operation  of  the  motor-generator  or  emergency  transmitter. 

Types  of  Storage  Cells. — Two  general  types  of  storage  cells  are  used 
as  a  source  of  emergency  power:  the  lead  plate,  sulphuric  acid  cell,  such 
as  the  Exide,  Exide-Ironclad  and  Chloride  types,  manufactured  by  the 
Electric  Storage  Battery  Company,  and  the  Edison  nickel  iron-alkali 
cells. 

Fundamental  Action  in  a  Storage  Battery. — It  is  not  really  electricity 
which  is  stored  up  in  a  storage  cell,  but  during  the  process  of  charging 
a  storage  battery  from  a  d-c.  source,  the  charging  current  through  the 
cell  from  plate  to  plate  performs  a  certain  amount  of  chemical  work. 
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This  stored-up  chemical  energy  provides  an  e.m.f.  and,  if  a  circuit  is 
properly  connected  to  the  plates,  current  will  flow  through  the  circuit. 

The  Lead  Cell. — The  lead  cell  comprises  two  sets  of  prepared  plates, 
known  as  the  “  positive  ”  and  “negative  ”  plates,  immersed  in  a  dilute 
solution  of  sulphuric  acid.  This  dilute  solution  is  known  as  the  “  elec¬ 
trolyte.  ” 

When  a  lead  storage  cell  is  put  on  discharge,  the  current  is  produced 
by  the  acid  of  the  solution  going  into  and  combining  with  the  porous 
part  of  the  plate  called  the  “  active  material.”  In  the  positive  plate, 
the  active  material  is  lead  peroxide  and  in  the  negative  plate  it  is  me¬ 
tallic  lead  in  a  spongy  form. 

When  the  sulphuric  acid,  H2SO4,  in  the  electrolyte  combines  with 
the  lead,  Pb,  in  the  active  material  of  both  plates,  a  compound  known 
as  lead  sulphate,  PbS04,  is  formed. 

As  the  discharge  progresses,  the  electrolyte  becomes  weaker  by  the 
amount  of  acid  that  is  used  in  the  plates,  and  the  formation  of  more 
water  due  to  the  chemical  combination  of  the  hydrogen,  H,  and  oxygen, 
0,  producing  the  electric  current,  and  incidentally  producing  the  com¬ 
pound  of  acid  and  lead  called  lead  sulphate.  This  sulphate  continues 
to  increase  in  quantity  and  bulk,  thereby  filling  the  pores  of  the  plates. 
As  the  pores  of  the  plates  become  thus  filled  with  the  sulphate,  the 
free  circulation  of  acid  into  the  plates  is  retarded;  and,  since  the  acid 
cannot  then  get  into  the  plates  fast  enough  to  maintain  the  normal 
action,  the  battery  becomes  less  active,  as  the  rapid  drop  in  voltage 
indicates. 

During  the  charging  period,  direct  current  must  pass  through  the 
cells  in  the  direction  opposite  to  that  of  discharge.  This  current  will 
reverse  the  action  which  took  place  in  the  cells  during  discharge.  As 
just  mentioned,  during  discharge  the  acid  of  the  solution  went  in  and 
combined  with  the  active  material,  filling  its  pores  with  sulphate  and 
causing  the  solution  to  become  weaker;  but  reversing  the  current 
through  the  sulphate  in  the  plate  will  restore  the  active  material  to  its 
original  condition  and  return  the  acid  to  the  solution.  Thus,  during 
charge,  the  solution  gradually  becomes  stronger  as  the  sulphate  in  the 
plate  decreases,  until  no  more  sulphate  remains,  and  all  of  the  acid  has 
been  returned  to  the  solution,  when  it  will  be  of  the  same  strength  as 
before  the  discharge.  The  same  acid  will  be  ready  to  be  used  over 
again  during  the  next  discharge.  Since  there  is  no  loss  of  acid  by  this 
process,  none  should  ever  be  added  to  the  solution,  except  to  replace 
any  that  is  spilled  out. 

^  The  whole  object  of  charging ,  therefore ,  is  to  drive  from  the  plates  the 
acid  which  has  been  absorbed  by  them  dunng  discharge . 
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The  chemical  action  which  takes  place  in  a  lead  cell  during  charge 
and  discharge  can  be  represented  by  the  following  equation: 

Discharge 

Pb02  +  Pb  +  2H2SO4  7"  >  2PbS04  +  2H20 

Charge 

From  left  to  right,  this  equation  represents  discharge,  and  right  to 
left  represents  charge. 

General  Construction. — A  storage  battery  consists  of  one  or  more 


Fig.  62. — The  negative  and  positive  plates  of  the  type  MVA  Exide  cell. 

cells.  A  cell  consists  essentially  of  a  set  of  positive  and  negative  plates, 
as  shown  in  Fig.  62,  immersed  in  the  electrolyte. 

The  well-known  Exide  type  of  plate  is  used  most  widely.  The  grid 
or  framework  of  the  plate  consists  of  a  number  of  vertical  ribs  joined 
together  by  short  horizontal  bars.  The  latter  are  flush  with  the  plate 
surface  on  one  side,  but  extend  only  part  way  through  the  plate  and 
are  staggered  on  opposite  sides.  The  active  material  is  thus  disposed 
in  the  form  of  vertical  strips  or  ribbons  extending  from  the  top  to  the 
bottom  of  the  plate  between  the  vertical  ribs  and  locked  in  place  by 
the  horizontal  bars. 

The  active  material  is  applied  to  the  perforations  of  this  grid  as  a 
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paste  of  litharge  or  oxide  of  lead  mixed  with  dilute  sulphuric  acid.  By 
means  of  a  current  of  electricity  and  a  suitable  electrolyte,  the  active 
material  is  converted  to  peroxide  of  lead  on  the  positive  plates  and 
spongy  lead  on  the  negative  plates. 

Each  plate  is  made  with  two  feet  projecting  below  the  bottom  of  the 
plate,  as  shown  in  Fig.  63,  so  located 
that  the  feet  of  the  positive  plate  rest 
on  two  of  the  four  ribs  in  the  bottom 
of  the  jar,  while  the  feet  of  the  negative 
plate  rest  on  the  other  two  ribs.  This 
construction  permits  the  separators  to 
project  beyond  the  surface  of  the  plate 
on  all  four  edges,  thus  offering  more 
complete  protection  against  internal 
short  circuits.  It  also  prevents  short 
circuits  by  deposits  of  sediment  on  the 
top  of  the  ribs. 

These  plates  are  first  assembled  into 
groups  and  are  joined  to  substantial 
straps  by  a  process  known  as  lead 
burning.  Projecting  from  the  straps 
are  the  terminal  posts,  each  provided 
with  a  shoulder  to  support  the  cell 
cover,  above  which  is  a  threaded  por¬ 
tion  to  receive  the  alloy  sealing  nut  for 
clamping  the  cover  firmly  on  the 
shoulder.  The  joint  is  sealed  with  a 
soft  rubber  gasket. 

The  separators,  placed  between  the 
plates,  are  of  a  special  kind  of  selected  pIG  @3 — Cutaway  view  of  MVA 
wood,  treated  to  remove  injurious  com-  Exide  cell  showing  construction, 
pounds,  with  a  perforated  hard-rubber 

sheet  between  the  positive  plate  and  the  wood  separator  on  either 
side. 

The  two  groups  when  interlaid  and  with  separators  in  place  are 
known  as  an  element.  This  element  is  placed  in  a  hard  rubber  jar  made 
of  a  tough  compound  known  as  Giant. 

A  hard-rubber  cover  is  placed  in  the  top  of  the  jar  and  a  hot  sealing 
compound  is  poured  in  the  channel  around  the  edge,  thus  providing 
for  a  perfect  seal  flush  with  the  top  of  jar  and  cover. 

The  cover  is  fitted  with  a  combined  vent  and  filling  plug,  as  shown 
in  Fig.  64,  which  prevents  the  slopping  of  the  electrolyte,  and  also  pro- 
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vides  a  vent  and  spray  trap  to  permit  the  escape  of  gas  during  charge, 
but  catches  and  returns  any  acid  spray  to  the  cell.  It  is,  therefore, 


Fig.  64. — Cross-section  of  Exide  cell  cover  showing  the  vent  and  filling  plug  in  place. 


unnecessary  to  provide  a  separate 


Fig.  65a. — A  cross-sectional  sketch  of 
an  Exide  ironclad  positive  plate.  Each 
individual  section  is  known  as  a 
“pencil.” 

Each  vertical  rod  forms  a  core, 


room  in  which  to  charge  the  battery 
or  special  protection  for  metal  sur¬ 
faces  in  the  vicinity  of  the  cells, 
while  charging. 

The  cells  are  assembled  in  the 
proper  number  of  hardwood  trays 
painted  with  acid-resisting  paint. 
The  individual  cells  in  each  tray  are 
connected  by  means  of  intercell 
connectors.  Terminals  are  provided 
on  each  tray,  so  that  the  trays  in 
the  battery  can  be  connected  to¬ 
gether  conveniently  by  the  intertray 
jumpers.  Each  tray  has  porcelain 
insulators  on  the  bottom,  sides  and 
ends. 

The  Ironclad  Storage  Battery.— 

The  Exide-Ironclad  type  of  storage 
battery  is  used  for  some  installations 
on  shipboard.  The  positive  plate  in 
this  type,  as  shown  in  Figs.  65a, 
656  and  65c,  has  a  grid  composed 
of  a  number  of  parallel,  vertical 
lead-alloy  rods  united  integrally  to 
the  horizontal  top  and  bottom 
frames,  the  former  being  provided 
with  the  usual  conducting  lug. 
which  is  surrounded  by  a  cylindrical 
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pencil  of  peroxide  of  lead,  the  active  material.  This,  in  turn,  is  enclosed 
by  a  hard-rubber  tube,  having  a  number  of  horizontal  slits.  These  slits 
serve  to  provide  access  for  the  electrolyte  or  solution  to  the  active  ma- 


Fi<;.  656. 


Fig.  65c. 


Fig.  656. — Positive  pencil  of  Exide  ironclad  battery. 
Fig.  65c. — Positive  plate  of  Exide  ironclad  battery. 


terial,  and  yet  are  so  fine  as  practically  to  eliminate  the  washing  out  of 
the  material. 

The  negative  plate  used  with  the  Exide-Ironclad  positive  plate  is 
similar  to  the  Exide  negative  plate  previously  described.  The  cell  is 
assembled  in  the  same  general  way  also. 

The  Chloride  Cell. — The  Chloride  type  of  cell  used  on  many  ships 
is  of  the  Plants  type.  The  Exide  and  Exide-Ironclad  batteries  are  com- 
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monly  known  as  the  pasted-plate  type,  because  the  active  material  is 
applied  to  the  plates  in  the  form  of  a  paste. 

The  grid  of  the  Chloride  positive  paste  is  cast  of  lead-alloy  with 
a  number  of  circular  holes.  A  button  of  pure  lead  ribbon  is  rolled  and 
forced  into  each  of  these  holes  under  pressure.  In  the  forming  process, 
the  surface  of  the  buttons  is  converted  into  peroxide  of  lead — the  active 
material.  There  is  only  one  difference  between  this  cell  and  the  other 

types  described — the  use  of  a  differ¬ 
ent  method  to  put  the  active  ma¬ 
terial  on  the  plates 

Electrolyte. — The  solution  in  a 
storage  cell  is  known  as  the  electro¬ 
lyte  and  in  the  cells  just  described  is 
about  a  20  per  cent  solution  of  sul¬ 
phuric  acid.  It  is  important  to  have 
the  electrolyte  of  the  right  strength, 
or  the  cell  will  not  function  prop¬ 
erly.  The  strength  of  the  electro¬ 
lyte,  or  the  right  proportion  of  acid 
to  water,  is  expressed  in  terms  of 
specific  gravity. 

Specific  Gravity. — The  specific 
gravity  of  a  compounded  solution  is 
a  measure  of  its  density,  or  weight, 
as  compared  to  that  of  chemically 
pure  water.  If  water  is  taken  as 
unity  (or  1),  it  is  found  that  certain 
compounded  solutions  of  acid,  etc., 
are  heavier  than  water  by  a  certain 
amount.  Thus  the  specific  gravity 
of  the  electrolyte  of  one  type  of  lead 
plate  storage  cell  is  approximately 
1.280,  meaning  that,  if  a  cubic  centi- 
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Fig.  66a. — A  hydrometer. 

Fig.  666. — Showing  how  the  specific 
gravity  of  electrolyte  is  measured  by  a 
hydrometer. 


meter  of  water  weighs  one  gram,  one 
cubic  centimeter  of  the  electrolyte 
weighs  1.280  grams.  It  is,  there¬ 
fore,  evident  that  the  greater  the 
proportion  of  the  acid  in  the  electro¬ 


lyte  of  a  storage  cell,  the  higher  will  be  the  reading  of  the  gravity. 

The  Hydrometer. — The  gravity  of  the  solution  of  a  storage  cell  is 
measured  by  an  instrument  known  as  the  hydrometer.  The  long  glass 
rod,  the  hydrometer,  has  the  bulb  at  one  end  loaded  with  shot  or  mer- 
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cury,  as  shown  in  Figs.  66a  and  666.  When  a  syringe  full  of  solution 
is  drawn  up  into  the  glass  barrel,  the  hydrometer  floats  at  a  certain 
level,  depending  on  the  weight  of  the  liquid.  The  top  of  the  hydrom¬ 
eter  will  protrude  above  the  surface.  The  reading  of  the  hydrometer 
scale  at  the  surface  of  the  solution  is  a  measure  of  the  specific  gravity. 
The  specific  gravity  of  the  Chloride  storage  cell  when  fully  charged 
varies  between  1.205  and  1.215,  and  for  the  Exide  and  Exide-Ironclad 
between  1.270  and  1.280  normally. 

Types  of  Storage  Batteries  Used  on  Shipboard. — There  are  two 
principal  functions  of  a  storage  battery  in  connection  with  the  radio 
set  on  shipboard:  the  main  emergency  battery,  consisting  of  sixty  cells 
of  a  capacity  sufficient  for  the  size  of  radio  transmitters,  or  the  twelve¬ 
cell  emergency  storage  battery  used  on  ships  having  a  spark  coil,  and 
the  small  radio  “  A  ”  battery  for  lighting  the  filaments  of  the  vacuum 
tubes  in  the  receiving  set. 

Capacity  of  a  Storage  Cell. — The  capacity  of  a  storage  cell  is  rated 
in  ampere-hours.  The  ampere-hour  is  the  unit  represented  by  current 
of  one  ampere  flowing  through  a  given  circuit  for  an  hour  of  time. 

For  example,  a  certain  MVA  Exide  cell  is  rated  as  having  a  capacity 
of  140  ampere-hours  at  the  four-hour  rate.  The  normal  discharge  rate 
is  obtained  by  dividing  the  capacity,  140  by  4,  or  35  amperes. 

The  type  and  rating  of  the  Exide  cells  furnished  by  The  Electric 
Storage  Battery  Company  for  auxiliary  power  is  shown  in  the  following 
table: 


Capacity,  Ampere-Hours 

4-Hr.  Rate 

10-Hr.  Rate 

60-cell  MVA-9 . 

118 

137 

11 . 

147| 

171 

13 . 

177 

205 

15 . 

206 £ 

240 

17 . 

236 

274 

The  smaller  sizes  are  used  in  connection  with  -^-kw.  transmitters 
and  the  larger  sizes  with  the  2-kw.  sets.  Those  of  the  highest  capacity 
are  employed  to  operate  some  emergency  lights  as  well  as  the  radio 
set.  The  60-cell  MYA-11  Exide  is  used  generally  with  the  2-kw.  set. 

In  some  special  cases,  where  an  exceptionally  long-life  battery  is 
desirable  or  conditions  are  severe,  the  Exide  Ironclad  type  is  used.  The 
ratings  of  several  sizes  of  the  Exide  Ironclad  are  given  in  the  following 
table: 
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Capacity,  Ampere-Hours 

4-Hr.  Rate 

10-Hr.  Rate 

60-cell  MVA-9 . 

122 

146 

11 . 

153 

183 

13 . 

184 

220 

15 . 

214 

256 

17 . 

245 

293 

In  warm  climates,  it  is  desirable  to  use  a  battery  having  a  lower 
maximum  gravity  in  order  to  prevent  overheating  when  on  charge. 
The  type  MVAL  is  the  standard  Exide  with  lowered  gravity.  The  low¬ 
ering  of  the  gravity  reduces  the  capacity  for  the  same  size  of  cell.  That 
is,  the  MVAL-11  cell  has  a  smaller  rating  than  the  MVA-11. 

Where  space  will  permit  and  the  higher  cost  is  not  objectionable, 
the  MVSA  type  is  used.  This  type  of  cell  employs  the  standard  Exide 
plates  with  a  wider  spacing  between  them.  For  the  same  capacity  in 
the  MVSA,  as  in  the  MVA  cell,  the  dimensions  of  the  cell  will  be 
larger. 

If,  for  any  reason,  a  60-cell  battery  is  not  supplied,  an  emergency 

transmitter  is  employed.  This 
is  operated  from  a  portable 
12-cell,  24-volt  battery,  having 
a  smaller  size  cell.  The  12- 
cell  XC-15-1  type,  most  gen¬ 
erally  used,  has  a  capacity  of 
100  ampere-hours  at  the  5-am- 
pere  rate. 

The  6-volt  filament  lighting 
battery  is  a  portable  battery 
assembled  as  a  3-cell  unit  and 
has  a  rating  of  100  ampere- 
hours.  Type  3-LXL-9  is  shown 
in  Fig.  67. 

Charging. — A  storage  bat¬ 
tery  is  charged  by  connecting 
the  positive  terminal  of  the 
battery  to  the  positive  termi¬ 
nal  of  a  source  of  direct  current  and  the  negative  terminal  of  the 
battery  to  the  negative  terminal  of  the  source,  as  illustrated  in  the 
simple  charging  circuit  in  Fig.  68.  The  voltage  of  the  charging  source 
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must  exceed  the  voltage  of  the  battery  and  a  regulating  resistance  or 
rheostat  is  usually  connected  in  series  in  the  charging  circuit. 

The  polarity  of  the  charging  mains  may  be  determined  in  three  ways: 

(1)  By  a  direct-current  voltmeter  of  the  magnetic  type. 

(2)  By  an  electrochemical  polarity  indicator. 

(3)  By  dipping  the  terminals  of  the  generator  in  a  glass  of  plain 

or  salt  water. 

How  to  Charge. — Direct-current  voltmeters  with  magnetic  mech¬ 
anism  have  a  (+)  and  (— )  mark  on  the  binding  posts.  If  connected 
improperly  to  a  source  of  direct  current,  the  pointer,  instead  of  swing¬ 
ing  in  the  direction  of  the  full-scale  position,  will  move  to  the  left  of  the 
zero  position;  but  when  connected  properly,  the  pointer  moves  from 
left  to  right.  The  wire  of  the  generator  connected  to  the  (+)  binding 


Fig.  68. — Showing  how  a  60-volt  bank  of  storage  batteries  is  charged  from  a  110- volt 

d-c.  generator. 

post  of  the  voltmeter  is  the  positive  wire.  Of  course,  the  negative  wire 
is  the  other. 

Chemical  polarity  indicators  have  a  solution  of  iodide  of  potassium 
mixed  with  starch,  sealed  in  a  glass  tube,  provided  with  terminals. 
When  connected  to  the  terminals  of  a  charging  line,  current  flows 
through  the  liquid  and  decomposes  the  solution,  turning  the  positive 
terminal  of  the  tube  blue. 

The  polarity  of  the  charging  source  may  be  ascertained  by  dipping 
the  terminals  of  a  d-c.  line  in  a  glass  of  plain  or  salt  water.  Bubbles 
will  appear  on  the  negative  terminal.  The  negative  wire  should  be 
connected  to  the  negative  terminal  of  the  battery.  Caution:  Do  not 
permit  the  wires  to  touch  when  making  this  test. 

When  the  circuit  from  the  charging  generator  is  closed,  current 
flows  from  the  positive  plates  through  the  electrolyte  to  the  negative 
plates,  until  the  lead  sulphate  in  the  active  material  is  converted  again 
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into  lead  peroxide  and  spongy  lead.  The  length  of  time  required  will 
depend  upon  the  degree  to  which  the  cell  has  been  discharged  and  the 
charging  rate.  In  any  case,  the  charging  should  continue  until  there 
is  no  further  rise  in  the  specific  gravity. 

The  regulating  resistance  required  in  the  charging  circuit  to  con¬ 
trol  the  rate  of  charge  may  be  either  fixed  or  variable.  Usually  for  the 

regular  charge  it  is  a  fixed  resistance  of  the 
proper  amount  for  the  battery  to  be  charged. 
A  bank  of  lamps  may  be  used,  in  which  case 
the  number  of  lamps  used  determines  the  rate 
of  charge. 

It  should  be  kept  in  mind  that  the  voltage 
of  the  charging  generator  must  always  exceed 
the  maximum  voltage  of  the  storage  battery, 
because  the  voltage  of  the  battery  exerts  a 
back  pressure  or  counter  e.m.f.  on  the  charg¬ 
ing  source.  If  the  voltage  of  the  generator 
is  less  than  that  of  the  battery,  the  latter 
will  not  be  charged. 

The  Charging  Panel.  —  As  the  60-cell 
emergency  radio  battery  has  a  voltage  too 
high  to  be  charged  from  the  ship’s  110-volt 
generator,  the  battery  is  divided  into  two 
equal  banks  of  30  cells  each  for  charging. 
The  Electric  Storage  Battery  Company’s 
standard  charging  panel  is  shown  in  Fig. 
69.  The  fundamental  diagram  of  the  con¬ 
nections  from  the  board  to  the  batteries  is 
shown  in  Fig.  70,  and  the  battery  connections 
in  Fig.  71. 

The  following  instructions  cover  the 

Fig.  69. — Marine  storage  bat-  operation  of  this  panel : 

tery  charging  panel.  First  determine  that  the  reversing  switch 

is  closed  in  the  proper  direction  by  observing 
whether  the  voltmeter  reads  when  the  plug  switch  is  inserted  in  the 
lower  left-hand  receptacle.  If  it  does  not  read,  reverse  the  reversing 
switch,  then  ascertain  that  the  two  halves  of  the  battery  are  also 
properly  connected  by  taking  readings  in  the  upper  and  lower  right- 
hand  receptacles. 

The  voltmeter  circuit  is  normally  open,  and  a  push-button  switch  is 
provided  on  the  switchboard  for  closing  the  circuit  when  it  is  desired 
to  take  a  voltage  reading.  This  precaution  is  taken  to  prevent  inductive 
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effects,  incidental  to  the  operation  of  the  transmitter,  from  damaging 
the  meter. 

Refer  to  the  photograph,  Fig.  69.  Open  the  6-pole  double-throw 


Note:  One  or  more  Resistor  Units 
are  Used  in  Parallel.  The 


3  Battery  "A" 

4  Battery  “B" 


D.P.S.T. 
30  Amps. 


D.P.S.T. 
30  Amps. 


Fig.  70. — Switchboard  wiring  diagram  of  the  Exide  marine  type  charging  panel. 


switch.  Close  the  circuit  breaker,  at  the  same  time  holding  up  the 
plunger  of  the  low  voltage  release  coil,  and  then  close  the  6-PDT  switch 
to  the  left.  This  will  place  the  respective  halves  of  the  battery  on 
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charge  through  the  charging  resistance  on  the  back  of  the  board,  which 
should  become  uniformly  warm.  The  red  pointer  on  the  ampere-hour 
meter  should  be  set  for  the  ampere-hours  given  by  the  manufacturer  for 
the  size  of  battery  to  be  charged.  The  black  hand  of  the  ampere-hour 


O.P.O.T.  Polarity 

Reversing  Switch  Aux.  Opening  Switch- 
\  Opens  when  C.  B  opens 


Number  of  "E”  Resistance 
Units  Connected 
in  Parallel  Depends 
upon  Size  of  Battery 
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Fig.  71. — Schematic  diagram  of  the  Exide  marine  type  charging  panel. 


meter  indicates  the  state  of  discharge  of  the  battery  at  any  time.  As 
soon  as  the  charge  is  started  the  black  hand  will  begin  to  move  towards 
zero,  and  the  charge  should  be  complete  when  it  reaches  zero.  When 
the  black  hand  reaches  zero,  it  makes  a  contact  which  opens  the  circuit 
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breaker  by  means  of  the  automatic  trip,  thus  automatically  cutting  off 
the  charge.  For  the  monthly  charge,  or  if  for  some  other  reason  the 
battery  requires  an  overcharge,  it  is  necessary  to  remove  the  cover 
from  the  ampere-hour  meter  and  turn  the  black  hand  back,  halfway  to 
the  red  hand.  (The  ampere-hour  meter  should  be  maintained  in  good 
operating  condition  by  being  overhauled  and  recalibrated  once  every 
twelve  to  eighteen  months.) 

If  the  ship's  power  circuit  fails,  while  the  battery  is  charging,  the 
low  voltage  release  will  open  the  circuit  breaker,  preventing  the  battery 
from  discharging  back  into  the  bus.  The  battery  can  be  used  for  sup¬ 
plying  current  in  such  an  emergency  by  closing  the  6-pole  double-throw 
switch  to  the  right. 

With  the  6-PDT  switch  closed  to  the  left  and  the  circuit  breaker 
open,  the  charging  circuit  through  the  resistance  units  will  be  open,  but 
the  battery  will  be  receiving  a  floating  charge  through  the  two  lamps 
mounted  in  the  upper  comers  of  the  switchboard.  This  is  intended  to 
be  the  normal  condition  of  operation,  i.e.,  battery  fully  charged  and 
floating,  with  circuit  breaker  open,  and  the  6-pole  switch  closed  to  the 
left.  With  the  6-pole  switch  in  this  position,  the  radio  outfit  is  con¬ 
nected  direct  to  the  bus. 

When  the  battery  is  floating  or  charging,  the  lights  cannot  be  oper¬ 
ated  from  it,  and  the  lower  double-pole  double-throw  (DPDT)  switch 
should  then  be  closed  to  the  left.  The  feeder  switches  for  the  various 
light  circuits  can  be  opened  or  closed,  as  desired. 

With  the  circuit  breaker  open,  close  the  6-pole  switch  to  the  right. 

With  the  battery  discharging,  the  fights  can  be  operated  from  either 
the  bus  or  the  battery  by  closing  the  small  lower  double-pole  double¬ 
throw  switch  to  the  left  or  right,  respectively. 

Whenever  the  ship's  generator  is  shut  down,  care  should  be  taken 
to  open  the  radio  circuit  switch  on  the  ship's  switchboard,  and  all 
switches  on  the  battery  switchboard.  Do  not  burn  lights  from  the 
battery  at  such  times  except  for  emergency. 

The  schematic  diagram,  Fig.  72,  shows  the  d-c.  and  a-c.  power  cir¬ 
cuits,  a  120- volt  storage  battery  bank  and  charging  equipment  of  a 
radio  transmitter. 

Theoretically  we  should  be  enabled  to  draw  the  same  quantity  of 
current  from  a  storage  battery  upon  discharge  as  put  into  it  on  charge, 
but  practically  this  cannot  quite  be  done.  The  ampere-hour  meter  on 
the  panel  is  constructed  to  take  care  of  the  required  overcharge  auto¬ 
matically  by  a  device  known  as  a  resistor.  Briefly,  it  causes  the  pointer 
of  the  ampere-hour  meter  to  move  to  the  zero  position  of  the  scale  from 
a  higher  reading  at  a  slower  rate  than  that  which  brought  it  to  a  maxi- 
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mum  reading,  thus  giving  the  requisite  overcharge.  But,  with  all  this, 
the  readings  of  the  ampere-hour  meter  cannot  quite  keep  pace  with  the 
state  of  charge  of  the  battery;  hence,  it  is  necessary,  about  once  a 
month,  to  move  the  black  hand  of  the  meter  back  from  the  zero  position 
20  to  50  ampere-hours,  after  which  the  battery  is  placed  on  charge  until 
the  pointer  again  returns  to  the  zero  position. 

Care  and  Operation  of  the  Storage  Battery. — Everything  about  the 
battery — tops  of  cells,  connections,  etc. — should  be  kept  clean  and  dry. 

Keep  the  level  of  the  electrolyte  always  above  the  tops  of  the  plates 
by  replacing  evaporation  with  pure  water.  The  acid  does  not  evapo¬ 
rate  ;  therefore,  never  add  acid. 

The  system  is  laid  out  with  the  idea  that  the  battery  is  to  be  kept 
fully  charged  at  all  times.  The  battery  is  to  be  floated  except  when 
charging  or  discharging.  When  floating,  both  lamps  on  the  battery 
switchboard  will  burn  dimly.  If  either  lamp  goes  out,  replace  it  im¬ 
mediately  with  another  of  the  same  rating. 

Flames  of  all  kinds  (match,  candle,  lantern,  cigar,  etc.)  must  be 
kept  away  from  the  battery  at  all  times. 

In  order  to  check  the  generator  polarity,  and  to  guard  against  the 
battery  becoming  accidentally  discharged  through  the  reversal  of  the 
generator,  read  the  voltmeter  frequently,  with  the  voltmeter  plug  in 
the  openings  marked  “  Bus.” 

If  a  jar  develops  a  leak,  promptly  replace  it. 

Keep  terminals  and  connections  tight  and  clean. 

Do  not  allow  any  impurities  to  get  into  the  cell. 

Hydrometer  readings  of  the  cells  should  be  taken  to  determine  the 
state  of  charge  of  the  battery.  The  specific  gravity  reading,  taken 
where  a  cell  is  fully  discharged,  or  at  the  end  of  the  charging  period,  will 
depend  on  the  type  of  battery.  For  example,  the  fully  charged  gravity 
of  the  MVA-11  Exide  is  between  1.270  and  1.280. 

The  student  should  bear  in  mind  certain  fundamental  facts  con¬ 
cerning  the  lead  storage  cell: 

(1)  It  has  a  low  internal  resistance  and  therefore  will  deliver 

current  at  a  very  high  rate,  if  necessary,  without  damage 
to  the  cell. 

(2)  Due  to  the  absence  of  polarization,  as  in  the  primary  cell, 

the  current  output  does  not  decrease  as  rapidly. 

(3)  During  the  charging  period,  a  stated  number  of  amperes 

must  pass  through  the  cell,  the  actual  value  being  desig¬ 
nated  by  the  manufacturer. 
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(4)  The  lowest  point  to  which  the  battery  should  be  discharged 

is  designated  by  the  maker  and  should  not  be  exceeded 
except  in  an  emergency. 

(5)  The  fully  charged  voltage  of  the  lead  cell  with  1.280  specific 

gravity  averages  2.1  volts  on  open  circuit,  values  as  high 
as  2.5  or  2.6  volts  being  obtained  with  the  charging  current 
flowing. 

(6)  The  lead  type  cell  is  said  to  be  fully  discharged  when  the 

voltage  of  the  individual  cell  falls  to  1.7  or  1.8  volts,  pro¬ 
vided  the  reading  is  taken  with  the  cell  discharging  at 
normal  rate. 
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The  Edison  Storage  Battery. — The  Edison  cell,  shown  in  cross- 

section  in  Fig.  73, 
differs  from  the  lead 
cell  both  in  the  con- 
struction  of  the 
plates  and  the  elec¬ 
trolyte.  The  active 
materials  of  this  cell 
are  iron  oxide  and 
nickel  hydrate.  The 
alkaline  electrolyte  is 
a  21  per  cent  solu¬ 
tion  of  potassium  hy¬ 
drate  mixed  with  a 
small  amount  of 
lithium  hydrate. 

Construction. — 
Fig.  74  shows  the 
construction  of  the 
positive  and  negative 
plates.  The  active 
material  of  the  posi¬ 
tive  plate  is  nickel 
hydrate.  It  is  loaded 
in  layers,  in  -j-in. 
perforated  tubes 
Fig.  73. — Cross-sectional  view  of  the  Edison  storage  cell,  formed  of  spirally 

wound  steel  ribbon. 

AJternating  with  the  layers  of  nickel  hydrate,  layers  of  pure  nickel 
flake  are  introduced  to  increase  the  electrical  conductivity.  When 
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loaded,  the  tubes  are  reinforced  by  eight  seamless  steel  rings  equi- 
distantly  spaced.  Thirty  of  these  loaded  perforated  tubes  are  clamped 
on  the  steel  supporting  grid. 

Assembly  of  Edison  Cell. — The  active  material  of  the  negative  plate 
is  iron  oxide.  Mixed  with  a  small  amount  of  oxide  of  mercury  to  in¬ 
crease  the  conductivity,  it  is  loaded  into  perforated,  rectangular,  sheet- 
steel  pockets,  and  solidly  tamped  down.  When  loaded,  the  pockets  are 
placed  in  the  interstices  of  the  steel  supporting  grid  and  forced,  between 
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Fig.  74.  Fig.  75. 

Fig.  74. — A  negative  and  a  positive  plate  of  an  Edison  cell. 

Fig.  75. — Plate  assembly  of  Edison  cell  ready  for  insertion  into  container. 

corrugating  dies,  into  perfect  electrical  contact,  under  hydraulic  pressure 
of  120  tons. 

All  the  plates  of  like  polarity  in  the  cell  are  slipped  over  a  steel  con¬ 
necting  rod,  through  the  hole  provided  for  the  purpose  at  the  top  of 
the  grid;  the  cell  poles  are  fastened  at  right  angles  to  these  connecting 
rods;  proper  spacing  is  provided  by  steel  washers  of  correct  thickness; 
and,  finally,  lock  washers  and  nuts  are  fitted  to  the  threaded  end  of  the 
connecting  rod,  thus  clamping  all  into  a  compact  unit.  The  positive 
and  negative  plates  are  intermeshed,  and  small  hard-rubber  pins  are  so 
placed  as  to  keep  them  apart.  Grooved  hard-rubber  ladders  are  fitted 
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over  the  side  edges  of  the  plates.  These  have  shoulders  at  the  bottom 
upon  which  the  plates  rest,  and  they  perform  the  double  function  of 
keeping  the  proper  distances  between  the  plates  and  insulating  them 
from  the  container.  Fig,  75  shows  the  plate  assembly  ready  for  inser¬ 
tion  into  the  container. 

The  container  is  constructed  of  nickel-plated  sheet-steel,  corrugated 
to  give  it  added  strength.  The  edges  and  the  seams  of  the  container, 
and  the  bottom  and  the  top  are  welded  in  place.  The  elements  are 
placed  in  the  steel  container  and  sheets  of  hard-rubber  are  inserted  be¬ 
tween  the  outside  negative  plates  and  the  container  to  secure  perfect 
insulation,  after  which  the  steel  top  is  welded  in  place.  The  cell  is 
securely  sealed,  except  for  the  filler  opening. 

The  only  opening  in  the  cell  is  that  provided  for  allowing  the  gases 
to  escape  and  for  filling.  This  consists  of  a  metal  seat  upon  which 
rests  a  hemispherical  hard-rubber  valve  suspended  from  the  hinged  top, 
which  is  provided  with  a  double-acting  spring  that  holds  it  open  or 
closed  as  required.  The  valve  normally  remains  seated,  thus  prevent¬ 
ing  air  or  impurities  from  getting  into  the  cell,  but  is  lifted  by  the  gas 
as  it  forms,  allowing  it  to  escape. 

Charging  the  Edison  Cell. — Direct  current  must  be  used  to  charge 
the  Edison  storage  battery,  as  well  as  other  types,  and  where  only  alter¬ 
nating  current  is  available  it  is  necessary  to  convert  it  to  direct  current 
by  a  motor-generator  set  or  other  suitable  form  of  current  rectifier. 
The  charging  rate  depends  upon  the  type  of  battery.  Although  several 
types  are  manufactured,  those  most  commonly  used  in  marine  service 
are  the  5B4,  5B2  and  5B1  types.  Each  contains  five  1-^-volt  cells,  con¬ 
nected  in  series,  giving  them  a  rating  of  6  volts.  Data  concerning  the 
ampere-hour  capacity,  charge  and  discharge  rates  follow : 


Type 

of 

Cell 

Ampere- 

Hour 

Capacity 

Average 
Voltage  at 
Normal 
Discharge 
Rate 

Normal 
Charge  and 
Discharge 
Rate, 
Amperes 

Hours  Re¬ 
quired  to 
Completely 
Charge  at 
Normal  Rate 

Maximum 

Charge 

Rate, 

Amperes 

Minimum 

Charge 

Rate, 

Amperes 

5B4 

6 

15 

7 

15 

5 

5B2 

6 

7.5 

7 

7.5 

2 

5B1 

6 

3.75 

7 

3.75 

2 

Where  110-volts  direct  current  is  available,  a  charging  resistance 
should  be  employed,  specifications  for  which  can  be  calculated  as  fol¬ 
lows: 
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(1)  Multiply  the  number  of  cells  in  the  battery  by  1.7. 

(2)  Subtract  this  value  from  110  and  divide  the  result  by  the 

normal  rate  of  the  type  of  cell  (15.0,  7.5,  or  3.75,  depend¬ 
ing  upon  whether  the  battery  is  a  B-4,  B-2,  or  B-l). 

(3)  The  result  will  be  the  value  of  the  resistance  in  ohms  which 

should  be  used. 

(4)  The  normal  rate  of  the  cell  multiplied  by  2  will  be  the  cur¬ 

rent  carrying  capacity  of  the  resistance  in  amperes  which 
should  be  used. 

Before  starting  to  charge,  see  that  the  electrolyte  solution  is  at  the 
proper  level;  if  it  is  low,  bring  it  to  the  proper  level  (approximately in. 
above  the  plates)  by  adding  pure  distilled  water.  The  temperature  of 
the  solution  on  charge  may  vary  from  90°  to  115°  F.;  higher  than  115° 
will  shorten  the  life  of  the  battery.  In  connecting  the  battery  to  the 
charging  circuit,  always  connect  the  positive  terminal  to  the  positive 
side  of  the  line,  and  the  negative  terminal  to  the  negative  side  of  the 
line.  (Edison  cells,  because  of  their  construction,  will  not  be  perma¬ 
nently  injured  by  reversed  charging  or  overcharging,  yet  their  life  is 
somewhat  shortened  by  so  doing.) 

The  approximate  hours  required  to  completely  charge  an  Edison  6-volt 
battery  after  it  has  become  discharged  may  be  determined  as  follows: 

(1)  Multiply  the  normal  rate  of  the  cell  by  7  and  divide  the  re¬ 

sult  by  the  current  rate  furnished  by  the  charge.  When 
the  proper  resistances  are  used,  as  previously  specified, 
divide  by  the  normal  rate  of  the  cell. 

(2)  The  result  will  be  in  hours  required  to  fully  charge  after  a 

complete  discharge. 

Reaction  of  Charge  and  Discharge. — The  process  taking  place  in  an 
Edison  cell  during  charge  and  discharge  is  as  follows: 

The  first  charging  reduces  the  iron  oxide  to  a  metallic  iron,  while 
converting  the  nickel  hydrate  to  a  very  high  oxide,  black  in  color.  On 
discharge,  the  metallic  iron  goes  back  to  iron  oxide  and  the  high  nickel 
oxide  goes  to  a  lower  oxide,  but  not  to  its  original  form  of  green  hydrate. 
On  every  cycle  thereafter  the  negative  charges  to  metallic  iron  and  dis¬ 
charges  to  iron  oxide,  while  the  positive  plate  charges  to  a  high  nickel 
oxide.  Current  passing  in  the  direction  of  charge  or  discharge,  decom¬ 
poses  the  potassium  hydrate  of  the  electrolyte,  and  the  oxidation  and 
reduction  of  the  electrode  are  brought  about  by  the  action  of  its  ele¬ 
ments.  An  amount  of  potassium  hydrate  equal  to  that  decomposed  is 
always  reformed  at  one  of  the  electrodes  by  a  secondary  chemical  reac¬ 
tion;  in  consequence,  none  of  it  is  lost  and  its  density  remains  constant. 
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The  final  result  of  charging,  therefore,  is  the  transfer  of  oxygen  from 
the  iron  to  the  nickel  electrodes,  and  that  of  discharging  is  the  transfer 
back  again. 

Cautions. — Never  put  lead  battery  acid  into  an  Edison  battery  or 
use  utensils  that  have  held  acid;  you  may  ruin  the  battery. 

Never  bring  a  lighted  match  or  other  open  flame  near  a  battery. 

Always  keep  the  filler  caps  closed  except  when  necessary  to  have 
them  open  for  filling. 

Keep  cells  clean  and  dry  externally. 

Do  not  allow  the  battery  leads  to  touch  each  other,  as  they  are 
alive. 

Cleaning. — The  cells  must  be  kept  dry,  and  care  must  be  taken  that 
dirt  and  other  foreign  substances  do  not  collect  on  the  cells.  Dirt  and 
dampness  are  likely  to  cause  current  leakage,  which  may  result  in  serious 
injury  to  the  battery.  A  moderately  heavy  and  coarse  cloth  or  rag 
dampened  with  warm  water  will  be  found  useful  in  removing  grease, 
dirt,  dried  salts,  etc.,  from  the  battery. 

When  cleaning  be  careful  not  to  allow  foreign  substances  to  get  into 
the  cells. 

Solution  Renewal. — The  potash  electrolyte  in  Edison  batteries  has 
a  normal  specific  gravity  of  approximately  1.200  at  60°  F.  when  at  the 
normal  level  and  thoroughly  mixed  by  charging  and  when  sample  is 
taken  at  least  one-half  hour  after  charge  to  allow  for  dissipation  of  gas. 
The  low-limit  specific  gravity,  beyond  which  it  is  not  advisable  to  run 
an  electrolyte,  is  1.160.  When  previous  electrolyte  has  reached  ap¬ 
proximately  the  low  limit  of  1.160,  the  new  solution  should  be  Standard 
Renewal. 

Always  use  Edison  Electrolyte  solution  in  Edison  cells. 

Do  not  pour  out  old  solution  until  new  has  been  received  and  is 
ready  for  use.  Never  allow  cells  to  stand  empty. 

When  ready  to  renew  solution,  first  completely  discharge  the  bat¬ 
tery  to  zero  voltage.  Then  pour  out  half  the  solution,  shake  the  bat¬ 
tery  vigorously,  and  then  empty.  Do  not  rinse  batteries  with  water; 
use  only  the  old  solution.  Immediately  after  emptying  each  cell  pour 
in  new  solution  to  the  proper  height,  using  a  clean  glass  funnel.  When 
the  new  electrolyte  is  in  and  the  battery  is  again  connected  up  for  ser¬ 
vice,  give  it  a  15-hour  charge  at  the  normal  rate. 

If  the  Edison  battery  is  properly  used  it  will  not  be  necessary  to  re¬ 
new  the  electrolyte  for  a  period  of  years;  pure  distilled  water  must  be 
added  occasionally  to  take  care  of  evaporation. 

Specific  Gravity. — The  density  or  specific  gravity  reading  of  the 
electrolyte  of  an  Edison  battery  has  no  value  in  determining  the  state 
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of  charge  or  discharge,  as  the  specific  gravity  does  not  change  to  any 
marked  extent  during  the  charging  or  discharging  of  the  battery. 

Specific  gravity  readings  are  usually  taken  only  to  determine  when 
a  change  of  electrolyte  would  be  advantageous.  When  making  these 
readings,  certain  fundamental  conditions  must  be  observed.  A  suitable 
hydrometer,  clean  and  free  of  acid  and  other  impurities,  is  used  for  the 
readings,  which  should  be  taken  when  the  electrolyte  is  at  the  proper 
height  after  a  complete  charge.  It  is  best  to  allow  the  batteries  to 
stand  for  a  short  period  after  the  completion  of  the  charge  to  allow  free 
bubbles  of  gas  to  dissipate  before  taking  readings.  After  taking  a  spe¬ 
cific  gravity  reading  return  the  solution  to  the  cell  from  which  it  was 
taken.  Otherwise  the  gravity  of  the  solution  in  the  cell  to  which  it  is 
added  will  be  increased,  and  the  gravity  of  the  solution  in  the  cell  it  is 
to  be  taken  from  will  be  decreased,  due  to  the  addition  of  water  made 
necessary. 

Determining  State  of  Charge. — As  previously  stated,  a  hydrometer 
reading  of  the  Edison  cell  is  unnecessary,  except  to  determine  if  a 
change  in  the  electrolyte  is  essential;  the  specific  gravity  of  the  electro¬ 
lyte  does  not  change  with  the  state  of  charge  or  discharge.  Conse¬ 
quently,  the  only  direct  method  of  measuring  the  state  of  charge  is 
with  an  ampere-hour  meter. 

The  Tungar  Rectifier. — The  name  tungar,  which  has  no  particular 
significance,  other  than  as  a  distinctive  trade  name,  applies  to  the  hot- 
cathode-gas-filled  rectifier  developed  in  1916  by  the  General  Electric 
Company. 

The  Tungar  Bulb. — In  the  tungar  bulb  there  is 
argon,  an  inert  gas,  at  low  pressure,  which  is  ionized 
by  the  electrons  emitted  from  the  incandescent  fila¬ 
ment.  This  ionized  gas  acts  as  the  principal  cur¬ 
rent  carrier,  with  the  result  that  the  bulb  operates 
with  a  very  low  voltage  drop  of  3  to  8  volts  and  is 
capable  of  passing  a  current  of  several  amperes,  the 
current  limit  depending  on  the  design  and  size  of  the 
tube. 

Fig.  76  shows  a  half-wave  tungar  bulb  con¬ 
structed  of  high-heat-resisting  glass,  in  which  the 
cathode  (lower  electrode)  consists  of  a  filament  of 
small  tungsten  wire  coiled  into  a  closely  wound  Fig.  76.— Tungar  rec- 
spiral,  and  a  graphite  anode  (upper  electrode)  of  tifying  bulb, 
relatively  large  cross-section. 

It  has  been  known  for  many  years  that  a  vacuum  tube  containing  a 
hot  and  a  cold  electrode  acts  as  a  rectifier.  The  bulb  rectifies,  because 
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on  the  half-cycle,  when  the  graphite  anode  is  positive,  the  emitted  elec¬ 
trons  from  the  incandescent  filament  are  being  pulled  towards  the  anode 
by  the  voltage  across  the  tube,  colliding  with  the  gas  molecules  and 
ionizing  them,  that  is,  making  them  conductive  in  the  direction  of 
anode  to  cathode ;  while,  on  the  other  half  of  the  cycle,  when  the  anode 
is  negative,  any  electrons  that  are  emitted  are  driven  back  to  the  fila¬ 
ment,  so  that  the  gas  in  the  bulb  is  non-conductive  during  that  half¬ 
cycle. 

The  bulbs  are  exhausted  to  a  condition  of  highest  possible  vacuum 
and  then  filled  with  a  purified  gas.  Certain  impurities,  however,  even 
though  present  in  very  small  quantities,  produce  a  more  or  less  rapid 
disintegration  of  the  cathode,  and  also  have  quite  a  marked  effect  on 
the  voltage  characteristics  of  the  rectifier.  To  insure  purity  of  the 
gases,  magnesium  is  introduced  into  the  bulb  at  the  time  of  manufac¬ 
ture,  chemically  to  react  with  such  impurities  as  may  be  present.  This 

reaction  keeps  the  gas  in  a  pure  state 

_ no  volt _  practically  throughout  the  life  of  the 

A,C  Une  bulb.  The  dark  gray  or  silvery  ap- 

00000000000000  pearance  of  the  bulb  is  caused  by 

condensation  of  the  purifying  agent, 
c  l^oooooooooyooo^  ^  magnesium ,  on  the  interior  of  the  bulb 
UvUvvUUUUvUUyU  during  manufacture.  It  is  not  detri- 
}  I  mental  and  does  not  give  any  indica- 

nV\  ^on  or  efficiency  the 

*  (ill  CkCLj8 

IT  The  general  principles  which  have 

lm 4  been  briefly  discussed  apply  equally 

v _  well  to  half-wave  and  full-wave  types 

Fig.  77.— Half-wave  rectifier  and  of  rectifiers.  Fig.  77  shows  the  con- 
transformer  for  battery  charging.  nections  of  a  half -wave  rectifier  in  its 

simplest  form.  The  equivalent  in  this 
case  consists  of  the  bulb,  B ,  with  filament  (cathode),  Fy  and  anode,  Ay 
transformer  rheostat,  Ry  and  the  load  which  is  shown  as  a  storage 
battery. 

Assuming  an  instant  when  the  terminal  C  of  the  transformer  second¬ 
ary  winding  is  positive,  the  current  follows  the  direction  of  the  arrows 
through  the  load,  rheostat,  bulb,  and  back  to  the  opposite  side  of  the 
secondary  at  D  and  completes  the  circuit  from  D  to  C.  A  certain 
amount  of  the  alternating  current,  of  course,  goes  to  excite  the  filament, 
the  amount  depending  upon  the  capacity  of  the  tube.  In  actually  de¬ 
signing  the  rectifier  components,  the  rheostat  is  omitted  and  the  regu¬ 
lation  is  obtained  entirely  by  means  of  a  compensator  (not  shown),  with 
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which  the  filament  transformer  is  combined,  and  a  reactance.  When 
the  a-c.  supply  reverses,  and  the  side  D  becomes  positive,  the  current  is 
prevented  from  flowing,  for  the  reason  before  mentioned.  Practically 
speaking,  the  current  is  permitted  to 
flow  from  the  anode  to  the  cathode, 
but  it  cannot  flow  from  the  cathode 
to  the  anode. 

Fig.  78  shows  the  general  method 
of  connecting  two  half-wave  rectifier 
bulbs  with  a  single  load  and  one 
compensator.  In  this  case,  both  half¬ 
waves  are  used  and  the  resultant 
direct  current  is  a  pulsating  uni¬ 
directional  current  which  may  be 
smoothed  out  as  much  as  necessary 
by  means  of  direct  current  react¬ 
ance  in  series.  This  is  unnecessary, 
however,  in  ordinary  battery  charg¬ 
ing.  The  resistance  is  omitted  in  commercial  rectifier  sets  and  a  com¬ 
pensator  and  reactance  substituted,  as  with  the  half-wave  sets. 

Charging  Principle. — The  principle  on  which  a  storage  battery  is 

On  the  upper  half 
of  the  cycle,  when 
the  transformer 
voltage  exceeds  the 
battery  voltage, 
point  A ,  the  bulb 
anode  becomes 
positive,  making 
the  bulb  conduc¬ 
tive,  and  the  charg¬ 
ing  current  flows 
through  the  bat¬ 
tery.  When  the 
transformer  volt¬ 
age  falls  below  the 
battery  voltage, 
point  B ,  the  bulb  is  no  longer  conductive  and  the  charging  current 
ceases  on  the  lower  half  of  the  cycle.  Since  the  anode  is  negative  on 
the  lower  half,  the  bulb  cannot  conduct  the  current. 

Tungar  chargers,  particularly  the  half-wave  types,  give  a  pronounced 
pulsating  current.  However,  this  pulsating  current  will  charge  batteries 


charged  from  a  tungar  rectifier  is  shown  in  Fig.  79. 


Fig.  79. — Curves  illustrating  half-wave  rectification  for 
charging  a  storage  battery. 
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Fig.  78. — Full-wave  rectifier  circuit  for 
battery  charging. 
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as  would  the  non-pulsating  current  which  is  delivered  by  a  d-c.  gen¬ 
erator. 

The  rated  output  of  these  rectifiers  is  based  on  direct  current  instru¬ 
ment  readings,  which  give  the  average  value  of  the  voltage  and  current. 
A  direct-reading  ammeter  indicates  the  true  current,  which  is  effective 
in  charging  the  batteries. 

There  are  various  types  and  sizes  of  tungar  rectifiers  capable  of 


Prevent  Corrosion  of  Battery  j  ,  , 

Terminals  and  Clips  by  Covering  L“ . .  1  *  \ 

with  Vaseline  and  Thereby  . .  * 

Eliminate  Noises  that  are  Attributed 
to  TUbes,  Static  Etc. 

Fig.  80. — A  permanent  charging  installation  for  “A”  and  “B”  batteries. 


charging  one  7. 5- volt  storage  battery  at  2  amperes  up  to  the  types  large 
enough  to  charge  ten  3-cell  batteries  at  12  amperes  or  twenty  3-cell 
batteries  at  6  amperes.  The  tungar  bulbs  range  in  size  from  -^-ampere 
capacity  on  7.5  volts  to  6  amperes  at  75  volts  and  30  amperes  at  50 
volts.  The  2  and  5  ampere  sizes  are  designed  to  charge  up  to  120- 
volt  “  B  ”  batteries  at  a  low  rate. 

Fig.  80  shows  the  tungar  connections  for  charging  both  “  A  ”  and 
“  B  ”  batteries. 
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Galvanometer. — The  galvanometer  is  a  current-detecting  instru¬ 
ment  which  measures  a  current  by  its  electromagnetic  effect.  Galva¬ 
nometers  are  employed  for  detecting  the  presence  of  an  electric  current 
in  any  circuit,  and  for  determining  its  direction  and  strength.  In  its 
simplest  form,  as  shown  in  Fig.  81,  the  galvanometer  consists  of  a  small 
iron  needle  pivoted  in  the  center  of  a  coil  of  wire,  C.  The  needle  is 
controlled  by  the  earth's  field  and 
points  north  and  south  when  at  rest. 

When  an  electric  current  is  passed 
through  a  galvanometer  winding, 
the  needle  is  deflected  over  a  grad¬ 
uated  scale,  the  extent  of  the  deflec¬ 
tion  depending  upon  the  force  of  the 
current.  The  galvanometer  is  con¬ 
nected  in  series  with  the  circuit  and 
is  so  constructed  that  the  needle  will 
be  deflected  in  one  direction  when 
the  current  flows  through  the  coil  pIG  gp — Galvanometer  connected  in  a 
winding  in  one  direction  or,  prac-  simple  d-c.  circuit, 

tically  speaking,  from  positive  to 

negative.  When  the  e.m.f.  is  reversed,  from  negative  to  positive,  the 
needle  is  deflected  in  the  opposite  direction.  The  galvanometer  will 
measure  very  small  values,  and  is  a  most  sensitive  current-measuring 
device.  The  deflection  of  the  needle  is  due  to  the  electromagnetic  field 
created  by  the  passage  of  electric  current  through  the  coil  of  wire. 

Voltmeter. — The  d-c.  voltmeter,  a  simple  drawing  of  which  appears 
in  Fig.  82,  is  an  instrument  for  measuring  the  voltage  drop  or  potential 
difference  in  a  circuit.  In  electrical  parlance,  it  is  used  to  measure  the 
voltage  of  the  circuit.  It  always  is  connected  in  parallel. 

Referring  to  the  drawing,  Fig.  82,  it  will  be  observed  that  a  rect¬ 
angular  coil  of  wire,  A ,  mounted  over  the  metal  core  C,  is  supported 
by  delicate  bearings  and  maintained  in  the  zero  position  of  the  scale 
by  the  springs,  through  which  the  circuit  of  the  coil  is  completed. 
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When  the  pointer  is  in  zero  position  the  coil  rests  at  a  slight  angle  to  the 
poles  of  the  permanent  magnet,  N,  S.  When  current  is  flowing  in  a 

circuit  containing  the  volt¬ 
meter  the  normal  magnetic 
field  from  N  to  &  expands, 
and  in  passing  from  N  to  S 
the  lines  of  force  turn  the 
coil.  When  the  tension  of 
the  spring  is  equal  to  the  pull 
of  the  magnetic  field  the 
pointer  on  the  scale  comes  to 
rest,  giving  the  voltage  read¬ 
ing.  A  resistance  coil,  R , 
usually  mounted  within  the 
meter  case,  is  connected  in 
series  with  the  metal  core  C 
to  reduce  the  flow  of  current 

Fig.  82. — Illustrating  the  operation  of  a  d-c.  a  minimum  value.  The 

voltmeter.  resistance  of  this  coil  is  about 

150,000  ohms  where  a  maxi¬ 
mum  of  150  volts  pressure  is  maintained.  This  resistance  is  known  as 
a  “  multiplier.” 


Ammeter. — There  is 
essentially  no  difference 
in  the  construction  of 
the  ammeter,  as  shown 
in  Fig.  83,  and  a  volt¬ 
meter,  except  the  resist¬ 
ance  of  the  windings  and 
the  calibration. 

The  ammeter  is  al¬ 
ways  connected  in  series 
with  the  circuit  and  be¬ 
tween  the  source  of 
power  and  the  apparatus 
receiving  the  current, 
because  the  current  to 
be  measured  in  any  cir- 


CUl  mus  ow  roug  pIG  gg — Showing  the  general  construction  of  a  d-c. 
the  ammeter.  If  very  ammeter  used  with  a  shunt  resistance, 

large  values  of  current 


are  to  be  measured,  an  external  shunt,  consisting  of  several  metal 
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Multiplier  Resistance 


Load 


Fig.  84. — The  component  parts  of  a  wattmeter  connected  in 
an  a-c.  circuit. 


strips  of  comparatively  low  resistance,  placed  between  two  copper  lugs, 
is  connected  across  the  terminals  of  the  ammeter.  When  the  shunt  is 
employed  a  poten¬ 
tial  difference  ex¬ 
ists  across  the 
terminals  of  the 
shunt,  with  the 
result  that  a  cer¬ 
tain  amount  of 
current  divides 
and  a  small  part 
flows  through  the 
ammeter.  An  in¬ 
crease  of  current 
through  the  shunt 
will  increase  the 
flow  of  current 
through  the  meter, 
hence  it  is  cali¬ 
brated  to  read  very  large  values  of  current,  although  only  small  values 
actually  pass  through  the  instrument. 

Wattmeter. — A  wattmeter,  shown  in  Fig.  84,  may  be  considered  as 

a  combined  ammeter  and 
voltmeter.  It  is  designed 
to  measure  the  power  being 
expended  in  an  electrical 
circuit. 

A  wattmeter  differs  from 
the  voltmeter  and  ammeter 
in  that  it  requires  no  per¬ 
manent  magnet,  but  has 
only  the  two  magnetic  fields. 
The  ampere  coil  (the  sta¬ 
tionary  coil)  is  wound  with 
a  few  turns  of  heavy  wire 
having  a  low  resistance. 
The  volt  coil  (the  movable 
one)  is  wound  with  several 
turns  of  very  small-gauge 
wire  and  connected  in  series 
with  a  high  resistance.  The  terminals  of  the  coils  are  brought  out 
to  independent  binding  posts  marked  VV  and  A  A. 


Fig.  85. — Hot-wire  ammeter. 

ammeter.) 


(Radio-frequency 
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In  this  meter  the  ampere  (current)  coil  is  connected  in  series  with  the 
line;  the  volt  coil  is  connected  in  shunt.  The  position  of  the  ampere  coil 
is  fixed,  but  the  volt  coil  is  mounted  on  bearings  and  fitted  with  the 
pointer,  which  is  held  at  zero  on  the  scale  by  the  spiral  springs.  The 
current  in  the  volt  coil  will  vary  as  the  potential  difference  between  its 
terminals.  The  current  through  the  ampere  coil  will  vary  as  the  current 
varies  in  the  circuit  in  which  it  is  inserted.  The  force  acting  upon  the 
movable  coil  will  be  proportional  to  the  product  of  the  current  and  po¬ 
tential  difference.  That  is,  the  deflection  of  the  coil  is  proportional  to 
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Principle  of  Vibrating  Reed 


Fig.  86. — Magnetic  reed  type  frequency  meter. 


the  power  of  the  current  flowing  in  the  circuit.  The  scale  of  the  meter 
is  calibrated  directly  in  watts. 

Watts  =  Volts  X  Amperes  X  Power  Factor. 

Hot-Wire  Ammeter. — The  hot-wire  ammeter,  the  mechanism  of 
which  is  shown  in  Fig.  85,  depends  for  its  registering  action  upon  the 
expansion  of  a  wire  under  the  influence  of  heat  produced  in  it  by  the 
flow  of  the  current  to  be  measured. 

Hot-wire  ammeters  are  particularly  suitable  for  current  measurement 
at  radio-frequencies.  Measuring  instruments  possessing  cores  or  coils 
of  wire  are  not  adaptable  for  radio-frequency  measurements,  not 


FREQUENCY  METER 


109 


only  because  the  current  of  high  voltage  and  high  frequency  would  bum 
out  the  coil,  but  because  the  length  of  the  windings  would  seriously 
affect  the  oscillating  properties  of  the  circuit. 

In  the  diagram,  Fig.  85,  the  current  to  be  measured  passes  through 
the  hot-wire,  causing  it  to  expand.  In  so  doing  slack  is  given  to  the  silk 
thread  which  is  immediately  taken  up  by  the  spring,  causing  the  silk 
fiber  to  rotate  the  shaft  which  carries  the  indicating  needle. 

Frequency  Meter. — Except  in  the  more  elaborate  installations, 
frequency  meters  are  not  employed  in  commercial  radio  trans¬ 
mitters. 

The  magnetic  reed  type  of  frequency  meter  shown  in  Fig.  86  has  a 
single  magnet  winding,  M ,  joined  in  series  with  the  coil  R .  The  soft 
iron  core  at  the  left  of  M  completes  the  magnetic  circuit  for  the  poles 
of  the  horse-shoe  magnet,  N,  S.  A  number  of  small  vibrating  reeds 
are  placed  directly  in  the  path  of  the  flux  between  the  soft  iron  core 
and  the  poles  of  the  magnet.  Each  reed  has  a  different  period  of  me¬ 
chanical  vibration  and  is  placed  in  a  state  of  vibration  by  the  flux  of  the 
magnet,  when  the  flux  alternates  at  rates  to  correspond  to  the  natural 
mechanical  period  of  the  reed. 

The  permanent  magnets,  N,  Sy  etc.  (only  one  of  which  is  completely 
shown)  constantly  keep  the  core  magnetized,  but  when  alternating 
current  flows  through  the  magnet,  M,  the  reed,  having  a  natural  period 
corresponding  to  the  particular  frequency  of 
the  current  flowing,  will  be  set  into  rapid  vibrat¬ 
ing  motion.  The  reading  on  the  meter  scale 
which  corresponds  to  the  vibrating  reed  is 
the  frequency  of  the  circuit  under  measure¬ 
ment.  The  frequency  meter  is  connected  in 
shunt  to  the  terminals  of  the  alternator. 

Another  type  of  frequency  meter,  which 
operates  similarly  to  the  one  just  described,  Fiq  —  A  type  of  fre- 

indicates  the  frequency  of  the  circuit  under  quency  meter  used  in  a-c. 
measurement  by  direct  observation  of  the  power  circuits, 

vibrating  reeds  on  the  face  of  the  meter,  as 
represented  by  the  small  squares  in  the  sketch,  Fig.  87. 

In  this  meter  an  alternating  current,  the  frequency  of  which  it  is 
desired  to  measure,  is  passed  through  a  small  electromagnet  in  the  field 
of  which  are  arranged  a  number  of  thin  steel  strips,  known  as  reeds , 
which,  in  turn,  are  so  adjusted  that  they  vibrate  only  at  certain  fre¬ 
quencies.  When  a  current  passes  through  the  electromagnet,  the  reed 
which  has  a  frequency  nearest  to  the  frequency  of  the  alternating  cur¬ 
rent  will  vibrate.  Each  of  the  reeds  will  vibrate  when  the  frequency  of 
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the  alternating  current  corresponds  with  their  natural  periods  of  vibrat¬ 
ing  frequency.  However,  all  the  reeds  will  not  vibrate  simultaneously, 
but  it  may  occur  that  the  reeds  on  either  side  of  the  correct  reed  will  be 
put  into  slight  motion  if  their  natural  periods  are  near  that  of  the  cor¬ 
rect  reed,  but  thex accurate  reading  is  obtained  from  the  reed  which 
vibrates  with  the  greatest  amplitude. 


CHAPTER  IX 


ALTERNATING  CURRENT  AND  FREQUENCIES 

Review. — In  Chapter  XI,  on  Vacuum  Tubes,  the  accepted  theo¬ 
ries  governing  the  atomic  structure  of  the  ninety  or  more  elements 
known  to  science  are  explained,  and  with  special  reference  to  the  positive 
and  negative  quantities  of  electricity  which,  combined  in  balanced 
quantities,  constitute  an  atom.  It  is  assumed  that  vast  numbers  of 
electrons,  usually  identified  as  free  electrons ,  will  move  through  a  con¬ 
ductor  under  an  applied  electrical  pressure,  or  electromotive  force,  the 
practical  unit  of  which  is  the  volt. 

The  electrons  move  through  the  electrical  conductors  forming  the 
circuit  from  one  point  to  another.  The  two  points  are  those  in  the 
circuit  between  which  there  is  a  difference  of  potential.  This  movement 
of  electrons  from  one  point  or  place  to  another  through  a  circuit  is  cur¬ 
rent  flow. 

A  unit  quantity  of  electricity  is  a  coulomb  and  the  rate  at  which  a 
certain  number  of  coulombs  will  pass  a  given  point  in  a  circuit  is  termed 
an  ampere.  If  a  pressure  or  electromotive  force  is  maintained,  the  elec¬ 
trons  will  continue  to  move  around  through  the  circuit  from  the  point 
of  applied  force,  or  pressure,  returning  to  the  point  from  which  they 
started.  (See  Fig.  88.) 

The  electrical  pressures  or  e.m.f.’s  in  modem  radio  circuits  and  their 
associated  power  circuits  are  obtained  principally  in  the  following  ways: 
(1)  from  generators;  (2)  storage  and  dry  batteries;  (3)  electrolytic  action; 
(4)  due  to  the  transformations  of  energy  through  the  phenomenon  of 
electromagnetic  induction;  and  (5)  due  to  electrostatic  induction  by  the 
employment  of  condensers  or  capacitors. 

The  movement  of  electrons  under  an  applied  e.m.f.  is  the  current 
flow,  mentioned  heretofore;  the  unit  quantity  of  current  is  the  coulomb, 
or  628  million-million  electrons  multiplied  by  ten  thousand.  One  am¬ 
pere  is  said  to  be  flowing  in  a  circuit  when  one  coulomb  of  electricity 
passes  a  given  point  in  one  second,  the  electrical  unit  of  time;  i.e.,  the 
time  required  to  accomplish  a  certain  amount  of  electrical  work. 

Whenever  current  flows  through  a  conductor  it  is  accompanied  by 
magnetic  lines  of  force  existing  in  the  space  surrounding  that  conductor. 
The  strength  or  magnitude  of  these  lines  of  force  depends  partly  upon* 

ill 
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the  strength  of  the  current  for  which  they  are  accountable.  Hence,  for 
any  variation  in  the  current  strength,  or  number  of  amperes  flowing, 
we  naturally  expect  the  magnitude  of  the  lines  of  force  to  change.  These 
preliminary  facts  are  of  importance  because  the  theory  of  alternating 
current  is  based  upon  what  naturally  occurs  in  or  surrounding  a  circuit 
whenever  currents  change  in  value,  or  in  direction  of  flow,  and  the  re¬ 
sultant  effects  which  the  changes  in  the  magnetic  field  will  develop 
within  the  circuit  that  produced  the  field  or  in  a  neighboring  circuit. 
It  will  be  seen  later  that  the  effects  are  considerably  influenced  by  both 
the  current  changing  in  value  and  the  number  of  times  that  the  current 


Fig.  88. — Showing  the  “  electron  drift u  through  an  electrical  circuit  caused  by  a  dif¬ 
ference  of  potential  across  the  armature  coils. 


will  flow  back  and  forth  in  one  second,  as  in  the  case  of  an  alternating 
current. 

Hence,  at  the  very  beginning  of  alternating  current  theory  we  are 
interested  in  three  factors,  none  of  which  can  be  individually  effective 
upon  the  circuit  unless  the  others  also  are  taken  into  account.  These 
factors  are:  (1)  the  strength  of  the  current  flowing  at  any  particular 
moment;  (2)  the  strength  of  the  magnetic  field  about  any  conductor  (or 
a  conductor  wound  in  the  form  of  a  coil) ;  (3)  the  rate  with  which  the 
current  will  change  its  direction  of  flow  every  second;  that  is,  the  num¬ 
ber  of  complete  reversals  of  current  flow  per  second.  This  rate  or  re¬ 
versal  is  known  as  the  frequency  of  the  alternating  current.1 

1  The  difference  of  potential  (electrical  pressure)  is  measured  in  a  given  number 
of  volts  applied  to  a  circuit,  and  opposite  signs,  positive  (+')  and  negative  (  — ),  are 
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Voltage  and  difference  of  potential  are  not  quite  synonymous,  but 
for  practical  discussion  we  can  assume  that  any  force  or  pressure  nec¬ 
essary  to  do  work,  electrical  or  otherwise,  requires  a  difference  of  pres¬ 
sure  level.  This  matter  of  pressure  may  be  better  understood  by  visual¬ 
izing  a  simple  comparison  with  a  large  tank  holding  water,  as  shown  in 
Fig.  89.  The  size  of  the  tank  and  height  of  the  water  in  it  determine 
the  weight  of  the  water  and  the 
pressure  that  it  exerts  on  the  bot¬ 
tom  of  the  tank.  On  the  surface 
there  is  actually  no  pressure,  other 
than  atmospheric  pressure.  This 
level  is  analogous  to  potential. 

Between  the  surface  and  bottom 
we  might  assume  it  to  be  100  lb., 
that  is,  the  pressure  difference  be¬ 
tween  the  surface  and  bottom  is 
100  lb.  This  is  analogous  to  the 
term  “  difference  of  potential.” 

If  a  pipe  is  connected  to  the 
bottom  of  the  tank  and  the  valve  Fig-  89.— Illustrating  pressure  levels  in  a 
•,  .  .n  ,  t  i  tank  of  water.  This  is  a  simple  analogy 

18  opened,  water  will  run  through  for  the  difference  of  electrical  pressure  in 
it.  The  quantity  of  water,  or  rate  a  cjrcuit. 

of  flow  every  second,  from  the  tank 

is  determined  principally  by  the  pressure  and  the  opposition  which  the 
water  flowing  through  the  pipe  must  overcome,  such  as  the  size  of  the 
pipe,  the  smoothness  or  roughness  of  its  walls,  angles  or  bends,  or 
other  obstruction.  It  can  thus  be  said  that  the  pressure  exerted  by 
the  weight  of  the  water  is  being  used  to  overcome  the  oppositions  in 
the  pipe  line  in  forcing  water  through  this  line.  An  analogy  is  an 
electrical  circuit  where  the  e.m.f.  is  applied  to  a  circuit,  and  this 
pressure  is  continually  overcoming  the  opposition  of  the  circuit  in 
forcing  an  electronic  movement  or  conduction  current  through  it.  If 
the  oppositions  presented  by  the  conducting  circuit  are  very  great,  little 
or  no  current  will  flow,  even  though  the  pressure  is  steadily  applied. 
The  oppositions  presented  to  current  flow  form  the  major  part  of  alter¬ 
nating  current  theory. 


used  to  designate  the  direction  of  this  force.  These  polarity  signs  are  purely  relative 
ones  and  at  the  present  day  are  employed  only  as  a  practical  means  to  identify 
either  the  positive  or  the  negative  side  of  a  circuit.  The  electron  theory  is*  not 
considered  when  explanations  of  practical  usefulness  are  given.  Continuing,  the 
opposite  signs  indicate  the  two  sides  of  a  circuit  across  which  the  source  of  e.m.f.  is 
connected. 
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Alternating  Current. — A  clearer  conception  may  be  gained  from  the 
explanations  to  follow  on  alternating  current  and  their  behavior  under 
the  voltages  applied,  if  one  visualizes  the  current  as  a  stream  of  mil¬ 
lions  and  millions  of  little  negatively  charged  particles  moving  in  a 
straight  wire,  or  wire  wound  in  the  form  of  a  coil,  or  in  any  other  elec¬ 
trical  conductors.  It  requires  force  to  start  this  mass  in  motion  and 
keep  it  moving.  The  direction  in  which  the  mass  moves  is  the  same 
as  the  applied  force,  and  if  the  pressure  is  reversed  the  mass  also  will 
change  its  course  and  move  in  the  opposite  direction. 

Note:  Negative  electrons  are  not  created;  they  exist  in  all  wires  and 
electrical  conductors,  as  well  as  in  all  materials  in  varying  quantities, 
and  they  can  be  set  in  motion  under  an  electrical  pressure. 

A  direct  current  flow  is  a  movement  of  electrons  in  one  direction  only, 
from  A  to  B  as  shown  by  the  small  arrows  in  Fig.  88,  when  the  e.m.f. 
causing  the  flow  is  applied  steadily  in  one  direction.  However,  the 
pressure  may  be  increased  or  decreased,  resulting  in  more  or  less  current 
flow,  but  the  direction  of  flow  will  not  be  changed.  In  this  case  the 
quantity  or  number  of  amperes  will  simply  vary  with  the  change  in 

e.m.f.,  providing,  of  course,  other 
conditions  remain  equal.  Direct 
current,  which  continually  varies  in 
strength  but  not  in  direction,  is 
called  a  pulsating  direct  current. 

When  the  pressure  or  e.m.f. 
applied  to  a  circuit  is  reversed,  the 
current  flowing  in  the  circuit  will 
also  reverse  its  direction.  This  is 
shown  in  Fig.  90.  Let  us  suppose 
that  wire  B  is  alternately  placed  at 
positive  and  negative  potential,  and 
wire  A  also  is  alternately  changed 
from  negative  to  positive.  Conse¬ 
quently,  the  current  will  flow 
through  the  circuit  or  coil  from  B 
to  A  in  the  first  instance  and  from 
A  to  B  in  the  coil  in  the  second 
instance.  If  these  connections  are 
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Arrows  show  Direction  of  Applied  E.M.F.  According 
to  the  Polarity  Indicated  at  the  Battery  Terminals 
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Arrows  show  the  Reversal  of  E.M.F.  Applied  to 
the  Inductance  due  to  Reversal  of  Connections 
at  the  Battery  Terminals 

Fig.  90. — Showing  that  the  direction  of 
current  flow  is  dependent  upon  the  polar¬ 
ity  of  the  applied  e.m.f. 


periodically  reversed,  the  applied  e.m.f.  across  the  coil  will  reverse  and 
the  current  flow  will  likewise  periodically  alternate.  It  does  not  follow 
that  the  current  will  cease  flowing  at  the  precise  moment  that  the 
pressure  is  stopped,  that  is,  at  the  instant  when  the  e.m.f.  is  under¬ 
going  the  reversal  from  a  positive  to  a  negative  direction. 
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The  following  mechanical  analogy  will  prove  that  matter  set  in 
motion  requires  a  period  of  time  to  come  to  rest  or  reach  a  state  of 
equilibrium.  (Refer  to  Fig.  91.)  For  example,  (1),  a  pendulum  which 
has  been  raised  and  then  released  will  swing  back  and  forth  several  times 
before  stopping.  If,  however,  one  should  constantly  strike  the  pendu¬ 
lum  a  blow  of  equal  intensity  exactly  at  the  top  of  every  stroke,  at 
points  A  and  B ,  where  the  reversal  of  motion  takes  place,  the  pendulum 
would  continue  to  swing  back  and  forth,  always  stopping  and  beginning 
the  motion  at  the  same  place.  This  is  a  reversal  of  mQtion  with  the 
reversal  of  force  applied,  both  being  in  step  or  unison.  (2)  Now,  if  one 
were  to  strike  the  pen¬ 
dulum  a  blow  down¬ 
ward  before  it  reached 
its  upper  limit  of  travel, 
the  force  of  the  blow 
would  partly  overcome 
the  force  which  the  B 
pendulum  carries,  due  |\ 
to  its  weight  and  speed 
(inertia) .  The  two 
forces  being  opposed 
then  would  cause  the 
resultant  movement  of 
the  pendulum  to  change 
and  it  would  swing 
about  erratically.  The 
action  in  the  first  case 
(1)  is  similar  to  an  alter¬ 
nating  e.m.f.  when  ap¬ 
plied  to  a  circuit  which 
embodies  only  resist¬ 
ance.  The  movement  of 
the  current  as  it  reverses  in  a  circuit  of  this  kind  will  be  in  unison  or  in 
phase  with  the  e.m.f.  The  action  in  the  latter  case  (2)  applies  to  an 
alternating  current  circuit  where  the  applied  e.m.f.  must  overcome,  in 
addition  to  the  resistance  of  the  circuit,  e.m.f. 's  or  forces  termed  in¬ 
duced  e.m.f.’s,  which  develop  in  the  circuit  or  parts  of  the  circuit.  The 
current  now  flowing  will  depend  upon  whether  the  induced  e.m.f.'s  are 
counter  to  or  assist  the  applied  voltage  of  the  line  and  the  relative  mag¬ 
nitude  of  each. 

Since  the  laws  of  actions  and  reactions  that  go  on  in  alternating  cur¬ 
rent  circuits  are  similar  to  nature's  laws  governing  inertia,  there  are 


C 

Fig.  91. — Illustrating  the  phenomenon  of  inertia. 
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many  analogies  which  can  be  given  to  clarify  the  principles  of  electrical 
theory.  The  analogies  generally  used  are  hydraulic  and  dynamic.  The 
hydraulic  shows  the  flow  of  water  under  given  pressures  and  the  dynamic 
represents  the  motion  of  bodies  through  space  or  along  surfaces  under 
given  applied  forces  and  the  forces  which  they  develop  due  to  their 
motion.  The  following  discussion  is  based  upon  the  reactions  set  up 
due  to  the  energy  possessed  by  moving  bodies.  The  water  analogy  is 
good  only  for  a  direct  current  flow,  while  the  analogies  made  with  mov¬ 
ing  bodies  are  better  suited  to  alternating  current. 

A  mass  or  object  may  be  set  into  motion,  and  if  the  oppositions 
which  resist  the  movement  are  not  great  the  object  will  move  freely  and 
perhaps  ahead  of  the  pressure  or  force  which  caused  the  motion.  For 
example,  an  automobile  running  on  a  slight  down  grade  will  have  a 
tendency  to  run  ahead  of  or  lead  the  motive  power  after  momentum  has 
been  established.  When  running  on  the  level  a  constant  power  applied 
will  result  in  the  maintenance  of  a  uniform  speed,  whereas  on  an  up¬ 
grade  the  forces  to  be  overcome  are  greater  and  the  automobile  will 
slow  down  or  lag  behind  the  motive  power.  It  may  actually  stop  if  the 
grade  is  very  steep,  even  with  full  power  applied.  The  combined  forces 
which  impede  the  progress  of  the  automobile  and  which  must  be  over¬ 
come  continually  while  it  is  in  motion  are  the  oppositions  presented  by 
gravity,  weight  of  the  vehicle,  friction,  road  traction  and  wind  resistance. 
All  together  they  have  a  definite  relation  to  the  speed  of  the  automobile 
for  the  power  applied. 

For  a  simple  comparison  let  us  call  the  movement  of  the  automobile 
the  current ;  the  force  required  to  move  it  and  the  forces  acquired  from 
its  inertia  the  voltages ,  and  the  total  oppositions  to  be  overcome  the 
impedance .  In  the  foregoing  analogy  of  the  automobile  the  terms  lag 
and  lead  were  used  to  express  relative  motion  and  power ,  and  in  the  alter¬ 
nating  current  circuit  the  corresponding  terms  lag  and  lead  are  used  to 
express  relative  current  movements  with  the  impressed  e.m.f.'s.  Phase 
relations  exist  when  current  either  lags  or  leads  the  voltage.  Current, 
voltage,  and  impedance  relations  are  continually  changing  in  a  circuit 
when  the  impressed  voltage  is  alternating,  because  it  is  both  continually 
changing  in  intensity  and  periodically  changing  its  direction.  It  is  ad¬ 
visable,  therefore,  before  continuing  further,  to  review  in  a  short  dis¬ 
cussion  one  complete  cycle  of  alternating  current  flowing  under  one  cycle 
of  impressed  alternating  e.m.f. 

Cycle — Frequency — Time  Period. — One  cycle  of  alternating  current 
is  graphically  shown  in  Fig.  92,  where  each  one  of  the  perpendicular  lines, 
called  ordinates ,  indicates  by  its  respective  height  the  value  of  the 
current  at  any  particular  moment  during  the  series  of  current  changes 
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throughout  the  cycle.  When  the  alternating  voltage  is  impressed  upon 
a  closed  circuit,  current  begins  to  flow,  starting  at  a  zero  value  and 
gradually  increasing  in  strength  until  a  maximum  value  is  reached,  after 
which  moment  there  is  a  gradual  decrease  of  the  current  strength  back 
to  zero.  A  rise  and  fall  of  current,  called  an  alternation ,  has  occurred 
in  one  direction,  which  we  may  arbitrarily  call  a  positive  direction. 

The  direction  in  which  the  e.m.f.  is  applied  now  undergoes  a  re¬ 
versal,  and,  as  a  consequence,  the  current  will  begin  to  flow  in  the  oppo¬ 
site  direction,  increasing  from  the  zero  value  to  the  maximum  and  then 
decreasing  again  to  zero.  The  rise  and  decay  of  current  during  the  last 
half-cycle  is  called  an  alternation  in  the  negative  direction.  The  two 


alternations  constitute  the  cycle  and  the  length  of  time  required  to 
complete  the  full  cycle  is  termed  the  time  period.  The  number  of  cycles 
of  current  that  will  flow  during  a  period  of  one  second,  the  electrical 
unit  of  time,  is  known  as  the  frequency  of  the  current.  If  the  time 
period  is  -^5-  second,  as  in  a  power  circuit,  the  frequency  is  60  cycles,  or 
if  the  time  period  of  the  current  is  1/1,000,000  second,  as  for  instance 
in  a  radio  circuit,  the  frequency  will  be  1,000,000  cycles.  Since  1000 
cycles  is  equal  to  1  kilocycle,  we  may  express  the  latter  frequency  as 
1000  kilocycles,  which  is  a  more  convenient  unit  for  the  frequencies  of 
the  higher  orders.  (Refer  to  Fig.  93.)  During  each  reversal  of  the 
alternating  current  flow  one  could  list  the  full  set  of  increasing  and  de¬ 
creasing  values  if  measurements  could  be  taken  at  regular  intervals.  In 
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the  same  maimer,  if  the  changes  of  e.m.f.  throughout  the  cycles  could  be 
measured  at  stated  intervals  a  complete  set  of  various  values  could  be 
compiled.  A  complete  course  of  events  is  called  a  cycle ,  and  in  the 
measurements  of  electrical  energies  a  complete  set  of  values  is  als6 
called  a  cycle. 

The  representation  for  mathematical  computation  of  a  cycle  of 
current  or  e.m.f.  can  be  graphically  shown,  as  in  Fig.  92,  by  first  describ¬ 
ing  a  circle.  The  distance  around  a  circle  measured  in  degrees  is  360°. 
All  of  the  electrical  degrees  will  represent  the  intervals  of  time  referred 


Fig.  93. — Showing  the  time  periods  of  a  low  frequency  and  a  high  frequency  alter¬ 
nating  current. 


to  and  illustrated  as  amplitudes.  When  not  in  phase,  current  either 
lags  or  leads  the  voltage  by  a  definite  time.  This  is  shown  in  degrees, 
and  lines  drawn  from  the  different  points  on  the  circumference  of  a 
circle  through  its  center  form  angles  with  the  vertical  lines  representing 
the  amplitudes  as  indicated  by  angles  X  and  F.  The  difference  in 
phase,  or  this  difference  in  time  between  the  flow  of  current  and  the 
impressed  voltage,  is  developed  from  the  fact  that  a  cycle  of  electrical 
energy  can  be  and  is  called  a  movement  of  360°. 

Positive  and  Negative  with  Regard  to  A.C. — In  alternating  current 
theory  the  terms  positive  and  negative  are  used  to  indicate  the  direction 
of  the  current  at  any  time  throughout  the  cycle.  But  these  polarity 
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designations  are  only  relative,  because  the  current  is  periodically  revers¬ 
ing  in  direction.  This  differentiation  between  positive  values  and  nega¬ 
tive  values  in  alternating  current  is  especially  important  when  plotting 
a  graph  or  drawing  a  curve  in  order  to  show  that  changes  occur  on  each 
side  of  the  zero  axis. 

Meaning  of  Phase. — Phase  is  any  point  in  the  360°  of  a  wave 
form  used  to  represent  a  cycle  of  either  current  or  e.m.f.,  and  it  can  be 
taken  as  the  intensity  of  the  current  or  voltage  at  that  particular  mo¬ 
ment  called  time  in¬ 
stant.  If  the  maximum 
voltage  is  attained  at 
90°  whereas  the  current 
reaches  its  maximum 
value  at  89°  the  differ¬ 
ence  in  phase  is  1°.  The 
convenience  of  this 
means  of  expression  is 
apparent,  for  while  the 
time  required  to  com¬ 
plete  one  cycle  will  vary 
for  changes  of  frequen¬ 
cies,  the  units  of  the 
angles  formed  by  the 
difference  with  which 
current  either  leads  or 
lags  voltage  will  not 
change. 

The  curve  illustrat¬ 
ing  a  cycle  of  alternat¬ 
ing  current  has  a  char¬ 
acteristic  shape,  called 
its  wave  form.  A  sine 
which 


The  Rise  and  Fall  of  the 
Oscillations- Between  Maximum 
and  Minimum  limits -is  known 
as  the  Depth  of  Modulation 


Contour  Shows  how  Speech  or 
Musical  Frequencies  Modulate 
Radio- Frequency  Oscillations. 


Fig.  94. — These  curves  graphically  represent  three  dif¬ 
ferent  forms  of  alternating  current. 

wave  Is  one 

gradually  rises  and  falls,  following  a  definite  law  by  which  mathemat¬ 
ical  deductions  can  be  computed  easily.  Curves  with  abrupt  or  irregular 
changes  are  not  pure  sine  curves.  Three  curves  are  shown  in  Fig.  94: 


.  (a)  The  sine  wave  of  alternating  e.m.f.  which  a  modern  generator 
produces  (actually  a  pure  sine  wave  is  not  generated). 

(b)  Wave  of  alternating  current,  in  a  radio-frequency  circuit. 

(c)  Alternating  current  having  a  modulated  wave  form. 

Since  it  is  difficult  to  give  a  simple  mechanical  analogy  for  difference 
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in  phase  it  may  be  advantageous  first  to  state  the  electrical  purpose. 
The  analogy  is  based  upon  the  fact  that  when  an  electromotive  force  is 
applied  to  a  circuit,  energies  in  other  forms  are  produced  for  a  moment 
which  later  are  given  up  and  returned  to  the  circuit,  resulting  in  reac¬ 
tions  occurring  therein.  It  is  the  process  of  applying  energy ,  storing  it 
and  releasing  it.  The  time  between  each  cause  and  its  effect  will  vary 
according  to  the  rate  at  which  the  energies  attempt  to  change.  As  a 
matter  of  fact,  all  electrical  work  done  is  a  resultant  after  all  the  oppo¬ 
sitions  which  resisted  the  accomplishment  of  the  work  have  been  met 
and  overcome.  Oppositions  which  are  great  will  slow  up  or  retard  the 
energy  changes,  whereas  oppositions  which  are  low  will  permit  faster 
and  more  complete  energy  movements,  resulting  in  production  of  in¬ 
creased  power  in  the  circuit.  Again,  considering  the  above  statements 
from  either  the  mechanical  or  electrical  viewpoint,  when  a  given  amount 
of  work  is  to  be  done  in  a  specified  length  of  time,  the  actual  efficiency 
at  which  the  work  is  done  (the  ratio  of  the  input  energy  to  the  output 
or  result)  depends  upon  the  magnitude  of  the  reaction  forces  which 


Heavy 


Fig,  95. — An  analogy  of  applied  power  and  resultant  reactions. 


develop  and  oppose  the  effort  applied  during  the  whole  stated  interval 
of  time. 

Resonance. — The  question  is  simply  one  of  application  and  result; 
the  alternating  voltage  impressed  upon  a  circuit  is  undergoing  a  series 
of  intensity  changes  a  given  number  of  times  per  second.  The  condi¬ 
tions  required  may  be  summed  up  as  follows:  The  design  of  a  circuit 
must  be  such  that  it  will  respond  vigorously  to  one  particular  frequency 
of  the  voltage  and  permit  the  maximum  flow  of  current  through  the 
circuit  during  one  alternation  of  e.m.f.  before  the  next  alternation  of 
e.m.f.  begins  to  act  on  the  circuit.  If  the  maximum  flow  of  current  is 
obtained  as  just  mentioned,  the  circuit  reactions  will  be  low,  and  the 
circuit  is  then  said  to  be  resonant  to  that  particular  frequency  of  e.m.f. 

For  example,  let  us  consider  the  following  mechanical  analogy. 
Reference  to  Fig.  95  shows  an  automobile  linked  to  another  car  by 
means  of  a  tow  rope  with  a  heavy  spring  connected  at  one  end,  where 
it  is  attached  to  the  car  to  be  towed.  Suppose  that  motive  power  is 
applied  to  the  first  car  and  as  it  begins  to  move  the  spring  is  drawn  out 
until  fully  stretched.  If  at  the  particular  instant  when  the  spring  is  at 
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its  greatest  tension  the  first  car  should  stop,  the  spring,  if  strong  enough, 
would  begin  to  recoil,  or  contract,  pulling  the  second  car  ipto  motion. 
Now,  even  after  the  spring  gives  up  its  energy,  the  towed  car  will  per¬ 
haps  roll  a  few  feet  farther,  due  to  its  inertia,  and  the  actual  distance 
that  it  continues  to  move  depends  upon  its  weight,  road  friction  and 
all  other  oppositions  that  might  tend  to  check  its  motion.  The  latter 
movement  is  a  reaction  of  the  original  force.  The  time  element  enters 
into  this  sequence  of  energy  changes  because  the  spring  must  store  up 
energy  and  return  it  upon  recoil  after  the  stretching  force  (the  power 
of  the  tow  car  while  in  motion)  is  removed.  We  will  suggest  several 
changes  in  the  above  conditions  and  the  mechanical  reactions  expected 
will  be  apparent  to  any  observer. 

The  first  car  may  be  brought  to  a  stop  so  suddenly  that  the  towed 
car  will  strike  it  before  the  latter  stops  rolling,  due  to  its  momentum; 
this  impact  may,  or  may  not,  have  sufficient  force  behind  it  to  set  the 
first  car  again  in  motion  without  the  use  of  its  own  motive  power. 
Again,  the  towed  car  may  only  roll  up  to  the  tow  car  and  stop  just 
before  striking;  in  this  case  no  secondary  force  or  reaction  occurs  that 
might  tend  to  create  additional  forces. 

It  may  be  shown  that  if  an  operator  applied  power  to  the  tow  car 
in  such  a  way  as  to  impart  to  it  a  movement  of  a  few  yards  at  regular 
intervals,  the  spring  reaction  would  cause  the  towed  car  also  to  start 
and  stop  at  the  same  regular  intervals,  but  while  the  two  cars  may 
have  the  same  frequency  of  motion,  they  may  not  necessarily  move  at 
the  same  instant.  They  are  not  in  time — not  in  step — and  electrically 
we  would  call  such  a  condition  existing  between  an  applied  electromotive 
force  and  the  resultant  flow  of  current  the  phase  difference,  or  say  they 
were  out  of  phase. 

If  the  reader  will  classify  in  his  mind  the  five  following  main  factors 
that  are  always  present  in  any  exchanges  of  force  or  power  it  will  assist 
greatly  in  analyzing  the  action  with  its  reaction:  (1)  the  pressure  or 
applied  force:  (2)  resulting  forces;  (3)  physical  size  or  electrical  measure¬ 
ments  of  the  parts  involved;  (4)  element  of  time;  (5)  oppositions  in 
general. 

Outline  for  Analyzing  Forces  Versus  Reactions,  or  How  to  Tie  Up  a 
Cause  with  its  Effect. — (1)  There  is  the  necessary  pressure  or  force 
called  the  e.m.f.  which  must  be  impressed  across  the  terminals  of  a  cir¬ 
cuit  to  operate  it;  i.e.,  in  order  to  cause  a  flow  of  current.  This  force 
is  called  the  line  voltage  or  applied  or  impressed  e.m.f. 

(2)  The  energy  possessed  by  a  circuit  which  contains  inductance  is 
in  the  magnetic  field  surrounding  that  inductance.  When  the  circuit 
contains  capacity  there  is  the  electrostatic  field  energy  which  a  charged 
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condenser  holds.  Energy  is  always  returned  to  a  circuit  when  the  origi¬ 
nal  force  is  removed,  because  a  magnetic  field  is  dissipated,  or  changes 
in  magnitude,  thus  causing  a  new  e.m.f.  to  be  induced  in  the  circuit. 
Also,  the  discharge  of  a  condenser  will  produce  a  new  e.m.f.  in  a  circuit 
when  the  charging  e.m.f.  is  discontinued. 

(3)  The  physical  quantities  of  a  circuit  are  made  up  from  the  vari¬ 
ous  pieces  of  apparatus  used,  together  with  the  conductors  or  leads 
which  connect  the  parts  together.  The  rated  size  of  a  coil,  its  induct¬ 
ance  value  in  henrys  or  the  rated  capacity  of  a  condenser  in  smaller 
units  of  a  farad,  the  microfarad,  or  the  number  of  ohms  of  resistance  in 
a  given  resistor  or  rheostat,  are  not  physical  quantities  nor  mechanical 
dimensions,  but  relate  to  the  electrical  rating  characteristics  of  the  parts 
or  apparatus. 

When  we  speak  of  the  inductance  of  a  circuit  in  a  practical  way  we 
include  only  the  inductive  effects  of  the  coils  or  windings  used.  When 
referring  to  the  capacity  effects  we  generally  consider  only  the  capaci¬ 
tance  furnished  by  the  condensers  used.  We  do  not  consider  as  a  gen¬ 
eral  rule  the  fact  that  there  are  both  inductive  and  capacity  effects  ever 
present  in  the  remaining  portions  of  the  circuit  which  physically  have 
no  similarity  in  appearance  to  that  of  a  coil  or  condenser.  In  critically 
designed  circuits,  however,  these  added  effects  must  be  included  when 
computing  the  entire  circuit  constants.  To  clarify  this  statement  the 
following  reasons  and  illustrations  are  given.  The  self-inductance  of  a 
coil  will  produce  a  high  opposing  pressure,  which  is  described  as  reactance 
voltage.  Reactance  voltage  is  the  effect  produced  upon  a  circuit  due 
to  the  concentration  of  a  large  magnetic  field  building  up  around  the 
winding  of  the  coil  when  current  flowing  through  it  changes  in  value. 
There  is  also  in  evidence,  but  to  a  much  less  degree,  this  same  reactance 
effect  due  to  the  self-inductance  of  every  straight  wire  or  conductor  used 
to  complete  or  form  the  electrical  circuit.  In  the  same  manner,  the 
capacitance  of  a  circuit  must  include  not  only  the  condensers  that  are 
connected  in  the  circuit,  \>nt  also  that  capacity  represented  by  any 
other  part  of  the  circuit  that  would  act  to  give  that  part  of  the  circuit 
the  effect  of  a  tiny  condenser  connected  at  that  particular  place.  This 
effect  is  called  capacity  effect. 

For  example,  the  insulation  material  that  covers  and  separates  two 
adjacent  turns  of  wire  in  a  coil  or  inductance  will  have  all  the  character¬ 
istics  of  a  dielectric,  capable  of  being  charged  electrically,  due  to  the 
difference  of  potential  existing  between  any  two  adjacent  turns  of  wire 
when  current  flows  through.  The  effect  extends  along  the  entire  length 
of  the  coil,  from  turn  to  turn,  and  from  this  there  arises  the  term  dis¬ 
tributed  capacity  of  a  coil  or  inductance,  as  though  a  condenser  was 
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connected  across  the  winding,  to  the  terminal  wires.  Note  the  relation 
in  Fig.  96. 

Under  certain  conditions,  especially  when  a  radio-frequency  current 


Fig.  06. — Showing  “capacity  effect”  between  the  turns  in  an  inductance  when 

current  is  flowing. 


'Electrostatic  Field 
between  Plate 
and  Grid  due  to 
i  the  Difference 
i  of  Potential 
I  between  them 


is  flowing,  an  inductance  may  have  sufficient  distributed  capacity  to 
change  the  circuit  reactance  and  thereby  affect  the  flow  of  the  current. 
It  may  be  seen  that  an  individual  part  primarily  used  to  add  inductance 
to  a  circuit  can  play  the  part  of 

a  condenser  in  the  circuit  at  the  ^Effect  is  Equivalent  to  a 

. .  J  Small  Condenser 

same  time.  -  r/n 

The  vacuum  tube  also  pre-  _  '"HIT" 

sents  a  similar  condition,  for  ^ 

while  it  is  not  in  any  sense  ordi-  f  *'Ebe^ntpiatle  d 

narily  used  to  supply  capacity  to  /  f  \  ***  wttc? 

a  circuit,  yet  it  does  so,  because  f  *5|||  \  behwnSem 

the  two  elements  (the  grid  and  I  I. 

plate),  are  separated  and  the  in-  1  1 

tervening  space  becomes  a  di-  \  )  J 

electric  which  is  electrostatically  /'S 

charged  when  an  e.m.f.  or  po-  "P1#te 

tential  is  impressed  upon  the  ** 

two  mentioned  electrodes.  Ex-  Filament 

actly  the  same  effect  exists  be-  pIG  97  —  Illustrating  capacity  effect  in  a 
tween  the  grid  and  plate  as  vacuum  tube  when  in  operation, 
would  be  obtained  if  a  very 

small-sized  condenser  of  approximately  0.000008  microfarads  (8  mmf.) 
capacity  should  be  connected  between  these  two  points  in  a  receiving 
tube  when  in  operation  (Fig.  97). 
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(4)  The  fourth  factor,  found  in  all  energy  movements,  is  the  time 
element — that  difference  in  time  between  a  cause  and  an  effect.  For 
instance,  the  time  element  is  introduced  whenever  the  current  lags  or 
leads  the  voltage,  due  to  the  reactance  in  a  circuit.  We  know  that  the 
energy  in  either  an  electromagnetic  field  or  an  electrostatic  field  is  re¬ 
turned  to  a  circuit  at  intervals.  The  intervals,  representing  the  time 
element,  are  due  to  the  fact  that  an  alternating  e.m.f.,  impressed  from 
some  source  upon  a  circuit,  will  periodically  change  according  to  its  own 
frequency,  irrespective  of  how  long  it  might  take  the  current  to  reach 
its  highest  possible  value.  It  requires  a  definite  length  of  time  when 
current  flows  through  a  given  inductance  to  create  a  maximum  mag- 


Fig.  98. — Diagrammatical  method  of  showing  the  characteristics  of  self-inductance 
in  a  d-c.  circuit  only  when  the  circuit  is  closed  or  when  it  is  opened. 

netic  field,  or  a  certain  length  of  time  to  charge  a  given  condenser  to 
its  highest  capacity. 

(5)  The  fifth  factor  covers  the  different  oppositions  that  are  pre¬ 
sented.  In  a  circuit  including  inductance,  the  growth  of  the  current  is 
not  instantaneous  when  an  e.m.f.  is  first  applied,  as  shown  by  the  curve 
in  Fig.  98,  but  the  current  must  follow  a  gradual  increase  because  of  the 
counter  effect  of  the  reactance  voltage  developed  in  the  inductance,  due 
to  the  action  of  the  magnetic  field  as  it  builds  up  and  cuts  its  way 
through  the  turns  of  wire.  This  counter  e.m.f.  or  reactance  voltage  is 
due  to  the  self-inductance  of  the  coil  and  circuit,  and  is  the  opposition 
which  the  inductance  presents.  This  is  called  inductive  reactance. 

There  is  also  another  opposition,  called  capacitive  reactance}  which 
is  always  present  when  condensers  are  connected  in  a  circuit.  The 
capacitive  reactance  is  in  the  form  of  a  voltage  which  the  condenser 
develops  while  a  charging  current  flows  into  it,  but  not  through  it. 

The  remaining  form  of  opposition  to  be  considered  is  the  resistance 


OUTLINE  ANALYZING  FORCES  VERSUS  REACTIONS  125 


that  the  metal  conductors  offer  to  current  flow,  which  is  sometimes 
called  the  actual  circuit  or  ohmic  resistance.  When  there  are  no  react¬ 
ance  effects,  resistance  is  the  only  opposition  present.  This,  of  course, 
is  a  theoretical  condition  in  an  alternating  current  circuit.  The  resist¬ 
ance  is  largely  determined  by  the  length,  gauge  and  material  of  all  of  the 
wires  or  conductors  used  to  make  up  the  circuit.  In  an  alternating 
current  circuit  we  often  refer  to  its  ohmic  resistance  as  its  d-c.  resist¬ 
ance,  meaning  the  resistance  which  the  circuit  would  offer  to  a  direct 
current  of  equal  value.  The  dissipation  of  energy,  due  to  resistance  in 
either  alternating  or  direct  current  circuits,  is  mainly  in  the  form  of  heat, 
which  gives  us  the  only  common  basis  upon  which  both  currents  are 
comparable.  (Refer  to  Effective  E.M.F.  in  A.  C.  Circuit  later  in  this 
chapter.) 

Combining  all  of  the  observations  outlined  above  in  a  discussion  of 
alternating  current  circuit  conditions  we  have : 

(1)  When  an  alternating  current  circuit  has  a  large  inductance  value 
and  a  small  capacity  value,  the  circuit  will  have  a  high  inductive  react¬ 
ance.  Its  choking ,  or  retarding,  effects  upon  the  current  flow  will  be 
increased  because  of  the  large  magnetic  field  which  builds  up  around 
the  inductance  and  tends  to  prevent  the  current  from  changing  in  value. 

(2)  When  a  circuit  has  a  very  high  capacitance,  but  a  correspond¬ 
ingly  low  inductance,  the  capacity  reactance  of  the  circuit  is  increased 
and  the  choking  or  lagging  effect  of  the  current  is  lowered.  This  is 
explained  by  the  fact  that  in  an  all  capacity  circuit  (a  theoretical  case) 
the  current  will  lead  the  voltage. 

(3)  The  practical  point  in  question  now  is  to  provide  a  circuit  which 
has  neither  a  predominance  of 
capacity  or  inductance,  so  that 
the  inductive  reactance  and 
the  capacity  reactance  may  be 
nearly  balanced,  thus  reducing 
the  losses  when  there  is  a 
leading  or  lagging  of  current 
flow.  An  equal  amount  of  in¬ 
ductive  reactance  and  capacity 
reactance  will  reduce  the  re¬ 
actance  loss  to  zero  and  cancel  this  opposing  factor.  With  the  react¬ 
ances  exactly  balanced  the  only  opposition  which  remains  is  the  actual 
ohmic  resistance. 

In  order  to  illustrate  these  points  graphically  we  must  employ  a 
diagram  as  in  Fig.  99.  Let  us  suppose  that  the  inductive  reactance  of 
a  circuit  is  10  ohms  and  the  capacity  reactance  also  10  ohms;  the  differ- 
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Fig.  99. — If  the  reactances  of  a  circuit  are 
equal,  the  only  opposition  then  present  is  the 
actual  ohmic  resistance. 
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ence  then  between  the  two  reactances  will  be  zero,  and  they  cancel  each 
other.  This  is  an  ideal  condition  not  really  accomplished  in  practice. 
From  the  vector  diagrams  it  is  seen  that  an  alternating  current  circuit 
without  reactance  has  no  current  lag.  This  is  called  zero  angle  lag . 
No  angles  are  formed  when  a  parallelogram  cannot  be  drawn.  The 
parallelogram  is  useful  in  showing  that  although  resistance  and  react¬ 
ances  both  oppose  current  flow,  they  do  not  exert  their  influence  in  a 
way  that  might  be  expected  at  first  sight.  Without  entering  into  ex¬ 
planation  of  the  trigonometric  functions,  this  simple  point  is  understood 
by  referring  to  the  table  of  trigonometric  functions  in  the  Appendix. 
Notice  that  zero  angle  lag  is  indicated  by  figures  in  an  adjoining  column, 
under  the  head  of  power  factor ,  and  is  given  as  1.000.  From  this  we 
conclude  that  in  a  strictly  resonant  circuit,  where  the  reactances  are 
exactly  balanced  and  resistance  is  the  only  opposing  factor,  the  true 
watt  power  P  is  equal  to  the  product  of  the  current  I  and  the  voltage 
E  or: 

P  -  /  X  E  X  (PF) 

P  =  I  X  E  X  1 

In  this  particular  case  the  power  factor  (cos  <j>)  equals  1.  Hence, 
the  power  in  an  alternating  current  circuit  without  reactance,  if  such  a 
condition  existed,  would  be  computed  the  same  as  the  power  in  a  direct 
current  circuit. 

Let  us  keep  in  mind  that  no  matter  how  great  or  small  may  be  the 
reactance  effect  upon  a  circuit,  the  ohmic  resistance  is  always  present, 
and  it  may  be  either  negligible  or  sufficiently  great  to  influence  the 
strength  of  the  current  flow.  For  example,  a  radio-frequency  circuit 
may  include  both  the  use  of  an  inductance,  composed  of  a  very  few 
turns  of  wire,  and  a  condenser.  Under  these  conditions,  the  ohmic 
resistance  is  negligible.  On  the  other  hand,  a  circuit  may  comprise  the 
use  of  a  coil  of  inductance  wound  with  a  great  many  turns  of  wire,  used 
primarily  to  increase  the  inductance  of  the  circuit,  yet  the  increase  in 
the  length  of  wire  used  must  necessarily  increase  the  circuit  resistance. 

When  a  resistance,  such  as  a  rheostat,  or  a  fixed  resistor,  is  placed 
in  a  circuit,  this  resistance  is  concentrated  and  will  add  to  the  resist¬ 
ance  of  the  other  conductors,  referred  to  above,  which  is  distributed 
through  the  circuit.  Any  resistance,  or  resistor  device,  added  to  an 
alternating  current  circuit  places  a  load  on  the  circuit  in  addition  to 
the  load  which  the  circuit  is  already  carrying,  due  to  either  the  use  of  a 
condenser  or  an  inductance.  If  the  added  resistance  is  large,  the  volt¬ 
age  on  the  line  must  meet  this  increase  and  a  greater  portion  of  the  line 
e.m.f.  will  be  applied  in  forcing  current  through  it.  If  the  resistance 
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added  to  the  circuit  is  of  low  ohmic  value  then  less  of  the  line  e.m.f. 
need  be  applied  across  it.  That  is,  the  voltage  drop  across  the  resist¬ 
ance  will  be  less,  thus  allowing  more  of  the  line  e.m.f.  to  be  available  at 
other  places  in  the  circuit.  That  portion  of  the  line  voltage ,  called  voltage 
drop ,  which  is  required,  is  determined  by  the  size  of  the  resistance.  This 
subject  is  covered  fully  under  the  caption  “  Voltage  Drop  across  a 
Resistance,”  which  follows. 

Voltage  Drop  in  Alternating  Current  Circuits — Inductance,  Capaci¬ 
tance  and  Resistance. — It  may  be  observed  that  the  alternating  e.m.f. 
applied  to  a  practical  circuit  is  used  in  forcing  current  either  through  a 
resistance,  through  an  inductance,  or  to  charge  a  condenser.  In  each 
case  that  portion  of  the  line  voltage  necessary  to  do  the  work  required 
is  called  the  voltage  drop  across  that  particular  part.  If  the  inductance 
of  a  coil  resists  heavily  any  change  of  current  strength  it  is  called  an 
impedance  coil  or  simply  reactor.  Such  coils  possess  a  high  inductive 
reactance  or  a  large  choking  effect  on  the  current.  A  large  portion  of 
the  applied  voltage  is  used  in  attempting  to  force  current  through  a 
reactor,  and  this  is  spoken  of  in  terms  of  the  voltage  drop  across  such 
devices.  It  is  now  evident  that  the  amount  of  the  voltage  drop  across 
any  inductance  in  which  a  current  is  flowing  is  equal  to  the  strength  of 
the  current  times  the  opposition  of  the  inductance,  called  its  reactance. 

The  principles  governing  voltage  drop  also  apply  to  the  conditions 
existing  in  a  direct  current  circuit,  where,  for  example,  the  voltage  drop 
across  a  resistance  is  equal  to  the  product  of  I  X  R;  that  is,  current 
times  opposition. 

Similarly  in  an  alternating  current  circuit  containing  a  condenser 
the  voltage  drop  across  the  condenser  will  equal  the  product  of  the  cur¬ 
rent  flowing  times  the  condenser  opposition.  Condenser  opposition  is 
synonymous  to  capacity  reactance  or  Xc. 


Now  since  condenser  opposition  Xc  = 


2irfC 


Therefore  the  voltage  drop  across  a  condenser  Ec  equals 


That  is: 


(current)  /  X 


1 

2  icfC 


Ec  = 


I 

2i jfC' 


From  these  observations  it  is  apparent  that  the  voltage  drop  of  a 
condenser  is  directly  proportional  to  the  current  I  in  the  circuit,  in¬ 
versely  proportional  to  the  frequency  /  of  the  circuit,  and  also  inversely 
proportional  to  the  capacity  C  of  the  condenser.  The  potential  differ - 
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ence  across  the  plates  of  a  condenser  and  voltage  drop  have  the  same 
meaning. 

Capacity,  inductance,  and  resistance  all  represent  loads  in  a  cir¬ 
cuit,  and  each  in  turn  exhibits  its  individual  opposition  to  current  flow. 
It  may  be  seen  that  if  we  measure  the  voltage  drop  across  every  load 
in  a  circuit  it  will  give  us  a  fair  indication  of  how  the  full  voltage  im¬ 
pressed  upon  the  circuit  is  proportionately  applied  in  overcoming  these 
various  load  oppositions.  These  are  practical  considerations  applying 
to  alternating  current  circuits.  The  following  paragraphs  give  more 
specific  information. 

Self-Inductance. — When  the  e.m.f.  which  forces  current  through  an 
inductance  is  discontinued,  the  current  also  will  stop  (not  instantly), 
because  current  flow  cannot  be  maintained  without  electrical  pressure. 
When  the  current  begins  to  diminish,  the  magnetic  field  surrounding  the 
inductance  recedes  upon  the  winding,  and  the  lines  of  force  must  cut 
or  thread  their  way  through  the  turns  of  wire  in  their  movement  inward 
toward  the  coil.  The  cutting  action  of  the  magnetic  field  induces  a 
new  e.m.f.  in  the  circuit,  and  current  will  then  flow  momentarily  during 
the  time  this  induced  e.m.f.  is  being  generated  within  the  inductance, 
i.e.,  only  while  the  magnetic  field  is  changing  in  magnitude.  It  has 
been  shown  previously  that  when  current  increases  in  an  inductance  the 
magnetic  field  movement  is  outward,  and  the  induced  e.m.f.  is  then  in 
such  a  direction  as  to  oppose  the  e.m.f.  which  is  causing  the  current 
flow.  The  induced  e.m.f.  thereby  tends  to  prevent  the  increase.  The 
cases  just  cited  illustrate  the  effect  upon  an  electric  circuit  which  is 
called  self-inductance. 

Throughout  every  part  of  a  circuit,  even  in  the  straight  wires  con¬ 
necting  the  parts,  the  effects  of  self-induction  are  present,  but  they  are 
distributed.  A  magnetic  field  or  flux  exists  in  the  space  surrounding  every 
conductor  carrying  current.  When  the  current  varies,  the  magnitude 
of  the  flux  also  changes.  Any  variation  in  the  magnetic  field  strength 
always  results  in  the  generation  or  induction  of  an  e.m.f.  within  the 
wires  or  circuit  which  produced  the  field.  The  e.m.f. 's  induced  within 
a  circuit  as  a  result  of  its  own  self-induction  reach  high  values  only  in 
inductances  (not  in  straight  wires),  because  the  windings  provide  a 
greater  concentration  of  the  magnetic  field  forces. 

The  coils  or  windings  used  in  alternating  current  circuits  are  classi¬ 
fied  under  the  general  term  inductance.  A  coil  may  be  wound  on  a 
core  of  magnetic  material,  like  soft  iron  (silicon  steel),  or  wound  on  a 
tubing  of  non-magnetic  or  insulating  material,  or  a  coil  may  be  wound 
in  such  a  manner  that  it  holds  its  own  shape  or  form  without  the  use  of 
any  tubing,  and  again,  perhaps,  only  a  very  small  supporting  frame 
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may  be  utilized.  All  coils  are  said  to  have  air  cores  when  no  iron  is 
used.  Again,  all  of  the  coils  and  conductors  which  form  a  circuit  and 
carry  the  current  are  surrounded  by  magnetic  fields  which  change  in 
magnetic  strength  with  any  change  in  current  in  all  parts  of  the  circuit. 
The  phenomenon  whereby  variations  of  magnetic  field  intensities  gen¬ 
erate  or  induce  an  e.m.f.  in  the  circuit  is  called  electromagnetic  induction. 
The  induced  e.m.f.  is 

,  .  ,  - .  .  Magnetic  Field  Expanding 

always  in  such  direction  _ _ _ with  Current  Increase 

with  respect  to  the  in¬ 
crease  and  decrease  of 
current  as  to  apply  its 
pressure  to  maintain  a 
steady  or  constant  cur¬ 
rent,  tending  to  oppose 
either  the  increase  or 
decrease. 

The  ability  of  a  cir¬ 
cuit  to  develop  an  e.m.f. 
within  itself  by  electro¬ 
magnetic  induction  is 
due  to  its  self- induc¬ 
tance.  (See  Fig.  100.) 

When  a  magnetic  sub¬ 
stance  like  iron  is  used 
as  the  core  of  an  induc¬ 
tance  the  magnetic  field 
is  intensified,  because  the 
iron  sets  up  its  own 
magnetic  lines  of  force 
and  in  larger  numbers 
than  would  otherwise 
exist  if  only  an  air  core 
had  been  provided.  This 
adds  to  the  normal  field 
around  the  coil  and  the  Fig.  100. — Demonstrating  the  momentary  effect  of 
total  field  strength  is  then  in  a  circuit  when  the  current  is  made 

increased.  The  indue-  to  undergo  a  change. 

tance  of  any  coil  or  circuit  is  increased  when  iron  is  used.  Iron,  having  a 
higher  permeability  than  air,  will  build  up  a  strong  field.  A  practical 
demonstration  of  this  action  is  suggested  in  Fig.  101.  There  a  6-volt 
lamp  is  shown  lighted  from  a  6-volt  battery.  If  we  open  and  close  the 
switch  quickly  there  will  be  but  a  very  slight  flash  at  the  point  of  make 
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and  break  (where  the  blades  of  the  switch  separate),  because  the  induc¬ 
tance  of  the  filament  wire  is  small.  If,  however,  we  add  a  small  coil 
and  again  make  and  break  the  circuit,  the  flash  or  spark  produced  will 
be  greater,  because  of  the  increased  self-inductance  of  the  circuit.  Now 
suppose  that  we  insert  an  iron  core  within  the  same  coil  and  once  more 
interrupt  the  current  by  opening  the  switch.  This  time  the  flashing  or 
sparking  across  the  switch  contacts  will  be  very  much  stronger.  The 
spark  in  each  case  was  produced  by  the  self-induced  e.m.f.  generated 
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Fig.  *101. — Illustrating  the  principle  of 
self-inductance. 


when  the  magnetic  field  surrounding 
the  inductance  diminished  in  mag¬ 
nitude.  The  inductance,  or  rather 
the  effects  of  self-inductance,  tried 
to  produce  sufficient  voltage  in  the 
same  direction  as  the  applied  e.m.f. 
of  the  battery,  to  maintain  the  cur¬ 
rent  flowing,  that  is,  to  perpetuate 
the  current.  Even  though  the  bat¬ 
tery  e.m.f.  applied  to  the  line  was 
discontinued  when  the  switch  was 
opened,  the  current  continued  flow¬ 
ing  for  an  instant  afterward.  The 
induced  e.m.f.  proved  to  be  large 
enough  to  break  down  the  air  resist¬ 
ance  between  the  switch  blades, 
with  the  result  that  the  spark 
occurred  momentarily  while  the 
magnetism  was  being  dissipated. 
We  know  that  a  coil  having  a  high 
inductance  should  produce  a  big 
flash  in  a  test  similar  to  the  condi¬ 
tions  just  mentioned.  Flash  tests 
can  be  made  in  this  way  of  iron 
core  inductances  to  determine  if 


their  windings  are  opened  or  short  circuited.  This  simple  experiment 
shows  convincingly  the  tremendous  energy  stored  in  the  magnetic 
field. 

Summary. — In  previous  paragraphs  the  analogy  of  the  automobiles 
was  used  solely  to  aid  the  reader  in  applying  a  line  of  reasoning  when 
analyzing  the  fundamental  principles  in  alternating  current.  There 
are  three  principal  factors  always  to  bear  in  mind — the  variations  in  the 
relation  of  time,  force  and  movement  as  shown  mechanically.  Similar 
conditions  exist  relating  to  time,  voltage  and  current  in  an  alternating 
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current  circuit.  Reactions  always  result  in  the  generation  of  new 
forces. 

Energy  may  be  transformed  from  any  of  its  forms  into  an  equivalent 
amount  of  energy  in  any  other  of  its  forms.  This  is  called  the  law  of 
the  conservation  of  energy  and  we  find  that  it  is  carried  out  In  all  elec¬ 
trical  actions. 

Resistance. — When  an  alternating  current  circuit,  Fig.  102,  consists 
only  of  pure  resistance,  then  practically  no  reactance  effects  take  place. 
In  this  case  there  is  no  flux  changing 
in  inductances  (coils),  nor  are  condensers 
being  charged  and  discharged.  In  the 
resistance  circuit  the  rate  of  change  of 
current  would  vary  with  and  be  propor¬ 
tional  to  the  change  of  e.m.f.  The 
relations  of  voltage  and  current  would 
be  similar  to  a  direct  current  circuit. 

Although  the  current  and  voltage 
may  not  attain  the  same  instantaneous 
values  as  they  vary  throughout  the 
cycle,  nevertheless  they  both  start  to 
increase  at  the  same  time,  reach  their 
maximum  values  at  the  same  instant, 
decrease  in  unison  and  finally  reach 
their  minimum  values  together.  This 
effect  is  shown  in  Fig.  102.  The  cur¬ 
rent  and  e.m.f.  are  then  in  phase; 
there  is  no  phase  difference  between  the 
two,  and  the  relations  are  direct  and 
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follow  the  proportion  as  stated  in  Ohm  s 

T  .  ,  .  , ,  , .  Fig.  102. — The  current  and  voltage 

Law.  Resistance  in  an  alternating  cur-  .  ,  ... 

°  are  always  m  phase  m  an  a-c.  circuit 

rent  power  circuit  of  low  frequency  is  that  contains  only  resistance. 

always  considered.  But  in  a  radio- 

frequency  circuit  it  is  not  generally  considered,  except  for  precision 
measurements.  Inductance  and  capacity  alone  govern  conditions. 

Ohm.— The  standard  unit,  an  ohm,  is  that  resistance  which  would 
be  offered  to  the  flow  of  a  steady  electric  current  by  a  column  of  mer¬ 
cury  106.3  cm.  long  (1  cm.  is  less  than  ^  in.);  14.4521  grams  (28  gr.  = 
1  oz.)  weight,  at  a  temperature  of  32°  F.  or  0°  C.  and  a  uniform  cross- 
section;  it  is  usually  expressed  as  the  amount  of  resistance  offered  by  a 
current  of  one  ampere  under  a  pressure,  or  e.m.f.,  of  one  volt. 

Ampere. — The  ampere  is  the  standard  unit  of  current  flow.  One 
ampere  is  the  steady  flow  (or  rate  of  flow)  of  electric  current  which  will 
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deposit  silver  at  the  rate  of  .001118  grams  per  second  when  passed 
through  a  standard  solution  of  silver  nitrate.  An  ampere  is  a  flow  of 
current  moving  at  the  rate  of  one  coulomb  per  second. 

Inductance  in  General. — When  a  circuit,  Fig.  103,  embodies  the  use 
of  an  inductance  (a  coil  of  wire)  and  an  alternating  current  flows  through 

it,  it  is  apparent 
that  the  inductance 
will  offer  opposition 
to  the  current  flow 
in  addition  to  the 
circuit  resistance. 
This  condition  was 
referred  to  in  one 


of  the  previous  para- 

- - - -  graphs.  This  oppo- 

/  \  sition,  due  to  in- 

/  ductance  in  the  cir- 

/  \  cuit,  is  called  induc- 

♦  /  /  \  \  71^  tive  reactance,  and 

L _ L _ _ A _ N,  _ _  is  measured  in  ohms 

180\  270  V  7  /  and  vanes  with  the 

\  \  /  /  rate  of  change  of  flux 

\  S'  in  the  circuit,  or  the 

\  /  '—current  frequency  of  the 

^—Voltage  current. 

Current  Lags  Voltage  90°  LaWS  Of  IndUC- 

Fig.  103. — Showing  current  “lag”  in  an  a-c.  circuit  con-  Inductive  Re¬ 
taining  only  inductance.  actance.  Current 

flowing  in  a  con¬ 
ductor  always  produces  a  magnetic  field  of  definite  proportions  sur¬ 
rounding  the  conductor,  thus  producing  a  magnetized  strain  in  the 
space  in  which  the  magnetic  lines  of  force  exist.  This  is  analogous  to 
the  electric  displacement  produced  in  dielectric  materials  when  an  elec¬ 
tric  potential  difference  exists  between  two  charged  plates  or  surfaces. 
The  magnetic  strain  in  any  given  area  is  called  the  magnetic  flux,  and  it 
is  dependent  upon  the  following  factors: 


Current  Lags  Voltage  90° 

Fig.  103. — Showing  current  “lag”  in  an  a-c.  circuit  con¬ 
taining  only  inductance. 


(1)  The  magnetic  field  intensity. 

(2)  The  magnetic  permeability  of  the  circuit  through  which  the 

flux  is  maintained. 

(3)  The  area. 

(4)  The  magnetic  flux  is  proportional  to  the  current  in  the  circuit. 
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First  Law. — When  the  number  of  lines  of  force  threading  a  closed 
circuit  is  changing,  due  to  an  alternating  current  flow  (or  a  pulsating 
direct  current  flow)  an  e.m.f.  or  reactance  voltage  is  induced  in  the 
circuit  which  is  proportional  to  the  rate  of  change  of  the  number  of  lines 
of  force. 

Second  Law. — The  resultant  or  actual  current  flow  is  dependent 
upon  the  reactance  which  the  flux  will  set  up.  This  reactance  in  the 
form  of  voltage  is  induced  within  the  circuit  or  in  the  windings  which 
are  part  of  the  circuit.  (For  illustration  see  Fig.  100.)  The  field  is 
shown  building  up  when  the  current  rises,  and  the  magnetic  lines  of 
force  thread  through  the  turns  of  wire  in  an  outward  direction  as  desig¬ 
nated  by  the  solid  arrow.  During  this  period  of  increase  the  flux  is 
inducing  an  e.m.f.  within  the  coil,  in  the  direction  of  the  broken  arrow. 
It  is  seen  that  the  e.m.f.  due  to  this  reaction  is  counter,  or  opposite,  to 
the  e.m.f.  on  the  line  which  is  causing  the  current  to  flow.  This  voltage 
reaction  is  in  such  direction  that  the  induction  of  the  coil  is  actually 
trying  to  prevent  the  current  rise  in  it.  Suppose  the  current  tends  to 
increase  in  strength  rapidly,  as  it  would  if  an  e.m.f.  of  high  frequency 
was  applied  across  the  coil,  and  suppose  the  coil  has  a  large  inductance 
value.  It  would  then  produce  a  very  strong  flux  for  a  given  current 
and  a  very  high  counter  e.m.f.  would  be  developed.  The  induced  e.m.f. 
acts  against  the  line  voltage  when  the  current  is  rising  in  value,  hence 
the  resultant  voltage  or  actual  voltage  in  the  circuit  is  the  difference 
between  them.  Thus,  a  high  reactance  voltage  will  give  a  resultant 
voltage  of  low  value  with  an  accompanying  decrease  in  current  flow. 
A  coil  then  of  large  inductance  value  tends  to  oppose  the  flow  of  a  high- 
frequency  current.  On  the  other  hand,  a  low  frequency  current  flow¬ 
ing  in  the  same  coil  would  have  a  longer  time  in  which  to  flow  through 
the  coil,  and  the  reactance  voltage  developed  for  that  low  frequency 
current  would  be  less.  The  counter  e.m.f.  being  less,  the  resultant 
e.m.f.  on  the  line  becomes  greater,  and  the  current  flow  through  the  coil 
rises  in  value. 

The  use  of  inductance  in  a  circuit  and  its  effect  upon  that  circuit 
depends  principally  upon  the  frequency  of  current  handled;  in  other 
words,  the  time  element  is  the  important  factor. 

The  above  description  relates  only  to  the  opposition,  termed  induc¬ 
tive  reactance,  which  the  inductance  of  the  circuit  offers  to  the  current 
increasing  in  strength,  and  it  will  be  shown  that  the  same  inductance 
will  oppose  a  current  decrease.  Referring  again  to  Fig.  100,  the  mag¬ 
nitude  of  the  magnetic  field  surrounding  the  coil  diminishes  when  the 
current  begins  to  decrease,  and  the  direction  in  which  this  reduction 
in  the  number  of  magnetic  lines  of  force  takes  place  is  inward  or  toward 
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the  coil  as  shown  by  the  solid  arrow.  This  change  in  direction  of  flux 
cutting  back  upon  the  coil  reverses  the  direction  of  the  induced  e.m.f. 
In  this  case  it  will  be  observed  that  this  new  e.m.f.  or  induced  e.m.f.  is 
in  the  same  direction  as  the  applied  e.m.f.  on  the  line.  Broken  arrows 
indicate  the  direction  of  the  line  e.m.f.  When  the  induced  volt¬ 
age  assists  the  line  voltage  it  tends  to  prevent  the  decrease  of  current; 
or,  in  other  words,  the  induced  voltage  tends  to  perpetuate  the  current 
flowing  through  this  circuit  if  the  switch  were  opened. 

In  a  summation  of  the  above  explanations  it  may  be  stated  that  the 
direction  of  the  induced  e.m.f.  is  always  such  that  the  current  which  it 
tends  to  produce  acts  to  prevent  any  change  in  the  magnitude  of  the 
field.  That  is  to  say,  the  e.m.f.  produced  due  to  the  phenomenon  of  self- 
induction  tends  to  prevent  a  magnetic  field  from  being  established 
around  a  coil,  but  once  established  it  also  tends  to  prevent  its  dissipation. 

Self-Induction. — Self-induction  is  that  property  of  an  electrical  cir¬ 
cuit  which  will  cause  an  e.m.f.  to  be  induced  therein  by  variations  in  the 
circuit  flux  which  follow  the  changes  in  current  intensities.  This  prop¬ 
erty  is  similar  to  inertia  in  mechanics.  (See  reference  and  analogy  of 
the  two  automobiles.) 

The  amount  of  self-induction  of  a  circuit  depends  upon  its  geometric 
form,  and,  in  the  case  of  a  coil,  also  upon  the  permeability  of  the 
core  material.  Permeability  is  a  measure  of  the  ease  with  which  a  sub¬ 
stance  may  be  magnetized;  air  is  a  standard  basic  unit  (1),  and  other 
materials  are  compared  to  it,  the  average  for  iron  reaching  about  2000. 
An  iron  core  in  an  inductance  (coil),  therefore,  increases  the  permeability 
of  a  circuit.  The  core  itself  becomes  a  magnet,  setting  up  its  own  fines 
of  force.  The  net  result  is  the  increase  of  the  total  flux  of  the  circuit 
and  consequently  the  self-induction. 

The  reactions  that  occur  in  a  circuit  when  variations  of  current  take 
place  may  be  interpreted  by  the  simple  expressions: 

X  =  reactance  of  the  circuit;  this  opposition  is  measured  in 
ohms. 

Xl  =  inductive  reactance;  that  reactance  which  only  the  in¬ 
ductance  L  offers,  and  measured  in  ohms. 

XL  =  2  irfL 

where  f  =  the  frequency  of  the  current  or  rate  of  change  of  flux; 

L  =  the  inductance  of  the  circuit  in  henrys; 

t  =  a  factor  which  equals  3.1416. 

An  increase  of  either  frequency  or  inductance  will  increase  the  in¬ 
ductive  reactance,  and  a  decrease  of  either  frequency  or  inductance  will 
decrease  the  inductive  reactance. 
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Unit  of  Inductance — Henry. — Although  detailed  information  on  the 
use  of  inductance  is  given  throughout  different  parts  of  this  text,  it  may 
enlighten  the  reader  to  supply  additional  information  on  the  subject 
and  the  approximate  values  of  inductance  as  used  in  various  radio 
and  power  circuits. 

The  'practical  unit  of  inductance  is  the  henry.  The  inductance  of  a 
circuit  is  one  henry  when  a  current  changing  at  the  rate  of  one  ampere 
per  second  will  induce  an  e.m.f.  of  one  volt  in  the  circuit.  The  unit 
henry  is  expressed  in  smaller  units:  1  millihenry  equals  .001  henry 
or  one-thousandth  part  of  a  henry;  1  microhemy  equals  .000001  henry 
or  one-millionth  part  of  a  henry.  In  centimeters:  1  henry  equals 
1,000,000,000  cm.;  1  millihenry  equals  1,000,000  cm.;  1  microhenry 
equals  1,000  cm.  Centimeter  in  this  usage  has  no  relation  to  linear 
measurements. 

A  coil  which  has  a  large  value  of  inductance  is  called  a  choke  coil  or 
reactor  because  it  offers  a  very  high  inductive  reactance  when  placed  in 
a  circuit  which  carries  a  varying  current.  The  current  may  be  an  alter¬ 
nating  one,  constantly  changing  its  intensity  and  direction  of  flow,  or 
the  current  may  always  flow  in  the  same  direction,  increasing  or  dimin¬ 
ishing  in  strength,  similar  to  the  pulses  or  ripples  of  a  pulsating  direct 
current.  In  either  case  the  high  reactance  voltages  developed  by  a  coil 
of  large  inductance  will  tend  to  prevent  such  a  current  change,  which  is 
called  its  choking  effect.  In  the  case  of  the  alternating  current,  the 
current  will  be  choked  out  and  will  not  flow  through  the  inductance. 
In  the  case  of  the  pulsating  direct  current,  the  ripples  or  variations  of 
current  strength  will  be  somewhat  smoothed  out,  and  the  direct  current 
will  flow  at  a  steady  value  through  the  inductance.  A  choke  coil  of  this 
kind,  when  used  in  a  power  circuit,  t  will  have  a  very  heavy  iron  core 
and  many  turns  of  wire,  with  an  inductance  value  in  the  vicinity  of 
30  or  50  henrys  or  more.  Large  choke  coils  of  this  kind  are  called 
filter  reactors. 

In  general,  coils  not  used  as  choke  coils  in  oscillatory  circuits  or 
radio-frequency  circuits  have  an  inductance  of  the  order  of  .0003  henry, 
or  300  microhenrys.  A  coil  of  this  kind,  with  a  low  inductance  value, 
will  pass  both  high  and  low  frequency  currents  because  its  reactance  is 
low.  However,  a  radio-frequency  coil  of  this  kind  may  pass  a  certain 
high  frequency  a&d  yet  be  critical  to  frequencies  of  still  a  higher  order. 
Radio-frequency  coils  have  “air”  cores  and  are  wound  in  various  forms 
in  order  to  lower  their  distributed  capacity.  (See  Fig.  96.)  They 
range  from  a  few  turns  to  perhaps  a  hundred  turns,  more  or  less, 
depending  upon  the  frequency  of  currents  in  the  circuit  in  which  the 
coil  is  used. 
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A  radio-frequency  choke  coil  designed  to  suppress  or  exclude  a  radio¬ 
frequency  current  usually  has  an  inductance  of  approximately  1  milli¬ 
henry.  It  would  consist  of  about  200  to  300  turns  of  wire,  forming  a 
coil  about  1^  in.  long  by  f  in.  in  diameter.  The  choke  coil  may  have 
a  little  iron  in  its  core  for  the  radio-frequencies  of  the  lower  order,  or 
higher  wavelengths.  Such  coils  containing  some  iron  are  usually  placed 
in  the  voltage  leads  of  a  circuit  to  prevent  radio-frequency  losses  through 
lines  that  are  supplying  power  to  operate  the  circuit. 

It  has  been  stated  before  that  the  current  flowing  through  a  certain 
inductance  will  lag  behind  the  e.m.f.  if  the  frequency  of  the  e.m.f.  is  in¬ 
creased  in  the  circuit,  and  all  inductances  are  designed  with  this  factor 

in  view.  If  a  coil  is  used  to  choke 


Side  A  of  Coll 
Cutting  through 
North  Field 
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Cutting  through 
South  Field 
and  B  through 
North  Field 


Fig.  104. — Showing  the  production  of  one 
cycle  of  alternating  e.m.f. 


out  a  particular  band  of  frequen¬ 
cies  its  inductive  reactance  must 
be  such  that  the  alternating  cur¬ 
rents  will  not  have  sufficient  time 
to  overcome  the  reactance  of  the 
coil  before  the  alternations  or  re¬ 
versals  of  e.m.f.  take  place.  If 
the  coil  is  to  be  used  to  pass  one 
frequency  efficiently,  its  inductive 
reactance  must  be  such  that  maxi¬ 
mum  current  will  flow  through 
the  inductance  at  each  alterna¬ 
tion  or  reversal  of  e.m.f. 

Frequencies — Description  of  a 
Cycle  of  Alternating  Current. — In 
Chapter  V  explaining  the  func¬ 
tion  of  a  generator  it  was  shown 
that  when  a  coil  of  wire  is  turned 
one  complete  revolution,  describ¬ 
ing  a  complete  circle,  the  coil  has 
moved  through  360°.  (See  Fig. 
104.)  When  the  coil  is  rotated 
through  a  magnetic  field,  the  mag¬ 
netic  lines  of  force  (generally  called 
the  flux)  which  compose  the  field 
must  be  passed  through  or  cut 
through  by  the  coil.  There  are 


two  forms  of  energy  present,  the  magnetic  field  and  the  force  required 


to  turn  the  coil,  and  as  a  result  of  the  work  thus  performed  an  electric 


pressure  or  e.m.f.  is  induced  in  the  coil.  The  pressure  induced  is  called 
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electromotive  force,  e.m.f.,  or  voltage.  If  the  coil  is  connected  to  an 
external  circuit,  which  forms  a  closed  conducting  path,  current  will 
flow  through  the  circuit  under  this  applied  force. 

The  magnetic  lines  of  force  in  the  field,  which  have  a  direction  of  force 
or  pull  from  north  to  south,  are  represented  by  the  broken  parallel  lines 
with  arrows  indicating  the  direction.  When  the  coil  or  loop  of  wire 
AB  in  (1)  is  rotated  in  the  magnetic  field  it  can  be  seen  that  the  coil 
is  always  moving  at  some  angle  to  the  lines  of  force  at  all  degrees,  with 
the  exception  of  180  and  360,  for  at  these  two  points  the  motion  of  the 
coil  is  parallel,  or  in  the  same  plane,  with  the  direction  of  the  flux. 

When  the  coil  is  moving  at  right  angles  to  the  flux,  as  in  the  position 
assumed  at  90°,  and  270°  in  the  rotation,  the  coil  is  cutting  through  the 
greatest  number  of  lines  of  force,  and  the  maximum  induction  then  takes 
place.  When  the  coil  begins  cutting  the  flux  at  less  than  a  right  angle, 
the  induced  e.m.f.  is  lowered  until  finally  no  induction  takes  place  when 
the  coil  is  again  moving  with,  or  parallel  to,  the  field. 

The  magnitude  of  the  induced  e.m.f.  depends  upon  the  strength  of 
the  magnetic  flux,  the  angle  at  which  the  coil  cuts  the  field,  and  the 
speed  of  rotation.  When  100,000,000  magnetic  lines  of  force  are  cut 
by  a  conductor  in  one  second  the  e.m.f.  induced  in  the  conductor  is  one 
volt.  The  direction  of  the  induced  e.m.f.  may  be  determined  easily  by 
employing  a  rule  known  as  the  right-hand  rule  (explained  in  Chapter  V). 

The  coil,  during  its  rotation  of  360°,  cuts  the  field  first  in  a  down¬ 
ward  and  then  in  an  upward  direction.  This  change  of  direction 
causes  the  induced  e.m.f.  to  reverse  its  direction,  so  that  two  alternations 
are  generated,  thereby  completing  the  full  cycle.  The  curve  in  Fig.  92 
represents  a  complete  cycle  of  alternating  current,  and  depicts  the 
gradual  rise  and  fall  and  reversal  of  current.  The  curve  shows  the  rela¬ 
tion  between  time,  in  fractions  of  seconds,  and  the  strength  or  ampli¬ 
tude  (vertical  lines)  of  the  current  at  any  given  point  during  the  com¬ 
plete  revolution  of  the  coil. 

The  horizontal  lines  drawn  above  (showing  positive  values)  and  be¬ 
low  (showing  negative  values)  the  horizontal  zero  axis,  0  to  360°, 
correspond  to  the  angular  position  of  an  armature  coil  at  any  instant 
while  it  is  revolving.  We  have  given  only  positions  45°  apart  (a 
greater  number  of  amplitudes  could  be  shown),  and  have  erected  the 
amplitudes  to  indicate  by  their  respective  heights  the  intensity  of  the 
current  at  the  successive  45°  positions.  A  line  drawn  through  the 
points  (shown  by  heavy  dots)  where  the  horizontal  and  vertical  lines 
intersect  takes  the  form  of  a  wave  and  is  called  a  sine  wave. 

The  rotation  of  a  coil  one  complete  revolution  through  a  magnetic 
field  (shown  in  Fig.  104)  is  illustrated  by  the  graph  in  Fig.  92.  The 
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amplitude  strength  of  the  current  is  shown  by  the  vertical  lines  a\,  as , 
and  as,  etc.,  taken  at  45,  90,  135,  etc.,  or  at  45°  intervals  during  the 
rotation  of  the  armature.  The  figure  on  the  left,  from  which  the  graph 
on  the  right  was  plotted,  conveys  exactly  the  same  meaning  in  angular 
changes,  but  amplitude  intensities  at  the  different  angles  are  more  easily 
visualized  in  the  graph  on  the  right  with  the  time  interval  clearly  illus¬ 
trated. 

Figure  105  illustrates  the  principle  of  plotting  a  cycle  of  360°  on  a 
horizontal  line,  from  A  to  B ,  so  that  the  current  and  voltage  changes 
can  be  easily  pictured,  as  in  Fig.  92,  as  a  continuous  wave  motion  of 
energy,  fluctuating  during  a  given  period  of  time. 

In  the  case  of  an  alternating  voltage  produced  by  a  generator,  the 
frequency  is  governed  by  the  speed  of  rotation  of  a  mechanically  driven 


Fig.  105. — A  graphical  illustration  of  time  and  degrees  plotted  against  energy 
changes.  The  graph  and  the  circle  represent  a  360-deg.  movement. 


armature,  and  the  number  of  magnetic  field  poles  mounted  in  the  gen¬ 
erator. 

Alternating  Current  Frequency. — Alternating  currents  of  high  fre¬ 
quencies  in  the  vicinity  of  millions  of  cycles  per  second  are  produced 
by  the  combined  action  of  a  condenser  and  inductance.  (Refer  to  the 
action  of  an  oscillatory  circuit.)  The  frequency  or  wave  motion  of  the 
alternating  current  is  plotted  as  shown  in  Fig.  94. 

The  frequencies  of  the  alternating  currents  handled  in  radio  receivers 
and  transmitters  are  classified  in  about  four  divisions.  There  are  the 
standard  machine  frequencies,  ranging  between  60  and  500  cycles,  gen¬ 
erated  by  alternators  to  supply  power  to  operate  spark  transmitters, 
and  60-cycle-110  to  220- volt  supply  to  operate  vacuum  tube  transmitters. 
In  broadcast  telephony  the  currents  are  varied  in  sympathy  with 
voice  and  music  vibrations  through  the  functioning  of  the  microphone, 
and  these  frequencies  range  from  about  20  to  7000  cycles  or  more. 
Above  the  voice  or  audio-frequency  range  comes  the  intermediate-fre- 
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quency  range,  in  the  order  of  about  180,000  cycles,  or  less.  The  inter¬ 
mediate  frequencies  are  usually  found  in  the  circuits  of  the  super¬ 
heterodyne  receiver.  Intermediate-frequency  currents  are  produced  by 
heterodyning  two  r.f.  oscillations  of  slightly  different  frequencies 
flowing  simultaneously  in  the  same  circuit.  Radio-frequencies  include 
the  intermediate  range  and  all  other  frequencies  extending  upward  to 
millions  of  cycles  per  second. 

Oscillations  at  the  higher  frequencies  may  be  produced  in  oscillatory 
circuits,  composed  of  inductance  and  capacity,  by  the  building  up  of  a 
potential  difference  across  a  condenser  dielectric  from  some  source  of 
e.m.f.  and  allowing  the  condenser  to  discharge  through  the  coil.  The 
oscillating  currents  flow  through  the  circuit  at  very  high  frequencies, 
being  limited  only  by  the  circuit  impedance.  The  e.m.f.  applied  to  the 
oscillatory  circuit,  which  gives  the  condenser  its  initial  discharge,  finds 
its  source,  in  one  case,  in  the  self-inductance  of  another  circuit  directly  or 
conductively  coupled  to  it,  where  the  reactance  voltage  generated  is  due 
to  some  current  change  going  on  in  the  other  circuit.  The  applied  e.m.f. 
may  also  be  induced  in  the  oscillatory  circuit  through  electromagnetic 
induction  or  electrostatic  induction  from  another  circuit  indirectly  or 
inductively  coupled  to  it.  The  circuit  which  furnishes  the  power  may 
be  called  the  driving  circuit .  The  circuit  receiving  the  power  is  the 
excited  circuit. 

By  using  known  values  of  inductance  L  and  capacity  C  the  frequency 
at  which  currents  will  oscillate  may  be  predetermined,  where  the  ohmic 
resistance  is  very  small. 

The  fundamental  formula  for  frequency  is: 

Frequency  = 

The  foregoing  is  only  a  brief  outline  of  the  order  of  current  fre¬ 
quencies  encountered  in  radio.  The  purpose  influencing  the  desire  to 
study  alternating  currents  is  to  be  able  to  ascertain  when  the  circuit 
constants  are  correct,  that  is,  when  the  proper  conditions  exist.  The 
size  of  an  inductance,  the  capacity  of  a  condenser,  or  the  value  of  a 
resistance,  must  be  suited  to  the  particular  frequency  in  order  that  an 
alternating  current  of  maximum  strength  will  flow  in  the  circuit. 

Alternating  current  circuits  have  various  constructions,  according 
to  their  requirements,  which  may  be  classified  as  follows: 

(1)  Circuits  that  are  designed  to  pass  maximum  currents;  they 
are  resonant  to  one  given  frequency,  or  a  band  of  fre¬ 
quencies. 
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(2)  Circuits  that  create  a  lagging  current,  that  is,  impede 
currents  of  different  frequencies. 

i 

The  impedance  of  circuits  is  classified  according  to  the  frequency  of 
the  currents  that  are  intended  to  be  choked  out  or  suppressed,  whether 
radio,  intermediate,  audio,  or  low  frequency. 


OHM’S  LAW  FOR  ALTERNATING  CURRENT 

All  of  the  oppositions  in  an  alternating  current  circuit  are  measured 
in  ohms.  The  difference  between  the  inductive  reactance  XL  and  the 
capacity  reactance  Xc  equals  the  reactance  X  of  the  circuit.  The 
reactance  X  combined  with  the  ohmic  resistance  R  expresses  the  total 
of  all  oppositions,  which  is  called  impedance,  Z.  Therefore,  in  Ohm’s 
Law  formula  for  alternating  current,  the  reactance  effects  are  included 
by  substituting  Z  for  R ,  or: 

Ohm’s  Law  for  Direct  Current 


Ohm’s  Law  for  Alternating  Current 


and 


/  = 


E 

R 


The  complete  deduction  of  this  important  law  is  given  as  follows, 
substituting  in  the  a-c.  formula  the  values  that  are  represented  by  the 
quantity,  impedance: 


(1)  Impedance  Z 

Let  Reactance  X 

(2)  Then  Z 

Let  inductive  reactance  XL 

Let  capacity  reactance  Xc 

(3)  Then  Z 


Vr1  2 3  +  x2 

(Xl  -  Xc) 

Vr 2  +(Xl-  Xc)2 

2t rfL 


2* fC _ 

V** +  [<**>  -  (^)f 


After  having  found  what  Z  equals,  we  now  substitute  what  it  stands 

E 

for  in  the  first  formula,  /  =  —  and  the  expression  now  becomes: 


This  is  the  complete  Ohm’s  Law  formula  for  alternating  current. 
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Sine  Wave  and  Its  Relation  to  2 */. — Many  persons  invariably  in¬ 
quire  as  to  the  derivation  of  some  of  the  well-known  constants  that 
are  used  in  radio  formulas,  particularly  the  constant  2irf  for  reactance. 
Therefore  a  brief  discussion  on  this  topic  is  given  here.  (Refer  to  Fig.  92.) 

The  circumference  of  a  circle  is  measure  in  360  deg.  The  linear 
measurement  or  distance  around  the  circle  is  equal  to  the  diameter 
multiplied  by  3.1416.  The  symbol  tt  (Pi)  is  used  to  designate  the  factor 
3.1416. 

Suppose  we  begin  to  move  the  radius  OR  in  a  counter-clockwise 
direction,  beginning  at  the  small  zero  point  on  the  circumference  of 
the  circle.  It  could  be  said  that  the  radius  OR  has  passed  through 
360  deg.,  or  one  cycle,  after  returning  to  the  same  point  from  which  it 
started. 

If  it  required  second  to  complete  this  revolution,  and  the  motion 
is  continued  at  the  same  rate  of  speed,  the  frequency  at  which  we  are 
moving  the  radius  OR  is  60  cycles. 

A  similar  set  of  conditions  can  now  be  illustrated  on  the  graph  to 
the  right  of  the  circle  by  drawing  the  horizontal  line  or  zero  axis.  The 
length  of  this  line  is  equal  to  the  distance  around  the  circle,  that 
is,  equal  to  360  deg.  The  degrees  are  pointed  off  along  this  line  as 
shown.  This  line  really  represents  time  because  for  any  movement  or 
set  of  conditions  that  would  occur  while  OR  was  rotated  360  deg.,  the 
same  set  of  conditions  or  energy  changes  in  the  same  given  time  will  be 
plotted  along  and  on  either  side  of  the  zero  line.  Thence,  as  in  the  case 
cited  above,  if  it  requires  second  to  complete  a  360-deg.  movement 
with  OR  it  will  also  require  ^  second  to  complete  a  full  set  of  values 
from  O  to  360  deg.  The  term  values  means  the  instantaneous  values 
of  either  alternating  e.m.f.,  or  alternating  current  throughout  one  cycle. 

The  time  period  is  the  time  necessary  to  complete  one  cycle,  or  360 
deg.  The  radius  OR  is  called  a  revolving  vector  and  moves  at  a 
uniform  speed  in  a  counter-clockwise  direction. 

Following  our  previous  explanations  it  is  seen  that  one  revolution 
is  a  complete  cycle,  and  the  angle  turned  through  is  360  deg. ;  that  is, 
the  vector  passes  through  the  angle  2t  radians. 

The  horizontal  line  represents  one  complete  cycle  of  values.  In 
our  illustration  we  have  divided  the  circle  into  parts  at  45-deg.  inter¬ 
vals;  therefore,  the  zero  line  is  divided  into  a  similar  number  of  parts 
and  each  part  represents  a  movement  of  45  deg. 

It  should  be  clear  that  to  describe  the  circle  of  360  deg.,  or  to  move 
from  0  to  360  deg.  on  the  horizontal  axis,  the  same  time  as  previously 
mentioned  will  be  required. 
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The  horizontal  lines  called  the  abscissas  are  projected  from  the 
circumference  of  the  circle  at  the  different  degrees.  The  vertical  lines, 
or  ordinates ,  are  erected  at  45-deg.  intervals  along  the  horizontal  axis 
corresponding  to  the  equal  number  of  degrees  on  the  circle. 

Where  a  horizontal  and  a  vertical  line  intersect,  indicating  the  same 
degree  of  movement  (that  is,  where  a  45-deg.  ordinate  on  the  graph 
intersects  the  45-deg.  abscissa  drawn  from  the  circle),  a  point  is 
located,  designated  as  Al.  All  the  points  are  located  on  the  graph 
in  this  way  and  a  line  drawn  through  all  the  points  will  be  a  sine  curve. 

We  know  that  the  time  period  changes  with  changes  in  frequency. 
Frequency  is  the  number  of  times  per  second  that  the  electromotive  force 
passes  through  the  complete  cycle  of  values ,  or  in  this  case,  the  rate  at 
which  we  describe  the  circle  or  move  along  the  zero  axis  from  0  to 
360  deg.  and  continue  this  movement  for  one  second. 

The  angular  velocity  of  the  loop  of  wire,  illustrated  in  Fig.  104, 
turned  one  complete  revolution  through  a  magnetic  field,  will  produce 
the  cycle  of  e.m.f.  that  we  are  describing,  and  the  magnitude  of  the 
e.m.f.  generated  in  the  loop  depends  for  one  thing  upon  its  rate  of 
motion. 

When  the  speed  of  a  generator  armature  is  increased  the  e.m.f.  is 
increased,  and  the  frequency  is  raised.  Then  it  follows  that  the  angular 
velocity  equals  2k  divided  by  the  time  period.  The  time  period,  T7,  of 
the  alternation  is  the  reciprocal  of  the  frequency,  /,  because  any  in¬ 
crease  in  frequency  will  lower  the  time  period,  and  vice  versa. 

It  now  follows  that  the  angular  velocity  is  equal  to  2 ir  multiplied  by 
the  frequency  or  2x/. 

The  relation  which  frequency  bears  to  the  angular  velocity  is  derived 
from  the  fundamental  production  of  one  cycle  of  e.m.f.  when  an  arma¬ 
ture  coil  is  rotated  one  revolution  through  a  magnetic  field. 

When  we  write  the  formula  for  inductive  reactance  or  2irfL,  the  fac¬ 
tors  of  time  and  angular  changes,  which  an  alternating  e.m.f.  or  current 
undergoes  when  completing  a  cycle,  are  already  included  in  the  con¬ 
stant  2t/. 

From  this  it  should  be  clear  that  reactance  depends  upon  both  rate 
and  intensity  at  which  the  energies  change,  and  of  course  it  also  depends 
upon  the  inductance  of  the  circuit.  This  is  also  true  of  the  factor  2irf 
in  the  formula  for  capacity  reactance : 

Xc  =  2 rfC 


where 


Xc  =  capacity  reactance. 
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Each  time  the  radius  OR  changes  its  position  a  different  angle  is 
formed  between  it  and  the  zero  axis.  For  instance,  if  OR  is  moved 
from  the  point  of  zero  deg.  on  the  circle  to  45  deg.,  the  angle  formed 
at  X  is  45  deg.,  or  if  OR  is  moved  to  80  degrees  an  80-deg.  angle  is 
formed,  indicated  at  Y,  Therefore,  while  the  vector  OR  describes 
a  complete  circle,  it  will  undergo  a  series  of  different  angular  changes 
with  reference  to  the  zero  axis.  Furthermore,  the  vertical  lines  or 
amplitudes  drawn  from  the  points  of  location  on  the  circle  to  the 
zero  axis  will  vary  in  height  as  the  vector  OR  is  rotated. 


Fig.  106.— A  sine  curve  showing  that  alternating  current  has  maximum,  effective 

and  average  values. 


Maximum — Average — Effective  Value  of  Alternating  Electromotive 
Force  and  Current. — An  alternating  e.m.f.  and  current  are  continually 
changing  respectively  in  pressure  and  intensity  from  zero  to  maximum 
or  ultimate  values,  which  means  that  there  are  an  infinite  number  of 
different  values,  called  instantaneous  values,  all  occurring  in  successive 
order.  It  is  a  continuous  process  of  increase  and  decrease. 

In  Fig.  106  the  maximum  value  reached,  at  90  deg.,  is  shown  as 
the  height  of  the  vertical  line  az ,  indicating  that  the  e.m.f.  is  155.5  volts 
at  that  particular  instant.  Each  vertical  line,  a*,  az,  az,  etc.,  shows  by 
its  respective  height  the  instantaneous  value  taken  at  particular  times 
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during  the  cycle.  A  greater  number  of  instantaneous  values  may  be 
taken,  although  in  our  graph  we  illustrate  only  12  of  these  values. 

The  whole  cycle  of  voltage  changes  through  360  deg.,  which  also 
represents  the  time  required  to  complete  the  cycle,  is  shown  by  the 
horizontal  axis,  from  A  to  B.  If  we  erect  12  vertical  lines  equidistant 
from  one  another,  then  from  A  to  B  these  lines  will  be  30  deg.  apart. 
Since  the  vertical  lines  are  called  amplitudes,  we  may  say  that  at  every 
30  deg.  an  amplitude  is  erected  showing  the  value  of  the  e.m.f.  at 
that  instant  during  the  cycle. 

Since  we  assume  the  maximum  value  to  be  155.5  volts,  then  if  we 
take  the  sum  of  the  twelve  readings  and  divide  this  total  by  twelve,  the 
result  will  give  the  average  value ,  which  in  the  case  of  a  sine  wave  is 
found  to  be  99.05  volts.  The  average  value  is  0.636  times  the  maxi¬ 
mum  value. 

We  do  not  use  either  the  maximum  or  average  values  of  either  e.m.f. 
or  current  in  our  ordinary  practical  work,  hence  there  is  a  value  of 
greater  importance,  that  which  expresses  the  effectiveness  of  a  given 
electromotive  force  or  current  in  a  circuit.  The  effective  value  indicates 
the  actual  available  amount  of  energy  applied  to  the  circuit. 

An  a-c.  voltmeter  connected  in  the  circuit  will  read  the  effective 
voltage ,  and  an  alternating  current  ammeter  will  read  the  effective  cur¬ 
rent.  To  arrive  at  the  effective  value  of  an  alternating  current  a  com¬ 
mon  basis  of  comparison  is  used  in  the  heating  effects  produced  by  an 
alternating  current  and  a  direct  current.  The  heating  effects  of  direct 
current  are  uniform  in  a  given  circuit,  and  the  equivalent  power  or 
average  beating  effects  produced  by  an  alternating  current  are  com¬ 
pared  under  exactly  similar  conditions,  and  expressed  in  terms  of  a 
given  number  of  amperes  of  direct  current.  The  unit  ampere  of  alter¬ 
nating  current  has  no  definition  of  its  own,  except  in  that  it  is  compared 
to  the  standard  unit  ampere  of  direct  current,  which  is  defined  as 
a  certain  given  current  flow  necessary  to  deposit  a  given  quantity 
of  silver  by  a  process  called  electrolysis  which  has  already  been 
defined. 

In  a  direct  current  circuit  the  heating  effect  is  equal  to  I2  X  R, 
and  is  seen  to  vary  as  the  square  of  the  current.  I2  is  derived  from 
Watts  =  I  X  E,  Since  E  =  IR,  then  by  substituting  E  in  the  fore¬ 
going  Watts  formula,  we  have  Watts  =  I2R.  For  example:  If  10 
amperes  of  direct  current  passes  through  a  circuit  having  a  resistance 
of  5  ohms,  the  power  of  the  current  converted  into  heat  will  be  I2  X  R  — 
102  X  5  =  500  watts.  The  heating  effect  of  a  current  is  proportional 
to  the  square  of  the  current;  that  is,  a  current  of  2  amperes  produces 
four  times  as  much  heat  as  a  current  of  1  ampere,  and  a  current  of  6 
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Average  of 
the.  Squares 


amperes  produces  36  times  as  much  heat  as  a  current  of  1  ampere,  and 
so  on. 

If  no  change  is  made  in  the  resistance  or  other  conditions  of  a  cir¬ 
cuit  except  to  double  the  current  flow  by  increasing  the  e.m.f.,  then  the 
heat  produced  by  this  increase  in  current  will  be  four  times  as  great. 
This  explains  the  practical  meaning  of  PR,  or  current  square  law,  relat¬ 
ing  to  energy  increases. 

If  an  alternating  current  is  passed  through  the  same  circuit,  to  pro¬ 
duce  heat  equivalent  to  that  produced  in  the  direct  current  circuit 
by  10  amperes,  the  power  of  the  alternating  current  now  converted  into 
heat  will  also  be  500  watts  and  to  do  this  a  flow  of  10  amperes  of  alter¬ 
nating  current  will  be  required. 

The  heating  effect  of  a  current  is  independent  of  the  direction  of  the 
current  flow.  Therefore  the  heating  depends  upon  the  average  of  the 
squares  of  each  of 
the  instantaneous 
values  of  the  cur¬ 
rent. 

To  obtain  the 
heating  effect  of 
the  alternating 
current  shown  by 
the  curve  in  Fig. 

107,  several  of  the 
instantaneous  val¬ 
ues,  a\,  a2,  ct3,  etc., 
are  squared  and 
plotted  as  indi¬ 
cated  by  the  dot¬ 
ted  vertical  lines. 

The  heavy  dotted 
line  so  drawn  as 
to  connect  the 
ends  of  the  verti¬ 
cal  lines  forms  a 
curve  which  is 

called  the  heat  curve.  The  average  (mean)  value  of  these  squares  is 
now  computed,  and  it  is  represented  by  the  height  of  the  line  CD 
above  AB  and  is  marked  F.  When  the  square  root  of  this  aver¬ 
age  is  extracted  the  effective  value  of  the  alternating  current  is 
obtained. 

The  alternating  current  curve  and  voltage  curve  of  Fig.  108  are 


Fig.  107.- 


-A  graphical  representation  of  the  heating  effect  of 
alternating  current. 
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sinusoidal,  and  called  a  sine  wave.  It  is  found  that  a  sine  curve  bears 
a  definite  relationship  to  its  maximum  value  per  alternation,  and  from 
this  phase  practical  mathematical  deductions  may  be  made.  The 
effective  value  is  equal  to  0.707  of  the  maximum  value  of  the  wave. 
Although  the  waves  in  radio-frequency  circuits  and  the  sine  curve  for 

an  a-c.  power  circuit  may  not 
be  pure  sine  waves,  or  sinu¬ 
soidal,  yet  they  may  be  as¬ 
sumed  to  be  for  all  practical 
measurements. 

If  in  the  sine  curve  illus¬ 
trated  in  Fig.  106  the  maxi¬ 
mum  value  of  e.m.f.  is  155.5 
volts,  the  effective  value 
would  be  equal  to  0.707  X 
155.5,  or  110  volts,  and  an 
a-c.  voltmeter  connected 
across  the  line  would  read  110 
volts. 

The  fact  that  the  maxi¬ 
mum  voltage  reaches  a  peak, 
which  is  so  much  higher  than 
the  actual  voltage ,  explains 
why  the  insulation  in  alter¬ 
nating  current  work  is  sub¬ 
jected  to  a  greater  strain  at 

times  than  in  the  case  of  direct  current. 

It  should  be  borne  in  mind  and  impressed  upon  the  reader  that  the 
alternating  voltage  is  furnishing  the  actual  pressure  necessary  to  force 
current  through  the  circuit.  The  term  voltage  will  be  found  expressed 
in  the  following  different  ways,  all  of  which  have  the  same  meaning: 
impressed  or  applied  voltage ,  impressed  or  applied  e.m.f.,  line  voltage ,  line 
e.m.f. 

The  effective  alternating  voltage  bears  the  same  relation  to  the 
maximum  voltage  that  the  effective  current  does  to  the  maximum  cur¬ 
rent.  Supposing  that  the  maximum  value  of  current  per  alternation  in 
Fig.  109  is  14.1  amperes,  the  current  rises  and  falls  uniformly  between 
+  14.1  and  —  14.1  amperes.  Then  14.1  amperes  multiplied  by  0.707 
equals  10  amperes,  indicating  the  same  heating  effect  as  produced  by  a 
direct  current  of  10  amperes.  An  a-c.  ammeter  connected  in  the  circuit 
would  indicate  10  amperes,  because  the  instrument  is  designed  to  read 
the  effective  values. 


— oirar — if 

R 

Alternating 

E.M.F. 

- O  o - 


Fig.  108. — An  a-c.  circuit  consisting  of  induc¬ 
tance,  capacitance  and  resistance. 
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Root  Mean  Square — (R.M.S.). — The  effective  value  of  an  alter¬ 
nating  current  or  an  alternating  voltage  is  sometimes  spoken  of  as  the 
square  root  of  the  mean  (average)  squares,  which  is  abbreviated  R.M.S. 
The  R.M.S.  (Root  Mean  Square)  is  the  effective  value  as  indicated  on 
an  a-c.  voltmeter.  The  expression  has  practical  usefulness  in  under¬ 
standing  the  characteristic  tables  for  certain  types  of  rectifier  hot 
cathode  type  tubes,  where  the  operating  a-c.  voltages,  as  specified  in 
the  table  of  characteristics,  are  followed  by  the  letters  R.M.S. 

Watt  Power. — The  wait  power  expended  is  the  effective  voltage  mul¬ 
tiplied  by  the  effective  current,  when  there  is  no  self-inductance  in  the 


Fia.  109. — Showing  that  if  an  a-c.  circuit  contained  only  resistance  the  voltage  and 
current  would  be  in  phase. 


circuit,  and  resistance  is  the  only  form  of  opposition  present.  (Note 
the  relation  in  Fig.  109.) 

A  circuit  using  only  incandescent  lamps  is  an  example  of  a  circuit 
with  practically  no  self-inductance,  for  only  the  resistance  of  the 
filaments  and  the  conducting  wires  limits  the  current  flow. 

The  power  in  this  circuit  is  substantially  equal  to  the  product  of  the 
current  and  voltage  readings  as  indicated  on  the  a-c.  ammeter  and 
voltmeter  respectively,  because  the  current  and  voltage  will  be  very 
nearly  in  phase. 

Phase  relations  are  fully  discussed  elsewhere.  Figure  109  illustrates 
an  e.m.f.  curve  and  also  a  current  curve  in  phase.  The  current  and 
voltage  are  both  at  zero  at  the  same  instants  and  also  at  maximum  values 
at  the  same  instants;  they  keep  in  step  throughout  the  cycle  and  this 
condition,  as  already  explained,  can  exist  only  in  an  alternating  current 
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circuit  having  resistance  but  no  reactance  as  the  opposing  force.  Ex¬ 
pressed  as  a  formula  then: 

P  =  EX  I 

where 

P  —  power  in  watts; 

I  —  effective  current  in  amperes; 

E  —  effective  e.m.f.  in  volts. 

In  this  case  P  =  the  true  power  (without  reactance),  the  same  as 
in  a  direct  current  circuit. 

However,  all  alternating  current  circuits  in  radio  have  some  form 
of  reactance,  either  inductive  or  capacity  reactance,  and  the  effective 
power  cannot  be  found  by  taking  the  product  of  the  voltage  and  the 
amperage.  In  order  to  take  into  account  the  reactance  factor  in  a 
practical  way,  some  commercial  transmitters  are  equipped  with  watt¬ 
meters.  The  wattmeter  is  constructed  to  compensate  for  the  power 

factor,  and  hence  the  true  power  may  be  read 
directly  from  the  scale. 

Impedance — Analogy  and  Use  of  Vector 
Diagram — Power  Factor. — Problems. — A  vec¬ 
tor  is  a  line  representing  current  or  voltage 
whose  length  indicates  its  value  or  intensity, 
and  whose  direction  with  reference  to  another 
vector  determines  the  phase  relations  between 
the  values  represented.  (See  Fig.  110.)  The 
lines  are  drawn  to  scale,  that  is,  one  inch  may 
equal  five  amperes,  but  we  must  have  differ¬ 
ent  scales  for  current  and  voltage.  The  refer¬ 
ence  vector  is  different  in  one  way  from  the 
regular  vector  in  that  it  has  a  closed  arrow¬ 
head.  Reference  vector  is  the  one  to  which 
other  vectors  in  the  diagram  would  be  referred 
in  determining  phase  relations.  The  vector  revolves  counter-clockwise. 

E  =  reference  vector  representing  voltage; 

I  =  shown  as  a  leading  current  of  45  deg. ; 

<f>  =  phase  angle  formed  by  the  phase  difference  between  I  and  E. 

When  the  voltage  and  current  are  out  of  phase  by  a  given  number 
of  degrees,  for  example,  45  deg.,  the  cosine  of  the  angle,  formed  4>,  is 
the  power  factor.  See  Fig.  110. 

This  relation  may  be  also  understood  by  reference  to  Fig.  Ill, 
where  a  boat  is  shown  moving  up  a  stream.  The  opposition  which  the 


90°  Lead 


Fig.  110. — Illustrating  the 
“lag”  and  “lead”  of  cur¬ 
rent  (I). 
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water  offers  to  the  progress  of  the  boat  is  called  the  resistance,  and  it  is 
evident  that  this  form  of  opposition  is  always  present,  even  in  calm 
and  placid  weather.  Now  let  us  assume  that  a  wind  is  blowing  across 
the  path  of  the  boat  at  90  deg.,  or  at  right  angles  to  its  direction  up¬ 
stream.  The  course  of  the  boat  upstream  is  now  changed  and  the 
direction  it  takes  is  a  resultant  of  both  oppositions  presented.  Since 
the  oppositions  of  the  water  and 
wind  occur  at  different  angles  and 
are  also  of  different  strength,  the 
resultant  is  shown  as  the  line 
drawn,  which  is  called  the  hypote¬ 
nuse,  and  it  will  indicate  the  drift 
of  the  boat.  If  there  was  no  wind 
resistance  and  only  water  resists 
ance  there  would  be  no  drift  to  the 
boat  as  it  moves  upstream.  When 
the  boat  drifts  off  its  course,  as 
shown  by  the  hypotenuse,  due  to 
any  reaction,  such  as  the  wind,  the 
angle  marked  45  deg.  on  the  draw¬ 
ing,  indicates  the  amount  of  this 
deviation.  The  movement  of  the 
boat  may  be  said  to  lag  behind  the 


Fig.  111. — A  diagram  illustrating  opposing 
forces  which  may  be  used  to  compare  the 
oppositions  encountered  in  an  a-c.  circuit. 


power  applied  to  move  the  boat  by  the  size  of  the  angle  formed  at  45 
deg.  Resultant  changes  of  energy  can  therefore  be  conveniently 
expressed  in  terms  of  angles  and  their  mathematical  equivalents. 

Any  angle  formed  is  the  result  of  a  loss  in  movement  or  energy  not 
fully  applied  and  this  we  call  a  power  factor.  It  is  obvious  that  the 
smaller  the  angle  at  <f> ,  or  45  deg.  in  this  case,  the  more  nearly  the  boat 
moves  in  a  direct  course,  and  if  the  boat  were  moving  straight  upstream 
no  angle  would  be  formed;  that  is,  there  would  be  no  angle  of  lag. 

The  science  of  angles  is  covered  in  that  branch  of  mathematics  called 
trigonometry.  If  we  consult  a  table  of  trigonometric  functions  and 
know  the  angle  of  the  lag,  the  power  factor  for  that  angle,  called  the 
cosine  of  the  angle ,  will  be  listed  in  an  adjoining  column.  We  find  that 
if  the  angle  is  small  the  power  factor  will  be  high.  The  power  factor 
cannot  be  greater  than  1,  and  it  is  only  1  when  there  is  no  angle  of  lag; 
thus  if  an  a-c.  circuit  had  no  reactance,  the  current  and  voltage  would 
then  be  in  phase. 

We  will  review  the  foregoing  discussion  with  the  practical  circuit 
and  its  vector  diagram,  as  shown  in  Fig.  112. 

The  difference  between  the  capacity  reactance,  4  ohms,  and  the 
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inductive  reactance,  10  ohms,  is  equal  to  the  circuit  reactance,  or  6 
ohms.  The  resistance  is  also  6  ohms.  Construct  parallelogram  as 
illustrated,  and  since  the  sides  are  equal,  6  ohms  each,  the  hypotenuse 
drawn  as  the  heavy  full  line  OG  will  form  an  angle  at  <f>  of  45  deg. 
The  cosine  of  this  angle  is  now  looked  up  in  the  table  of  trigonomet¬ 
ric  functions  and  45  deg.  will  be  found  to  indicate  a  power  factor  of 

0.707.  A  circuit  then 
in  which  resistance 
and  reactance  are 
equal  will  have  a 
power  factor  of  0.707, 
Again,  compare 
the  circuit  cited  above 
to  the  boat  movement 
in  Fig.  Ill,  and  it  is 
;  r  6  ohms  very  clear  that  if  the 
wind  resistance  just 
equals  the  opposition 

Fig.  112. — The  vector  diagram  depicts  the  constants  of  by  the  water, 

the  circuit  shown.  and  the  two  oppo¬ 

sitions  are  at  right 

angles,  or  90  deg.  to  each  other,  the  boat  will  drift  in  a  diagonal 
course  of  45  deg.  This  angle  indicates  the  difference  between  the 
apparent  power  expended  which  would  keep  the  boat  upon  a  straight 
course,  and  the  actual  or  true  power  which  is  expended,  because  of  the 
opposition  due  to  the  consideration  of  the  wind  resistance. 

Resonance. — If  the  inductive  reactance  X L  and  capacity  reactance 
Xc  of  an  a-c.  circuit  can  be  exactly  balanced  to  equal  zero,  the  a-c.  cir¬ 
cuit  will  have  the  characteristics  of  a  direct  current  circuit.  Whenever 
any  electrical  circuit  operates  without  reactance  effects,  the  power  fac¬ 
tor  under  such  conditions  will  equal  1,  because  only  the  ohmic  resist¬ 
ance  opposes  the  current  flow.  With  zero  reactance,  or  when  the 
power  factor  is  equal  to  1,  a  circuit  is  in  a  condition  of  resonance,  the 
voltage  and  current  are  both  in  phase;  they  reach  their  maximum  and 
minimum  values  at  the  same  instant. 

Resonance  is  an  ideal  condition  to  be  obtained  in  an  alternating 
current  circuit  for  the  maximum  true  power  or  actual  watt  power  is 
equal  to  the  product  of  the  voltage  and  the  current.  In  this  case  the 
watt  power  is  measured  like  that  in  a  direct  current  circuit. 

Resonance  and  its  direct  dependence  upon  reactance  have  been  ex¬ 
plained  in  several  paragraphs  elsewhere  in  this  book  in  the  expectation 
that  some  of  the  analogies  may  make  clear  the  practical  application  of 
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alternating  current.  This  subject  of  reactance  and  impedance  is  of 
major  importance  because  it  covers  control  and  regulation,  and  the 
function  of  every  piece  of  apparatus  used  in  an  alternating  current 
circuit  may  be  explained  by  its  laws. 

The  simple  problems  given  here  are  illustrated  and  solved  to  assist 
the  reader  in  the  general  use  of  the  vector  method  of  treating  these  con¬ 
ditions  which  graphically  show  the  occurrences  in  the  circuit,  and  it 
may  prove  valuable  as  a  step  toward  a  more  advanced  study  of  radio 
theory  and  alternating  currents. 

Parallel  Problem. — The  problem  in  this  parallel  arrangement  is  to 
find  the  current  flow  and  also  the  watt  power.  Refer  to  the  problem 


Fig.  113. — Illustrating  the  effects  of  reactances  and  resistance  in  an  a-c.  circuit. 

diagram,  Fig.  113,  of  the  circuit  and  the  presentation  of  this  circuit  by 
the  vector  diagram  on  the  right  in  the  figure. 

Ir  =  current  through  R  =  12  amperes, 

IL  =  current  through  L  —  21  amperes, 

Ic  =  current  through  C  =  37  amperes. 

The  voltage  across  Ry  L  and  C  is  similar  and  let  us  say  equal  to 
300  volts;  and  since  all  of  these  elements  are  in  parallel  connection  we 
will  use  E  voltage  as  the  reference  vector  and  construct  the  parallelogram 
as  shown  in  the  figure. 

IR  is  in  phase  with  E  voltage,  because  there  is  only  resistance  in 
this  branch  of  the  circuit. 

Ic  leads  E  by  90  deg,  because  there  is  only  capacity  in  this  branch 
of  the  circuit. 
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II  lags  E  by  90  deg.  because  there  is  only  inductance  in  this  branch 
of  the  circuit. 

Ic  —  II  =  lx  or  37  —  21  =  16  whence  Ix  =  16. 

All  of  the  above  phase  relations  are  shown  by  the  vector  diagram. 
Draw  hypotenuse  /.  By  the  Pythagorean  theory  the  square  of  the 
hypotenuse  equals  the  sum  of  the  squares  of  the  other  two  sides. 

Then 

J2  =  /*2  +  Ix 2 

or 

I  =  V IR2  +  Ix2  Substitute  R  and  X  values. 

Then 

I  =  Vl22  +  162 

I  =  V400  =  20. 

Whence 

/  =  20  amperes,  the  current  flow  in  the  circuit. 


Fig.  114. — A  problem  in  a  series  a-c.  circuit  in  which  the  line  voltage  is  to  be  found. 


Power  Factor  (P.F.)  =  “  ra^°  current  flowing  through  the 


resistance  branch  to  that  current  flowing,  where  the  impedance  of  the 
entire  circuit  is  considered. 

Substituting  current  values,  P.F.  =  —  0.6. 

If  true  power  in  watts  =  I  X  E  X  P.F.  in  alternating  current, 
then  true  power  in  watts  =  20  X  300  X  0.6 
or  true  power  in  watts  =  3600  watts. 


Series  Problem. — The  problem  given  in  the  series  circuit  illustrated 
in  Fig.  114,  with  the  circuit  and  its  vector  diagram,  is  to  find  the  result¬ 
ant  voltage  impressed  across  a  circuit,  and  also  the  watt  power  in  the 
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circuit,  when  the  current  flow  and  the  individual  voltage  readings 
across  the  inductance,  condenser  and  resistance  are  known. 

One  may  easily  solve  the  problem  by  remembering  the  following 
current  and  voltage  relations: 

Er  —  A  circuit  which  consists  only  of  resistance.  In  such  a 
circuit  the  voltage  is  always  in  phase  with  the  current. 

El  =  A  circuit  which  consists  only  of  inductance.  In  a  cir¬ 
cuit  of  this  kind  the  current  lags  the  voltage  by  90 
deg. 

Ec  =  A  circuit  which  consists  only  of  capacity.  Here,  the 
current  leads  the  voltage  by  90  deg. 

1.  Let  voltage  across  resistance  Er  =  9  volts. 

2.  Let  voltage  across  inductance  EL  ~  30  volts. 

3.  Let  voltage  across  condenser  Ec  =  18  volts. 

These  facts  are  illustrated  by  the  diagram,  where  the  current  is  the 
reference  vector ,  the  voltage  being  compared  in  each  case  with  the  cur¬ 
rent.  The  horizontal  line  (current  axis)  01  is  the  reference  vector. 

(1)  In  the  case  when  resistance  Er  is  in  phase  with  the  current,  ER 

is  plotted  along  the  same  direction  and  coincides  with  0/,  being  drawn 

as  0Er .  The  vertical  line  is  drawn  at  90  deg.  to  OI  in  order  to 

illustrate  the  reactance  values  on  this  line  either  above  or  below  zero. 

(2)  In  the  case  of  the  inductance  path  a  line  drawn  above  O  will 
show  a  current  lag  of  90  deg.,  or  EL- 

(3)  In  the  case  of  the  capacity  of  the  circuit  the  line  drawn  below 
0  will  show  a  current  lead  of  90  deg.,  or  Ec . 

The  difference  between  El,  30,  and  Ec ,  18,  is  the  resultant  effect 
of  the  inductance  and  the  capacity  reactances,  shown  at  Ex  as  12  volts. 
Now  this  resultant  reactance  voltage,  Ex,  and  the  voltage  across  Er 
are  combined  to  find  the  total  effect.  The  parallelogram  is  constructed 
by  drawing  dotted  lines  as  shown,  and  the  heavy  line  drawn  as  the 
hypotenuse  or  diagonal,  designated  as  E ,  will  equal  the  voltage  for  the 
whole  circuit. 

In  the  parallelogram  the  square  of  E  equals  the  sum  of  the  square 
of  Er  and  Ex  or: 

E 2  =  Er 2  +  Ex 2 

then 

E2  =  92  +  122 
or 

E  =  a/81  +  144  =  V225 

whence 

E  =  15  volts,  total  e.m.f.  impressed  on  the  circuit. 
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In  reality  this  procedure  carries  out  the  suggestions  offered  in  the 
boat  analogy  where  its  diagram  represents  the  actual  movement  of  the 
boat  as  governed  by  the  prevailing  opposing  forces.  In  ascertaining 
how  much  of  the  applied  voltage  is  actually  available  after  the  opposi¬ 
tions  of  resistance  and  reactance  have  been  considered,  the  cosine  of 
the  angle  <p  formed  by  E  and  ER  is  the  power  factor,  as  is  also  the 
voltage  across  the  resistance  divided  by  the  voltage  across  the  line. 


The  ratio  of 


Er 

Is 


_  9 


“  TT 


0.6,  the  power  factor. 


In  alternating  current :  Watts  power  =  E  X  /  X  power  factor,  then 
by  substitution  of  known  values  as  found  above: 


whence 


Watts  power  =  15  X  5  X  0.6 
Watts  power  =  45  watts. 


All  of  the  voltage  readings  given  in  this  problem  are  effective  read¬ 


ings,  such  as  would  be  indicated 
on  an  a-c.  voltmeter  if  con¬ 
nected  across  the  different  ap¬ 
paratus  and  portions  of  the 
circuit  where  the  values  are 
given.  The  result  bears  out 
what  is  otherwise  known  about 


Current  Leads  Voltage  90° 


the  peculiar  distribution  of  volt¬ 
age  through  a  series  a-c.  circuit. 

The  three  problems  which 
are  given  herewith,  with  figure 
diagrams  illustrating  each  one, 
may  serve  to  acquaint  the  reader 
further  with  the  use  of  formulas 
that  are  frequently  employed: 

I.  To  find  the  inductive  react¬ 
ance  refer  to  Fig.  103. 

=  2  rfL 


Fig.  115. — Showing  how  the  current  would 
lead  the  voltage  by  90  deg.  if  only  capac¬ 
ity  were  present  in  an  a-c.  circuit. 


If  frequency  /  =  50  cycles 
Inductance  L  —  0.02  henry 


r  -  3.1416 


XL  =  2x  X  50  X  .02 


XL  =  6.2832  X  1 

whence  XL  —  6.2832  ohms,  inductive  reactance. 
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II.  To  find  the  capacity  reactance  refer  to  Fig.  115. 


1 

Xc  =  2  x/C 

If  frequency  /  =  50  cycles 
Capacity  C  =  .00005  farad 
x  =  3.1416 


whence  Xc  =  63.0  ohms 


Xc  = 


1 _ 

2t  X  50  X  .00005 

1 

.015708 


III.  To  find  the  impedance  Z  refer  to  Fig.  108. 

z  =  VbJTTxl  -  Xc)* 

Let  resistance  R  =  6  ohms 

Capacity  reactance  Xc  =  14  ohms 
Inductive  reactance  Xl  =  22  ohms 

Z  =  V/6*  +  (22  -  14)* 

Z  =  V36  +  64  or  V^TOO 

whence  Z  —  10  ohms,  the  total  opposition  including  the  resistance  and  all 
reactance. 


Parallel  and  Series  Resonance. — The  circuit  described  in  the  prob¬ 
lem  under  Fig.  113  is  one  where  the  quantities  L,  C  and  R  are  connected 
in  parallel,  and  it  was  proven  in  solving  the  problem  that  the  total 
current  is  less  than  the  separate  currents.  This  is  a  phenomenon  due 
to  the  effect  of  impedance,  which  in  a  parallel  circuit  is  very  large,  but 
in  a  series  circuit  is  small. 

In  a  circuit,  as  in  Fig.  114,  in  which  inductance  L  and  capacity  C 
are  combined  in  series,  the  individual  voltages  across  the  coil  and  con¬ 
denser  exceed  the  resultant  voltage  across  both,  which  was  proven  in 
the  problem. 

In  the  circuit  illustrated  in  Fig.  113,  the  inductance,  capacity  and 
resistance  are  all  connected  in  parallel,  and  the  same  e.m.f.  is  impressed 
across  each  one,  as  in  the  case  of  resistances  connected  in  parallel. 

1.  A  circuit  in  which  only  a  condenser  is  used  would  be  called  a 
circuit  of  aU  capacity  and  the  current  would  lead  the  voltage  by  90 
deg.  In  the  circuit  illustrated  in  Fig.  115  the  sine  curves  of  e.m.f. 
and  current  shows  a  leading  current. 

2.  In  a  circuit  including  only  inductance,  the  current  lags  behind 
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the  voltage  90  deg.,  as  illustrated  by  the  diagram  in  Fig.  103,  and  the 
reference  graph. 

3.  In  a  circuit  where  resistance  is  the  only  form  of  opposition  there 
are  no  lagging  or  leading  effects  and  the  current  and  voltage  are  in 
phase,  as  illustrated  by  the  diagram  in  Fig.  102,  and  the  reference  graph. 

For  all  practical  purposes  there  are  no  circuits  encountered  which 
employ  only  the  use  of  a  condenser — there  is  always  found  some  form 
of  inductance  present.  Therefore,  the  difference  in  the  magnitude 
which  either  presents,  that  is,  whether  there  is  a  predominance  of  either 
capacity  or  inductance,  must  all  be  considered,  with  the  usual  results 
that  in  the  practical  circuits  there  will  be  some  phase  displacement  and 
the  circuit  will  have  a  power  factor  which  is  less  than  1.0.  The  illus¬ 
tration  of  an  alternating  current  circuit,  Fig.  108,  with  the  graph,  shows 
the  possible  conditions  that  may  exist  in  a  practical  circuit.  The  graph 
shows  the  current  lagging  a  few  degrees  behind  the  voltage. 

Reactance  and  Relation  to  Watt  Power. — In  a  direct  current  circuit 
the  effect  of  the  counter  e.m.f.  of  self-inductance  is  only  momentary, 
either  while  the  current  is  rising  through  its  transient  state  until  it 
reaches  its  steady  status,  or  normal  value,  or  while  the  current  is  de¬ 
creasing  from  its  normal  value  back  to  a  zero  value.  The  current  in  a 
direct  current  circuit  undergoes  a  change  in  strength  only  when  the 
current  is  turned  on  or  off,  that  is,  when  the  circuit  is  opened  or  closed. 

The  curve  in  Fig.  98  illustrates  the  growth  or  gradual  rise  of  the 
current  from  A  to  B  when  the  circuit  in  Fig.  100  is  closed,  the  normal 
or  steady  current  flowing  from  B  to  C  in  Fig.  98  during  the  interval 
the  circuit  remains  closed,  and  the  gradual  decay  or  decrease  back 
to  zero  from  C  to  D  when  the  circuit  is  opened. 

In  an  alternating  current  circuit  the  effects  of  the  induced  voltages 
due  to  self-inductance  are  continuous  because  the  currents  are  con¬ 
tinually  undergoing  a  change  in  strength  and  also  reversing  in  direction. 
The  use  of  coils  or  windings  adds  to  the  inductance  of  the  circuit. 

Given  a  circuit  that  includes  inductance,  it  is  found  that  the  voltage 
impressed  upon  the  circuit  does  not  reach  its  maximum  value  the  same 
instant  with  the  current.  The  current  lags  behind  the  voltage.  The 
difference  in  phase  is  called  phase  displacement.  It  is  necessary  in 
the  practical  radio  field  to  resort  to  the  use  of  a  wattmeter  to  obtain  the 
true  power,  although  it  may  be  found  if  we  know  the  resistance  R  and 
impedance  Z  of  the  circuit. 

R 

The  ratio  of  —  is  equal  to  the  power  factor. 

/ 

Without  the  use  of  a  wattmeter  we  can  determine  the  true  power  in 
watts,  provided  we  know  the  current  in  amperes  as  indicated  on  the 
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ammeter,  the  e.m.f.  as  shown  on  the  voltmeter,  the  resistance  of  the 
circuit  in  ohms,  and  also  the  impedance  of  the  circuit  in  ohms.  The 
formula  will  read  as  follows: 

P  =  E  X  /  X  — . 

Z 

The  nature  of  self-inductance  is  fully  explained  elsewhere  in  this 
volume. 

In  a  circuit  where  opposing  pressures  are  induced,  this  form  of 
opposition  is  known  as  reactance. 

It  is  obvious  that  in  a  circuit  where  reactance  voltages  are  set  up, 
they  must  affect  the  impressed  or  effective  voltages  which  we  have 
been  discussing,  and  the  true  power  of  this  circuit  is  called  the  apparent 
power,  for  it  cannot  now  be  the  product  of  the  impressed  voltage  and 
the  current. 

The  product  readings  on  the  voltmeter  and  ammeter  will  give  the 
actual  power  consumption  in  watts  in  a  d-c.  circuit  where  no  reactance 
effects  exist.  On  the  other  hand,  in  an  alternating  current  circuit  where 
reactance  voltages  are  developed,  the  product  of  the  volts  times  amperes 
gives  only  the  apparent  wattage. 

It  is  clear  that  we  must  find  some  sort  of  a  value  which  will  give 
the  difference  between  the  apparent  watt  power  and  the  true  watt 
power.  This  value  will  then  really  indicate  the  extent  or  magnitude 
with  which  reactance  voltages  are  affecting  the  applied  e.m.f.  driving 
the  circuit.  This  value  is  called  a  power  factor. 

The  true  power  then  is  expressed  as  follows: 

P  =  E  X  I  X  Power  Factor  (P.F.) 

The  power  factor  is  the  ratio  of  the  true  watts  to  the  apparent  watts. 
For  example: 

The  power  panel  of  a  radio  transmitter  may  include  the  following 
instruments:  an  a-c.  voltmeter,  a-c.  ammeter,  and  wattmeter.  These 
instruments  are  usually  connected  in  the  primary  circuit  of  the  high- 
power  transformer  to  indicate  the  input  power  to  the  transformer.  Let 
us  assume  that  the  voltmeter  reads  110  volts,  which  is  the  effective 
voltage,  and  the  ammeter  indicates  an  effective  current  flow  of  10 
amperes.  The  product  of  the  volts  times  amperes  equals  the  apparent 
watts ,  or  E  X  I  —  apparent  watts,  or  110  X  10  =  1100  watts,  appar¬ 
ent  power.  The  wattmeter  may  read,  let  us  say,  600  watts,  for  it  is 
indicating  the  true  or  actual  power,  because  the  movement  in  the  instru¬ 
ment  is  designed  to  read  correctly  the  power  consumption  independent 
of  the  phase  displacement. 
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The  ratio  of  the  true  watts  to  the  apparent  watts  is  the  power  factor 
and  for  the  particular  conditions  cited  above  the  power  factor  equals 

600 

Hoo  =  60  per  cent 

Further  practical  discussions  follow  on  power  factor  and  measure¬ 
ments. 

Impedance  Illustrated  with  a  Diagram. — The  three  opposing  forces, 
resistance,  inductive  reactance,  and  capacity  reactance,  are  impeding 
in  different  ways,  and  also  at  different  times.  The  direction  of  a  force 
may  be  indicated  by  an  arrow  and  the  difference  in  time  in  which  the 
forces  act  may  be  taken  as  a  difference  in  degrees  of  a  circle.  An  arc 
and  an  angle  are  thus  constructed  when  there  is  any  difference  in  time 
in  which  two  forces  are  acting  (Fig.  110)  and,  in  this  way,  respective 
relations  and  magnitude  of  the  forces  opposing  alternating  current  may 
be  illustrated.  The  graphic  illustration  is  called  a  vector  diagram ,  and 
it  is  the  only  way  in  which  the  phase  relations  are  easily  read.  It  is 
simple  to  understand  when  one  becomes  familiar  with  its  use.  Refer 
to  the  boat  analogy. 

For  example:  Since  the  resultant  reactance  of  a  circuit  is  the  differ¬ 
ence  between  the  inductive  reactance  and  the  capacity  reactance  it 
may  be  illustrated  as  in  Fig.  112. 

Let  XL  =  10  ohms  and  Xc  =  4  ohms. 

The  resultant  reactance  of  6  ohms  is  plotted  on  the  perpendicular 
line,  and  is  shown  as  the  line  OX. 

The  resistance  R  is  plotted  on  horizontal  axis  OR,  which  is  at  right 
angles  or  90  deg.  to  the  reactance  vector. 

Now  construct  a  parallelogram,  as  shown  by  the  dotted  lines,  and 
draw  the  hypotenuse  OG .  By  the  Pythagorean  theorem,  the  square 
of  the  long  side  Z,  or  hypotenuse,  is  equal  to  the  sum  of  the  squares  of 
the  two  other  sides  X  and  R .  The  hypotenuse,  Z,  is  the  resultant  or 
total  of  all  oppositions,  namely,  reactance  X  and  resistance  R ,  which, 
as  previously  stated  are  termed  impedance. 

Capacity  and  Resistance  in  Series — How  to  Visualize  the  Effect  of 
Capacitance  in  an  A.C.  Circuit. — The  following  experiment  will  give  the 
reader  a  means  for  visualizing  the  effect  of  capacity  when  inserted  in 
an  alternating  current  circuit: 

The  effect  of  capacitance  in  an  alternating  current  circuit  is  to  pro¬ 
duce  a  capacity  reactance  in  the  circuit  which  opposes  current  flow  in 
the  same  way  that  resistance  opposes  current  flow  and  the  reactance 
will  vary  for  either  a  change  in  the  frequency  of  the  current  or  for  any 
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change  in  the  capacitance  of  a  condenser.  Both  capacity  reactance  and 
resistance  are  measured  by  the  same  unit  of  opposition,  the  ohm. 

Let  us  connect  a  110- volt,  100-watt  lamp,  and  an  a-c.  ammeter  in  a 
series  arrangement  as  illustrated  in  Fig.  116.  Now  connect  this  circuit 
to  the  lighting  socket.  Clips  should  be  attached  to  the  wires  running 
to  the  condenser  lugs  shown  as  A  and  By  so  that  the  condenser  may  be 
easily  removed  from  the  circuit  and  the  wires  clipped  together  to  remove 
all  capacity  from  the  circuit.  This  provides  a  convenient  means  for 
substituting  other  condensers  having  different  capacitance  values. 


Fig.  116. — An  experimental  circuit  to  show  the  retarding  effect  upon  current  flow 
when  capacity  (condenser)  is  connected  in  a  low-frequency  alternating  current 

circuit. 

Now,  with  the  first  condenser  connected  in  the  circuit  as  shown  in  the 
illustration,  the  experiment  is  started.  The  filament  wire  is  the  only 
resistance  in  the  circuit,  if  the  resistance  of  the  connecting  leads  is 
considered  negligible. 

Now  insert  the  plug  in  the  receptacle,  thereby  supplying  power  to 
the  experimental  circuit.  Let  us  assume  that  the  filament  in  the  lamp 
will  not  light.  Next,  turn  the  power  off  and  touch  both  terminal  lugs 
of  the  condenser  with  the  metal  shank  of  a  screwdriver  in  order  to  remove 
any  charge  which  remains  in  the  condenser.  Caution. — Hold  the  screw¬ 
driver  only  by  the  wooden  handle,  and  as  far  from  the  metal  shank  as 
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possible.  This  precaution  will  protect  one  from  receiving  a  shock  from 
a  charged  condenser.  Remove  this  condenser  from  the  circuit  and 
connect  the  clips  together,  allowing  current  to  flow  through  the  filament 
wire,  and  the  lamp  will  be  seen  to  glow  brilliantly  without  any  capacity 
in  the  circuit. 

From  this  experiment  it  is  evident  that  although  an  alternating  cur¬ 
rent  was  applied  to  the  condenser  it  would  not  “  pass  ”  sufficient  alter¬ 
nating  current  to  light  the  lamp.  This  proves  that  the  condenser 
capacitance  we  have  just  used  is  of  incorrect  value  for  this  particular 
line  current  frequency.  It  offers  such  a  high  reactance  to  the  alternat¬ 
ing  current  that  this  reactance  or  opposition  amounts  to  practically  the 
same  thing  as  placing  a  very  high  resistance  in  the  circuit  and  thereby 
limiting  the  current  flow.  This  is  why  capacity  reactance  is  measured 
in  the  same  units  of  an  ohm  as  resistance,  because  it  is  seen  that  it  can 
retard  or  oppose  a  flow  of  alternating  current. 

Now,  connect  A  and  B  to  a  variable  air  type  receiving  condenser. 
The  lamp  will  not  light  in  this  instance.  Therefore,  the  reactance  of 
this  condenser  is  also  too  great,  for  an  insufficient  charge  is  absorbed 
by  the  condenser  dielectric  (air  in  this  instance).  Consequently,  the 
air  condenser  at  this  frequency  will  not  have  the  effect  of  passing  the 
alternating  current.  The  air  dielectric  and  the  low  capacity  of  the 
condenser  do  not  permit  a  high  displacement  current.  The  air  con¬ 
denser  is  also  seen  to  act  like  a  very  high  resistance  in  cutting  down  or 
opposing  the  current  flow. 

We  will  now  remove  the  air  condenser  and  connect  in  its  place  a 
mica  or  paper  condenser  of  about  2.0  microfarads  capacity.  This  time 
the  lamp  may  glow  dimly,  because  more  current  is  now  passing  through 
the  line  up  to  the  condenser  and  charging  the  condenser,  and  since  the 
filament  of  the  lamp  must  carry  also  the  same  current  which  is  flowing 
to  the  condenser  the  lamp  in  this  case  has  received  sufficient  heat  from 
this  current  to  become  incandescent. 

Remove  the  2.0-mfd.  condenser  from  the  circuit  and  substitute  a 
condenser  having  a  capacitance  of  7.0-mfd.,  and  the  lamp  will  no  doubt 
glow  brightly.  Again  substitute  the  7.0-mfd.  condenser  for  one  of  15.0- 
mfd.  capacity.  The  brilliancy  of  the  lamp  will  this  time  be  greatly 
increased.  This  follows  because  the  high-capacity  condensers  require 
more  current  flow  in  the  line  to  place  a  higher  charge  in  them,  and  the 
frequency  of  the  current  is  more  suited  to  allow  this  result.  That  is, 
more  electrons  must  flow  through  the  circuit  up  to  the  larger  condenser 
to  “  fill  ”  it,  causing  a  larger  displacement  current  to  flow  than  in  the 
case  of  the  smaller  condenser. 

Electrons  do  not  actually  pass  through  the  dielectric  material,  al- 
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though  they  do  pass  through  the  external  circuit  to  and  from  the  con¬ 
denser.  The  effect  upon  the  circuit  is,  of  course,  to  increase  current 
flow  when  a  greater  mass  of  electrons  flow  up  to  and  away  from  a  con¬ 
denser. 

The  frequency  of  the  current  which  places  the  charge  in  the  con¬ 
denser  in  each  case  remains  constant  at  60  cycles  because  this  was  fur¬ 
nished  by  the  power  generators  which  supplied  the  a-c.  mains,  from 
which  our  experimental  circuit  is  being  operated.  The  frequency  of 
the  110- volt  supply  being  constant,  the  current  was  made  to  increase 
and  decrease  in  strength  by  the  variations  in  capacity. 

An  alternating  current  ammeter  connected  in  series  with  this  circuit 
also  would  have  given  us  a  visual  indication,  for,  each  time  the  lamp 
became  more  brilliant,  the  current  reading  indicated  by  the  meter 
would  show  an  increase.  Each  time  the  lamp  became  dim,  the  meter 
would  be  lower  in  reading.  From  this  it  is  seen  that  the  current  varied 
in  the  circuit  for  the  changes  in  capacity.  This  effect  which  a  con¬ 
denser  produces  in  a  circuit  is  called  capacity  reactance,  and  the  react¬ 
ance  voltage  causes  a  variation  of  current  the  same  as  might  be  caused 
by  any  given  change  of  resistance. 

Since  the  oppositions  presented  by  capacity  reactance  have  the 
effect  of  regulating  current  flow,  it  should  be  clear  why  capacity  react¬ 
ance  is  measured  in  the  units  of  an  ohm,  and  also  why  a  condenser 
must  have  the  correct  capacitance  for  the  particular  frequency  of  the 
current  which  is  charging  it. 

This  experiment  cannot  be  carried  any  further  with  the  circuit  at 
hand,  but  an  additional  fact  may  be  noted.  With  the  first  two  con¬ 
densers  connected  in  the  circuit  which  would  not  pass  sufficient  current 
to  light  the  lamp,  if  it  were  possible  to  change  the  frequency  of  the  cur¬ 
rent  supplied  from  the  lighting  mains,  the  smaller  condensers  which 
would  not  pass  a  60-cycle  alternating  current  would  efficiently  pass  a 
current  of  some  higher  frequency. 

Let  us  assume  that  with  the  first  condenser  connected  again  in  the 
circuit  the  frequency  of  the  charging  current  is  made  to  increase  from 
60  cycles  to  500  cycles,  or  more,  and  it  is  found  that  the  lamp  would 
now  light  under  these  conditions.  This  would  prove  a  very  important 
point  in  the  use  of  condensers.  When  the  capacity  of  a  condenser  is 
fixed  and  unchangeable  it  should  be  used  in  a  circuit  where  a  known 
frequency  of  current  will  flow.  When  the  frequency  of  the  current  is 
not  known,  but  the  upper  and  lower  limits  through  which  it  might 
change  are  known,  then  a  variable  condenser  must  be  used  so  that  the 
condenser  may  be  set  at  the  correct  capacity  for  any  given  frequency  of 
current.  The  latter  process  comes  under  the  caption  of  “  tuning  a 
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circuit  ”  where  a  change  of  capacity  is  made  so  that  the  capacity  reactance 
of  the  circuit  will  be  made  as  low  as  possible,  thereby  permitting  maxi4 
mum  alternating  current  to  flow. 

The  above  experiment  can  be  safely  carried  out,  even  though  one 
of  the  condensers  used  might  be  short-circuited,  because  the  110- volt 
lamp  must  remain  in  the  circuit,  and  it  will  act  as  a  load  on  the  110- 
volt  a-c.  supply — the  condensers  simply  being  connected  in  series  with 
it.  A  shorted  condenser  is  one  in  which  either  the  dielectric  is  fractured 
or  the  opposite  plates  touch  each  other.  When  a  punctured  con¬ 
denser  is  placed  in  a  circuit  supplied  with  an  e.m.f.,  the  dielectric 
will  not  be  capable  of  building  up  an  electrostatic  charge,  or,  in 
other  words,  displacement  current  will  not  flow,  whereas  conduction 
current  will  flow  through  the  dielectric  from  plate  to  plate  of  the 
damaged  condenser. 

The  sum  of  the  effects  of  the  resistance  and  the  capacity  reactance 
given  to  the  circuit  by  the  filament  and  the  condenser  will  now  be  dis¬ 
cussed.  While  the  two  oppositions  are  expressed  in  numerical  values, 
in  the  unit  of  an  ohm,  these  values  do  not  add  to  one  another ,  but  the  two 
oppositions  combine  as  described  in  the  following  manner: 

Other  sections  have  completely  explained  the  use  of  a  simple  vector 

diagram  showing  how  to  indicate  the 
effect  of  capacity  reactance  and  resist¬ 
ance  in  a  circuit.  Here  is  repeated 
only  the  part  pertaining  to  the  problem 
at  hand  in  order  to  work  out  an  easy 
practical  solution  from  the  experiment. 
Assume  that  the  lamp  resistance  is  100 
ohms  and  that  the  reactance  (opposi¬ 
tion),  with  one  of  the  condensers  con¬ 
nected  in,  is  50  ohms.  The  total  op¬ 
position  is  then  expressed  as  given  in  Fig.  117. 

Horizontal  line  OR  is  drawn  to  equal  the  resistance  of  the  lamp, 
100  ohms.  The  vertical  axis  OX  representing  reactance  is  drawn  in  a 
direction  at  right  angles,  or  90  deg.,  from  the  horizontal  axis  OR ,  rep¬ 
resenting  resistance.  If  a  line  is  projected  upward  from  R  and  a  hori¬ 
zontal  line  is  drawn  from  the  point  X ,  the  two  lines  will  intersect  at  F . 

The  figure  just  constructed  is  called  a  parallelogram,  and  a  line 
drawn  diagonally  across  as  shown  in  the  diagram  is  called  the  hypote¬ 
nuse  of  the  triangles  formed.  This  line  indicates  the  oppositions  which 
both  resistance  and  reactance  offer,  and  is  called  impedance,  for  which 
we  use  a  symbol  Z.  The  inductance  of  the  filament  and  connecting 
leads  in  Fig.  116  is  negligible.  The  hypotenuse  is  equal  to  the  sum  of 


Fig.  117. — The  impedance  formula 
and  its  practical  application  in  a 
vector  diagram. 
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of  the  sum  of  the  squares  of  the  other  two  sides  of  the  triangle.  Therefore, 
since  one  side  is  equal  to  50  ohms  and  the  other  is  equal  to  100  ohms, 


7502  +  1002  =  V 2500  +  10000 


The  effects  of  the  condenser  connected  in  and  out  of  the  cir6uit  in 
*Fig.  116  may  be  briefly  stated. 

With  only  the  lamp  in  the  circuit  the  total  resistance  was  100  ohms, 
and  it  is  evident  that  by  connecting  a  condenser  having  a  reactance 
opposition  of  50  ohms,  the  total  resistance  of  the  circuit  was  increased 
actually  only  a  little  over  11  ohms.  This  proves  that  reactances  and 
resistances  are  not  numerically  added  to  find  total  oppositions. 

Inductance  Formula. — The  inductance  of  a  circuit  is  deduced  from 
the  formula  for  the  frequency  /.  When  the  frequency  of  the  current 
and  the  capacitance  of  a  circuit  are  known,  the  inductance  may  then 
be  deduced  from  the  following  formula: 

Let 


/  = 

2  *VlC 

Then 

/  = 

1 

6.28VZC 

By  transposition 

T  — 

1 

Lj  — 

39.5  X/2  X  C 

Whereas 

T  __ 

1 

IJ  — 

39.5  X/2  X  C  X  108 

7T  = 

3.1416 

108  =  factor  used  to  cover  unit  quantity  of  flux, 
100,000,000  lines  of  force. 


The  inductance  of  a  coil  is  determined  from  its  physical  dimensions 
and  also  by  the  amount  of  flux  which  would  permeate  the  circuit,  using 
the  unit  quantity  of  100,000,000  magnetic  lines  of  force  as  a  factor. 
Then 

L  ^  N2  X  Ha  X  A 
-  100,000,000  X  l 


where  L  =  inductance  of  the  coil  in  henrys; 

N  =  number  of  turns  of  wire  on  the  coil; 

Ha  —  permeability  of  the  magnetic  circuit;- 
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A  =  cross-sectional  area  of  inside  of  coil  in  square  inches; 
l  =  length  of  the  core  (if  an  iron  core  the  length  of  the  iron;  if 
an  air  core  the  length  of  the  coil). 

Inductances  in  Series. — When  inductances  are  connected  in  series, 
their  individual  values  are  added  together  to  find  the  total  inductance, 
in  the  same  manner  that  the  sum  of  the  individual  resistances  in  a  series 
circuit  equals  the  total  resistance.  (Refer  to  Fig.  118.) 

Equation  (1):  L  =  L\  +  L2  +  2 M; 

L  —  total  inductance; 

M  =  mutual  inductance. 


Fig  118.  Fig.  119. 

Fig.  118. — Inductances  connected  in  series. 

Fig.  119. — Inductances  connected  in  parallel. 


Inductances  in  Parallel. — When  several  inductances  are  connected 
in  a  parallel  arrangement  as  shown  in  Fig.  119,  the  total  inductance  is 
computed  as  follows : 


(2) 


Li  X  L2  —  M2 
Li  “f*  Ld2  —  2M 


Note . — If  the  coils  L\  and  L2  are  so  far  apart  in  the  circuit  that  the 
mutual  inductance  M  is  so  negligible  that  no  effects  are  produced  by 
one  coil  upon  the  other,  then  equations  (1)  and  (2)  are  simplified.  Refer 
to  the  explanation  on  “  Mutual  Inductance.” 

Inductance  Calculation. — A  practical  formula  for  determining  the 
approximate  number  of  turns  required  in  a  coil  where  the  inductance  in 
henrys  and  also  the  physical  size  of  the  completed  unit  are  predeter¬ 
mined  is  worked  out  below,  where 

_  L  X  25,300,000 
r2  XnX  K 

where  N  =  the  total  number  of  turns  to  be  wound  on  the  coil. 

The  ratio  of  the  length  l  of  a  coil  to  its  diameter  d  is  given  as  a  con¬ 
stant,  K ,  which  equals  diameter  divided  by  length. 
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11  i  d  3  inches  ,  .  _  . 

In  a  given  problem  where  7  = - : —  the  ratio  will  be  1 : 1  and  the 

“  l  3  inches 

constant  K  for  this  ratio  equals  0.7.  The  number  of  turns  included  in  1 
centimeter  equals  n.  One-half  the  coil  diameter  equals  r  (radius),  and 
this  value  squared  gives  the  factor  r2.  However,  r  must  be  in  terms 
of  centimeters  when  applied  to  the  formula.  (To  change  inches  to 
centimeters  multiply  number  of  inches  by  2.54.) 

Certain  types  of  coils  are  closely  wound,  that  is,  the  insulation 
around  adjacent  turns  touch;  hence  the  diameter  of  the  wire  and  the 
thickness  of  the  insulation  materials  used  will  determine  how  many 
turns  can  be  included  in  the  given  length  of  one  centimeter.  When 
coils  are  space-wound,  the  turns  not  touching,  the  diameter  of  the  wire 
and  its  insulation  plus  the  distance  between  the  adjacent  turns  (the  pitch 
of  the  winding)  will  determine  how  many  turns  can  be  wound  in  the 
given  length  of  one  centimeter. 

Also  let  L  equal  the  inductance  in  henrys  and  r2  equal  the  radius  of 
the  coil  in  centimeters  squared  (the 
measurement  r *  is  obtained  by  multi-  j 

plying  the  radius,  if  given  in  inches,  J  7  Turns,l _ _ _ „ 

byL^;“rsLt .  co, 

having  the  inductance  of  approxi-  ^Jllllllllllllllllllljljjj^^ 
mately  0.0002  henry  the  length  and 

diameter  of  the  coil  must  first  be  L - length - ► 

decided  upon.  Let  the  coil  be  3  in.  y  K=  Ratio  Diameter 

in  length  and  3  in.  in  diameter,  as  Length 

illustrated  in  Fig.  120.  Along  every  Fig.  120.— A  method  suggesting  how 
centimeter  of  its  length  wind  7  turns  .  .  ,  J 

*— 1  po  r>t  j  J  otan 

of  wire.  By  substitution  of  these 

predetermined  values  in  the  formula  and  then  solving,  the  result  will 
give  the  total  number  of  turns  necessary  to  provide  the  requisite 
inductance  value. 

The  number  of  turns  found  by  the  solution  of  the  foregoing  formula 
will  be  only  approximate.  Whether  the  number  of  turns  should  be 
increased  or  decreased  may  be  determined  accurately  by  calibration 
with  a  known  standard  of  inductance,  or  by  actually  connecting  the 
inductance  in  a  receiving  set  and  noting  the  wavelength  range  covered 
when  the  tuning  condenser  is  set  at  the  upper  and  lower  limits.  By 
substitution: 


.0002  X  25,300,000 
3.82  X  7  X  .7 
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Hence 


N  =  71  turns. 


In  the  above  formula  the  value  3. 8 2  equals  r2,  found  by  squaring  the 
product  of  one-half  the  diameter  in  inches  by  the  conversion  factor 
2.541;  is  equal  to  (1.5  X  2.54) 2  is  equal  to  (3.8) 2.  K  equals  the  diam¬ 
eter  divided  by  the  length  or  -  or  f  =  1.  The  constant  K  for  the 
ratio  1  to  1  is  0.7. 

How  to  Find  Inductance  to  Match  Known  Capacity. — The  induc¬ 
tance  necessary  to  match  a  condenser  of  known  capacitance,  when  em¬ 
ployed  in  a  circuit  of  predetermined  frequency,  may  be  found  by  in¬ 
serting  the  known  quantities  in  the  following  formula  and  evaluating: 


where 


Inductance  L  = 


_ 1 _ 

(2  7r)2  X/2XCX  108 


f  =  frequency; 

C  =  capacity  in  microfarads; 
7T  =  3.1416; 

(2tt)2  =  39.47; 

108  =  100,000,000. 


To  Find  Capacity  to  Match  Known  Inductance. — The  capacitance  of 
a  condenser  to  be  used  with  a  known  inductance  in  a  circuit  of  predeter¬ 
mined  frequency  is  found  by  employing  a  method  similar  to  the  one 
outlined  in  the  preceding  paragraph. 

The  basis  of  the  capacity  formula  used  in  this  case  is  the  frequency 
formula,  or 

f  ~  2wVlc' 


By  transposition  and  insertion  of  the  necessary  constants  in  the 
formula  to  give  the  final  result  in  microfarads,  the  capacity  is  deter¬ 
mined  : 


(2t)2X/2XLX108 


The  formula  for  capacity  is  derived  from  the  frequency  formula,  and 
is  almost  similar  to  the  one  used  to  find  inductance. 


CHAPTER  X 


CONDENSERS— ELECTROSTATIC  CAPACITY— CAPACITY 
MEASUREMENTS 


The  Condenser. — A  condenser  is  a  device  capable  of  storing  up 
electrical  energy  in  electrostatic  form.  A  simple  condenser  consists 
of  two  metal  plates  separated  by  an  insulating  medium  (a  non-conduct¬ 
ing  material)  which  will  not  pass  or  conduct  an  electrical  current. 
The  non-conducting  material  separating  the  plates  is  called  the  dielectric . 
For  example,  a  simple  condenser  can  be  made  by  attaching  a  small 
sheet  of  tinfoil  on  each  side  of  a  sheet  of  glass.  The  tinfoil  sheets 
should  be  somewhat  smaller  in  dimension  than  the  glass  in  order  to 
prevent  them  from  touching  or  coming  in  contact  at  the  edges  of  the 
glass  plate.  If  a  small  battery  or  dry  cell  is  connected  to  this  con¬ 
denser  by  attaching  a  wire  from  each  electrode  terminal  to  respective 
tinfoil  plates,  the  glass  dielectric  will  become  electrically  charged.  This 
electric  charge  is  said  to  be  in  static  form.  This  means  that  the  elec¬ 
tricity  is  at  rest,  and  not  in  motion,  as,  for  instance,  when  compared 
to  the  electricity  that  flows  in  a  copper  wire.  Any  conductor  or  group 
of  conductors  when  insulated  can  hold  a  charge  of  electricity.  This 
property  is  called  capacity. 

How  a  condenser  is  charged  and  why  it  discharges  is  described 
according  to  the  electron  theory. 

The  electron  and  its  characteristics 
are  fully  explained  in  Chapter  XI 
on  Vacuum  Tubes. 

All  bodies  contain  a  certain  num¬ 
ber  of  negative  electrons,  and  when 
such  bodies  are  in  a  neutral  or 
normal  state  an  exact  balance  of 
the  positive  and  negative  electricity 
exists.  See  sketch  a  in  Fig.  121.  A 
body  possessing  more  than  its  regu¬ 
lar  number  of  electrons  is  said  to  be 

charged  negatively ,  as  shown  by  sketch  b  in  the  figure.  When  there  is  a 
deficiency  or  subtraction  of  electrons  from  the  regular  complement  of 
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Negative 


Positive 


Fig.  121. — A  graphical  method  of  show¬ 
ing  how  either  a  negative  or  positive 
charge  is  the  result  of  unbalancing  a 
neutral  charge. 
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electrons  in  a  body,  the  body  is  said  to  be  charged  in  the  positive  sense, 
as  shown  in  sketch  c.  There  are  various  methods  by  which  an  electric 
charge  may  be  induced  in  a  dielectric  material.  For  instance,  it  may  be 
done  by  the  application  of  heat  or  friction,  or  the  impressing  of  an 
electromotive  force  across  the  respective  surfaces  of  the  dielectric.  The 
latter  method  is  the  one  that  will  concern  us  most  in  our  work  with 
radio  circuits. 

Almost  everyone  has  performed  the  simple  experiment  of  briskly 
rubbing  a  hard-rubber  fountain  pen  on  the  coat  sleeve,  and  has  ob¬ 
served  how  small  bits  of  paper,  when  touched  by  the  rubber  barrel 
of  the  pen,  are  attracted  toward  and  adhere  to  the  hard  rubber  and 
then  drop  off.  What  happens  is  that  there  has  been  an  exchange  of 
electronic  energy.  Electrons  are  assumed  to  pass  between  the  coat 
material  and  the  surface  of  the  hard  rubber. 


In  the  instance  just  cited  the  neutral  state  of  the  hard  rubber  is 
unbalanced.  In  the  second  instance  another  exchange  of  electrons 
takes  place  between  the  hard  rubber  and  the  paper.  When  the  mate¬ 
rials  actually  touch,  the  action  is  such  that  the  material  which  possesses 
more  or  less  than  its  normal  number  of  electrons  will  seek  to  take  away 
the  requisite  electrons  or,  on  the  other  hand,  give  up  electrons  to  the 
other  body  with  which  it  comes  into  contact.  The  exchange  of  elec¬ 
trons  will  equalize  and  restore  normal  conditions.  This  is  called  neu¬ 
tralizing  the  charge.  It  can  thus  be  seen  that  electrons  are  not  created; 
they  exist  in  all  matter,  and  will  move,  when  forced  to  do  so,  from  one 
place  to  another,  or  from  one  charged  body  to  another,  but  always  they 

are  seeking  to  restore  equilibrium. 

Rubbing  catskin  with  sealing  wax 
produces  a  negative  electric  charge 
on  the  surface  of  the  sealing  wax. 
Rubbing  silk  with  glass  produces 
a  positive  electric  charge  on  the  sur¬ 
face  of  the  glass.  In  this  process 
there  has  been  no  movement  of  elec¬ 
trons  through  the  material,  but 
rather  the  electrification  is  brought 


Fig.  122.  —  By  means  of  electrons  a 
charge  is  placed  on  the  surface  of  a 
body  B  when  in  the  region  of  a  charged 
body  A. 


about  because  a  displacement  of 
electrons  has  occurred. 

If  we  place  a  positively  charged 
body  A,  as  in  Fig.  122,  near  a  neu¬ 


tral  body  By  the  negative  electrons  will  be  attracted  to  or  displaced 


from  the  charged  body,  making  this  side  negative  and  the  opposite  side 


positive.  On  the  contrary,  if  a  body  A,  previously  charged  negative, 


ELECTROSTATIC  FIELD 


169 


is  held  close  to  a  material  having  dielectric  properties,  the  latter  body 
B ,  while  held  under  the  influence  of  the  charged  body,  will  assume  a 
positive  charge  on  its  surface  at  the  side  of  nearest  influence.  The 
opposite  side  or  end  will  become  negative  because  of  the  displacement 


phenomenon.  The  drawing  illus¬ 
trates  these  effects. 

Laws  of  Charged  Bodies. — 

1.  An  electric  field  is  set  up 

around  every  charged 
body.  The  field  is  called 
an  electrostatic  field. 

2.  Like  charges  of  electricity 

repel  each  other.  (See  Fig. 
123.) 

3.  Unlike  charges  attract  each 

other.  (See  Fig.  123.) 

4.  The  electric  charge  on  a  body 

is  always  on  its  surface. 

5.  The  charge  on  a  body  is  con¬ 

centrated  and  more  intense 
at  a  point  of  greatest 
curvature.  On  a  flat  sur¬ 
face  the  charge  is  dis¬ 
tributed  more  evenly  over 
the  whole  area. 

Electrostatic  Field.  —  When  a 


Shows 


Individual  Lines. 


REPULSION  IN  THE  ELECTRIC  FIELD  BETWEEN 
TWO  CHARGED  BODIES  OF  LIKE  POLARITY 


Shows  Repulsion  between 
the  Individual  Lines. 


charge  of  static  electricity  is  acted 
upon  by  a  pressure  tending  to  move 
it  in  any  space,  the  latter  becomes 
an  electrostatic  field. 


ATTRACTION  IN  THE  ELECTRIC  FIELD  BETWEEN 
TWO  CHARGED  BODIES  OF  UNLIKE  POLARITY 

Fig.  123. — Showing  the  effect  between 
like  and  unlike  charged  bodies. 


Between  two  oppositely  charged  bodies  there  always  exists  such  a 
field.  An  electric  field  is  set  up  between  two  bodies  when  one  body 
assumes  a  higher  charge  of  the  same  kind  than  the  other  body. 

It  will  be  observed  that  in  all  of  the  illustrations  the  field  of  force  is 
represented  by  electrostatic  lines,  their  number  showing  a  definite  in¬ 
tensity.  These  lines  do  not  move,  but  they  show  a  definite  direction 
in  which  the  electrical  force  acts,  comparable  to  a  person  pulling  on  a 
heavy  rope  attached  to  an  immovable  object.  No  resulting  movement 
would  take  place,  but  a  tension  nevertheless  would  exist  along  the  rope, 
and  a  pulling  force  in  a  certain  direction  would  be  brought  to  bear  on 
the  immovable  object. 
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Electrostatic  lines  of  force  repel  each  other.  Because  of  this  attri¬ 
bute,  they  reach  out  and  occupy  all  of  the  space  surrounding  a  charged 
body,  within  certain  limits,  thus  forming  an  electric  field.  Fig.  123 
illustrates  this  idea.  For  each  unit  charge  of  electricity  there  are  4x 
lines  of  force.  When  metal-conducting  plates  cover  the  opposite  sides 
of  a  dielectric  material  and  the  plates  are  electrically  charged,  the  lines 
of  force  thus  produced  exist  only  in  the  dielectric,  ending  upon  the  con¬ 
ductor  surfaces,  as  shown  in  Figs.  124a  and  '  1246.  The  presence  of  an 
electric  field  or  electrostatic  field  (the  terms  are  synonymous)  can  be 


/Mica  Dielectric 


Fig.  124a. — Illustrating  the  relative  distribution  of  electrons  on  the  plates  of  a 

charged  condenser. 

Fig.  1246. — An  experimental  circuit  to  illustrate  the  principle  of  how  electrostatic 
lines  of  force  are  set  up  in  the  region  of  the  plates  of  a  charged  condenser. 

demonstrated  by  using  very  smajl  particles  of  some  dielectric  material 
of  high  specific  capacity,  such  as  flint  glass  or  mica.  A  sprinkling  of  the 
particles  is  made  on  a  flat  surface  and  placed  in  an  electric  field.  The 
characteristic  form  of  the  field  may  be  viewed  by  the  arrangements 
which  the  dielectric  particles  will  assume.  It  will  be  recalled  that  a 
magnetic  field  can  be  visualized  by  iron  filings. 

In  Fig.  122  the  positive  and  negative  conditions  of  a  charged  body 
are  shown,  indicating  that  an  abnormal  strain  now  exists  when  com¬ 
pared  to  its  original  neutral  condition — before  it  became  charged.  The 
strain  under  which  the  material  is  now  placed  is  accountable  for  by 
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reason  of  the  establishment  of  the  electric  field  between  the  two  surfaces. 
This  static  field  is  not  thought  to  be  due  to  an  actual  movement  of 
electrons  through  the  dielectric  material,  but  to  an  electronic  displace¬ 
ment  in  the  atoms  of  the  material  whenever  they  are  forced  slightly 
from  their  former  balance  or  normal  arrangement.  Refer  to  Fig.  1246 
where  the  condenser  is  charged  by  the  e.m.f.  of  the  dry  cell.  One  plate 
or  dielectric  surface  is  said  to  be  charged  to  a  positive  potential  and 
the  other  to  a  negative  potential.  Potential  is  the  term  used  to  indicate 
surface  on  which  a  pressure  is  applied ;  it  is  analogous  to  the  term  level 
used  in  hydraulics.  A  charged  dielectric  material  is  said  to  hold  on  its 
respective  surfaces  a  positive  potential  and  a  negative  potential,  produc¬ 
ing  a  difference  of  potential  across  the  material.  Difference  of  potential 
and  voltage  are  synonymous,  hence,  the  potential  difference  between 
plates  of  a  charged  condenser  is  the  electromotive  force  expressed  in 
volts. 

The  property  of  a  dielectric  material  when  charged  is  such  that  it 
will  seek  to  remove  the  strain  as  quickly  as  possible,  and,  if  no  external 
means  are  provided,  the  charge  will  gradually  leak  off,  since  no  dielec¬ 
trics  are  perfect  insulators. 

The  various  kinds  of  dielectric  materials  are  listed  in  the  table 
“  Dielectric  Constants  ”  (in  the  Appendix)  according  to  the  amount  of 
static  charge  or  electricity  they  will  hold.  The  quantity  of  electric 
charge  that  a  given  amount  of  air  will  hold  is  used  as  a  basis  for  com¬ 
parison.  Air  is  called  unity,  or  1. 

In  Fig.  123  the  individual  electrostatic  lines  of  force  are  graphically 
shown  in  their  respective  repelling  effects  when  two  similarly  charged 
positive  bodies  lie  within  the  influence  of  the  static  fields  set  up  by  one 
another.  In  the  lower  drawing  of  Fig.  123  two  bodies  hold  opposite 
electric  charges,  the  effect  being  illustrated  by  the  reaching  out  of 
electrostatic  lines  forming  an  electric  field  between  the  two  bodies. 
Observe  that  the  individual  lines  always  repel  one  another  for  all  con¬ 
ditions. 

Function  of  the  Earth. — 

1.  Our  earth  is  always  in  a  neutral  state  with  a  balance  of  electrons. 

2.  All  charged  bodies  touching  the  earth  become  neutral  with  the 

exception  of  a  bound  charge.  A  bound  charge  is  shown  in 
Fig.  125. 

3.  The  earth  is  an  infinite  storehouse  for  electrons. 

4.  The  earth  is  always  at  zero  potential. 

In  Fig.  126,  a  positively  charged  body  is  shown  connected  to  the 
earth.  Electrons  flow  from  the  earth  to  the  body  and  restore  the  elec- 
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tronic  deficiency  until  the  body  becomes  neutralized.  A  body  with 
a  negative  potential  upon  it  is  connected  to  the  earth  and  this  time  the 
excess  electrons  flow  toward  the  earth  as  shown  in  Fig.  126,  leaving  the 

normal  comple¬ 
ment  of  electrons 
on  the  surface  of 
the  body,  thus  re¬ 
storing  it  to  a  neu¬ 
tral  state. 

The  earth  does 
not  force  up  these 
electrons;  there  is 
no  potential  ap¬ 
plied.  They  simply 
move  into  and  out 
of  all  materials  con- 


Fig.  125. — Illustrating  the  effect  of  a  “bound”  charge  on 
the  surface  of  a  dielectric  material  when  placed  within  the 
influence  of  another  charged  body. 
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nected  to  the  earth,  thus  holding  all  such  bodies  in  a  state  of  equilib¬ 
rium.  This  explains  a  very  important  practical  point  in  radio,  for, 
when  we  make  connections  from  parts  of  a  circuit  to  the  ground,  we 
place  that  particu¬ 
lar  part  of  the  cir¬ 
cuit  at  zero  poten¬ 
tial ,  which  is  called 
ground  potential. 

It  can  be  seen 
that  if  either  a 
positive  or  nega¬ 
tive  potential  exists 
on  any  material, 
or  at  any  part  of 
a  circuit  which  is 
not  connected  to 
the  earth,  that  part 
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Fig.  126. — Showing  how  a  body  with  either  a  positive  or 
negative  charge  is  neutralized  when  connected  to  earth.  The 
dots  represent  the  electron  energy. 


or  place  must  be  at  a  certain  potential  with  regard  to  the  earth ;  that  is, 
there  is  a  difference  of  potential  existing  between  the  part  referred  to 
and  the  ground. 

In  Fig.  125  a  bound  charge  is  shown.  As  long  as  either  the  positively 
or  negatively  charged  body  is  held  near  the  body  which  is  grounded 
(that  is,  connected  to  the  earth),  the  body  will  hold  the  charge,  at 
positive  potential  and  negative  potential,  as  illustrated,  but  the  earth 
will  neutralize  that  part  B  which  is  not  under  the  influence  of  the  excit¬ 
ing  body. 
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Induction  is  the  production  of  a  local  charge  on  the  surface  of  a 
dielectric  material  due  to  the  presence  of  other  nearby  charged  bodies, 
as  shown  in  Fig.  122. 

Insulators  and  Conductors. — A  conductor  is  a  substance  or  material 
which  offers  a  relatively  low  resistance  or  opposition  to  the  flow  of  an 
electric  current  which  is  considered  to  be  an  actual  movement  or  con¬ 
duction  of  free  electrons  through  the  material  when  an  electric  pressure 
(e.m.f.)  is  applied.  All  metals,  salt  solutions,  acid  solutions,  carbon, 
etc.,  are  conductors. 

An  insulator  is  a  non-conductor  having  few,  if  any,  free  electrons. 
The  substance  or  material,  therefore,  offers  a  relatively  high  opposition 
to  a  flow  of  current,  because  there  is  practically  no  supply  of  free  electrons 
which  may  be  forced  to  move  through  the  material  when  an  electric 
pressure  is  applied.  Current  does  not  flow  through  an  insulator;  that 
is,  current  is  not  conducted  through  it  because  of  this  fact. 

The  best  insulators  will  not  permit  any  actual  electron  flow 
through  them  except  an  infinitesimal  electron  leakage.  When  extremely 
high  overload  voltages,  far  above  the  normal  working  potentials,  are 
applied,  the  material  will  be  subjected  to  an  unusual  strain  which  may 
cause  it  to  puncture  or  fracture.  The  dielectric  or  condenser  will  then 
be  useless  as  a  device  for  storing  up  an  electric  charge. 

Sulphur,  hard-rubber,  mica,  paraffined  paper,  glass,  and  air  are  all 
insulators,  and  are  known  as  dielectric  materials.  Wood,  except  when 
very  dry,  and  water,  are  partial  conductors  and  insulators. 

The  electrical  phenomenon  of  building  up  an  electrostatic  charge 
upon  a  dielectric  material  exists  in  all  substances,  but  in  various  degrees. 
Some  materials  are  capable  of  being  charged  to  higher  potentials  than 
others.  It  should  be  borne  in  mind  that  the  force  due  to  electrostatic 
lines  produced  by  a  charged  dielectric  material  has  different  and  inde¬ 
pendent  characteristics  from  the  force  due  to  electromagnetic  lines 
which  surround  every  current-carrying  conductor. 

A  static  charge  is  distributed  throughout  a  conductor  when  current 
flows.  There  is  no  concentration  of  the  force  at  one  point  or  location 
in  the  material.  But,  in  an  insulator,  the  charge  is  concentrated  in 
the  region  near  the  exciting  force  which  is  inducing  the  charge.  If  the 
surface  of  the  dielectric  is  flat  the  charge  will  spread  out  uniformly,  but 
if  round  a  heavier  charge  will  collect  in  the  region  of  greatest  curvature. 

In  devices  such  as  open  spark  gaps,  the  surfaces  of  the  electrodes 
across  which  the  spark  discharges  occur  are  either  machined  to  a  flat 
surface  or  rounded  off,  or  brought  to  a  pronounced  point,  as  illustrated 
in  the  three  views  of  Fig.  127.  The  effect  of  a  concentration  of  charge 
on  electrodes  of  different  shapes  is  clearly  shown.  When  the  electrodes 
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are  separated  by  an  air  gap  of  equal  length  and  charged  to  the  same 
potential,  it  is  obvious  that  between  the  sharply  pointed  electrodes,  as 

in  the  top  view,  there  is  a  greater  con¬ 
centration  of  electrons  resulting  in  a 
more  intense  spark  discharge.  In  this 
case,  only  a  very  small  surface  area  is 
presented  to  the  intense  electron  bom¬ 
bardment,  and  the  electrode  material 
will  overheat  and  bum  away  gradually. 
The  electron  flow  is  shown  by  the  small 
dots. 

In  commercial  apparatus  the  elec¬ 
trode  surfaces  are  either  rounded  off, 
made  spherical  in  shape,  or  the  faces  of 
the  respective  surfaces  are  finished  flat. 
In  either  of  the  two  latter  constructions 
there  is  less  burning  away  and  less  dam¬ 
age  to  the  apparatus.  This  phenomenon 
of  electric  charges  accumulating  at 
points  or  sharp  edges  is  well  known  and 
may  be  visualized  in  a  Leyden  jar  condenser  when  the  latter  functions 
in  a  radio-frequency  circuit.  Along  the 
edges  of  the  copper  coating  will  be  seen 
electric  discharges  of  a  peculiar  greenish- 
blue  hue,  called  a  bricsh  discharge ,  given  off 
in  the  surrounding  space. 

The  electrodes  of  safety  spark  gaps 
connected  across  the  secondary  windings 
of  (high  voltage)  transformers  are  usually 
spherical  in  shape,  as  in  Fig.  128.  The 
brass  spheres  will  form  a  protective  gap 
when  placed  across  the  windings  where 
abnormal  voltage  surges  are  likely  to  de¬ 
velop.  Whenever  the  voltage  in  the  trans¬ 
former  builds  up  to  a  certain  point  it  will 
break  down  the  air  resistance  in  the  gap,  jrIG.  128.— A  safety  gap  is  eon- 
and  a  spark  discharge  occurs  between  the  nected  to  the  secondary  winding 
electrodes,  thus  relieving  the  strain  from  of  high-voltage  transformers  to 

the  winding  and  its  insulation.  A  third  relieve  an^  damaging  potential 
,  ,  n  ,  ,  ,  , ,  surges  that  are  likely  to  develop, 

electrode  is  usually  connected  to  the  J 

ground.  It  serves  to  neutralize  any  excess  charges  that  may  collect  on 
either  of  the  electrodes. 


LZ  I  LH3 


Fig.  127. — Illustrating  the  idea  of 
the  larger  discharge  between  elec¬ 
trodes  having  a  pronounced  curva¬ 
ture  when  compared  to  the  discharge 
between  electrodes  with  flat  sur¬ 
faces. 
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The  quenched  type  spark  gap  is  an  example  of  the  third  method  of 
construction  where  respective  surfaces  are  made  flat.  The  disk  sur¬ 
faces  of  adjacent  gaps  are  absolutely  flat  and  parallel  to  one  another, 
separated  by  an  air  space  about  .01  in.  wide.  As  in  the  case  of  any 
spark  gap,  when  the  potential  difference  between  the  electrodes  reaches 
a  certain  value  and  if  the  electrodes  are  close  together,  a  spark  discharge 
will  be  seen  to  occur.  This  flash  of  light  with  its  accompanying  heat  is 
due,  it  is  believed,  to  the  ionization  of  the  air  in  the  gap,  making  the 
gap  electrically  conductive  for  a  moment  until  the  high  potential  energy 


Difference  erf  Potential 


Fig.  129. — A  simple  means  of  showing  how  electrostatic  lines  of  force  are  set  up 
between  conductors  when  a  difference  of  potential  exists. 

is  spent.  The  electrons  are  assumed  to  pass  in  a  direction  across 
the  gap  from  the  electrode  having  negative  potential  to  the  electrode 
having  positive  potential  in  an  effort  to  restore  a  state  of  equilibrium 
or  neutral  condition. 

Potential. — Potential  or  electromotive  force  is  electrical  pressure, 
and  the  potential  upon  a  body  depends  chiefly  upon  the  size  of  that 
body  and  the  total  charge  resting  on  it.  The  presence  of  a  nearby 
charged  body  to  a  body  having  no  charge  will  raise  the  potential  of  the 
latter  body.  However,  the  potential  on  a  charged  body  will  be  lowered 
if  a  nearby  body  holds  an  opposite  charge,  or  even  a  lower  charge  of 
the  same  kind,  or  polarity. 
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This  effect  also  exists  in  a  vacuum  tube.  The  metal  plate  and  metal 
grid  of  a  vacuum  tube  are  separated  and  suspended  in  a  vacuum. 
When  these  electrodes  are  charged  to  different  potentials  the  interven¬ 
ing  space  assumes  the  characteristics  of  a  dielectric;  thus  an  electric 
Electrostatic  Field-  N  field  is  set  up  as  shown 

in  Fig.  129.  That  is, 
the  charged  electrodes 
and  the  space  between 
are  similar  in  effect  to 
the  plates  and  dielectric 

„  .  .  ^  .  of  a  charged  condenser. 

Fig.  130. — An  electrostatic  field  is  always  present  ttti  *i  , 

between  conductors  having  a  difference  of  potential.  e  8  m  r-e  ec- 

trode  capacity  may  be 

very  small  nevertheless  it  may  be  an  objectionable  feature  when  the 
tube  is  employed  where  currents  of  the  higher  radio-frequencies  traverse 
the  circuit.  The  capacity  effect  is  illustrated  by  an  imaginary  (phan¬ 
tom)  condenser  shown  in  dotted  lines  connected  between  the  grid  and. 
plate.  A  vacuum  tube  when 
used  as  a  voltmeter  is  called 
a  static  voltmeter. 

Between  all  current-carry¬ 
ing  wires  or  conductors  there 
exists  a  difference  of  poten¬ 
tial.  Consequently,  there  is 
an  electrostatic  field  set  up 
between  the  wires  similar  to 
the  field  in  a  charged  con¬ 
denser.  This  condition  is 
shown  in  Fig.  130.  The  con¬ 
ducting  wires  in  land  tele-  Fig.  130a. — The  dotted  lines  represent  the 
phoDG  lines  are  frequently  presence  of  cjupftcity  (distributed)  between  &q— 

enclosed  in  copper  sheathing,  tenna  and  ground  “  an  active  antenna  8y8t*m' 
or  lead  covering,  to  minimize  the  effect  of  the  electric  field  around  the 
conductors,  which,  if  allowed  to  exist,  will  often  cause  the  effect  known 
as  cross  talk  and,  in  addition,  may  permit  extraneous  noises  to  creep  in. 

As  a  practical  explanation  of  the  foregoing  let  us  now  consider  the 
total  effect  within  a  vacuum  tube  when  the  plate  and  grid  are  electrically 
charged  and  the  filament  is  emitting  electrons.  In  the  lower  view  of 
Fig.  131  it  will  be  seen  that  the  potential  on  the  filament  is  marked  as 
one  potential  point  y,  while  the  grid  and  plate  together  are  considered 
the  opposite  potential  point,  marked  x. 

It  should  be  apparent  from  previous  explanations  that  the  actual 
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potential  existing  in  the  region  x  at  any  particular  moment  depends 
upon  the  magnitude  of  difference  between  the  plate  and  grid  charges. 
Suppose  the  potential  on  the  plate  is  90  volts  positive  and  that  of  the 
grid  4.5  volts  negative.  The  effective  potential  in  region  x}  that  is,  the 
actual  potential  field  strength 
at  point  x  when  compared  to 
point  y>  is  the  difference  be¬ 
tween  the  plate  and  grid 
charges. 

If,  however,  we  reduce  the 
negative  grid  charge  to  2.0 
volts,  and  at  the  same  time 
retain  90  volts  on  the  plate, 
this  time  the  potential  at  x  will 
be  raised.  The  region  at  x  is 
more  positive  than  in  the  first 
case,  because  of  the  lower  nega¬ 
tive  influence  of  the  grid. 

In  the  first  case  the  poten¬ 
tial  difference  between  x  and  y 
is  lower  than  in  the  second 
case.  This  is  a  practical  illus¬ 
tration  of  the  fundamental  law 
of  electrostatics.  The  grid  and 
plate  are  charged  bodies  and 
their  electrostatic  fields  influ¬ 
ence  the  action  of  the  radio 
circuits  to  which  they  are  con¬ 
nected. 

Fig.  132  illustrates  charged 
bodies;  the  upper  two  hold  the 
same  electrical  charge  and 
therefore  have  the  same  quantity  of  electrons  on  their  respective 
surfaces.  This  is  also  true  of  the  two  lower  bodies.  It  is  evident 
that  in  order  to  force  more  electrons  upon  the  smaller  surface  a  a 
greater  pressure  will  be  required  than  will  be  necessary  to  force  the 
same  additional  number  of  electrons  on  the  larger  surface  b.  This  is 
because  all  electrons  have  the  same  negative  characteristics  and  repel 
one  another.  Any  electrons  which  are  added  to  a  body  must  be  forced 
upon  that  body  to  overcome  the  repulsion  of  the  electrons  which  already 
exist  on  that  body. 

The  larger  surface  is  capable  of  holding  a  greater  charge,  its  capacity 


Constant  Positive 
Potential  (+90  Volts) 
/  Maintained 
on  Plate 


—  The  Static 
Condition  when 
—2  Volts  is 
Applied  to  Grid 


The  Static 
^Condition  when 
4-j-  Volts  is 
Applied  to  Grid 
(Note:  The  Static 
Field  is  Less  Positive) 


Fig.  131. — A  representation  of  the  compara¬ 
tive  effects  between  the  electrodes  in  a 
vacuum  tube. 
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is  increased,  and  the  larger  surface  obviously  will  hold  a  greater  number 
of  static  lines  of  force  per  unit  area. 

The  smaller  surface  in  this  case  might  be  fully  charged,  or  saturated, 
and  unable  to  accommodate  any  more  electrons,  whereas  more  charge 
can  be  placed  upon  the  larger  surface. 

Naturally  it  will  require  a  greater  corresponding  increase  of  poten¬ 
tial  to  keep  on  increasing  a  charge  when  the  surface 
is  already  charged  almost  to  its  maximum.  This 
property  of  static  forces  has  its  practical  application 
throughout  all  alternating  current  circuits,  not  only 
in  the  condenser,  but  in  any  other  portion  of  the  cir¬ 
cuit  capable  of  building  up  an  electrostatic  charge. 

A  condenser  may  be  constructed  as  suggested  in 
a  foregoing  paragraph.  Select  a  sheet  of  mica  for 
the  dielectric;  cover  the  two  opposite  surfaces  with 
sheets  of  aluminum,  copper,  brass,  tinfoil,  or  any 
other  conductor  which  will  serve  as  a  distributor  of 
the  charges  over  the  greatest  area  of  the  dielectric. 
Hereafter  the  two  metal  sheets  which  cover  the 
dielectric  will  be  called  the  plates  of  the  condenser. 

In  Fig.  1246  a  condenser  having  air  as  its  dielectric  is  shown  con¬ 
nected  to  the  dry  cell  with  two  wires,  one  attached  to  the  negative 
electrode  and  the  other  to  the  positive  electrode.  Let  the  e.m.f.  of  the 
dry  cell  be  1.5  volts.  This  amount  of  electrical  pressure  then  is  applied 
to  the  plates  of  the  condenser.  The  condenser  will  become  charged 
electrostatically  when  the  battery  circuit  is  formed  around  the  dielectric. 
The  following  paragraphs  will  complete  the  explanation  of  the  theory 
of  charge  and  discharge. 

Condenser  Charge  and  Discharge  Analyzed. — As  stated  in  the  elec¬ 
tron  theory  discussion,  when  an  e.m.f.  is  applied  to  a  conductor,  the 
free  electrons  in  that  conductor  will  move  from  the  negative  to  the  posi¬ 
tive  electrodes  in  the  external  circuit. 

The  external  circuit  is  the  one  connected  around  or  to  a  source  of 
e.m.f.  The  internal  circuit  is  within  the  dry  cell  which  is  supplying  the 
e.m.f. 


Fig.  132. — Illustrat¬ 
ing  that  an  electric 
charge  of  a  certain 
magnitude  is  more 
concentrated  on  a 
small  body  than  on 
a  large  one. 


The  movement  of  the  free  electrons  under  the  electromotive  force 
or  electric  pressure  is  often  spoken  of  as  an  electron  drift .  It  is  this 
electronic  movement  that  represents  actual  conduction  or  flow  of  cur¬ 
rent.  It  should  be  understood  that  the  dielectric  of  a  condenser,  when 
connected  between  the  electrodes  of  a  dry  cell,  will  not  permit  actual 
conduction  of  electrons  through  it,  because  the  dielectric  blocks  the 
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electron  flow.  The  electrons  can  move  only  through  the  wire  from  the 
negative  side  of  the  dry  cell  up  to  and  accumulate  upon  the  plate 
of  the  condenser.  This  action  is  illustrated  diagrammatically  in  Fig. 
124a.  This  explains  why  current  will  not  flow  continuously  in  a 
direct  current  circuit  when  a  condenser  is  placed  in  series  with  the 
circuit. 

Let  us  assume  that  before  an  e.m.f.  was  applied  to  the  condenser 
there  was  no  excess  electron  accumulation  on  plate  A,  but  when  an 
e.m.f.  is  applied  to  the  condenser,  quantities  of  electrons  will  flow 
rapidly  to  plate  A,  as  shown  in  Fig.  124a,  due  to  the  electrical  pressure 
supplied,  in  this  case,  by  a  dry  cell. 

Now,  as  electrons  continue  to  pile  up  on  plate  A,  its  negative  po¬ 
tential  is  raised,  and,  therefore,  those  electrons  which  are  flowing  toward 
this  plate  must  overcome  the  repulsion  of  those  already  on  the  plate. 
This  may  be  construed  as  follows: 

1.  The  current  flow  is  decreasing  while  the  negative  charge  on  plate 
A  becomes  higher.  When  sufficient  electrons  accumulate  on  the  plate 
to  make  the  plate  equal  in  negative  potential  value  to  that  of  the  dry 
cell,  then  electrons  will  cease  moving.  When  this  happens,  there  is  no 
pressure  difference  between  plate  A  and  the  negative  electrode  of  the 
cell.  In  other  words,  the  current  stops  flowing  when  the  potential  at 
the  condenser  plate  is  equal  to  the  applied  electromotive  force. 

2.  Next  consider  what  takes  place  at  the  positive  plate  and  positive 
side  of  the  circuit.  According  to  the  accepted  electron  theory,  the 
negative  electrons  already  existed  in  the  circuit,  but  they  were  distributed 
uniformly  through  the  conducting  materials  in  balanced  quantities ;  that 
is,  in  no  part  of  the  circuit  was  there  an  excess  or  over-abundance  of 
electrons. 

With  this  fact  in  mind,  it  is  obvious  that  when  a  certain  number  of 
electrons  move  under  a  given  pressure  toward  a  given  side  or  place  in 
a  circuit,  the  same  number  of  electrons  must  flow  from  other  portions 
of  the  circuit. 

To  make  this  point  clear,  assume  some  arbitrary  value.  Suppose 
one  hundred  billion  electrons  move  toward  and  are  added  to  the  nega¬ 
tive  side  A  in  Fig.  124a.  Then  one  hundred  billion  electrons  must  have 
moved  from  the  opposite  side  of  the  circuit  B:  leaving  the  latter  side 
deficient  in  that  number  of  electrons. 

This  places  side  B  at  a  positive  potential  with  respect  to  side  A , 
which  receives  the  electron  accumulation;  hence,  between  sides  A  and 
B  there  is  a  difference  of  potential. 

It  has  been  stated  that  when  the  condenser  is  fully  charged  the  current 
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ceases  to  flow.  This  happens  because  the  negative  potential  at  the  con¬ 
denser  plate  then  equals  the  negative  potential  of  the  cell.  The  differ¬ 
ence  in  pressure  across  the  charged  condenser  is  equal  to  the  difference 
in  pressure,  or  e.m.f.,  across  the  charging  source.  If  the  e.m.f.  of  the 
cell  is  1.5  volts,  the  charge  in  the  condenser  also  represents  an  e.m.f. 
of  1.5  volts;  that  is,  there  is  a  potential  difference  of  1.5  volts  across  the 
condenser. 

The  movement  of  electron  energy  while  the  condenser  charges  is 
shown  by  the  long  arrows,  and  this  direction  is  toward  the  negative 
plate  and  away  from  the  positive  plate. 

If  a  sensitive  direct  current  ammeter  should  be  inserted  in  series 
with  the  wires  connecting  the  dry  cell  and  condenser,  a  momentary 
deflection  of  the  indicating  needle  would  be  seen  in  a  certain  direction. 
This  would  prove  that  current  flows  to  a  condenser  only  while  it  is 
charging. 

When  plates  A  and  B  receive  opposite  electric  charges,  the  attrac¬ 
tion  which  these  unlike  charges  bear  toward  each  other  places  the 
dielectric  under  a  strain.  The  electrostatic  lines  of  force  shown  in  the 
drawing  represent  this  effect.  If  the  charged  condenser  is  carefully 
removed  from  the  circuit,  so  that  the  plates  or  plate  terminals  do  not 
touch  any  conducting  material,  the  static  charge  may  remain  on  the 
dielectric  for  some  time.  It  could  then  be  said  that  a  condenser  has  the 
ability  for  building  up  and  storing  an  electric  charge. 

The  following  two  important  facts  relating  to  the  charging  of  a 
condenser  will  be  useful  to  all  students. 

1.  It  requires  a  certain  length  of  time  to  build  up  the  charge  in 

a  condenser. 

2.  A  voltage  or  electric  pressure  is  built  up  in  a  charged  con¬ 

denser.  This  voltage  is  effective  in  any  electrical  circuit 
in  a  similar  way  to  electromotive  force  derived  from  any 
other  source. 

It  is  often  found  in  practical  work  that  certain  condensers  having  a 
large  capacity  and  employing  a  good  dielectric  material,  such  as  mica, 
for  example,  are  capable  of  retaining  an  electric  charge  for  long  periods 
when  kept  on  open  circuit.  The  charge  may  leak  off  more  rapidly  in 
low  capacity  condensers  using  paper  or  paraffin  dielectrics. 

Condenser  Discharge  Analyzed. — A  charged  condenser  is  under 
strain  and  it  always  seeks  to  relieve  its  pressure.  It  will  do  so  provided 
any  conducting  medium  is  connected  between  its  plates.  The  con¬ 
denser  upon  discharging  supplies  a  voltage  to  the  circuit. 

A  circuit  consisting  of  resistance  and  inductance  in  series  combina- 


condenser  discharge  analyzed 


181 


tion  is  shown  in  Fig.  132a,  connected  to  a  charged  condenser. 
When  the  condenser  discharges,  current  will  flow  in  this  circuit  through 
resistor  R  and  inductance  L  as  in  the  direction  marked  by  the  arrows. 

Resistor  R  and  inductance  L  represent  and  are  loads  on  the  circuit, 
inasmuch  as  the  voltage  in  the  condenser  must  overcome  the  opposi¬ 
tions  represented  by  R  and  L  before 
current  will  flow.  It  is  to  be  expected 
that  less  current  will  now  flow  during 
the  condenser  discharge  because  of  the 
introduction  of  the  resistance  in  the 
circuit,  for  resistance  always  dissipates 
some  energy  in  the  form  of  heat. 

The  pressure  or  voltage  in  the 
condenser  is  now  applied  to  R-L  cir¬ 
cuit  and  electrons  will  flow  from  the 
negative  plate  A  to  the  positive  plate 
B  in  the  direction  of  the  arrows. 

Careful  observation  will  show  that 
the  electrons  flow  through  the  circuit 
in  a  direction  opposite  to  their  move¬ 
ment  when  the  condenser  was  charging,  as  in  Fig.  124a. 

The  excess  electrons  at  A  (Fig.  132a)  will  move  toward  plate  B , 
the  place  of  low  electron  density,  and  the  action  is  such  that  the  number 
of  electrons  restored  to  plate  B  will  be  equivalent  to  the  quantity  lost 
by  this  plate  when  the  condenser  was  charged  in  the  first  place. 

When  the  redistribution  of  electrons  from  one  side  of  the  circuit  to 
the  other  is  completed,  the  equilibrium  will  have  been  established,  but 
this  is  not  accomplished  until  plates  A  and  B  resume  their  normal  or 
neutral  state.  The  condenser  is  said  to  have  given  up  its  stored  energy, 
which  was  in  the  form  of  an  electrostatic  field,  and  we  find  that  it  has 
returned  its  energy  to  the  circuit  in  the  form  of  an  electromotive  force, 
or  voltage  applied  to  the  circuit. 

The  flow  of  current  in  the  circuit  composed  of  R  and  L,  under  the 
e.m.f.  supplied  by  the  discharging  condenser,  might  be  visualized  by 
inserting  a  sensitive  direct  current  reading  ammeter  in  series  with  the 
circuit,  as  explained  in  a  preceding  paragraph.  The  indicating  needle 
will  give  a  momentary  deflection,  but  this  time  in  the  opposite  direction 
to  its  movement  across  the  scale  at  the  time  the  condenser  was  being 
charged  by  the  dry  cell.  This  proves  that  the  flow  of  current  in  the  cir¬ 
cuit  reverses  direction  upon  discharge. 

From  these  simple  facts  we  can  conclude  that  when  a  condenser  is 
charged  to  a  certain  potential  and  it  discharges,  current  will  flow  in 


/•Resistance  R 


Fig.  132a. — Showing  the  electron  flow 
in  a  circuit  when  a  condenser  dis¬ 
charges  as  from  negative  plate  A  to 
positive  plate  B. 
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the  circuit — first  in  one  direction,  then  in  the  opposite  direction — 
although  the  current  does  not  actually  flow  through  the  condenser. 
Therefore  it  might  be  stated  that  electrons  flow  up  to  and  away  from 
the  plates  of  a  condenser,  or  the  expression  is  often  heard,  current 
flows  into  and  out  of  a  condenser. 

The  occurrences  that  take  place  in  the  dielectric  material  are  thought 
to  be  a  certain  displacement  of  the  electrons  in  the  atoms  of  the 
dielectric  material.  When  the  dielectric  is  charged  it  is  thought  that 
the  electrons  are  shifted  slightly  from  the  usual  positions  they  occupy 
in  the  complicated  scheme  within  their  revolving  orbits.  It  is  impor¬ 
tant  to  remember  that  the  energy  possessed  by  current  flowing  to  the 
condenser  under  any  applied  e.m.f.  will  charge  the  dielectric.  This 
transition  of  energy  from  one  form  to  another  form  is  possible  because 
of  the  displacement  of  electrons  in  the  atoms  of  the  dielectric  material 
as  just  stated.  Moreover,  it  requires  a  small  fractional  part  of  a  second 
to  charge  and  discharge  a  condenser.  The  interval  of  time  becomes  an 
important  factor  when  currents  must  flow  into  and  out  of  a  condenser, 
charging  it  and  discharging  it  in  a  given  time . 

Condenser  Charged  by  an  Alternating  Electromotive  Force. — Dia¬ 
grams  A  and  B  in 
Fig.  133  show  how 
a  condenser  is 
charged  by  an  al¬ 
ternating  electro¬ 
motive  force.  The 
primary  and  sec¬ 
ondary  windings 
are  illustrated. 
When  an  alternat¬ 
ing  current  flows  in 
the  primary  ( Pri .) 
the  changing  flux 
around  Pri.  induces 
an  alternating  volt¬ 
age  in  secondary 
Sec.  The  curve  of 
one  cycle  of  this  in¬ 
duced  alternating  e.m.f.  is  shown.  One  cycle  is  sufficient  to  explain  the 
action. 

During  the  first  half-cycle,  a,  which  arbitrarily  may  be  called  the 
positive  alternation,  the  induced  e.m.f.  in  Sec.  will  cause  a  flow  of  cur¬ 
rent  in  the  direction  indicated  by  the  arrows  in  view  A.  The  condenser 
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Fig.  133. — Showing  the  alterna¬ 
tions  of  current  induced  in  a  cir¬ 
cuit  composed  of  inductance  and 
capacitance. 
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plates  will  then  receive  a  positive  and  negative  charge  respectively  by 
this  current.  The  current  flows  in  one  direction  toward  the  negative 
plate  in  exactly  the  same  manner  as  previously  described  when  a  con¬ 
denser  was  charged  by  current  flow  due  to  the  e.m.f.  of  the  dry  cell. 

During  the  second  half-cycle  indicated  by  alternation  b  the  induced 
voltage  in  the  secondary  is  reversed.  The  side  of  the  winding  that  was 
positive  during  the  first  alternation  now  becomes  negative,  and  the 
plate  connected  to  this  side  that  was  positive  during  the  first  alternation 
also  becomes  negative.  The  direction  of  flow  is  marked  by  arrows. 
Hence,  current  will  flow  to  the  condenser  and  from  the  condenser  at 
every  cycle  of  alternating  electromotive  force  applied  to  it. 

A  Simple  Analogy  of  Condenser  Charge  and  Discharge. — A  mechani¬ 
cal  analogy  is  given  in  Fig.  134  of  an  alternating  e.m.f.  applied  to  a 
condenser.  If  air  is  forced  through 
the  pipe  by  the  propeller  in  the 
direction  of  the  solid  arrows,  the 
compressing  of  the  air  will  cause  a 
bending  strain  upon  the  diaphragm. 

When  the  motion  of  the  propeller 
is  reversed  the  air  currents  move 
in  an  opposite  direction,  shown  by 
the  broken  line  arrows,  and  the 
bending  strain  of  the  diaphragm  is 
reversed.  The  reversal  of  the  air 
pressure  and  change  in  movement 
of  the  air  currents  in  the  pipe  are  similar  to  an  alternating  electro¬ 
motive  force  (pressure)  and  a  flow  of  alternating  current.  The  bending 
strain  of  the  diaphragm  might  be  compared  to  the  dielectric  strain  or 
displacement  in  the  condenser,  where  electrons  collect  at  a  point  under 
pressure. 

It  must  be  remembered  that  the  dielectric  material  does  not  change 
its  shape  or  form  when  it  receives  a  charge  or  discharge;  hence,  the 
analogy  is  not  sufficient  to  illustrate  the  true  action. 

It  is  evident  that  capacity  closely  resembles  the  properties  of  elas¬ 
ticity  in  matter  when  viewed  at  certain  angles.  All  condensers  irre¬ 
spective  of  their  size,  shape  or  materials  have  the  properties  and  char¬ 
acteristics  outlined  in  the  preceding  paragraphs. 

We  can  now  recognize  two  important  factors  in  the  use  of  a  con¬ 
denser: 

1.  The  capacity  of  the  condenser  must  be  capable  of  efficiently 
passing  an  alternating  current  of  a  given  frequency. 


Fig.  134. — A  mechanical  analogy  of  the 
charge  and  discharge  of  a  condenser. 
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2.  The  dielectric  material  must  withstand  overload  voltages 
that  may  possibly  be  impressed  upon  it,  without  its  insu¬ 
lating  qualities  breaking  down. 

Dielectric  Constant. — The  different  dielectric  mediums  conduct 
static  lines  of  force  with  more  or  less  ease,  depending  upon  their  inherent 
nature. 

Air  at  ordinary  pressure  is  taken  as  unity,  1,  and  all  other  materials 
are  compared  to  it.  A  certain  grade  of  mica  may  have  a  dielectric  con¬ 
stant  of  3,  meaning  that  a  condenser  using  a  sheet  of  mica  between  its 
plates  will  permit  three  times  as  much  static  electricity  to  be  stored  up 
as  will  an  air  condenser  of  similar  size. 

A  table  of  dielectric  constants  is  given  in  the  Appendix. 

Capacity. — Farad. — Capacity  is  the  quantity  of  electricity  that  a 
body  will  take  on  or  hold  under  a  given  pressure.  In  other  words,  the 
term  capacity  refers  to  the  production  of  a  potential  difference  between 
condenser  plates  for  a  given  electrostatic  charge  held  by  the  dielectric. 
When  a  condenser  can  be  given  a  charge  of  one  coulomb,  thus  raising 
the  potential  difference  between  its  plate  one  volt,  the  condenser  is  said 
to  have  a  unit  capacity  of  one  farad.  One  coulomb  is  a  unit  quantity 
of  electricity;  and  when  one  coulomb  of  electricity  passes  a  given  point 
in  a  circuit  in  one  second,  then  the  rate  of  flow  of  current  is  one  ampere. 
Thus  when  a  given  difference  of  potential  is  applied  to  a  condenser 
having  a  certain  capacity,  it  will  always  store  a  definite  quantity  of 
electricity. 

The  interrelation  of  capacity,  charge  and  voltage  is  constant  for  a 
given  condenser.  That  is: 


where 


C  =  capacity  in  farads; 

Q  =  quantity  or  charge  in  coulombs  (one  coulomb  equals  1 
ampere-second) ; 

P  =  Difference  of  potential  in  volts  (e.m.f.)  between  condenser 
plates, 

A  farad  is  a  very  large  unit  of  capacity  and  is  derived  from  other 
units  by  mathematical  deduction.  It  has  no  practical  significance  of 
its  own,  for  instance,  like  an  ohm,  or  volt,  or  ampere.  The  last  three 
terms  express  standard  units  of  electrical  measurement  with  which  we 
are  familiar  and  use  in  our  daily  work. 
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There  is  no  condenser  having  a  capacity  of  one  farad.  If  one  could 
be  manufactured  it  might  be  so  huge  that  it  would  rival  the  proportions 
of  the  Woolworth  Building. 

The  following  submultiples  of  a  farad  are  used  for  practical  units  in 
calculation:  1/1, 000, 000th  of  a  farad  is  equal  to  one  microfarad.  Micro 
means  1/1,000,000.  The  next  smaller  unit  that  may  be  used  is  one 
micro-microfarad  (also  called  picafarad),  or  one  millionth  of  one- 


Fig.  135. 


millionth  of  a  farad,  which  may  be 
written  decimally  .000001  micro¬ 
farad.  For  example:  Suppose  the 
capacitance  of  a  condenser  is  0.0005 
microfarad,  this  value  could  be  ex¬ 
pressed  in  more  convenient  terms 
as  equivalent  to  500  micro-micro¬ 
farads. 

✓Cross  *  Section  shows 


Fig.  135. — A  means  of  showing  that  the  effective  plate  area  is  dependent  upon  the 
relative  positions  of  condenser  plates. 

Fig.  136. — Showing  design  of  the  plates  of  a  variable  air-type  condenser. 


The  capacitance  of  a  condenser  is  dependent  upon  its  dimensions 
and  the  nature  of  the  dielectric  material.  The  governing  factors  are: 

1.  The  capacity  of  a  condenser  depends  upon  and  is  directly 

proportional  to  the  size  of  the  plates.  The  plates  must  be 
in  alignment  or  positioned  opposite  one  another  in  order  to 
obtain  maximum  effective  area.  Fig.  135  shows  the  prin¬ 
ciples  of  effective  plate  area.  Fig.  136  is  a  practical  appli¬ 
cation  of  this  principle. 

2.  Capacity  is  directly  proportional  to  the  dielectric  constant  of 

the  insulating  medium. 

3.  Capacity  is  inversely  proportional  to  the  separation  between 

the  plates,  or  the  thickness  of  the  dielectric  material. 
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The  mathematical  expression  showing  the  relation  between  these 
factors  is: 


C  = 


2248  X  KXa 
1010  X  d 


where 

K  =  the  dielectric  constant; 

a  =  effective  plate  area  in  square  inches,  covering  both  sides 
of  the  plate; 

d  =  the  distance  between  the  plates  in  inches; 

1010  =  numerical  constant  used  to  give  results  in  units  of  the 
microfarad. 


Let  us  apply  this  formula  to  the  solution  of  the  simple  problem  illus¬ 
trated  in  Fig.  137.  The  condenser  shown  is 
constructed  of  only  one  sheet  of  mica  and  two 
metal  plates.  The  particular  grade  of  mica 
used  as  the  dielectric  has  a  constant,  let  us  say, 
of  3.0  and  its  thickness  is  \  in.  Each  plate 
dimension  is  4  by  5  in. 

The  plates  are  aligned  exactly  opposite  each 
other,  resulting  in  20  sq.  in.  of  effective  area. 
The  capacity  is  computed  by  the  substitution 
of  the  predetermined  values  in  the  formula, 
that  is: 


Fig.  137. — A  condenser 
constructed  of  a  mica  di¬ 
electric  and  two  sheets  of 
tinfoil. 


c  = 


2248  X  3.0  X  20  _  134,880 

io:o  x  i 

134,880  X74 


1010  X  1 


10,000,000,000 


=  .000053  microfarad. 


Note:  1010  =  10  raised  to  the  10th  power  or  10  multiplied  by  itself 
9  times. 

Condensers  Connected  in  Parallel  Arrangement. — A  number  of  con¬ 
densers  connected  together  comprise  a  bank  or  battery  of  condensers. 
When  two  or  more  condensers  are  connected  in  parallel  arrangement, 
plates  A  and  A  of  one  set  are  connected  together  and  plates  B  and  B 
of  the  opposite  set  are  connected  together,  as  shown  in  the  left-hand 
sketch  in  Fig.  138. 

A  parallel  grouping  of  condensers  has  the  effect  of  greatly  increasing 
the  effective  plate  area,  to  which  condenser  capacity  is  directly  pro¬ 
portional,  as  the  two  small  sketches  intend  to  show.  Since  the  capacity 
of  any  individual  condenser  increases  in  direct  proportion  to  any  increase 
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in  its  effective  plate  area,  the  same  result  is  to  be  expected  in  parallel 
grouping  of  condensers  as  just  stated. 

When  condensers  are  connected  in  parallel,  the  resulting  capacity 
is  equal  to  the  sum  of  the  individual  capacities.  That  is: 

Gt  —  Ci  +  C2  "t*  Czf  etc. 

Let  Ct  =  total  capacity  of  the  circuit. 

Problem  A. — Solve  the  problem  in  Fig.  138  showing  three  condensers  con¬ 
nected  in  parallel.  Find  the  total  capacity.  Substituting  capacities  in  the 
formula,  then 

CT  =*002  +  .003  +  .005. 


Whence  Ct  =  *01  microfarad,  total  capacity. 

Ci 


|5  Volts  1 


.  AB  , 

* 

‘5  Volts* 


J>  Volts__ 
E.M.F. 


* 


Shows  how  the  Parallel 
Connection  of  the  two 
Condensers  is  Equivalent 
to  Increasing  the 
Effective  Plate  Area. 


rlli 

.002 
mfd. 


.003 

mfd. 


.005 

mfd. 


_Applied__ 

E.M.F. 


Shows  how  the 
Parallel  Connection 
of  the  Three 
Condensers 
is  Equivalent 
to  Increasing  the 
Effective  Plate  Area. 


Ci 

rlli 

.001 
mfd. 

C2 

rHHi 

.05 
mfd. 

Ljjj 

.004 
mfd. 


Problem  B 


Problem  A 

Fig.  138. — Sketches  showing  that  when  condensers  are  connected  in  parallel  the 
effective  plate  area  is  increased,  to  which  the  capacity  is  directly  proportional. 


The  polarity  is  also  indicated  in  the  illustration.  It  shows  that  all 
the  plates  on  one  side  are  charged  to  a  negative  potential  and  all  the 
plates  on  the  opposite  side  are  charged  to  a  positive  potential,  when 
connected  to  a  source  of  electromotive  force.  Moreover,  it  is  apparent 
that  the  voltage  on  each  condenser  is  the  same. 

Problem  B. — In  the  second  problem  of  Fig.  138,  three  condensers  are  con¬ 
nected  in  parallel  as  shown.  To  calculate  the  total  capacity,  proceed  as  follows: 

CT  =  *001  +  .05  +  .004 

Whence  Ct  =  .055  microfarad,  total  capacity. 

The  calculation  of  capacities  in  parallel  is  identical  to  that  of  resist* 
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ances  in  series.  The  capacity  of  the  group  increases  in  direct  propor¬ 
tion  to  the  values  of  the  individual  condensers  employed. 

Condensers  Connected  in  Series  Arrangement — When  two  or  more 
condensers  are  connected  in  series  combination  the  plate  of  one  con¬ 
denser  is  connected  to  the  plate  of  another  condenser,  and  the  opposite 

plate  of  the  latter  condenser  is 
connected  to  the  plate  of  some 
other  condenser,  and  so  on,  as 
shown  in  Fig.  139.  Plate  A  of 
one  condenser  is  connected  to  B 
of  another  condenser,  and  so  on, 
as  illustrated  in  the  diagram. 

The  polarity  at  the  plates  of 
each  respective  condenser  is 
shown.  It  indicates  that  when 
one  plate  of  one  condenser  is 
charged  negatively  the  plate  of 
an  adjoining  condenser  is  charged 
positively.  For  instance,  plate 
B  of  the  first  condenser  in  the 
upper  drawing  is  negative,  as  this 
plate  is  connected  by  means  of 
wire,  w,  to  plate  A  of  the  second  condenser,  charging  this  plate  to  a 
positive  potential. 

This  distribution  of  charges  from  plate  to  plate  is  governed  by 
electrostatic  laws.  If  a  body  is  charged  to  a  negative  potential,  elec¬ 
trons  are  taken  from  another  body,  leaving  the  latter  body  in  a  posi¬ 
tively  charged  condition,  due  to  the  withdrawal  of  electrons.  It  might 
also  be  said  that  the  charge  on  one  plate  of  a  condenser  is  a  displacement 
charge  from  the  next  adjacent  plate. 

The  e.m.f.’s  or  voltages  impressed  across  the  condensers  in  a  series 
grouping  are  not  necessarily  the  same  unless  their  capacities  are  equal, 
because  the  voltage  drop,  EC}  across  each  condenser  is  dependent  upon 
and  equal  to  the  charge  of  the  series  arrangement  divided  by  the  capac¬ 
ity  of  an  individual  condenser.  The  voltage  drop  is  also  inversely  pro¬ 
portional  to  the  frequency  of  the  circuit  and  the  capacity  of  individ¬ 
ual  condensers.  Hence,  although  condensers  may  be  of  similar  voltage 
rating  a  lower  capacity  in  a  series  combination  will  be  subjected  to  a 
higher  potential. 

When  condensers  are  connected  in  series  and  the  circuit  is  supplied 
with  an  alternating  e.m.f.,  the  voltage  drop  or  potential  difference  across 
condensers  of  higher  capacities  will  be  less  than  that  across  low 


Fig.  139. — Condensers  connected  in  series. 
The  series  connection  has  the  effect  of 
greatly  increasing  the  dielectric  thickness  to 
which  capacity  is  inversely  proportional. 
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capacities.  This  fact  can  be  deduced  from  the  fundamental  capacity 

Q  Q 

formula,  where  C  =  tj  or  by  transposition  P  =  — .  The  voltage  drop  or 
i  C 


potential  difference  across  condenser  C3  in  Fig.  140  is  less  than  that 
across  Ci,  because  the  capacity  of  C3  is  greater  than  that  of  Ci,  the 
voltage  drop  across  C\  will  be  less  Mian  that  across  C2  for  the  same  rea¬ 
son,  and  the  voltage  drop  across  C\  will  be  less  than  that  across  C4. 

It  is  advisable  to  use  condensers  of  equal  values  of  capacity  in  a 
series  grouping  so  that  no  condenser  will  be  overloaded. 


Illustration  showing  how  the 
Series  Arrangement  of  the 
2  Condensers  in  Problem  1 
has  the  Effect  of  Increasing 
the  Dielectric  Thickness 


Shows  the  Effect  of  Connecting 
the  4  Condensers  in  Problem  2 
in  Series.  The  Increased  Dielectric 
Thickness  also  Increases  the  Break- 
Down  Voltage  of  the  Condenser  Bank 


Fig.  140. — Showing  why  the  capacity  of  a  circuit  is  decreased  when  condensers  are 

connected  in  series. 


The  effect  of  connecting  condensers  in  series  is  to  increase  the  dis¬ 
tance  of  separation  between  the  plates,  as  the  two  small  sketches  in 
Fig.  140  intend  to  show. 

Since  the  capacity  of  the  condenser  decreases  in  direct  proportion 
to  an  increase  in  the  thickness  of  the  dielectric,  it  follows  that  the 
capacity  of  a  circuit  is  decreased  when  condensers  are  connected  in 
series.  This  may  be  expressed  in  the  following  manner. 

The  total  capacity  of  condensers  connected  in  series  is  equal  to  the 
reciprocal  of  the  sum  of  the  reciprocals  of  the  capacities  of  the  individual 
condensers.  It  may  be  interpreted,  when  a  computation  of  values  is 
desired,  by  the  use  of  the  following  formula: 

_ 1 _ 

111 

c,  +  c*  +  ci etc- 


CT  = 
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in  which 

Ct  =  the  total  capacity. 

The  working  out  of  this  equation  is  simplified  by  removing  the 
reciprocal  from  the  right  side  and  placing  it  at  the  left  side.  The 
equality  of  the  respective  right  and  left  members  is  still  maintained, 
and  the  above  formula  will  now  read : 

k~k+k+ h elc 

Problem. — Substitute  in  the  formula  the  capacity  values  of  the  four 
condensers  shown  in  Problem  2,  Fig.  140.  Find  the  resultant  capacity. 

Here 

Ct  .002  .0015  .003  .0005 

(.03  is  the  common  denominator) 
or 

J_  _  15  +  20  ±  1°  +  60  _  105 

Cr~  .03  “  .03' 

Now  invert  both  sides  of  the  equation  and 


whence 

Ct  =  .00028  microfarad,  total  capacity. 

From  the  above  observation  it  should  be  clear  that  in  a  series 
arrangement  of  condensers  the  total  capacity  of  the  bank  is  always  less 
than  the  capacity  of  any  individual  capacity  in  that  bank. 

In  the  problem  just  cited,  the  capacity  of  the  smallest  condenser  is 
.0005  microfarad  and  the  total  capacity  of  the  bank  was  found  to  be 
lower,  or  .00028  microfarad.  This  proves  the  effect  on  the  circuit  when 
condensers  are  connected  in  series. 

When  several  condensers  of  identical  capacity  are  connected  in 
series  combination  the  total  capacity  is  easily  computed  by  merely 
dividing  the  capacity  of  any  one  of  the  condensers  (since  they  are  all 
equal)  by  the  number  of  condensers  employed.  For  example:  If  four 
condensers,  each  0.004  microfarad,  are  connected  in  series  the  total 
capacity  is  equal  to  0.004  divided  by  4,  or  0.001  microfarad,  the  total 
capacity.  With  only  two  condensers  in  series  and  each  one  0.004 
microfarad  capacity  in  Problem  1,  Fig.  140,  the  total  capacity  is  equal 
to  0.002  microfarad. 


FIXED  AND  VARIABLE  CONDENSERS  IN  COMBINATION  191 


Fixed  and  Variable  Condensers  in  Combination. — There  is  a  con¬ 
tingency  which  may  be  encountered  where  two  condensers  of  unequal 
capacities  are  connected  in  series,  the  capacity  of  one  being  fixed  and 
the  other  variable.  (Refer  to  Fig.  141). 

For  example,  select  a  capacity  which  II 

is  greater  for  the  variable  condenser  IT  ""  J\\ 

than  for  the  fixed  condenser.  Fixed  variable 

T  ,  •  Capacity  Capacity 

'Let  .0005  Mfd.  .0009  Mfd. 

Ci  =  capacity  of  fixed  con-  ™ 

i  Em*  141.  —  Showing  an  arrange- 

denser  =  .0005  mfd.  ment  where  a  fixed  and  a  vari- 

C2  —  capacity  of  variable  con-  able  condenser  are  connected  in 

denser  =  .0009  mfd.  series. 


Fig.  141.  —  Showing  an  arrange¬ 
ment  where  a  fixed  and  a  vari¬ 
able  condenser  are  connected  in 
series. 


With  the  variable  condenser  set  at  maximum,  the  capacity  of  both 
condensers  is  computed  by  employing  the  reciprocal  formula  previously 
given: 

c--rr- 

C[  +  Ca¬ 
using  the  values  chosen  for  Ci  and  C2, 

„  1  1  ,  .  14  .0045  .0045 

7*  “  “ _  1  “  1-1  X  *  “  X  X  ” ~ 

1  1  14  .0045  14  14 

.0005  +  .0009  .0045 


whence 

CT  =  .000321  mfd.  total  capacity. 

The  total  capacity  of  the  circuit  is  raised  when  the  capacity  of  the 
variable  condenser  is  increased.  The  total  capacity  of  the  circuit 
increases  and  approaches  that  of  the  fixed  condenser  when  the  variable 
condenser  is  increased,  but  the  total  capacity  of  the  circuit  will  never 
become  greater,  nor  can  it  equal  the  capacity  of  the  fixed  condenser. 

It  is  evident  that  the  resultant  capacity  will  always  be  less  than 
that  of  the  fixed  condenser,  even  though  the  maximum  of  the  variable 
condenser  is  used.  This  proves  that  the  total  capacity  of  series  group¬ 
ing  is  always  less  than  the  capacity  of  the  smallest  individual  one  in 
the  series. 

The  calculation  of  capacities  in  series  is  exactly  similar  to  that  of 
resistances  in  parallel.  The  capacity  of  the  total  group  decreases  in 
indirect  proportion  (inverse  ratio)  to  the  individual  capacities. 
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VACUUM  TUBES 

NATURE,  FUNCTIONS,  AND  TERMINOLOGY 

Almost  everywhere  we  may  observe  some  of  the  results  of  electrical 
phenomena,  such  as  the  production  of  light,  heat,  power  and  radio 
communication.  This  electrical  energy  takes  different  forms.  For 
instance,  magnetic  lines  of  force,  similar  in  characteristics  to  the  mag¬ 
netic  field  of  a  horseshoe  magnet,  surround  every  conductor  or  coil  when 
current  flows  through  the  wires,  producing  an  electromagnetic  field. 
This  field  exists  as  a  strain  in  the  medium  surrounding  the  conductor. 
Another  form  of  electric  phenomenon,  known  as  a  static  charge ,  may 
be  built  up  on  the  surfaces  of  insulating  materials  called  dielectrics ,  such 
as  mica,  glass,  wax  paper  and  atmospheric  air.  When  a  given  electrical 
pressure-  (e.m.f.)  is  applied  to  material  of  this  kind,  current  will  not 
flow  through,  as  in  the  case  of  a  metal  conductor  like  wire,  but,  rather, 
a  displacement  of  current  takes  place  in  the  dielectric  and  the  energy 
is  held  at  rest — under  a  tension,  as  it  were — producing  a  stationary 
field  of  force,  termed  an  electrostatic  field.  If  each  side  of  a  dielectric 
material  is  covered  with  a  thin  metal  plate,  these  plates  will  serve  to 
distribute  the  charge  over  a  greater  area.  Such  a  device,  consisting  of 
two  metal  plates  separated  by  an  insulating  material,  is  called  a  con¬ 
denser  and  has  the  ability  to  store  up  a  charge  of  electricity. 

When  current  flows  in  a  metal  conductor,  there  is  always  some  dis¬ 
sipation  of  energy  in  the  form  of  heat,  but  where  heat  serves  no  useful 
purpose  in  the  function  of  an  electrical  circuit,  it  is  considered  a  loss. 
On  the  other  hand,  when  an  increase  of  temperature  in  a  conductor  is 
required,  as  in  the  lighting  of  the  filaments  of  a  vacuum  tube,  the  heat 
is  not  considered  a  loss  because  here  it  serves  a  useful  purpose.  Under 
certain  conditions  the  electrical  strains  in  the  medium  which  surround 
metal  conductors,  and  also  a  dielectric  medium  (air  for  example),  give 
rise  to  the  movement  of  energy  out  into  space  and  a  wave  motion  takes 
place,  as  for  example,  when  an  antenna  system  is  energized.  The  length 
of  a  radio  wave  propagated  in  this  manner  depends  upon  the  rate  at 
which  the  electrical  fields  or  forces,  referred  to  above,  are  made  to 
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change.  This  electrical  vibration  or  motion  can  be  timed;  that  is,  the 
frequency  or  rate  of  change  can  be  controlled  by  a  regulation  of  the 
electrical  constants,  namely,  the  inductance  and  capacitance  of  the 
circuit.  Light,  heat,  and  radio  waves  are  all  similar  in  their  character¬ 
istics,  and  differ  only  with  respect  to  their  wave  lengths;  those  of  light 
and  heat  being  very  short. 

In  radio  circuits  we  deal  chiefly  with  the  utilization  of  the  forces 
exerted  by  the  electromagnetic  and  electrostatic  fields,  resulting  from 
current  flowing  in  the  circuits.  It  is  important  to  understand  two  fac¬ 
tors:  how  the  forces  or  pressures  which  cause  current  to  flow  are  gener¬ 
ated,  and  the  nature  of  the  movement.  The  unknown  causes  which 
produce  the  known  results  in  electricity  may  be  explained  clearly  when 
we  apply  the  theory  of  atomic  structure,  based  upon  the  assumption 
that  the  smallest  known  division  of  matter  is  a  tiny,  electrically  charged 
particle  called  an  electron ,  which  is  always  in  a  rapid  state  of  vibration 
bound  to  a  nucleus  or  center  of  opposite  attraction.  By  various  meth¬ 
ods,  an  electron  can  be  detached  from  its  nucleus  and  forced  to  move 
from  one  place  to  another  through  the  following  media,  solids,  liquids, 
gases  and  vacua,  under  the  influence  of  an  electrical  difference  of  poten¬ 
tial  which  is  equivalent  to  pressure  applied  between  two  points  in  the 
medium.  It  is  the  motion  of  countless  millions  of  these  little  electrons 
that  represents  the  conduction  of  electricity  called  current  flow. 

This  theory,  known  as  the  Electron  Theory ,  is  accepted  in  general 
by  the  scientific  world,  for  it  seems  logical  and  conclusive.  With  it 
we  may  account  for  many  of  the  electrical  phenomena  and  laws  govern¬ 
ing  the  behavior  of  electricity  in  all  its  phases.  The  theory  is  of  par¬ 
ticular  value  since  the  vacuum  tube  now  takes  the  same  leading  posi¬ 
tion  in  the  field  of  radio  transmission  that  it  has  held  in  the  reception 
of  radio  signals.  Therefore,  we  shall  deal  with  the  electronic  theory 
with  special  application  to  tube  functioning. 

After  many  years  of  research  and  experimentation  by  physicists,  the 
manufacture  of  high-power  tubes  in  commercial  quantities  has  been 
made  possible.  The  tubes  are  constructed  very  ruggedly  and  are 
capable  of  delivering  large  output  energy  for  long  periods  without  any 
decrease  in  their  efficiency.  The  success  of  this  research  is  proven  by  the 
exclusive  use  of  the  vacuum  tube  in  the  field  of  broadcasting  speech  and 
music,  and  the  great  increase  in  the  number  of  installations  of  tube 
transmitters  for  the  dispatch  of  radio  telegraph  messages.  The  flexi¬ 
bility  of  the  vacuum  tube — one  of  the  most  sensitive  devices  known  to 
man — is  apparent,  and  we  shall  here  review  briefly  its  adaptability  to 
the  various  phases  necessary  to  carry  on  radio  communication. 

Oscillator. — The  vacuum  tube,  connected  in  a  suitable  circuit  and 
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used  as  an  oscillator,  will  generate  undamped  radio-frequency  oscilla¬ 
tions,  that  is,  an  alternating  current,  the  frequency  and  amplitude  inten¬ 
sity  of  which  is  consistently  maintained.  When  such  a  circuit  is  con¬ 
nected  or  coupled  to  an  antenna  system  it  will  radiate  a  continuous 
wave  motion  to  great  distances. 

Continuous  waves  are  alternating  electric  waves  in  space ,  the  amplitude 
and  frequency  of  which  are  constant.  The  resonant  circuits  in  which  the 
tube  is  functioning  as  an  oscillator  may  be  adjusted  quickly,  and  sharp¬ 
ness  of  tuning  is  more  pronounced  than  in  circuits  using  the  spark  form 
of  transmission;  the  latter  radiates  a  damped  wave,  one  in  which  the 
amplitudes  periodically  build  up  and  diminish  in  successive  groups. 
The  energy  emanating  from  a  spark  transmitter  is  broad  in  character; 
that  is,  it  spreads  over  a  comparatively  large  band  of  wavelengths,  and 
may  create  interference  in  receiving  sets  not  tuned  to  receive  its  signals. 

Power  Amplifier. — The  generated  radio-frequency  oscillations  of  the 
oscillator  may  be  increased  in  power  by  feeding  this  current  through 
circuits  coupled  to  power  amplifier  tubes,  which  simply  intensify  the 
energy  they  receive  without  changing  its  character.  It  is  indeed  for¬ 
tunate  that  the  tube  is  adaptable  to  this  particular  usage,  for,  instead 
of  building  one  large  unwieldly  and  expensive  amplifying  tube  to  sup¬ 
ply  an  antenna  with  a  high  watt  output  power,  several  smaller  amplifier 
tubes,  sometimes  as  many  as  six  or  more,  all  functioning  alike,  may  be 
so  connected  together  in  a  parallel  arrangement  that  the  antenna 
receives  a  large  total  power — the  sum  total  of  the  watt  output  of  the 
individual  tubes.  The  advantage  lies  in  the  fact  that  the  load  is  divided 
among  the  low-powered  tubes;  they  are  less  expensive,  more  spares  can 
be  carried  for  replacement,  and  a  smaller  and  more  compact  power- 
plant  will  supply  the  lower  voltages  necessary  for  operation. 

Vacuum  tubes  may  be  connected  in  multiple  arrangement,  as  out¬ 
lined  above,  not  only  with  amplifier  circuits  but  also  with  modulator 
and  oscillator  circuits. 

The  actual  manner  in  which  tubes  are  connected  in  parallel  is  in 
itself  a  simple  arrangement  of  connecting  all  the  grids  together  and  all 
the  plates  together.  The  filaments  are  energized  from  the  same  source 
of  supply. 

If  these  tubes  are  to  be  operated  in  parallel,  a  small  radio-frequency 
choke  coil  or  a  resistance  of  suitable  size  (as,  for  example,  10  to  100 
ohms)  should  be  inserted  in  the  grid  circuit  of  each  tube.  The  choke  or 
resistance  should  occupy  a  position  as  close  as  possible  to  the  grid  term¬ 
inal  of  the  socket  in  order  to  prevent  the  setting  up  of  parasitic  oscilla¬ 
tions  (oscillations  of  ultra  high-frequency)  which  may  cause  undesirable 
effects. 
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Continuous  oscillations  are  currents  surging  back  and  forth  in  a 
circuit  at  high  frequencies,  producing  a  smooth-topped  alternating  cur¬ 
rent  wave  form.  (See  the  lower  curve  in  Fig.  93.)  The  amplitude 
strength,  shown  as  the  top  or  peak  of  each  oscillation,  is  constant,  and 
a  line  drawn  through  the  peaks  will  be  a  straight  line.  The  character 
of  this  energy  is  known  as  an  undamped ,  unmodulated ,  or  continuous 
wave.  If  impressed  upon  the  circuits  of  a  receiving  set  (not  employing 
a  regenerative,  detector)  this  energy  would  merely  depress  and  hold 
the  diaphragms  of  the  telephone  receiver  in  a  rigid  position  as  long  as 
the  undamped  currents  continued  to  flow.  Signals  could  not  be  received. 

In  order  to  affect  our  sense  of  hearing  the  telephone  diaphragms,  must 
vibrate  at  a  rate  between  the  order  of  20  and  approximately  7000  times 
per  second.  To  accomplish  this  the  current  which  actuates  the  dia¬ 
phragm  movement  must  flow  at  a  frequency  in  this  audible  range.  It 
then  becomes  known  as  an  audio-frequency  current.  The  average  human 
ear  is  most  sensitive  to  sound  vibrations  having  a  frequency  of  between 
500  and  1000  cycles  per  second.  The  relative  effect  of  sound  vibrations 
on  the  ear  may  be  understood  by  contemplating  the  effect  of  the  fre¬ 
quencies  produced  when  musical  instruments  send  forth  the  various 
tones  which  result  in  harmony. 

For  example,  the  shortest  string  in  the  piano  scale  vibrates  at  the 
highest  frequency,  a  little  more  than  4000  times  per  second,  middle  C 
about  256,  and  the  slowest  vibration  period  is  that  of  the  longest  string 
at  the  lower  end  of  the  gamut  (range),  or  about  32.  In  general,  tones 
higher  than  perhaps  7000  or  10,000  and  lower  than  20  vibrations  per 
second  do  not  register  upon  the  ear. 

To  receive  audio-frequency  current  changes,  a  distant  transmitting 
station  must  radiate  a  complex  wave  for  the  purpose  of  projecting  the 
voice  frequencies  through  space.  The  audible  electrical  frequencies 
which  produce  the  intelligible  sounds  are  incapable  of  being  radiated 
and  must  be  carried  along  “  on  ”  or  “  by  ”  the  power  of  a  radio-fre¬ 
quency  carrier  wave.  The  audio-frequencies  appear  only  as  a  variation 
of  amplitude  strength  of  the  radio-frequency  energy.  When  an  audio¬ 
frequency  current  is  superimposed  upon  the  oscillator  circuit  the  oscil¬ 
lations  will  be  made  to  vary  in  their  amplitude  strength.  That  is,  the 
heights  of  the  peaks  or  tops  are  increased  or  decreased  and  follow  a 
variation  similar  to  the  modulator  currents  which  caused  this  change. 
The  audio-frequency  variations  appear  as  an  envelop  enclosing  this 
oscillator  carrier  current,  illustrated  in  Fig.  94. 

The  contour  of  a  line  drawn  through  these  wave  tops  will  conform 
exactly  with  the  speech  or  musical  vibrations  directed  toward  micro¬ 
phone.  A  tube,  known  as  the  modulator ,  is  connected  through  suitable 
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circuits  between  the  microphone  and  the  oscillator.  It  functions  to 
communicate  the  necessary  audible  frequency  variations  that  are  to  be 
impressed  upon  the  oscillator.  Energy  of  this  character  is  known  as  a 
modulated  continuous  wave. 

Modulator.  —  The  method  of  superimposing  an  audio-frequency 
variation  upon  radio-frequency  oscillations  may  be  stated  briefly  as 
follows:  The  oscillator  circuit  generates  radio  (high)  frequency  oscil¬ 
lations,  called  a  carrier  current,  because  it  serves  as  the  medium  upon 
which  the  audio-frequency  changes  are  carried.  The  final  form  is  the 
modulated  carrier  wave  shown  in  Fig.  94  that  is  radiated  away  from  a 
broadcast  transmitter  antenna  through  space  to  be  picked  up  by  a 
receiving  set  antenna.  While  the  continuous  radio-frequency  oscilla¬ 
tions  persist  at  a  constant  frequency,  variations  in  their  amplitudes  or 
peaks  are  taking  place  in  accordance  with  the  rate  of  change  of  the  out¬ 
put  currents  of  the  modulator,  because  the  circuits  of  the  latter  are 
coupled  to  the  oscillator.  The  modulator  tube  is  connected  to  the 
microphone  circuits  of  the  transmitter,  and  the  sound  waves  of  the 
voice  or  music  impressed  upon  the  microphone  supply  the  modulator 
with  a  current  varying  at  a  similar  audio-frequency.  The  modulator 
in  turn  imparts  these  audio  current  variations  to  the  oscillator,  modu¬ 
lating  the  energy  of  the  continuous  wave. 

Just  how  this  is  accomplished  is  explained  under  the  subject  “  Oscil¬ 
lator-Modulator  ”  in  Chapter  XX.  Exact  and  faithful  reproduction  of 
the  original  sound  waves  in  this  process  is  converted  into  electrical 
energy  having  a  modulated  continuous  wave  motion. 

Speech  Amplifier. — Power  Amplifier. — The  microphone  circuit  may 
supply  its  current  to  the  modulator  directly,  or  through  the  agency  of 
one  or  more  speech  amplifier  tubes.  The  function  of  the  latter  is  to 
amplify  and  not  in  any  way  change  the  character  or  distort  the  wave 
form  of  the  audio  current,  so  that  each  tube  will  furnish  increasing 
power  until  the  modulator  tube  is  supplied  with  the  maximum  input 
voltages  necessary  for  its  most  efficient  operation.  This  is  a  matter  of 
great  importance  because  the  depth  of  modulation  indicates  the  extent 
to  which  the  current  is  made  to  vary  and  thus  preserve  effectively  all 
of  the  overtones  of  the  produced  sound  which  give  the  reproduction  its 
particular  quality,  or  timbre.  This  requirement  accounts  for  the 
employment  of  the  audio  power  amplifier  tube  in  any  usage  where  the 
output  of  the  tube  must  deliver,  without  distortion  of  any  kind,  a 
speech  frequency  current  exactly  in  accordance  with  the  sound  waves 
impressed  upon  the  diaphragm  of  the  microphone.  The  purpose  of 
employing  a  power  tube  is  explained  more  fully  in  the  latter  part  of 
this  chapter. 
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Audio  Oscillator  Versus  Modulating  System  Employing  a  600-Cycle 
Alternator. — In  a  commercial  telegraph  transmitter  the  modulator  tube 
circuits  may  be  arranged  to  generate  a  low  frequency  alternating  cur¬ 
rent  of  perhaps  500  cycles.  The  tube  functioning  in  this  manner  is 
known  as  an  audio  oscillator.  This  500-cycle  energy  superimposed 
upon  the  carrier  wave  of  the  oscillator  modulates  the  c.w.,  so  that  when 
a  wave  motion  of  such  character  and  frequency  is  received  and  detected, 
it  will  be  heard  as  a  musical  tone  in  the  telephone  receivers.  Adjust¬ 
ment  for  three  different  audio-frequencies  is  usually  provided  for  the 
purpose  of  selecting  the  one  giving  a  clear,  well-defined  and  pleasing 
tone,  which  will  cut  through  interference.  This  arrangement  is  very 
practical  in  that  the  same  modulator  tube  may  be  used  for  voice  or 
telegraphic  transmission,  and  the  motor-driven  chopper,  with  its 
attendant  equipment,  can  be  eliminated  in  the  modern  installation. 
The  chopper  is  the  mechanical  means  used  to  interrupt  the  radio-fre¬ 
quency  oscillations  generated  by  an  oscillator  into  groups  producing 
an  audible  note  in  the  telephone  receiver  of  about  1000  cycles,  the 
frequency  most  suited  for  the  code  used  in  sending  telegraph  messages. 
This  interruption  of  oscillations  by  the  chopper  is  called  interrupted 
continuous  wave  transmission,  abbreviated  as  i.c.w. 

The  recent  method  of  obtaining  i.c.w.  telegraphy  is  to  provide  a  500- 
cycle  alternating  current  generated  by  an  alternator  and  step  up  the 
voltage  of  the  a-c.  through  a  transformer  to  a  suitable  value  so  that  it 
may  be  introduced  directly  into  the  plate  circuit  of  the  main  power- 
amplifier  tubes.  The  500-cycle  energy  acting  on  the  plate  is  the  equiv¬ 
alent  of  positive  plate  modulation  without  the  use  of  an  additional 
audio  oscillator  tube. 

The  normal  positive  plate  potential  or  plate  voltage  of  the  tube  is 
varied  as  the  500-cycle  voltage  either  adds  to  or  subtracts  from  the 
normal  value.  The  carrier  current  generated  by  the  oscillator  is  modu¬ 
lated  in  this  maimer  and  radiates  a  telegraph  signal  with  a  pleasing 
tone  of  constant  characteristics  when  reproduced  in  the  telephone 
receivers.  This  modulated  energy  offers  the  advantage  of  being 
capable  of  reception  either  by  a  simple  detector  circuit  or  by  a 
regenerative  detector,  permitting  the  signal  to  be  heterodyned,  if 
desired. 

The  purpose  of  modulating  the  continuous  wave  with  a  500-cycle 
audio-frequency  current  is  to  enable  the  observer  at  the  receiving  end 
to  intercept  and  make  intelligible  the  telegraphic  signals  radiated  by  a 
continuous  wave  transmitter  when  using  a  receiving  circuit  not  equipped 
with  regenerative  amplification;  that  is,  the  receiver  is  not  designed  to 
generate  oscillations  within  its  own  circuits. 
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A  modulator  tube  may  then  provide  i.c.w.  telegraphy,  and  at  the 
same  time  permit  telephony  to  be  used  later  if  desired. 

Detector. — The  vacuum  tubes  in  a  receiving  set  function  similarly 
to  transmitter  tubes  when  used  for  the  same  purpose,  as  for  instance, 
oscillators  and  all  amplifiers  in  general.  The  difference  is  mainly  in 
their  power  and  size.  The  receiving  tubes  are  smaller,  because  they  are 
designed  to  handle  less  power.  The  only  exception  is  that  a  receiving 
set  always  employs  one  tube  functioning  as  a  detector.  It  is  essentially 
a  rectifier  of  continuous  and  damped  waves.  A  detector  tube  is  not 
required  in  the  circuits  of  a  transmitter. 

The  incoming  waves  will  set  up  an  alternating  current  in  the  tuned 
circuits  connected  to  the  detector,  of  such  high  inaudible  frequency  that 
no  mechanical  device  is  capable  of  following  their  rapid  oscillations; 
for  instance,  the  diaphragms  of  a  telephone  receiver  will  respond  only 
to  an  average  of  the  oscillations  over  a  certain  period.  Since  the 
alternations  of  the  oscillations  are  as  strong  in  their  positive  as  in  their 
negative  directions  in  the  tuned  circuits,  their  average  is  obviously 
zero.  It  is  necessary,  therefore,  to  change  this  average  by  employing 
a  detecting  apparatus.  The  detector  tube  fulfils  this  function  for  it 
delivers  an  average  change  of  output  current  at  audio-frequency,  exert¬ 
ing  a  pull  on  the  telephone  diaphragms  causing  them  to  vibrate.  The 
magnetic  flux  in  an  electromagnet  of  a  telephone  receiver,  or  loud¬ 
speaker  unit,  will  vary  with  the  audio-frequency  current  changes  in  its 
windings.  This  change  of  magnetic  pull  imparts  a  mechanical  move¬ 
ment  to  the  metal  diaphragm  or  armature,  of  a  telephone  head  set,  a 
horn,  or  a  cone  type  loudspeaker,  to  set  up  the  sound  vibrations.  The 
detector  then  separates  the  audio-frequency  component  of  an  incoming 
wave  from  the  radio-frequency  component  or  the  carrier  current . 

Radio-frequency  Amplifier. — Radio  waves  create  a  disturbance  in 
a  receiving  antenna,  causing  only  a  very  feeble  current  to  flow  in  the 
oscillatory  circuit,  which  is  called  the  radio-frequency  circuit.  The 
receiving  antenna  circuit  is  tuned  in  consonance  with  the  signal  fre¬ 
quency,  and  therefore  will  respond  with  vigor  only  to  the  frequency  of 
the  carrier  current  of  a  transmitter  whose  signal  is  desired.  It  is  the 
function  of  the  tuned  circuit  to  lower  or  suppress  the  strength  of  the 
current  of  all  other  frequencies  to  the  point  of  inaudibility  so  that  sig¬ 
nals  not  desired  are  not  received. 

In  order  to  increase  the  magnitude  of  the  feeble  current  induced  in 
the  antenna  system  to  a  strength  sufficiently  high  to  operate  the  detector 
at  maximum  efficiency,  it  is  usually  necessary  to  place  between  the 
detector  and  the  antenna  circuits,  one  or  more  tubes  operating  as  radio¬ 
frequency  amplifiers.  The  radio-frequency  tubes  are  generally  arranged 
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in  cascade,  or  straight  amplification,  indicating  that  one  stage  of  radio 
amplification  directly  follows  another.  The  output  energy  of  each 
preceding  stage  feeds  into  the  input  side  of  each  successive  stage  until 
the  signal  intensities  are  greatly  multiplied.  Also,  if  each  stage  is 
tuned,  greater  discrimination  may  be  gained  against  signals  not  desired, 
giving  greater  selectivity  and  increased  volume  to  the  receiving  set. 
After  the  signal  passes  through  the  detector  tube  it  is  then  at  audio¬ 
frequency,  and  usually  is  only  strong  enough  at  this  point  to  make  the 
signals  heard  when  telephone  receivers  are  used.  The  audio  current  is 
then  carried  through  several  stages  of  audio  amplification  to  multiply 
or  step-up  its  intensity  for  loudspeaker  operation.  In  exactly  the 
same  way,  but  employing  much  greater  power,  the  radio-frequency 
tubes  of  a  transmitter  are  utilized  to  step-up  the  power  successively 
from  one  stage  to  another  until  the  maximum  energy  is  obtained  to  set 
the  antenna  system  into  oscillation. 

The  amplifier  tubes  of  either  a  receiver  or  transmitter  'may  be  used 
in  other  than  cascade;  for  instance,  in  push-pull  arrangement. 

Ail  amplifier  tubes,  when  compared,  operate  in  like  manner  funda¬ 
mentally. 

Audio-frequency  Amplifier. — A  tube  functioning  to  amplify  a  signal 
that  has  passed  through  the  detector  circuit  is  called  an  audio-frequency 
amplifier.  Audio  amplifier  tubes  may  be  connected  in  either  push-pull 
or  cascade  arrangement  and  after  one  type  of  tube  has  reached  its  limit 
of  amplification,  then  a  succeeding  tube,  or  tubes,  capable  of  handling 
additional  power  may  be  added,  until  the  signal  current  reaches  a  value 
great  enough  to  operate  a  loudspeaker  with  any  desired  volume.  Again, 
we  may  have  audio-amplifier  tubes  in  a  broadcast  transmitter,  in  which 
case  they  are  generally  termed  speech  amplifiers.  They  merely  increase 
the  output  power  of  the  current  of  the  microphone  circuit  to  a  suitable 
value  before  introducing  it  into  the  input  circuit  of  the  modulator 
tube,  as  we  have  previously  mentioned. 

Intermediate-frequency  Amplifier. — The  super-heterodyne  receiving 
set  employs  one  tube  operating  as  an  oscillator  to  generate  a  radio-fre¬ 
quency  current.  Its  purpose,  in  brief,  is  to  supply  an  oscillating  cur¬ 
rent  to  a  circuit  which  is  already  carrying  the  oscillations  of  the  incom¬ 
ing  signal.  When  two  e.m.f.’s  with  slightly  different  frequencies  act 
simultaneously  in  the  same  circuit,  a  resultant  current  called  the  beat 
frequency  is  produced;  the  two  energies  are  said  to  heterodyne  with  each 
other.  By  tuning  the  oscillator  circuit  at  the  same  time  that  the  radio¬ 
frequency  circuit  is  adjusted  to  receive  a  signal,  the  e.m.f.’s  will  swing 
in  and  out  of  unison  or  phase  and  produce  a  beat  frequency.  Their 
energies  are  either  aiding  periodically  and  working  together  to  produce 
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a  strong  beat  energy,  or  working  against  each  other  to  weaken  the  beat 
current. 

A  good  analogy  for  this  phenomenon  is  the  peculiar  effect  that  is 
produced  when  two  tuning  forks  of  different  but  nearly  equal  pitches 
are  sounded.  Another  note  or  pitch  will  be  heard  that  is  slightly  differ¬ 
ent  from  either  of  the  original  pitches  of  the  tuning  forks.  This  is  said 
to  be  a  beat  effect  and  the  frequency  of  the  beat  note  is  the  numerical 
value  of  the  difference  in  the  frequencies  of  the  tuning  forks.  The 
beat  note  gradually  dies  away  and  then  comes  in  stronger  and 
stronger  periodically  as  the  vibrations  of  each  fork  fall  alternately 
in  and  out  of  unison.  Another  but  higher  beat  note  may  be  pro¬ 
duced,  but  will  not  be  heard  as  a  rule  because  of  its  unusually  high 
pitch. 

The  constants  of  the  oscillator  circuit  may  be  designed  to  produce 
a  heterodyned  beat  note  in  the  intermediate- frequency  range  in  the 
order  of  about  40,000  cycles,  which  is  above  the  audibility  limit.  The 
intermediate-frequency  current  is  then  amplified  before  the  detector 
receives  it  to  convert  it  in  the  usual  way  into  an  audio  current. 

A  vacuum  tube  employed  in  this  capacity  is  called  an  intermediate- 
frequency  amplifier  and  usually  not  more  than  two  intermediate  stages 
are  necessary  to  supply  the  audio  detector  with  sufficient  operating 
input  voltage. 

The  principle  of  the  super-heterodyne  is  based  upon  the  following 
action.  Suppose  a  very  feeble  signal  current  is  impressed  upon  a  loop 
antenna;  this  incoming  energy  is  strengthened  through  one  stage  of 
radio-frequency  amplification  and  is  then  heterodyned  with  the  high- 
frequency  alternating  current  generated  by  the  oscillator,  thus  pro¬ 
ducing  the  beat  note.  The  tube  which  functions  to  detect  the  beat 
frequency  or  intermediate  is  known  as  the  first  detector.  The  inter¬ 
mediate-frequency  current  is  now  passed  from  the  first  detector  through 
two  stages  of  amplification  before  the  audio  detector  receives  it  to  sep¬ 
arate  the  audio  signal  wave  from  the  high  frequency  current.  The  lat¬ 
ter  detector  is  known  as  the  second  detector .  The  high  sensitivity  of 
this  system  is  due  to  the  fact  that  the  oscillator  furnishes  the  driving 
power,  and  though  the  incoming  wave  may  be  weak,  the  heterodyning 
will  produce  a  greatly  intensified  beat  current.  All  of  the  intermediate- 
frequency  tubes  used  in  this  receiver  may  be  of  one  type,  having  the 
same  specifications. 

Summary. — In  the  foregoing  paragraphs  are  outlined  the  relative 
distinctions  between  vacuum  tubes  (all  fundamentally  alike  in  design, 
having  three  electrodes,  namely,  grid,  filament  and  plate)  when  used 
to  function  in  either  of  the  following  capacities: 
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Oscillator,  audio  oscillator,  radio-frequency  oscillator. 

Modulator. 

Speech  amplifier. 

Audio  amplifier. 

Power  amplifier  tubes  in  general. 

Intermediate  amplifier  tubes  in  general. 

The  detector. 

Two-Element  Tube. — Vacuum  tubes  having  only  two  electrodes, 
namely,  filament  and  plate,  are  employed  to  rectify  or  convert  alter¬ 
nating  current  into  direct  current.  Tubes  having  two  elements,  a 
cathode  and  an  anode,  containing  a  low-pressure  mixture  of  gases,  are 
employed  as  rectifiers  and  also  are  used  extensively  as  a  voltage  regu¬ 
lating  device. 

A  rectifier  unit  operating  from  an  a-c.  line  will  supply  direct  current 
at  all  of  the  operating  voltages  to  radio  receiving  sets  without  the  use 
of  any  “A,”  “  B  ”  or  “  C  ”  batteries  whatsoever. 

All  the  functions  listed  above  are  responsible  for  the  rapid  advance 
and  commercial  practicability  of  broadcast  and  telegraph  transmitters, 
the  electrification  of  the  radio  receiver  and  the  development  of  the 
superpower  loudspeaker. 

The  importance  of  a  basic  knowledge  of  the  vacuum  tube  function 
with  its  associated  circuits  cannot  be  overestimated.  In  this  introduc¬ 
tion  we  have  given  a  few  of  its  principal  uses  to  show  that  while  the 
same  type  of  tube  may  be  employed  throughout  the  various  circuits  in 
a  transmitter  or  receiver,  the  tube  must  be  made  to  function  with  a 
characteristic  which  will  satisfy  the  requirements  of  the  particular  cir¬ 
cuit.  We  may  best  approach  this  subject  with  the  electronic  theory 
as  applied  to  thermionic  tubes ,  or  tubes  utilizing  a  heated  cathode  or 
filament.  The  characteristic  performance  is  always  shown  by  the 
visual  method,  in  which  graphs  or  curves  indicate  at  a  glance  the  varia¬ 
tions  of  the  output  current  for  given  changes  of  input  voltages  im¬ 
pressed  upon  the  vacuum  tube. 

To  carry  out  this  thought  we  may  here  state  that  the  complete 
operation  of  a  transmitter  or  receiver  is  the  result  of  a  succession  of 
voltage  changes,  which  cause  current  changes  in  a  circuit.  The  cur¬ 
rent  changes  in  turn  produce  other  voltage  changes  in  the  same  circuit 
or  in  a  neighboring  circuit  connected  or  coupled  to  it.  (See  Fig.  170.) 
This  continuity  of  voltage  and  current  variations  is  carried  out  through 
the  vacuum  tube,  because  a  vacuum  tube  is  a  voltage-operated  device. 
The  vacuum  tube  is  the  heart  of  the  operating  system.  As  our  purpose 

the  start  is  to  acquaint  the  reader  or  student  with  the  fundamentals, 
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it  is  deemed  advisable  to  set  forth  this  preliminary  information  regard¬ 
ing  tube  functions  and  terminology. 

Considerable  time  should  be  devoted  to  obtaining  the  correct  per¬ 
spective  of  energy  changes  in  radio  circuits;  this  will  materially  aid  one 
in  applying  the  theory  of  vacuum  tube  operation  in  the  circuit  of  which 
the  tube  is  a  part.  The  effects  that  a  particular  circuit  will  produce 
upon  another  circuit  may  thus  be  deduced  easily  and  in  this  way  a 
first  or  primary  action  may  be  compared  to  a  reaction  until  the  con¬ 
tinuity  of  circuits  and  current  changes  is  completed.  Each  operation 
is  like  a  link  in  a  chain  contributing  to  the  ultimate  result  desired. 

It  is  always  of  advantage,  when  beginning  the  study  of  any  science, 
to  obtain  a  brief  outline  or  perspective  of  its  ramifications.  That  is  the 
purpose  of  this  introduction.  It  now  remains  for  the  reader  or  student 
to  build  up  on  the  knowledge  just  outlined,  through  careful  scrutiny  and 
analysis  of  the  more  detailed  facts  set  forth  in  this  chapter. 

FUNDAMENTAL  THEORY 

Electron  Theory. — The  electron  theory  was  formulated  by  scientists 
to  account  for  the  manifestations  of  energy  found  everywhere.  It 
enables  us  to  understand  the  process  whereby  light,  heat  and  electric 
energy  are  produced.  What  happens  when  electric  current  flows 
through  a  wire?  How  is  it  possible  for  an  electric  current  to  pass 
through  a  vacuum  from  one  electrode  to  another?  To  answer  these 
questions  we  must  first  explain  the  modern  conception  of  the  electrical 
nature  of  all  matter;  and  how  the  electron  is  now  revealed  as  the  funda¬ 
mental  basis  of  all  matter. 

We  must  remember  that  electricity  cannot  be  seen  nor  can  the 
existence  of  an  electron  actually  be  demonstrated,  but  scientists  in 
various  ways  have  confirmed  their  belief  in  the  electron  theory  by 
experimental  evidence  and  we  are  called  upon  to  accept  their  views  as 
realities.  In  fact,  the  student  is  urged  to  accept  this  view  at  the  start 
because  the  electron  theory  is  especially  important  in  relation  to  the 
use  of  vacuum  tubes.  If  one  can  form  a  mental  picture  of  an  electron 
or  electrons  in  motion  and  think  of  them  as  realities  it  will,  doubtless, 
uncloud  one  of  the  hidden  secrets  connected  with  the  subject  of  elec¬ 
tricity. 

All  matter  exists  in  three  forms,  in  the  solid,  liquid,  or  gaseous  state. 
It  has  been  known  for  a  long  time  that  so-called  solid  matter  is  not 
solid  but  consists  of  smaller  divisions  of  the  material.  These  divisions 
are  called  molecules .  They  represent  the  smallest  particles  of  matter 
into  which  a  substance  can  be  divided  and  still  be  recognized  as  part 
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of  the  original  substance,  thus  retaining  all  of  fts  physical  and  chemical 
properties.  There  are  as  many  kinds  of  molecules  as  there  are  varieties 
of  matter.  The  molecule  is  assumed  to  be  subdivided  into  other  con¬ 
stituent  parts  called  atoms.  An  atom  constitutes  the  smallest  quantity 
of  an  element  which  is  capable  of  existing.  The  atoms  arrange  them¬ 
selves  into  groups  to  form  molecules. 

The  whole  structure  of  the  universe  is  built  upon  units  of  matter 
known  as  elements;  and  these  elements  exist  either  singly  or  in  combina¬ 
tions.  There  are  more  than  ninety  elements  known  to  science,  such  as 
hydrogen,  oxygen,  iron,  lead,  helium,  thorium,  nitrogen,  gold,  alumi¬ 
num,  uranium,  etc. 

After  the  electron  theory  was  developed,  the  atom  was  no  longer 
assumed  to  be  the  last  indivisible  unit  of  matter  that  it  once  was  thought 
to  be.  According  to  the  present  accepted  theory,  the  atom  has  a 
nucleus  around  which  revolve  infinitesimal  particles  of  electricity  known 
as  electrons,  the  whole  mass  being  held  in  combination  by  electrical 
forces. 

Ail  electrons  are  alike;  they  have  similar  electrical  characteristics. 

The  simplest  arrangement  of  all  atoms  is  that  of  hydrogen,  because 
it  has  but  a  solitary  electron  revolving  around  the  nucleus.  Atoms  of 
hydrogen,  oxygen,  lead,  mercury  and  the  other  elements  differ  from 
one  another  only  because  they  differ  in  the  number  and  arrangement  of 
their  electrons  around  their  nucleii. 

The  division  of  matter  according  to  the  atomic  theory  is  a  very 
complicated  one.  Hence,  it  might  be  well  to  illustrate  the  divisions  by 
considering  the  atomic  structure  of  water,  since  everybody  is  familiar 
with  water  and  almost  everyone  knows  that  water  is  formed  from  two 
gases,  hydrogen  and  oxygen.  Water  molecules  may  exist  in  (1)  a  solid 
state,  ice;  (2)  a  gaseous  state,  steam;  and  (3)  a  liquid  state,  water.  Two 
atoms  of  hydrogen,  H,  in  combination  with  one  atom  of  oxygen,  0,  form 
one  molecule  of  water;  thus  water  may  be  expressed  in  chemical  terms  as 
H2O.  Obviously,  neither  hydrogen  nor  oxygen,  which  are  both  ele¬ 
ments,  have  the  properties  of  water.  It  may  be  assumed  that  water  is 
an  aggregation  of  electrons  revolving  at  high  velocities  around  their 
nucleii,  the  atoms  being  tied  together  by  a  powerful  electrical  attraction. 
The  atoms  form  the  elements,  hydrogen  and  oxygen,  which  combine  to 
form  the  molecules  which  we  know  to  be  water. 

Since  all  matter  is  considered  fundamentally  alike,  all  of  it  consist¬ 
ing  of  electrons,  we  will  discuss  the  behavior,  rather  than  the  nature,  of 
electronic  energy. 

The  Atom. — The  electron  is  assumed  to  be  the  smallest  known  par¬ 
ticle  of  matter,  the  final  analysis  of  matter.  It  holds  a  definite  negative 
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electrical  charge  and  is  in  a  perpetual  state  of  motion,  revolving  around 
a  positive  electrical  charge  which,  for  convenience,  we  may  call  a  nucleus. 
An  atom  has  a  nucleus,  a  compact  mass  of  protons  and  electrons,  but, 
for  our  purpose  in  discussing  the  electrical  characteristics  of  vacuum 
tubes  we  may  disregard  the  effect  of  the  proton  or  the  positive  electrical 
charge.  It  merely  provides  the  means  for  attracting  and  holding  the 
revolving  electrons  in  a  definite  order  of  arrangement. 

When  there  is  an  even  balance  of  values,  of  positive  electricity  and 
negative  electricity ,  an  atom  is  said  to  be  a  normal  atom. 

A  normal  atom  consists  of  a  positive  electric  charge,  which  we  may 
call  a  nucleus,  associated  with  a  definite  number  of  revolving  electrons 
with  the  quantities  of  electricity  so  balanced  that  there  is  no  indication 
of  the  normal  atom  possessing  any  electrical  characteristics.  For  exam¬ 
ple,  in  materials  such  as  wood,  glass,  cotton,  mica,  etc.,  their  atoms  are 
composed  of  exactly  balanced  quantities  of  negative  electrons  and  a 
positive  electric  charge  which  firmly  binds  and  holds  the  revolving  elec¬ 
trons.  The  atoms  are  so  perfectly  neutralized  that  no  external  electrical 
charges  are  evident.  Although  such  masses  are  seemingly  inactive, 
yet  within  their  atoms,  due  to  the  electrons,  there  exists  a  perpetual 
state  of  activity. 

The  construction  of  an  atom  of  hydrogen,  as  stated  previously,  is 
assumed  to  be  the  simplest  combination  of  a  single  electron  held  under 
the  attraction  of  a  positive  nucleus.  The  atom  of  iron  has  a  more  com¬ 
plicated  arrangement,  consisting  of  twenty-six  electrons,  while  the 
uranium  atom,  the  most  complicated  of  all  the  elements,  has  ninety-two 
revolving  electrons.  If  we  could  explore  the  inside  of  an  atom  we 
would  find  that  the  whirling  electrons  arrange  themselves  into  closed 
groups  or  orbits.  Scientific  investigators  consider  that  there  may  be 
one  or  more  electrons  circling  around  the  inner  group;  both  groups,  the 
inner  and  outer,  vibrate  around  the  same  common  center  of  attraction. 
It  is  reasonable  to  assume  that  the  outer  electrons  are  less  firmly  held 
within  the  influence  of  the  nucleus  in  such  an  arrangement— an  important 
fact  which  will  be  made  use  of  in  subsequent  paragraphs  explaining  con¬ 
duction  current. 

It  is  interesting  to  visualize  the  multitude  of  arrangements  and  num¬ 
bers  of  electrons  associated  with  positive  nucleii  which  may  possibly 
exist,  and  for  each  variation  in  grouping  we  have  an  atom  of  a  different 
element.  It  is  this  difference  which  determines  the  atomic  structure 
of  the  elements  and  makes  possible  the  various  substances  and  gases 
found  on  our  earth.  It  should  now  be  readily  understood  what  is  meant 
when  it  is  said  that  all  matter  is  fundamentally  alike. 

Here  we  find  Nature's  laws  of  attraction  for  unlike  electrical  quantities 
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and  repulsion  for  like  electrical  quantities  put  into  practice  at  the  very 
basis  of  our  conception  of  matter.  All  electrons  being  alike  and  possess¬ 
ing  similar  negative  electric  charges  unit  cause  aU  electrons  to  repel  one 
another  with  equal  force;  but,  the  electrons  are  attracted  and  held  within 
their  revolving  orbit  by  the  opposite  electrical  attraction  of  the  positive 
nucleus.  This  scheme  whereby  atoms  are  assumed  to  possess  charges 
of  electricity  having  opposite  characteristics  cannot  be  broken  down; 
that  is,  atoms  cannot  literally  be  disrupted  into  their  individual  elec¬ 
trons  by  any  process  now  known  to  man. 

If  it  were  possible  in  any  way  to  tear  atoms  apart  and  change  their 
normal  arrangement  or  combinations  by  adding  or  subtracting  electrons 
at  will,  scientists  would  then  have  the  power  to  build  up  any  kind  of 
matter  they  might  desire.  For  instance,  they  could  start  with  an 
atom  of  hydrogen,  and  by  adding  more  protons  and  electrons  to  the 
nucleus  of  the  atom  and  more  revolving  electrons  in  an  outer  group, 
transmute  or  change  the  hydrogen  atom  into  something  higher  in  the 
atomic  scale — for  instance,  to  helium.  Chemists  would  then  have 
solved  the  mystery  of  our  creation  and  would  be  able  to  accomplish  their 
long  cherished  ambition  of  changing  lead  into  gold. 

We  can  observe  the  tearing-down  process  of  the  atom  by  the  disin¬ 
tegration  of  radioactive  elements  like  radium,  which  for  many  years 
continues  to  throw  off  electrons  and  penetrating  rays  of  great  power. 

The  purpose  in  relating  these  facts  is  to  show  that  tremendous  forces 
fasten  normal  atoms  together  and  prevent  them  from  being  disrupted  or 
broken  down  and  reconstructed  at  the  pleasure  of  man,  but  we  can,  in 
various  ways,  slightly  overcome  this  force  and  strip  an  atom  of  one, 
or  more,  of  its  electrons.  When  an  atom  thus  has  been  “  stripped  ” 
of  one,  or  more,  of  its  electrons,  it  is  called  an  ion ,  hence  the  process  of 
this  detaching  or  stripping  electrons  from  an  atom  is  called  ionization. 
The  stripping  force  which  we  will  use  is  heat — the  heat  obtained  from 
an  electric  current  flowing  through  a  metal  wire — a  filament,  for  example. 

Before  continuing  this  discussion,  in  regard  to  ionizing  an  atom,  let 
us  have  a  clearer  understanding  of  what  an  electron  is  supposed  to  be, 
in  order  that  we  may  later  explain  three  important  conditions  relating 
to  our  radio  circuits.  Namely,  what  constitutes  a  flow  of  electric  cur¬ 
rent  through  wires  or  other  conductors;  how  electric  energy  may  be 
communicated  through  a  dielectric  material  (a  dielectric  is  a  non¬ 
conductor  of  electric  current) ;  and,  lastly,  the  process  whereby  an  elec¬ 
tric  current  is  made  to  flow  through  either  a  vacuum  or  gas  atmosphere. 

We  already  have  a  little  light  on  the  subject  because  we  believe 
that  all  matter,  solids,  liquids  and  gases,  are  made  up  of  electricity,  to 
begin  with,  inherent  in  the  substances.  As  far  as  our  study  of  radio  is 
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concerned,  we  are  particularly  interested  in  the  tiny  vibrating  electri¬ 
cally  charged  electron. 

An  atom,  as  represented  by  the  orbit  in  which  electrons  revolve 
around  a  nucleus,  is  often  likened  to  a  miniature  solar  system,  similar 
to  the  movement  of  the  planets  about  the  sun.  This  does  not  appear 
to  be  a  strictly  accurate  comparison  in  view  of  the  fact  that  one  or  more 
electrons  can  be  detached  or  stripped  from  an  atom,  and,  after  having 
been  freed  from  its  parent  atom,  the  electron  will  leap  or  jump  from 
atom  to  atom,  or  from  one  orbit  to  another,  with  tremendous  speed, 
always  seeking  to  attach  itself  to  some  atom  which  may  be  deficient  in 
electrons — an  ion,  for  instance.  We  cannot  conceive  that  the  planets 
as  they  whirl  about  actually  dash  or  leap  from  one  orbit  to  another,  for 
such  a  condition  would  seemingly  upset  the  whole  solar  system. 

The  Electron — 1  ‘Carrier  99  of  Electricity. — It  is  difficult  for  our 
minds  to  comprehend  just  how  infinitely  small  an  electron  is,  for  it  is 
estimated  that  a  hydrogen  atom  is  1845  times  as  large  as  an  electron. 
Even  this  comparison  does  not  help  us  visualize  the  relative  size  of  the 
electron.  An  electron  is  assumed  to  be  ^  millionth  of  an  inch  in 
diameter  and  ^  billion  billion  billionth  of  an  ounce  in  weight.  These 
figures  are  not  fantastic,  but  represent  the  calculations  of  scientists. 

An  electron  possesses  a  definite  negative  electrical  charge  which 
cannot  be  disassociated  from  it.  The  electron  is  not  assumed  to  be  a 
small  body  of  some  material  upon  which  a  negative  charge  has  been 
placed,  but,  rather,  the  negative  electrical  charge  is  considered  as  con¬ 
stituting  the  electron  itself.  Hence,  all  electrons  are  alike  and  exert  a 
strong  repulsion  for  one  another  because  of  the  similarity  of  their  elec¬ 
trical  characteristics. 

If  electrons  can  be  made  to  move  from  atom  to  atom  in  a  material 
such  as  copper,  or  if  they  can  be  expelled  or  thrown  off  into  space  from 
a  hot  metal  (an  incandescent  filament,  for  instance),  it  means  that  a 
certain  quantity  of  energy  has  been  released  because  certain  forces  had  to 
be  overcome  in  order  to  detach  these  electrons  from  their  parent  atoms. 
Hence,  any  movement  of  electrons  means  a  transfer  of  electric  energy ,  and 
it  is  for  this  reason  that  electrons  are  called  carriers  of  electricity. 

The  Effect  of  Heat  upon  the  Electron. — The  electron  is  in  perpetual 
motion,  revolving  around  some  positive  attraction  at  an  average  velocity 
of  100  kilometers,  approximately  62  miles  per  second,  at  a  temperature 
of  0°  Centigrade.  The  only  time  there  is  no  electronic  movement  in  a 
body  is  thought  to  be  when  the  material  or  matter  is  held  at  a  tempera¬ 
ture  of  absolute  zero.  This,  of  course,  is  an  extremely  low  temperature, 
and  would  not  ordinarily  concern  us,  except  that  we  wish  to  emphasize 
the  fact  that  the  velocity  of  electrons  increases  when  the  temperature 
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of  a  body  is  raised.  If  electrons  are  speeded  up  when  heat  is  applied  to 
matter,  they  will  naturally  swing  out  in  wider  orbits  when  they  gain 
very  high  velocities.  Thus  we  see  that  heat  provides  energy  in  accel¬ 
erating,  or  stirring  up,  electrons,  and  we  can  further  conclude  that  the 
degree  of  heat  will  determine  the  extent  of  the  orbit  in  which  they  will 
travel. 

When  a  filament  wire  is  heated  by  an  electric  current  and  the  tem¬ 
perature  is  gradually  raised,  then,  with  each  increase  of  temperature, 
the  electrons  gain  in  velocity,* and,  finally  (when  the  filament  begins  to 
glow),  the  electrons  will  have  acquired  sufficient  speed  to  carry  them 
beyond  the  positive  force  of  the  atom  to  which  they  normally  belong. 
They  are  then  projected  into  the  space  surrounding  the  wire,  and  this 
action  is  called  the  emission  of  the  electrons. 

If  we  supply  sufficient  heat  by  means  of  an  electric  current,  a  metal 
such  as  mercury,  can  be  vaporized.  This  principle  is  utilized  in  certain 
rectifying  tubes  used  in  large  battery  charging  stations,  or,  by  certain 
means,  we  can  agitate  electrons  in  a  gas,  such  as  hydrogen,  or  neon. 
Electrons  shooting  forth  at  high  speeds  in  certain  gas  atmospheres  may 
produce  visible  light  rays  which  usually  appear  in  a  sort  of  purplish 
haze.  Most  of  us  have  observed  this  phenomenon  either  when  using 
certain  types  of  electron  tubes  or  in  the  new  electric  signs  which  have 
become  quite  popular,  where  a  long  glass  tubing  filled  with  neon  gas  is 
twisted  to  form  letters,  words  and  objects. 

Other  types  of  tubes  are  produced  which  emit  rays.  Some  of  the 
rays  are  visible,  while  others  produced  by  X-ray  tubes  are  invisible  to 
the  naked  eye.  Dr.  W.  D.  Coolidge  has  perfected  a  filamentless  cathode 
ray  tube  made  into  three  sections,  operating  at  900,000  volts,  for  experi¬ 
mental  purposes,  and  his  research  work  in  this  direction  doubtless  will 
contribute  additional  information  concerning  the  electron. 

It  is  already  known  that  while  a  beam  of  cathode  rays  possesses 
some  of  the  properties  of  light  it  has  one  property  which  light  does  not 
possess — that  of  being  deflected  by  a  magnet.  The  discovery  of  this 
phenomenon  will  certainly  lead  to  some  practical  usefulness.  The  high- 
frequency  rays  that  are  emitted  by  the  tube  seem  to  have  a  warming 
effect,  noticeable  to  the  observer,  not  from  direct  conduction  through 
a  heated  atmosphere,  but  through  induction,  the  rays  apparently  pos¬ 
sessing  a  power  of  penetration.  The  high-speed  electrons  accountable 
for  these  high-frequency  radiations  are  accelerated  to  175,000  miles  per 
second! 

Since  the  development  of  the  electron  theory  of  the  atom  and  the 
transfer  of  energy,  the  whole  trend  of  modem  physical  thought  has 
changed,  for  science  now  has  a  means  of  explaining  different  forms  of 
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radiation.  For  example,  scientists  can  explain  why  an  incandescent 
filament  sends  out  its  rays  and  can  analyze  the  wonderful  spectral  colors 
of  the  rainbow.  Electric  waves  and  light  are  the  same  phenomenon 
merely  dififering  in  frequency.  Moreover,  of  more  importance  to  us  is 
the  fact  that  even  the  freakish  behavior  of  the  short  waves  in  radio 
transmission,  known  as  skip-distance,  and  other-  peculiar  day  and  night 
effects  of  radio  waves,  are  now  generally  accepted  as  the  evidence  of 
terrific  activity  of  the  sun’s  rays  in  partly  ionizing  the  atoms;  that  is, 
producing  free  electrons  as  well  as  ions  in  the  upper  atmospheric  regions 
miles  above  the  earth’s  surface. 

Also  to  be  considered  are  the  following  items:  The  charged  condition 
in  the  dielectric  medium  surrounding  an  antenna  system  when  in  opera¬ 
tion;  the  charge  and  discharge  of  a  condenser;  the  action  of  the  various 
tubes,  vacuum  tubes,  tubes  with  a  gas  content,  filamentless  tubes;  the 
flow  of  an  electric  current  through  conducting  wires  or  through  the 
atmosphere  between  two  charged  electrodes  producing  what  is  known 
as  a  spark  discharge,  etc.  All  of  these  manifestations  of  electrical 
activity  are  explained,  as  far  as  possible,  according  to  the  scientific 
view  of  the  atomic  nucleus — the  basis  of  which  is  the  activity  of  the 
electron. 

The  existence  of  an  atom  and  of  electrons  all  seems  realistic,  and 
the  correctness  of  the  theory  is  substantiated  by  leading  scientists. 

The  student  of  to-day  should  realize  that  a  fundamental  knowledge 
of  the  electron  theory  is  not  only  of  great  importance  from  the  view¬ 
point  of  interest,  but  that  it  has  come  into  our  study  of  radio  in  such 
a  way  as  to  make  it  of  immense  practical  value.  Nearly  as  much  time 
and  attention  should  be  given  to  the  study  of  the  electron  as  one  would 
devote  to  the  other  fundamentals  of  electricity,  such  as  magnetism, 
electromagnetism,  electromagnetic  induction,  etc. 

Definition  of  Normal  Atom;  Positive  and  Negative  Charge;  and 
Ionization. — A  normal  atom  is  one  which  has  an  even  value  of  positive 
and  negative  electricity;  in  other  words,  the  quantity  of  negative  elec¬ 
trons  exactly  balances  the  positive  charge.  This  has  been  previously 
explained. 

If,  by  the  application  of  heat,  or  by  other  means,  one  or  more  com¬ 
ponent  electrons  are  detached  or  stripped  from  an  atom,  the  atom  will 
become  unbalanced.  The  atom  possessing  less  than  its  characteristic 
number  of  electrons  is  called  a  'positive  ion .  The  atom  is  then  considered 
charged  in  the  positive  sense,  not  because  tpy  positive  electrical  charge 
has  been  added  to  it,  but  due  to  the  deficiency  of  negative  charge  which 
disturbs  its  negative  state,  thus  leaving  a  predominance  of  positive 
charge. 
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A  negative  charge  exists  when  there  are  more  electrons  in  an  atom 
than  the  normal  complement. 

An  ion  is  an  atom  which  has  either  a  positive  or  negative  charge  on 
it,  and  the  process  of  adding  to  or  subtracting  electrons  from  an  atom 
is  called  ionization .  In  our  radio  theory  we  make  use  of  the  positive 
state  only,  referring  to  it  as  a  positive  ion  and,  thinking  of  it  only  as 
such,  we  simply  say  ion;  whereas,  for  the  negative  state  we  prefer  that 
the  negative  condition  be  called  the  electron  energy.  Hence,  we  have 
two  terms  in  common  use,  ion  and  electron.  However,  in  our  funda¬ 
mental  treatise  on  vacuum  tubes  and  electrical  current  we  may  exclude 
the  effect  of  the  ions  and  consider  the  effect  of  the  electrons  alone. 

It  is  advisable,  at  this  point,  to  analyze  the  relation  of  the  electron 
to  current  flow  in  order  to  have  a  better  understanding  of  the  outstand¬ 
ing  difference  between  (1)  conduction  current,  (2)  displacement  current, 
and  (3)  emission  current  (space  current). 

Electrons  and  Conduction  Current. — It  has  already  been  explained 
that  in  certain  materials,  metals  in  particular,  the  atoms  possess  one  or 
more  electrons  which  can  easily  be  detached  under  a  slight  influence. 
Evidently  some  electrons  are  held  in  combination,  being  strongly  bound 
to  the  nucleus  and  per¬ 
haps  forming  an  inner¬ 
most  group,  while  the 
one  or  two  easily  de¬ 
tachable  electrons  might 
be  supposed  to  whirl 
around  in  an  outer  orbit 
and  these  naturally  are 
less  firmly  held  under 
the  influence  of  the 
nucleus. 

These  easily  detach¬ 
able  electrons  are  very 
often  designated  as  loose 
or  free  electrons.  These 
terms  would  convey  the  M) 

impression  that  certain  Fig.  142. — A  graphical  illustration  of  different  atoms 
electrons  are  dashing  showing  how  electrons  might  be  arranged  in  numerical 

about  in  a  disorderly  The  electronf  are  raPi<Uy  w,hirlitlg  about  and 

held  m  attraction  by  a  positive  electnc  charge. 

or  promiscuous  manner, 

yet  electrons  have  a  very  definite  place  in  the  complicated  system  within 
the  atom.  An  attempt  is  made  to  show  graphically  a  nucleus  and  the 
revolving  electrons  in  Fig.  142. 
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In  any  event,  regardless  of  their  designation,  all  metals,  copper,  and 
the  like,  have  always  available  a  great  many  free  electrons  which  may 
be  drawn  away  from  their  atoms  under  a  slight  attraction  or  electric 
force.  The  electromotive  force  (e.m.f.)  is  usually  supplied  in  radio  cir¬ 
cuits  from  one  of  the  four  following  sources:  (1)  a  battery,  due  to  its 
chemical  reaction;  (2)  generators  (generated  electromotive  force  or 
dynamic  energy);  (3)  the  electromotive  force  produced  by  electromag¬ 
netic  induction  due  to  the  changing  magnetic  fields  in  transformers;  and 
(4)  the  discharge  of  a  condenser,  or  electrostatic  induction. 

These  facts  are  intended  to  show  that  when  an  electromotive  force 
from  any  source  is  applied  to  a  copper  wire,  or  to  other  conducting 
materials,  the  easily  detachable  electrons  in  certain  quantities  are 
forced  from  their  usual  positions  and  begin  a  progressive  movement  from 
atom  to  atom  through  the  entire  conducting  circuit  in  the  direction  of  the 
applied  force . 

This  movement  or  flow  of  electrons  is  called  an  electron  drift  and 
constitutes  what  we  have  always  known  as  a  flow  of  electrical  current, 
generally  called  conduction  current .  Remember  that  electrons  are  not 
only  carriers  of  negative  electricity  but  are  electric  energy  itself  and 
that  they  already  exist  in  the  copper  wire  or  in  any  other  conducting 
materials. 

Some  materials  are  better  conductors  of  electricity  than  others. 
This  means  merely  that  the  materials  which  are  the  better  conductors 
possess  a  greater  supply  of  the  more  easily  detachable  electrons.  Silver 
is  a  better  conductor  than  copper;  copper  is  better  than  iron,  and  so  on. 
There  is  no  movement  of  the  molecules  \n  a  conductor,  for  the  conductor 
simply  passes  electronic  current  and  its  physical  shape  and  form  are  not 
altered.  The  molecules  stay  fixed,  but  electrons  are  passed  along  from 
one  atom'  to  another. 

The  direction  of  the  electronic  movement  is  from  negative  to  posi¬ 
tive,  that  is,  through  the  conductor  or  closed  circuit  from  the  point,  or 
place,  at  which  a  negative  potential  exists  to  the  point  or  place  of  posi¬ 
tive  potential.  This  direction  of  electron  flow  bears  out  our  previous 
statements  that  when  electrons  are  detached  from  an  atom,  they  dart 
or  jump  from  atom  to  atom,  into  and  out  of  the  orbits  of  adjacent 
atoms,  seeking  to  attach  themselves  to  any  atoms  (ions)  deficient  in 
electrons.  Hence,  wherever  a  positive  charge  exists,  it  means  that  the 
atoms  at  that  point  are  deficient  in  electrons  and  become  unbalanced. 
On  the  contrary  a  negative  potential  point  is  one  at  which  a  super¬ 
abundance  of  electrons  exists.  Electrons  will  naturally  pass  along 
from  molecule  to  molecule,  moving  from  a  negative  electrode  toward 
a  positive  one  in  their  effort  to  supply  to  atoms  deficient  in  elec- 
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trons  the  equivalent  number  that  will  again  make  them  normal 
atoms. 

It  will  be  seen  by  careful  consideration  of  the  foregoing  statements 
that  as  long  as  there  is  a  positive  and  negative  potential  existing  be¬ 
tween  two  points  in  a  closed  circuit,  that  is,  a  difference  of  potential 
exists,  then  so  long  will  the  free  electrons  constituting  the  conduction 
current  travel  in  a  sort  of  irregular  course  through  the  conducting  mate¬ 
rial  from  one  end  of  the  circuit  to  the  other,  from  negative  to  positive. 
In  a  very  few  words,  the  current  will  flow  as  long  as  an  electromotive 
force  (e.m.f.)  is  impressed  upon  a  closed  circuit. 

The  electromotive  force  can  be  discontinued  in  several  ways,  de¬ 
pending  upon  the  source  of  the  e.m.f.,  for  example,  by  opening  a  switch, 
thus  breaking  the  continuity  of  the  conducting  path;  or  if  the  e.m.f.  is 
due  to  electromagnetic  induction,  then  employ  the  loosest  possible 
coupling  between  coils  or  change  their  angular  relationship;  or,  by  the 
stopping  of  an  a-c.  or  d-c.  generator;  or  by  disconnecting  the  battery, 
etc.  The  free  electrons  then  will  no  longer  be  forced  through  the  cir¬ 
cuit  and  they  will  again  attach  themselves  and  swing  in  the  orbits  of 
the  atoms  and  restore  them  to  their  normal  electrical  equilibrium. 
Nature  always  seeks  to  adjust  any  abnormality. 

The  progressive  movement  of  free  electrons  or  electron  drift,  through 
a  conductor,  should  not  be  confused  with  the  rapid  whirling  motion  of 
electrons  around  their  nucleii.  The  electron  drift  moves  at  the  rela¬ 
tively  slow  rate  of  a  few  millimeters  per  second. 

The  strength  of  a  current  flow,  as  indicated  by  the  amount  of  needle 
deflection  of  a  meter  inserted  in  a  circuit,  is  the  visible  evidence  of  elec¬ 
trons  dashing  from  atom  to  atom,  or  the  electron  drift.  When  a  larger 
current  flows,  it  is  evident  that  greater  quantities  of  electrons  are  flow¬ 
ing;  and  vice  versa.  If  a  very  strong  current  flows  through  small-gauge 
wire,  then  large  quantities  of  electrons  are  crowded,  causing  friction 
which  is  manifested  by  the  wire  becoming  hot. 

Perhaps  it  is  now  clear  to  us  that  generators  do  not  actually  generate 
current  at  all,  but  the  rapidly  rotating  armature  coils  as  they  cut  through 
the  magnetic  lines  of  force  produced  by  the  field  coils  simply  generate 
an  electromotive  force.  A  generator,  either  a-c.  or  d-c.,  is  simply  a 
source  of  electrical  pressure.  There  is  no  current  flow  (electron  drift) 
through  a  circuit,  although  the  electrons  always  exist  there,  until  the 
e.m.f.  is  impressed  upon  the  circuit.  That  is,  current  flows  only  when 
the  circuit,  which  may  be  connected  across  the  brushes  of  the  generator, 
is  made  complete  or  continuous,  forming  what  is  called  a  closed  circuit. 
Analogous  to  this  condition  is  a  water  pump.  A  water  pump  does  not 
originate  water  but  simply  forces  it  to  move. 
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The  electron  drift  is  due  to  the  movement  of  the  so-called  free  elec¬ 
trons  and  this  action  is  not  comparable  to  the  process  of  ionization. 
Ionization  is  the  process  of  stimulating  an  atom  until  perhaps  one  or 
two  of  its  electrons,  which  under  ordinary  conditions  are  firmly  bound 
to  the  atom,  will  be  released  and  made  available  for  the  conduction  of 
electric  current.  The  stimulating  force  usually  is  the  heat  applied  to  a 
filament.  Or  a  few  electrons  in  a  gas  atom  may  be  detached  by  the 
force  or  impact  of  other  electrons  bombarding  the  gas  atom. 

The  two  processes  by  which  ionization  is  brought  about  are  known 
as  thermionic  (meaning  heat)  and  impact  (due  to  collision).  There  are 
other  means  for  producing  electrons  by  ionization,  but  the  present  radio 
work  will  utilize  only  the  ones  mentioned.  In  Chapter  XVI,  covering 
“  Rectifier  Tubes,”  the  principles  involved  in  ionizing  a  gaseous  atmos¬ 
phere  to  make  it  electrically  conductive  are  clearly  explained. 

Just  as  some  metals  have  more  or  fewer  available  electrons  for  con¬ 
duction  so  do  various  gases.  Certain  materials  are  almost  devoid  of 
easily  detachable  electrons  for  the  conduction  of  electricity  by  means 
of  the  electrons.  Such  materials  are  known  as  non-conductors  or  dielec¬ 
trics.  These  materials  have  other  characteristics  which  are  explained 
also  by  the  behavior  of  the  electrons  which  comprise  their  atoms.  A 
brief  discussion  is  given  in  the  following  paragraph  only  to  show  the 
chief  points  of  difference  between  conduction  current  and  displacement 
current. 

Electrons  and  Displacement  Current. — Again,  the  electron  theory  is 
used  to  explain  what  takes  place  in  the  dielectric  of  a  condenser  when  it 
is  charged  (for  example,  by  applying  an  electromotive  force  to  the 
plates)  and  when  it  discharges  (this  time  supplying  an  electromotive 
force  to  the  circuit  connected  to  the  plates). 

At  this  point,  a  brief  review  of  the  outstanding  difference  between 
conduction  current  in  conductors  and  displacement  current  in  dielectrics 
(non-conductors)  will  be  valuable. 

Conductors  have  a  considerable  supply  of  electrons  which  may 
easily  be  detached  from  their  atoms  by  the  application  of  an  electro¬ 
motive  force  or  electrical  pressure.  Under  the  e.m.f.  these  electrons 
will  move  progressively  through  the  circuit  in  the  same  direction  as  that 
of  the  applied  force.  The  electronic  movement  constitutes  the  so-called 
current  flow. 

In  a  dielectric  material,  however,  owing  to  the  almost  complete 
absence  of  detachable  electrons,  the  application  of  an  electromotive 
force  across  its  surfaces  does  not  produce  a  movement  of  electrons 
through  the  material,  but  the  electrons,  being  quite  firmly  held  in  com¬ 
bination  in  the  atoms,  are  merely  pushed  to  one  side  undergoing  a  sort 
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of  partial  shifting  from  their  usual  positions.  The  electrons  are  displaced 
slightly  in  a  certain  direction  when  an  e.m.f.  is  applied,  but,  when  the 
applied  e.m.f.  is  removed  and  the  condenser  or  the  dielectric  is  con¬ 
nected  by  a  closed  or  continuous  circuit,  the  displaced  electrons  shift 
back  to  resume  their  normal  positions.  The  energy  which  these  displaced 
electrons  possess  when  returning  to  their  unstressed  positions  supplies  an 
electromotive  force  to  the  closed  circuit.  This  e.m.f.  is  effective  in  the 
same  manner  as  any  e.m.f.  derived  from  other  sources  in  setting  up  a 
flow  of  electrons  (conduction  current)  through  the  wires  and  apparatus 
connected  to  the  condenser. 

The  electrons  in  the  dielectric  of  a  condenser  are  displaced  one  way 
when  the  condenser  is  charged  by  an  e.m.f.,  and  they  shift  back  in  the 
opposite  direction  when  the  condenser  discharges  and  releases  its  energy. 
Hence,  the  displacement  of  electrons  within  the  dielectric  is  called  dis¬ 
placement  current  because  of  this  shifting  back  and  forth  of  the  electrons. 
Thus  a  condenser  when  charged  with  an  alternating  electromotive  force 
has  the  effect  of  passing  an  alternating  current. 

Electrons  and  Emission  Current — Space  Current. — There  are  always 
a  large  number  of  electrons  available  for  the  conduction  of  current 
through  a  metal,  a  copper  wire,  or  a  tungsten  filament,  for  example. 
When  an  electrical  pressure  (e.m.f.)  is  suitably  applied,  the  electrons 
are  guided  in  their  movement  through  the  circuit  by  the  path  furnished 
by  the  connecting  wires,  coils,  or  other  elements  forming  the  circuit. 
The  moving  electrons  (conduction  current)  will  flow  through  the  entire 
circuit,  through  a  copper  wire  or  a  filament  wire,  for  instance,  but  they 
cannot  become  separated  from  the  metal  mass  under  ordinary  conditions. 

If,  however,  sufficient  current  is  made  to  flow  through  the  circuit 
to  raise  the  temperature  of  the  filament  wire  to  a  point  where  it  will 
glow,  or  become  incandescent,  the  component  electrons  will  be  accel¬ 
erated,  increasing  the  size  of  their  whirling  orbit  as  previously  explained, 
and  this  will  cause  large  quantities  of  the  infinitesimal  negative  elec¬ 
trons  to  be  expelled  or  emitted  into  the  surrounding  space.  These 
negative  electrons,  having  been  released  from  their  parent  atoms  and 
shot  off  into  space  by  this  process  of  ionization  by  heat,  can  be  directed 
in  their  flight  by  the  simple  expedient  of  attracting  them  by  placing  a 
positively  electrically  charged  body  within  their  influence,  that  is,  by 
placing  the  positive  body  at  a  predetermined  distance  from  the  hot  fila¬ 
ment.  A  body  with  a  negative  electric  charge  upon  it  would  repel  them. 

In  the  vacuum  tube  the  incandescent  filament  is  the  source  of  elec¬ 
tron  energy  and  the  plate  is  the  positively  charged  body  which  attracts 
the  emitted  electrons.  A  positive  electric  charge  exists  on  the  plate 
because  the  plate  is  attached  to  the  positive  electrode  of  a  “  B  ”  bat- 
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tery,  to  the  positive  brush  of  a  d-c.  generator,  or  any  other  energizing 
source  of  supply. 

In  a  vacuum  tube  the  movement  of  electrons  through  the  vacuous 
space  from  the  hot  filament,  called  the  cathode,  to  the  plate  or  anode, 
constitutes  what  is  termed  a  flow  of  current.  Hence,  the  electronic 
stream  might  then  be  called  space  current  or  emission  current ,  for  it  is 
due  to  the  electrons  liberated  by  a  hot  body. 

Thus  we  find  that  a  flow  of  current  is  the  movement  of  electrons, 
and  may  be  brought  under  three  classifications:  (1)  conduction  current, 
(2)  displacement  current,  and  (3)  emission  or  space  current. 

Much  could  be  written  about  conductivity  alone.  But  for  our  pur¬ 
pose,  only  conduction  current  which  flows  in  the  metal  elements  them¬ 
selves,  and  emission  current,  which  flows  through  the  vacuous  space, 
are  used  to  explain  the  action  within  the  vacuum  tube. 

THE  VACUUM  TUBE 

Evidently  the  energy  of  the  electrons  and  the  paths  they  travel  cause 
other  forces  to  be  generated. 

After  a  review  of  the  electron  theory  we  are  ready  to  resume  our 
previous  discussion  on  ionization  and  the  building  up  of  the  fundamen¬ 
tals  of  the  vacuum  tube.  TJie  vacuum  tube  is  known  also  as  an  elec¬ 
tron  tube,  thermionic  tube,  vacuum  valve,  etc. 

Two-Electrode  Vacuum  Tube. — Electrons  emitted  by  a  hot  filament 
will  move  toward  a  positively  charged  plate.  The  plate  is  a  relatively 
cold  body  compared  to  the  hot  filament.  Because  the  plate  is  cold  it 
cannot  give  off  electrons,  but  it  can  attract  electrons;  hence,  the  two- 
electrode  vacuum  tube  allows  only  one-way  conduction.  Current  can¬ 
not  flow  both  ways  through  the  tube. 

Dr.  James  A.  Fleming  invented  the  two-electrode  vacuum  tube.  It 
consisted  of  a  carbon  filament  and  a  metal  plate  suitably  mounted  and 
insulated  from  each  other  and  placed  within  a  glass  bulb  from  which  a 
considerable  amount  of  the  air  was  exhausted.  A  very  high  vacuum 
could  not  be  secured  in  the  early  days,  owing  to  the  inefficient  processes 
then  in  vogue  for  exhausting  the  air.  Consequently,  a  large  amount  of 
air  (gas  molecules)  remained  within  the  bulb  and  affected  its  normal 
operation.  A  large  positive  charge  applied  to  the  plate  to  attract  the 
emitted  electrons  of  the  filament  would  usually  cause  a  blue  haze  to 
appear,  due  to  the  ionization  of  the  air  molecules,  which  altered  the 
characteristic  action  of  the  tube.  The  degree  of  vacuum  in  the  tube 
would  change  and  some  tubes  became  soft  (having  less  vacuum)  while 
others  became  hard  (having  a  higher  vacuum,  with  little  or  no  gas 
present).  This  change  in  the  state  of  the  vacuum  was  dependent  upon 
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whether  the  metal  elements  within  the  bulb  gave  off  gases  after  the 
tube  was  placed  in  active  use,  or  whether  they  acted  to  absorb  gases 
remaining  in  the  chamber  after  the  evacuation  process  was  completed 
at  the  time  of  manufacture. 

The  original  two-electrode  tube  was  used  as  a  detector  in  the  recep¬ 
tion  of  radio-frequency  oscillations,  and  it  was  extremely  sensitive  when 
operated  at  certain  potentials  because  of  its  gas  content.  The  gas, 
however,  often  made  the  operation  unstable. 

Dr.  Fleming  knew  that  current  could  pass  through  the  tube  in  only 
one  direction,  but  that  by  applying  an  alternating  current  to  the  ele¬ 
ments  of  the  tube,  the  direct  current  could  be  made  to  undergo  a  varia¬ 
tion  which  would  produce  a  strong  signal  in  the  telephone  receivers  con¬ 
nected  in  the  output  or  plate  circuit  of  the  tube.  The  efficiency  of  the 
tube  was  tremendously  improved  by  the  addition  of  a  third  element, 
called  a  grid,  and  thereafter  the  two-electrode  tube  was  not  used  as  a 
detector.  The  work  of  Dr.  Fleming  has  a  permanent  field,  however, 
for  the  two-electrode  vacuum  tube,  operating  with  a  hot  electrode  (the 
filament)  and  a  relatively  cold  electrode  (the  plate)  is  used  to  the  pres¬ 
ent  day  as  a  rectifier  tube. 

The  two-electrode  tube  conducts  current  through  it  only  when  the 
electron  stream  passes  to  the  plate,  and  it  can  do  this  only  when  the 
plate  is  charged  with  a  positive  potential.  Hence,  when  an  alternating 
current  flows  to  the  tube,  and  is  impressed  across  the  elements  of  the 
tube  as  an  alternating  e.m.f.,  a  direct  current  will  flow  only  when  the 
plate  is  positive,  during  one-half  of  the  alternating  current  cycle. 
Electrons  moving  from  filament  to  plate  are  potentially  direct  current. 
During  the  negative  half-cycle  the  plate  will  be  charged  negatively  and 
will  repel  the  electron  stream. 

A  two-electrode  thermionic  tube,  because  of  its  one-way  conductiv¬ 
ity,  will  function  to  deliver  a  unidirectional  (direct)  current  in  its  out¬ 
put  circuit  when  an  alternating  current  is  impressed  upon  its  input 
circuits.  The  direct  current  will  not  be  steady,  but  will  fluctuate  or 
pulsate,  rising  and  falling  in  strength,  but  always  flowing  in  the  same 
direction.  These  pulsations  may  be  smoothed  out  by  the  action  of  a 
network  of  choke  coils  and  condensers,  called  a  filter  system ,  to  provide 
a  steady  or  constant  d-c.  flow  when  such  energy  is  to  be  used  to  energize 
the  plates  of  three  electrode  vacuum  tubes.  The  plate  of  a  vacuum 
tube  may  receive  its  d-c.  positive  potential  from  one  of  three  sources: 
(1)  a  d-c.  generator,  (2)  a  battery  of  either  dry  cells  or  wet  cells,  or  (3) 
from  rectified  alternating  current. 

Three-Electrode  Vacuum  Tube;  or  Triode  Valve.  —  While  Dr. 
Fleming’s  original  two-electrode  receiving  tube  would  act  to  convert 
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high-frequency  alternating  current  into  unidirectional  current  varying 
in  such  a  way  as  to  produce  a  pulsating  current  in  the  coils  of  the  tele¬ 
phone  receivers,  yet  distant  reception  and  volume  were  limited.  Also, 
the  general  utility  of  the  vacuum  tube  was  limited. 

Dr.  Lee  DeForest  made  one  of  the  greatest  contributions  to  the 
radio  art  when  he  added  the  grid  to  the  two-electrode  tube,  making  it 
a  three-electrode  device  as  used  in  radio  to-day.  He  found  that  by 
placing  a  third  element,  a  wire  of  grid-like  construction,  directly  in  the 
path  of  the  electronic  stream  and  then  charging  this  grid  with  either  a 
positive  or  a  negative  electric  potential,  the  amount  of  electrons  reach¬ 
ing  the  plate  could  be  regulated. 

It  was  thus  found  that  by  interposing  the  third  electrode  between 
the  filament  and  plate  the  grid  could  be  made  to  control  the  power  in 
the  plate  circuit.  A  large  quantity  of  electrons  flowing  from  filament 
to  a  positively  charged  plate,  in  other  words,  a  large  plate  current,  could 
be  made  to  vary  in  strength  by  exceedingly  small  electric  charges  on  the 
grid. 

This  really  amounts  to  a  valve  action  because  the  local  plate  current 
of  large  value  is  supplied  by  a  “  B  ”  battery,  for  instance,  and  it  can  be 
made  to  increase  or  decrease  in  value  by  applying  alternate  positive 
and  negative  electric  charges  to  the  grid.  Thus  it  becomes  possible  to 
connect  a  recording  device,  or  telephone  receivers,  in  the  plate  circuit; 
and  by  the  action  of  very  weak  incoming  signal  currents  on  the  grid, 
the  grid  will  be  electrically  charged.  In  turn  it  will  cause  a  greatly 
magnified  reproduction  of  the  received  signal  by  producing  a  variation 
in  the  strength  of  the  plate  current,  this  variation  of  plate  current 
actuating  the  telephone  receivers. 

The  Grid. — The  received  signal  flows  through  the  tuned  circuits  con¬ 
nected  to  the  vacuum  tube  as  an  alternating  current  of  high  frequency, 
and  at  every  half-cycle  it  reverses  its  direction.  The  grid  being  con¬ 
nected  to  this  tuned  circuit  will  receive  this  oscillating  energy.  Each 
oscillation  varies  alternately  from  a  positive  to  a  negative  value,  hence 
the  grid  will  become  charged  alternately  with  a  positive  and  negative 
potential.  When  the  grid  is  positively  charged  it  will  attract  electrons 
and  increase  the  quantity  flowing  toward  the  plate.  Actually  all  of 
the  emitted  electrons  do  not  reach  the  plate,  because  a  limited  number 
strike  the  grid  wire,  being  absorbed  in  the  grid  circuit.  The  only 
electrons  which  reach  the  plate  are  those  that  pass  through  or  rather 
are  pulled  through  the  spaces  between  the  grid  wire  under  the  positive 
electric  force  of  the  plate. 

When  the  grid  is  positively  charged  during  one  half-cycle  of  an 
incoming  signal  the  flow  of  electrons  to  the  plate  is  increased.  If,  instead 
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of  charging  the  grid  positively,  it  is  charged  negatively,  as  during  the 
other  half-cycle  of  a  signal  oscillation,  the  negative  charge  on  the  grid 
will  repel  the  negative  .electrons  coming  from  the  filament  and  thus 
reduce  the  supply  or  quantity  actually  reaching  the  plate. 

Then  a  charged  grid  will  allow  electrons  to  reach  the  plate  in  vary¬ 
ing  quantities,  depending  upon  whether  the  grid  is  positive,  or  nega¬ 
tive,  and  the  degree,  or  intensity,  of  these  charges.  In  other  words, 
the  influence  of  the  electrically  charged  grid  on  the  electronic  stream 
will  regulate  the  quantity  of  electrons  moving  from  filament  to  plate, 
or  it  controls  the  magnitude  of  the  plate  current,  which  is  the  same 
thing.  Remember  one  important  fact;  the  vacuous  space  between  fila- 


Fig.  143. 


Fig.  143. — A  cut-away  view  of  a  three-electrode  vacuum  tube. 
Fig.  144. — The  two-element  vacuum  tube. 


ment  and  plate  is  not  electrically  conductive  until  it  is  made  so  by  the 
emission  and  movement  of  electrons  through  it.  Hence  the  grid  might 
be  said  to  control  the  conductivity  of  this  path,  for,  when  the  grid  is 
positive,  it  allows  more  electrons  to  flow  through,  which  means  that 
the  plate  current  increases,  whereas,  on  the  other  hand,  while  the  grid 
is  negative  it  obstructs  electrons  and  fewer  reach  the  plate,  which 
reduces  the  plate  current. 

The  sketch  in  Fig.  143  illustrates  the  general  mechanical  relation¬ 
ship  of  the  grid,  plate  and  filament;  and  it  is  to  be  noted  particularly 
that  the  grid  coil  occupies  a  position  between  the  filament  wire  and  the 
plate.  The  fundamental  action  of  the  two-electrode  tube  is  shown 
in  Fig.  144,  where  the  filament  is  heated  by  means  of  the  “  A  ”  bat- 
teiy,  the  filament  voltage  controlled  by  the  rheostat,  and  the  plate 
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-A  fundamental  three-element  vacuum- 
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supplied  with  a  constant  positive  charge  by  the  “  B  ”  battery.  The 
small  arrows  indicate  the  direction  of  electrons  emitted  by  the  filament, 
or  cathode,  toward  the  positive  plate,  or  anode.  The  d-c.  milliammeter 
will  indicate  the  strength  of  the  plate  current,  which  is  directly  dependent 

upon  the  quantity  of  elec¬ 
trons  reaching  the  plate  and 
electrons  passing  through 
the  external  plate  circuit. 

The  fundamental  three- 
electrode  tube  circuit  is 
shown  in  Fig.  145.  This 
shows  the  filament  supply¬ 
ing  the  electron  energy  and 
the  positive  plate  attract¬ 
ing  a  certain  quantity  of 
these  electrons.  Notice  that 
the  grid  is  located  between 
the  filament  and  plate  and 
that  it  is  connected  back 
to  the  filament  to  allow 
the  few  electrons  which  may  strike  and  attach  themselves  to  the  grid 
to  flow  immediately  back  to  their  source,  the  filament.  The  grid  in  our 
circuit  is  not  electrically  charged  by  any  external  means  and,  on  the 
whole,  it  is  neither 
assisting  nor  inter¬ 
fering  with  the  elec¬ 
tron  stream  flowing 
toward  the  plate. 

Actually  the  grid  will 
have  a  certain  negli¬ 
gible  effect  upon  the 
electrons  because  of 
its  presence,  but,  as 
shown  in  the  dia¬ 
gram,  it  is  not  serv¬ 
ing  any  purposeful 
controlling  effect. 

Hence  it  will  be  con¬ 
sidered  that  the  po¬ 
tential  of  the  grid  at  this  instance  is  zero  with  regard  to  the  filament. 
This  is  readily  understood  because  the  grid  will  assume  the  same  poten¬ 
tial  as  the  filament  at  the  point  where  it  joins  the  filament,  for  the 


Fig.  146.— Sketches  showing  the  relative  position  of  the 
elements  in  a  three-electrode  vacuum  tube. 
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external  wire  practically  short-circuits  the  grid  and  filament  in  our 
experimental  circuit. 

The  mounting  of  the  elements  in  the  tube  is  a  very  precise  opera¬ 
tion,  for  the  relative  spacing  between  them  and  the  size  and  number  of 
turns  on  the  grid  coil  all  affect  the  results  obtained  when  the  tube  is 
supplied  with  the  specified  working  voltages.  A  simplified  presentation 
of  a  cross-sectional  view  of  plate,  grid  and  filament  is  given  by  Fig.  146, 
showing  how  the  elements  may  be  positioned  to  vary  the  distance 
between  the  grid  and  plate  and  also  their  respective  distances  from  the 
filament. 

The  results  obtained  from  the  following  simple  experiment  with  a 
minimum  amount  of  appa¬ 
ratus,  as  shown  in  Fig.  147, 
will  explain  convincingly  the 
sensitiveness  of  the  grid. 

It  is  suggested  that  a 
small  receiving  tube  be  used 
for  such  table  experiments, 
that  the  filament  voltage  be 
checked  with  a  voltmeter  at 
the  value  specified  by  the 
manufacturer,  and  the  plate 
voltage  at  something  less 
than  its  maximum  value.  In 
this  case,  there  is  no  fixed 
negative  bias  being  main¬ 
tained  on  the  grid  to  limit  the 
flow  of  electrons.  Consult  the  specification  table  and  arrange  the  plate 
voltage  to  allow  a  plate  current  flow  somewhere  in  the  neighborhood  of 
its  normal  value. 

First  insert  one  dry  cell  in  series  with  the  grid  circuit  as  shown  in 
Fig.  147.  The  grid  is  connected  to  the  positive  electrode  of  the  cell; 
hence,  the  grid  will  be  charged  electrically  positive  by  the  amount 
depending  upon  the  voltage  of  the  cell.  A  new  cell  usually  has  an 
e.m.f.  of  about  1.5  volts.  The  grid,  then,  is  charged  1.5  volts  positive. 
The  positive  grid  will  now  assist  the  positive  plate  and  their  combined 
forces  will  pull  electrons  over  with  much  greater  velocity,  thus  aug¬ 
menting  the  quantity  of  electrons  reaching  the  plate.  A  certain  num¬ 
ber  of  electrons  will  be  attracted  by  the  positive  grid,  and  will  flow  (as 
conduction  current)  back  to  the  filament  through  the  dry  cell  and  the 
connecting  leads. 

The  electrons  drawn  in  by  the  positive  grid  will  be  few  in  comparison 


Fig.  147- 


A  positively  charged  grid  causes  an 
increase  in  plate  current. 
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to  the  quantity  that  will  reach  the  plate.  This  may  be  accounted  for 
because  the  greater  number  of  electrons  attracted  by  the  positive  grid, 
when  they  reach  this  point,  due  to  their  gain  in  velocity,  will  be  pulled 
through  the  openings  or  spaces  between  the  turns  in  the  grid  wire  by 
the  much  greater  positive  attractive  force  exerted  by  the  plate  beyond. 
The  plate  may  have  a  potential  of  any  value  from  about  22.5  volts 
upward,  depending  upon  its  type  and  power.  The  increase  in  the 
electron  flow,  due  to  the  added  attractive  force  of  the  positive  grid, 
will  be  manifested  by  a  larger  reading  obtained  from  the  plate  current 
meter  than  in  the  previous  instance  when  the  grid  was  assumed  to  be 
held  at  zero  as  shown  in  Fig.  145. 

Let  us  now  reverse  the  connections  to  the  dry  cell  as  shown  in  Fig. 

148  and  the  grid  will  become 
negatively  charged  with  1.5 
volts.  The  grid  will  now 
repel  and  turn  back  a  certain 
quantity  of  electrons  and, 
although  the  same  plate  vol¬ 
tage  is  maintained,  there  will 
be  fewer  electrons  available 
for  attraction  by  the  plate. 
This  reduction  in  the  num¬ 
ber  of  electrons  reaching  the 
plate  will  be  evidenced  by  a 
decrease  in  the  plate  current 
reading.  The  combined  elec¬ 
tric  attraction  of  grid  and 
plate  for  electrons  is  lowered 
because  the  grid,  being  negative,  now  tends  to  counteract  or  neutral¬ 
ize,  to  a  certain  extent,  the  effectiveness  of  the  attractive  force  of  the 
positive  plate. 

Now  add  dry  cells,  one  at  a  time  in  series,  in  order  to  vary  continu¬ 
ously  the  magnitude  of  the  voltages  on  the  grid;  and  at  the  same  time 
tabulate  the  readings  indicated  by  the  milliammeter  for  every  change. 
We  will  find  that,  as  the  increasing  positive  voltages  are  applied,  the 
plate  current  will  increase  by  certain  amounts  and  when  the  grid  is  made 
increasingly  negative  by  adding  the  dry  cells,  the  plate  current  will 
decrease  by  certain  amounts.  What  will  be  noticed,  if  the  cells  are 
assumed  to  be  of  equal  strength,  that  is,  1.5  volts  each,  is  that  as  they 
are  successively  added  both  in  the  negative  direction  and  then  in  the 
positive  direction,  the  plate  current  will  not  vary  in  a  direct  proportion. 
Sometimes  the  plate  current  will  change  by  only  a  fraction  for  a  1.5-volt 


Fig.  148. — A  negatively  charged  grid  decreases 
the  flow  of  plate  current. 
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grid  change,  but  at  other  times  the  plate  current  will  vary  by  large 
amounts  for  an  equal  1.5-volt  grid  change. 

The  purpose  of  experiment  (1-A  given  in  a  following  section)  is  to 
bring  out  this  characteristic  variation  in  plate  current  which  is  not  in 
accord  with  Ohm's  Law.  Current  flowing  through  either  a  gas  atmos¬ 
phere,  vacua,  or  through  a  flame,  does  not  change  in  direct  proportion  to 
the  voltage  variations,  assuming  that  the  resistance  is  maintained  con¬ 
stant.  The  peculiar  current  variation  for  grid  voltage  changes  in  a 
vacuum  tube  can  best  be  studied  by  actually  performing  a  simple 
experiment  similar  to  the  one  suggested  above  and  then  plotting  the 
valuations,  that  is,  the  plate  current  readings  obtained  for  every  change 
in  grid  potential,  on  a  sheet  of  graph  paper,  and  illustrating  the  action 
by  means  of  a  curve.  The  e.m.f.  of  the  dry  cells  may  be  ascertained 
by  using  a  d-c.  voltmeter. 

As  higher  negative  charges  are  impressed  upon  the  grid,  electrons 
will  be  repelled  in  greater  numbers  and  eventually  a  point  will  be 
reached  where  the  grid  becomes  exceedingly  negative  and  perhaps  will 
repel  and  turn  back  all  of  the  electrons  emitted  by  the  filament,  so  that 
none  can  be  pulled  through  the  grid  meshes  by  the  plate.  If  this  hap¬ 
pens,  the  vacuous  space  will  not  be  a  conductive  path  at  all,  no  elec¬ 
tronic  current  will  flow,  and  the  plate  current  meter  reading  will  drop 
to  zero.  On  the  other  hand,  if  we  add  more  and  more  positive  charge 
to  the  grid,  the  electronic  flow  will  be  correspondingly  increased  and 
the  milliammeter  will  indicate  this  rise  in  plate  current.  The  rise  in 
plate  current  is  also  limited,  for  after  a  certain  point  the  plate  will  draw 
all  of  the  available  electrons  with  the  assistance  of  the  positive  grid. 
The  plate  current  will  then  cease  to  increase  further,  regardless  of  any 
additional  positive  charge  impressed  on  the  grid.  This  limitation  is 
characteristic  of  all  vacuum  tubes.  In  order  to  increase  the  plate  cur¬ 
rent  further  (for  an  increasing  positive  grid)  it  would  be  necessary  to 
raise  the  filament  temperature  to  produce  a  higher  emission  rate.  This 
we  cannot  do,  because  the  filament  is  already  operating  at  normal  tem¬ 
perature  and  a  very  slight  increase  will  shorten  the  filament  life  by 
many  hours.  The  plate  current,  then,  can  fall  to  zero  and  rise  to  the 
limitations  of  the  tube  when  exceedingly  large  negative  and  positive 
potentials  are  applied  to  the  grid. 

If,  by  some  switching  arrangement,  the  connections  at  the  dry  cell 
are  caused  to  reverse  at  a  rapid  rate,  a  positive  and  then  a  negative 
charge  having  been  applied  to  the  grid  (simulating  an  alternating 
e.m.f.),  the  grid  potential  variations  will  be  shown  by  the  changes  in 
value  of  the  plate  current.  If  the  reversals  of  grid  voltage  are  not  too 
rapid,  the  needle  on  the  meter  scale  will  rise  and  fall  and  deflect  in 
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synchronism  with  the  grid  changes.  What  is  especially  to  be  observed 
is  that  the  effect  upon  the  plate  current  is  greatly  enlarged — the  small 
grid  voltage  changes  cause  large  variations  in  plate  current.  Naturally 
the  needle  deflection  can  be  followed  accurately  with  the  eye  only  when 
the  grid  changes  are  applied  slowly.  As  the  rate  or  frequency  of  the 
alternating  voltage  changes  is  increased,  a  time  will  come  when,  due 
to  inertia,  the  needle  will  not  move  back  and  forth  over  the  scale,  but 
will  remain  in  a  steady  position.  The  plate  current  fluctuating  in  value 
at  high  frequencies  can  not  be  visualized  by  this  simple  means 
of  the  needle  deflection  over  the  scale.  The  plate  current  variations, 
slow  or  rapid,  can  be  recorded,  however,  by  an  oscillograph,  but 
this  instrument  is  not  always  available  for  simple  laboratory  experi¬ 
ments. 

A  description  of  this  experiment  is  given  under  the  title  Experi¬ 
ment  1-A,  where  all  the  controlling  factors  are  evaluated  and  a  charac¬ 
teristic  curve  is  plotted  to  illustrate  graphically  the  grid  control 
features. 

It  is  to  be  fully  understood  that  this  simple  test  of  continuously 
reversing  the  polarity  and  the  intensity  of  the  grid  charge  by  means  of 
the  dry  cells  was  suggested  merely  to  duplicate  somewhat  the  condi¬ 
tions  under  which  the  tube  is  operated  normally.  All  vacuum  tubes 
operate  upon  the  principle  that  alternating  voltages  are  applied  to  the 
grid  (at  various  frequencies  and  intensities,  depending  upon  the  par¬ 
ticular  current  flowing  in  the  grid  circuit)  and  the  plate  current  is  made 
to  fluctuate  constantly  and  regularly  between  minimum  and  maximum 
values.  The  plate  current  cannot  be  called  an  alternating  current,  for 
it  begins  at  some  normal  value  and  varies  successively  from  lesser  to 
greater  values,  always  flowing  in  the  same  direction.  The  plate  cur¬ 
rent,  as  previously  stated,  cannot  fall  below  zero;  hence  it  has  only 
variations  in  positive  value  and  is  called  a  pulsating  d-c. 

The  normal  flow  is  that  value  of  plate  current  which  would  flow 
steadily  and  unchanged  through  the  tube  under  the  conditions  of  a 
fixed  plate  potential,  fixed  filament  temperature  and  a  fixed  grid  poten¬ 
tial,  which  means  that  the  grid  at  the  time  is  not  being  excited  by  alter¬ 
nating  voltages  applied  to  it.  This  steady  flow  of  plate  current  is  called 
the  d-c.  component  and  the  increases  and  decreases  caused  by  an  alter¬ 
nating  voltage  impressed  on  the  grid  are  called  the  alternating  compo¬ 
nent ,  or  a-c.  component.  The  instantaneous  variations  (a-c.  component) 
in  the  plate  current  will  produce  all  of  the  effects  of  an  alternating  cur¬ 
rent,  such  as  creating  a  changing  magnetic  field  surrounding  a  coil  or 
varying  the  potential  at  which  a  condenser  is  charged,  or  producing 
other  effects.  The  rapid  changes  in  plate  current  value,  to  cite  an 
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example,  will  induce  an  alternating  e.m.f.  in  a  secondary  coil  when  the 
latter  is  coupled  to  the  plate  coil. 

Insofar  as  the  fundamental  action  occurring  within  the  vacuum 
tube  is  concerned,  we  already  know,  due  to  the  strategic  position  the 
grid  occupies  between  filament  and  plate,  that  whenever  there  is  a 
change  in  the  grid  potential  (or  grid  voltage),  the  plate  current  is 
affected  and  it  also  undergoes  a  corresponding  change.  Hence,  when 
an  alternating  voltage  is  applied  to  the  grid  we  obtain  in  the  plate  cir¬ 
cuit  a  fluctuating  or  pulsating  direct  current  which  repeats  the  charac¬ 
teristics  of  the  grid  energy. 

The  purpose  underlying  the  following  paragraphs,  then,  is  to  show 
exactly  the  magnitude  of  the  controlling  effect  of  the  grid  upon  the 
variation  in  plate  current. 

Under  certain  conditions  the  plate  current  may  be  made  to  vary 
with  large  amplitude  changes  for  a  given  variation  in  the  grid  voltage, 
as  will  be  shown.  The  plate  variations,  although  large  in  amplitude, 
will  be  exactly  similar  in  form  and  frequency  to  the  alternating  voltage 
impressed  upon  the  grid.  This  is  the  fundamental  idea  of  an  amplifier 
action;  the  tube  is  used  expressly  for  the  purpose  of  obtaining  a  greatly 
magnified  or  amplified  current  in  the  plate  circuit,  which  is  faithfully 
repeating  the  wave  form  and  frequency  of  comparatively  weak  alternat¬ 
ing  e.m.f. Js  furnished  to  the  grid.  Under  other  conditions  the  plate 
current  will  vary  in  accordance  with  the  grid  voltage  changes  to  give 
reproduction  of  the  wave  form  of  the  grid  changes,  but  in  this  case  the 
plate  current  will  vary  in  such  a  way  as  to  give  an  average  current 
change  which  is  found  suitable  to  actuate  the  receiving  telephones. 
This  is  the  fundamental  idea  of  a  detector  action. 

It  may  be  advisable  to  state  here  that  all  vacuum  tubes  used  in 
transmitters  or  receivers  have  only  two  fundamental  actions:  detector 
and  amplifier  action.  The  detector,  of  course,  is  employed  only  in  a 
receiver.  Any  three-electrode  tube  when  not  employed  as  a  detector 
must  be  operating  fundamentally  with  an  amplifier  characteristic,  that 
is,  the  wave  form  of  the  plate  variations  always  repeats  the  wave  form 
of  grid  energy  which  caused  the  plate  changes. 

Then  a  vacuum  tube  functioning  in  a  transmitter  circuit  either  aa 
an  oscillator,  modulator,  speech  amplifier,  power  amplifier,  or  a  tube 
functioning  in  a  receiving  circuit,  either  as  a  radio-frequency  amplifier, 
audio  amplifier,  intermediate  amplifier,  oscillator,  is  fundamentally 
working  in  all  cases  as  an  amplifier.  The  tube  action  when  operating 
with  an  amplifier  characteristic  will  be  explained  and  it  will  readily  be 
seen  that  the  external  circuits  associated  with  the  tube  govern  the  opera¬ 
tion  and  determine  whether  the  circuit  as  a  whole  functions  as  an 
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oscillator,  modulator,  or  otherwise.  The  grid  is  responsible  for  these 
numerous  uses  of  the  vacuum  tube. 

In  general,  the  only  function  which  the  grid  is  intended  to  perform 
is  to  act  as  a  control  member.  Alternating  electric  charges  applied  to 
it  from  any  source  will  vary  the  amount  of  plate  current  flow.  Hence, 
the  tube  is  essentially  a  voltage-operated  device. 

Grid  Current. — For  satisfactory  performance,  the  grid  should  not 
be  allowed  to  attract  to  itself  an  excessive  number  of  electrons,  particu¬ 
larly  during  a  period  when  the  grid  might  be  charged  to  a  high  positive 
potential.  It  will  be  explained  later  that  the  electrons  absorbed  by 
the  grid  wire  flow  as  a  conduction  current  through  the  grid  circuit  out¬ 
side  of  the  tube  and  eventually  return  to  their  source,  the  filament. 
One  of  the  most  common  causes  of  distortion  in  the  tube  itself  is  that 
resulting  from  the  flow  of  excessive  grid  current.  Then  again,  a  very 
small  grid  current  is  utilized  in  the  detector  tube  in  order  to  give  it  a 
better  detector  characteristic.  The  amount  of  grid  current  must  be 
controlled  and  this  generally  is  accomplished  in  the  case  of  a  detector 
tube  by  the  grid  leak  resistance  used.  In  all  other  tube  functions,  that 
is,  where  the  tube  operates  with  an  amplifier  characteristic,  the  grid 
current  is  kept  at  a  normal  value  by  maintaining  permanently  a  certain 
negative  potential  on  the  grid  by  means  of  either  a  “  C  ”  battery 
inserted  in  series  with  the  grid,  or  by  connecting  the  outside  grid  return 
lead  (where  it  ordinarily  joins  the  filament)  to  some  location  on  a  resistor 
which  will  provide  the  necessary  drop  in  potential  when  current  flows 
through  the  resistor. 

There  is  still  another  method  used  in  some  commercial  transmitters, 
where  high-power  tubes  are  employed.  The  actual  negative  grid  volt¬ 
age  or  grid  bias,  as  it  is  called,  is  supplied  to  the  grid  from  a  d-c.  gen¬ 
erator. 

A  negative  charge  of  predetermined  value  being  maintained  con¬ 
tinuously  on  the  grid  during  normal  operation  will  prevent  an  excessive 
flow  of  conduction  current  in  the  grid.  Also,  keep  in  mind  three 
facts: 

(1)  A  very  large  grid  current  would  tend  to  heat  the  grid  wire  and 
it  might  possibly  emit  electrons  and  cease  to  be  the  controlling  member. 
In  any  event  a  hot  grid  is  undesirable. 

(2)  With  a  high  plate  voltage  to  give  the  tube  a  certain  operating 
characteristic  and  with  no  negative  bias  on  the  grid  the  plate  current 
may  run  up  to  exceedingly  high  values,  dissipating  so  much  heat  in  the 
tube  that  the  plate  will  be  heated  to  cherry  redness.  The  plate  may 
then  emit  electrons  or  become  ionized  with  resulting  secondary  emission 
— both  undesirable  conditions.  For  instance,  a  UX-171  power  tube 
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will  pass  a  normal  plate  current  of  about  20  milliam  peres  with  a  grid 
bias  of  40.5  volts  and  a  positive  plate  potential  of  180  volts,  but  with 
no  grid  bias  the  plate  current  will  increase  to  perhaps  100  milliamperes. 

(3)  Only  a  small  grid  current  should  be  allowed  to  flow — a  current 
sufficient  only  to  hold  the  grid  at  the  required  negative  potential.  Any 
grid  current  beyond  this  amount  does  not  serve  any  useful  purpose. 
Any  excess  of  grid  current  must  be  subtracted  from  the  current  that 
would  normally  flow  in  the  plate  circuit,  since  both  grid  and  plate  cur¬ 
rents  originate  from  the  electrons  emerging  from  the  hot  filament.  If 
the  grid  takes  excessive  current,  due  to  any  cause,  the  grid  is  consuming 
energy  and  it  will  act  as  a  load  on  the  vacuum  tube,  thus  lowering  the 
output  energy. 

Only  a  general  discussion  of  the  desirability  of  controlling  grid  cur¬ 
rent  can  be  given.  The  proper  plate  and  grid  bias  voltages  to  be  used 
for  every  type  of  tube  and,  as  well,  the  proper  filament  voltages  would 
require  a  lengthy  tabulation.  Complete  characteristics  and  operating 
voltages  are  always  specified  in  a  sheet  of  instructions  which  accompany 
vacuum  tubes  in  the  cartons  in  which  tubes  are  packed.  A  table  of  the 
characteristics  and  specifications  of  many  tubes  in  general  use  is  given 
in  the  Appendix. 

Grid  Current  in  Transmitting  Tubes. — In  the  ordinary  receiving  tube 
it  is  not  necessary  to  know  the  actual  value  of  the  grid  current,  or  the 
actual  potential  value  at  which  the  grid  is  normally  maintained,  since 
this  can  be  determined  by  the  amount  of  bias  voltage  used  and  by 
watching  the  plate  milliammeter  for  normal  readings.  The  numerical 
value  of  the  grid  working  voltage  is  of  importance  only  when  one  wishes 
to  be  sure  that  the  grid  circuit  is  not  acting  as  a  load  circuit  by  drawing 
excessive  grid  current.  This  information  is  required  in  the  use  of 
power  tubes,  so  when  calibrating  an  oscillator  circuit  in  a  transmitter 
a  milliammeter  is  inserted  in  series  with  the  grid  return  lead.  A  grid 
resistor  is  often  placed  in  this  circuit,  and  in  this  case  the  meter  is  in 
series  with  the  grid  resistor.  Grid  current  flowing  through  the  resistor 
of  predetermined  value  will  provide  a  voltage  drop  across  it  (calculated 
by  Ohm’s  Law)  which  maintains  a  fixed  negative  voltage  bias  of  the 
correct  amount  on  the  grid.  The  meter  reads  the  direct  current  flow¬ 
ing  in  the  grid  circuit  and  by  a  simple  calculation,  knowing  the  d-c. 
current  and  the  grid  circuit  resistance,  the  grid  voltage  may  be  esti¬ 
mated.  To  cite  an  example:  a  small  transmitter  tube  of  about  5  watts, 
rating  with  350  volts  plate  potential,  will  normally  draw  approximately 
40  milliamperes  of  direct  current  in  the  plate  circuit,  and  the  grid  cur¬ 
rent  meter  will  read  in  the  neighborhood  of  5  milliamperes  when  the 
tube  is  oscillating.  The  exact  values  of  plate  and  grid  currents  in  an 
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oscillator  depend  somewhat  upon  coupling  and  the  frequency  at  which 
the  circuit  is  adjusted. 

Grid  current  is  kept  low  in  all  amplifier  tubes,  or  tubes  acting  in 
like  manner,  by  employing  one  of  the  several  biasing  methods  already 
mentioned. 

Three  Circuits  of  the  Three-Electrode  Tube. — From  the  facts  pre¬ 
viously  mentioned  we  find  that  all  three-electrode  tubes  operate  with 
two  distinct  functions:  a  detector  characteristic  or  an  amplifier  charac¬ 
teristic.  Also,  there  are  three  circuits  designated  “  A  ”  “  B”  and  “  C” 
associated  with  the  three  electrodes  of  the  tube,  thus: 

The  Filament  (“A”  circuit). — The  filament  is  the  electron  emitting 
electrode  (cathode) ;  the  source  of  the  electronic  energy  which 
makes  the  vacuous  space  conductive.  The  filament  circuit 
includes  in  general  a  rheostat  to  regulate  the  terminal  filament 
voltage  and  the  battery  (or  other  source)  supplying  the 
energy.  Or,  if  the  filament  is  heated  with  alternating  cur¬ 
rent,  the  battery  is  replaced  and  the  filament  connected  to 
the  special  low  voltage  secondary  winding  on  the  power 
transformer  (rectifying  transformer). 

The  Plate  (“B  ”  circuit). — The  plate  is  the  positively  charged  elec¬ 
trode  (anode)  which  attracts  the  emitted  electrons  and  serves 
to  supply  current  (plate  current)  to  operate  any  device  con¬ 
nected  in  the  circuit.  This  device  may  be  an  inductor,  trans¬ 
former,  or  resistor,  and  since  power  is  being  furnished  by  the 
plate  current,  the  plate  circuit  is  called  the  output  circuit. 
Whatever  device  is  connected  in  the  plate  circuit  is  called 
the  load  on  the  circuit.  The  plate  circuit  also  includes  either  a 
battery,  “  B  ”  battery,  or  a  d-c.  generator  to  supply  the  neces¬ 
sary  current  in  order  to  energize  the  plate. 

TheGrid  (“C”  circuit). — The  grid  is  the  controlling  element,  which 
by  changes  in  its  electric  potential  regulates  the  magnitude  of 
the  electronic  stream  reaching  the  plate.  The  grid  circuit 
is  called  the  input  circuit  because  the  grid  receives  its  voltage 
changes  from  the  external  grid  circuit,  one  side  of  which  is 
always  connected  to  the  grid  and  the  other  side  to  the  filament. 
The  grid  circuit  includes  either  tuning  elements,  such  as 
inductances  and  condensers,  or  the  secondary  coils  of  trans¬ 
formers,  or  condensers  which  act  to  supply  the  input  voltages 
to  the  grid.  The  grid  circuit  also  will  have  whatever  appa¬ 
ratus  is  required  to  supply  the  necessary  grid  negative  bias. 

The  four  prongs  or  pins  on  the  base  of  the  ordinary  three-electrode 
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tube  are  connected  to  the  internal  elements  by  means  of  the  fine  wires 
running  through  the  base  and  through  the  glass  supporting  rod  as  fol¬ 
lows:  two  prongs  provide  connection  for  the  filament  wire  (the  two 
larger  prongs  in  the  UX  type  base),  and  one  of  the  smaller  prongs  con¬ 
nects  to  the  plate,  while  the  remaining  small  prong  connects  to  the 
grid. 

The  grid  and  plate  electrodes  are  both  suspended  within  the  tube 
and  become  electrically  charged  bodies  during  the  normal  operation 
of  the  tube.  The  opposite  ends  of  the  grid  and  plate  circuits  (outside  of 
the  tube)  are  connected  to  some  particular  place  on  the  filament  circuit. 
These  connections  are  called,  respectively,  the  grid  and  plate  return 
leads  and  are  known  as  the  low-voltage  or  low-potential  side  of  the 
circuit. 

If  we  trace  out  the  continuity  of  each  one  of  the  three  circuits  we  will 
find  that  both  the  grid  and  plate  circuits  embrace  part  of  the  filament  and 
complete  their  path  through  the  vacuous  space  in  the  tube.  The  con¬ 
tinuity  of  the  filament  circuit  is  very  easily  followed  and  can  be  con¬ 
sidered  apart  from  the  grid  or  plate  circuits,  or  the  vacuous  space,  because 
it  is  a  simple  conductive  (metallic  path)  closed  circuit  furnishing  current 
to  heat  the  filament. 

Heating  of  the  Filament — (Cathode)  and  Relation  of  Grid  to  Fila¬ 
ment. — There  are  several  methods  by  which  the  filament  power  may  be 
supplied.  The  ultimate  purpose  of  any  system  is  merely  to  supply 
sufficient  current  to  heat  the  electron  emitting  electrode  to  the  proper 
working  temperature. 

One  method  is  by  the  use  of  direct  current  as  furnished  by  a  storage 
battery,  or  in  some  instances,  dry  cells.  The  remaining  methods  utilize 
alternating  current  for  the  power  supply. 

The  first  method  is  by  the  use  of  filaments  connected  in  series,  called 
a  series  drive ,  which  obtains  the  necessary  current  from  additional  volt¬ 
age-divider  resistors  connected  in  the  output  of  the  plate  supply  rectifier. 
Direct  current  is  actually  used  on  the  filaments  because  the  current  is 
part  of  the  output  of  the  rectifier,  whereas  alternating  current  is  supplied 
to  the  input  of  the  rectifier. 

Another  method  is  to  supply  the  filaments  with  d-c.  obtained  from  a 
storage  battery  floating  on  a  low  voltage  rectifier  which  trickle-charges 
the  battery  between  operations. 

Still  another  method  (as  suggested  under  the  “A”  circuit),  is 
to  secure  the  necessary  filament  current  from  a  low-voltage  secondary 
winding  on  a  power  transformer.  The  filament  then  receives  an  alter¬ 
nating  current  and  the  wire  must  be  of  sufficient  size  to  retain  the 
heat,  to  avoid  cooling  between  cycles.  A  suitable  midpoint  connection 
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is  in  many  instances  made  from  the  transformer  winding  or  from  a 
resistor  connected  in  shunt  with  it,  to  prevent  an  a-c.  hum. 

Cathode-Heater  Type  Tube. — This  type  has  recently  become  widely 
used  in  receiving  circuits.  Here  the  electron-emitting  electrode 
(cathode)  is  not  the  filament  wire,  but  is  a  small  oxide-coated  insu¬ 
lated  cylinder  which  surrounds  the  filament.  The  filament  is  supplied 
with  alternating  current  and  radiates  its  heat  to  the  cathode.  The 
cathode  gives  off  an  adequate  supply  of  electrons  at  fairly  low  tempera¬ 
ture.  This  tube,  the  227  or  327  type,  is  known  as  the  radiation-heated 
equi-potential  cathode  type  or  more  commonly  called  the  cathode-heater 
type.  Equi-potential  (or  uni-potential)  means  that  all  portions  of  the 
cathode  metal  surface  are  at  the  same  potential  with  regard  to  the  grid. 
In  other  words,  when  the  grid  is  connected  to  the  cathode  both  are 
uniformly  at  the  same  potential. 

The  electron  flow  (or  current)  is  greater  in  this  tube  than  in  the  ordi¬ 
nary  201-A  type  (filament  type)  due  to  a  greater  emission  rate.  For 
this  reason,  and  also  because  of  the  equi-potential  characteristics,  the 
grid  of  the  227  type  will  intercept  and  absorb  many  more  electrons 
than  the  grid  in  the  201-A.  It  is  this  flow  of  electrons  that  determines 
the  conductivity  of  the  vacuous  space  between  the  electrodes,  and  this 
is  referred  to  in  terms  of  resistance.  This  grid  to  cathode  resistance 
affects  the  selectivity  of  the  circuit.  The  negative  grid  bias  required 
to  limit  this  flow  of  electrons  in  order  to  increase  the  grid  to  cathode 
resistance  will  be  greater  in  the  227  type  than  in  the  201-A  type.  For 
instance,  with  90  volts  used  on  the  plate,  the  grid  bias  should  be  about 
6  volts  or  more,  and  with  135  volts  on  the  plate  the  grid  bias  is  close  to 
10.5  volts.  These  values  can  be  compared  with  those  for  the  201-A 
by  referring  to  the  table  of  tube  characteristics  and  specifications  in  the 
Appendix. 

The  uni-potential  condition  of  the  227  type  cannot  prevail  in  the 
standard  226  type  a-c.  filament  tube,  or  the  201-A  type.  The  fila¬ 
ments  in  the  226  and  201-A  tubes  form  the  cathode,  and  because  of 
this  fact  these  filaments  must  be  supplied  with  current  which  requires 
that  an  electromotive  force  be  impressed  across  the  filament  terminals. 
In  either  the  226  or  201-A  type  of  tube  there  is  a  difference  of  potential 
bet  veen  the  two  ends  of  the  filament  wire,  for  when  one  end  is  positive 
the  opposite  end  is  negative,  and  between  the  ends,  or  throughout  the 
heated  wire,  there  is  a  voltage  gradient,  that  is,  no  two  locations  on  the 
wire  are  at  exactly  similar  potentials  with  regard  to  the  grid. 

For  instance,  in  a  201-A  type  there  is  a  5-volt  drop  along  the  fila¬ 
ment.  Suppose  the  grid  return  is  connected  to  the  negative  terminal 
of  the  filament,  the  gnd  then  is  assumed  to  be  at  a  similar  potential 
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or  zero  potential  to  this  end  of  the  wire.  Therefore,  the  opposite  end 
will  be  5  volts  positive  with  respect  to  the  grid.  This  is  equivalent 
to  saying  that  the  grid  has  a  5-volt  negative  bias  with  regard  to  the 
positive  end  of  the  filament.  The  actual  grid  potential  then  is  not 
zero,  but  in  effectiveness  it  is  at  some  slight  negative  potential,  which 
value  can  be  taken  as  an  average  for  the  whole  filament.  The  average 
value  for  the  5-volt  drop  may  be  taken  as  2.5  volts  negative,  and  the 
grid  will  be  biased  by  this  amount.  The  bias,  as  a  matter  of  fact,  is 
little  less  than  this  amount,  for  the  reason  that  the  grid  intercepts  elec¬ 
trons  that  flow  as  grid  conduction  current  which  is  not  directly  propor¬ 
tional  to  the  grid  voltage.  The  grid  of  the  201-A  type  attracts  very 
few  electrons,  and  draws  very  little  current  when  worked  at  zero  poten¬ 
tial;  that  is,  when  it  is  connected  to  the  negative  filament  terminal. 
This  accounts  for  the  fact  that  the  201-A  can  be  operated  at  67.5  volts 
plate  potential  as  a  radio-frequency  amplifier  without  the  use  of  a  “  C  ” 
biasing  battery  and  when  the  plate  e.m.f.  is  raised  to  90  volts  a  negative 
bias  of  only  about  4.5  volts  is  required. 

Practical  Grid  Bias  Example. — The  grid  bias  may  be  obtained  by 
connecting  the  grid  return,  not  to  the  negative  terminal  post  on  the 
socket,  but  to  the  negative  terminal  of  the  “  A  ”  battery  when  a  rheostat 
is  inserted  in  series  with  the  negative  leg  of  the  filament,  and  without 
the  use  of  a  “  C  ”  battery. 

For  this  explanation  we  can  use  Fig.  145.  The  voltage  drop  across 
the  rheostat  or  any  resistor  is  equal  to  the  current  in  amperes  passing 
through  the  resistance  multiplied  by  the  value  of  the  resistance  in 
ohms.  Suppose  a  201-A  tube  is  used  in  the  circuit,  its  normal  current 
is  .25  ampere  at  a  filament  terminal  e.m.f.  of  5  volts.  If  a  six-volt 
u  A  ”  battery  supplies  the  power,  then  the  rheostat  must  drop  the  6 
volts  to  5  volts,  or,  in  other  words,  with  .25  ampere  flowing  through  the 
resistor  it  provides  a  1-volt  drop.  To  do  this,  it  must  have  4  ohms  of 
resistance,  because,  according  to  Ohm’s  Law,  resistance  equals  voltage 
divided  by  the  current.  Assume  that  with  the  grid  return  lead  con¬ 
nected,  as  shown  at  a,  the  grid  is  at  zero  potential  with  respect  to  the 
filament.  Why  this  is  so  has  already  been  explained. 

Now  if  the  rheostat  occupied  a  position  in  the  negative  battery  lead, 
then  by  moving  the  grid  return  wire  from  a  to  a  point  between  the 
rheostat  and  the  battery,  we  would  obtain  a  one-volt  negative  bias  on 
the  grid.  That  is,  the  grid  would  be  one-volt  negative  with  respect 
to  the  filament  and  this  would  act  to  provide  the  normal  amount  of 
electronic  current  passing  to  the  plate. 

Any  variation  in  the  amount  of  resistance  used  will  alter  the  voltage 
drop  accordingly,  but  the  fundamental  idea  remains  for  all  types  of 
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tubes  and  conditions,  the  difference  being  only  in  the  magnitude  of  the 
values. 

The  Effect  of  Gas  in  the  Vacuum  Tube— The  Vacuum. — Although  a 
theoretically  perfect  vacuum  is  devoid  of  all  matter,  gases  and  solids,  it 
will  allow  the  passage  of  electrons  through  it.  This  can  be  accom¬ 
plished,  as  before  noted,  by  applying  heat  to  a  filament  wire  and  placing 
a  positively  charged  plate  close  enough  to  the  space  charge  produced  to 
cause  a  progressive  movement  of  electrons  through  the  space  from  one 
electrode  (the  filament)  to  the  other  (the  plate). 

A  perfect  vacuum  is  a  medium  through  which  electrons  pass  with¬ 
out  interference.  A  complete  vacuum  is  quite  impossible  to  obtain 
even  after  elaborate  pumping  methods  are  employed  to  evacuate  the 
chamber  within  the  glass  envelope.  Small  traces  of  gas  are  left  in  the 
tube  and  gases  which  have  been  locked  up  in  the  metal  elements  some¬ 
times  appear  after  the  tube  is  placed  in  service.  These  occluded  gases  in 
the  metal  elements  are  reduced  to  an  inconsiderable  quantity  by  subject¬ 
ing  the  elements  to  the  effects  of  a  high-frequency  furnace  during 
manufacture.  The  eddy  currents  produced  due  to  inductive  effect  of 
the  high-frequency  energy  result  in  liberating  the  gas  molecules.  Before 
the  glass  is  sealed,  a  magnesium  preparation  is  exploded  in  the  chamber 
of  certain  tubes  which  acts  as  a  getter  for  the  absorption  of  any  residual 
gases.  This  material  forms  on  the  inside  of  the  glass  envelope  and 
appears  as  a  silver  deposit  or  discoloration. 

Certain  types  of  receiving  tubes,  199,  201-A,  and  others,  are  so 
treated  in  order  to  obtain  a  high  vacuum,  and  such  tubes  are  known  as 
hard  tubes.  The  larger  power  tubes  do  not  require  this  getter  because 
they  are  less  sensitive  to  small  traces  of  gas. 

Gas. — What  happens  when  gas  molecules  lie  in  the  path  of  electrons 
rushing  with  tremendous  speed  toward  the  plate  is  that  they  literally 
cause  countless  collisions.  When  the  electrons  strike  the  gas  atoms 
one  or  perhaps  two  electrons  in  each  of  the  gas  atoms  are  knocked  off, 
thus  disrupting  or  breaking  up  their  electrical  balance,  producing  the 
freed  electrons  and  positively  charged  ions.  The  new  electrons  thus 
liberated  are  pulled  over  to  the  plate  and  augment  the  main  electron 
stream  from  the  filament,  thus  increasing  the  total  electronic  current 
flow.  This  is  known  as  ionization  by  impact. 

The  positive  ions  are  attracted  back  toward  the  filament  and  form 
a  sort  of  shroud,  through  which  newly  emitted  electrons  must  break, 
producing  therein  other  reactions  that  do  not  require  explanation  here. 

However,  if  there  is  a  considerable  supply  of  gas  molecules  in  the 
chamber  and  if  the  plate  voltage  is  increased  to  a  certain  limit,  the 
electrons  will  gain  in  velocity  and  bombard  the  molecules  with  more 
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force,  and  ionization  will  become  greater.  This,  of  course,  means  that 
a  larger  plate  current  will  flow.  If  ionization  becomes  too  great,  due  to 
a  high  positive  plate  charge,  the  tube  will  emit  a  blue  glow  in  the  region 
near  the  plate.  This  is  to  be  expected,  because  the  electrons  attain 
their  highest  velocity  at  this  point. 

In  order  to  give  certain  types  of  detector  tubes  a  special  character¬ 
istic  action,  a  quantity  of  rare  gas  is  injected  in  the  tube  at  the  time  of 
manufacture.  These  tubes  are  of  the  200  and  200- A  type  and  are  used 
solely  as  detectors.  They  are  known  as  soft  tubes.  Due  to  their  high 
conductivity,  they  are  operated  at  lower  plate  voltages  than  the  hard 
tubes  and  are  never  employed  as  amplifiers. 

The  hard  tube  is  the  one  most  generally  used  for  detector  and  always 
as  an  amplifier,  as  it  is  less  sensitive  to  minute  variations  and  performs 
more  consistently  under  the  fixed  circuit  conditions  of  the  modem 
receiver  (one  having  few  controls).  Gas  molecules  in  a  hard  tube  in¬ 
terfere  with  its  normal  action. 

Space  Charge — Forces  Acting  on  the  Emitted  Electrons — Point  of 
Saturation.— Before  continuing  the  explanations  relating  to  subsequent 
experiments  which  deal  respectively  with  operating  a  vacuum  tube  with 
a  detector  characteristic  and  an  amplifier  characteristic,  it  will  clarify 
some  of  the  actions  if  a  general  idea  is  gained  of  the  various  forces  act¬ 
ing  on  the  emitted  electrons  and  of  what  determines  the  limitations  of 
plate  current  or  point  of  saturation. 

Electrons  in  countless  thousands  fill  the  space  surrounding  a  heated 
filament.  This  mass  of  the  infinitely  small  negative  particles  actually 
constitutes  a  negative  charge  in  the  space  they  fill.  This  negative  elec¬ 
trical  condition  in  the  space  about  the  hot  wire  is  called  the  space 
charge. 

Certain  materials  are  especially  rich  in  electronic  energy.  Tung¬ 
sten,  certain  oxides  like  calcium  oxide,  thorium,  and  so  on,  when  heated, 
will  emit  large  quantities  of  electrons.  A  tungsten  wire  is  either  coated 
with  an  oxide,  or  the  wire  is  treated  throughout  with  thorium.  The 
thoriated  filament  is  called  an  “  XL  ”  filament.  Platinum  wire  is  used 
in  certain  transmitter  power  tubes. 

When  the  filament  wire  is  cold,  electrons  are  in  a  state  of  vibration, 
but  it  is  not  until  current  flows  through  and  the  temperature  is  raised 
that  the  electrons  are  agitated  and  gain  in  velocity  capable  of  forcing 
them  away  from  the  influence  of  their  parent  atoms.  When  the  wire 
is  brought  to  an  incandescent  heat  each  electron  emitted  from  an  atom 
of  the  material  decreases  the  negative  potential  of  the  wire  by  a  certain 
amount.  This  leaves  the  atoms  as  positive  ions;  hence,  they  always 
bear  a  normal  attraction  for  the  emitted  electrons.  When  the  current 
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stops  flowing  and  the  wire  cools,  the  electrons  forming  the  space  charge 
will  be  drawn  back  to  the  filament  and  combine  with  the  atoms  with 
which  they  were  previously  associated,  again  restoring  their  electrical 
balance. 

The  action  of  electrons  boiling  off  or  literally  shooting  off  into  space 
around  the  filament  may  be  compared  to  the  rise  of  vapor  from  the 
surface  of  water  when  it  is  heated.  If  additional  heat  is  applied  to  the 
water,  the  surface  will  be  greatly  stimulated  so  that  more  vapor  will 
issue  forth.  Accordingly,  any  change  in  temperature  of  the  filament 
will  vary  the  quantity  of  electrons  emitted.  Hence,  it  requires  a  cer¬ 
tain  amount  of  heat  or  thermal  energy  to  rob  a  normal  atom  of  one  or 
perhaps  two  of  its  electrons.  If  the  heating  of  the  wire  is  carried 
beyond  safe  limits,  the  evaporation  of  electrons  and  disintegration  of 
the  wire  will  be  so  great  as  finally  to  exhaust  the  supply  of  electrons. 
This  explains  one  of  the  reasons  why  some  tubes  in  active  use  for  only 
a  short  time  develop  a  low  emission  and  may  not  function,  although  the 
filament  is  heated  to  its  usual  degree  of  incandescence. 

Reactivation. — The  thoriated  filament  may  sometimes  be  supplied 
with  renewed  electronic  energy  by  a  process  called  reactivation .  The 
process  is  carried  out  simply  by  passing  more  than  the  normal  current 
through  the  filament.  Since  normal  evaporation  of  the  electrons  takes 
place  on  the  surface  the  increased  temperature  of  the  wire  has  the  effect 
of  boiling  out  electrons  from  the  innermost  recesses  in  the  core  of  the 
wire,  forcing  electrons  to  the  surface  which  could  not  be  freed  under  the 
ordinary  normal  heat.  The  current  is  increased  about  15  per  cent 
above  the  specified  value  and  held  at  this  point  for  about  30  minutes 
with  the  plate  circuit  open.  If  after  this  period  the  electronic  emission 
is  still  low,  no  further  attempt  should  be  made  to  revitalize  the  tube 
and  it  should  be  discarded.  Oxide-coated  filaments  will  not  respond 
to  this  treatment  of  reactivation. 

It  is  now  apparent  that  rate  of  emission  depends  upon  the  material 
of  which  the  filament  is  made,  the  temperature  at  which  it  is  heated, 
and  the  size  of  the  wire.  Furthermore,  the  heated  filament  (that  is,  its 
positive  ions)  exerts  an  attractive  force  for  the  liberated  electrons  con¬ 
stituting  the  negative  space  charge. 

Now  let  us  analyze  why  the  electrons  reach  out  so  far  from  their 
source. 

All  electrons  have  exactly  similar  negative  characteristics  and  have 
an  enormous  repulsion  for  one  another.  After  the  first  electrons  begin 
to  emerge  from  the  surface  of  the  hot  filament  they  are  actually  pushed 
outward  and  assisted  in  their  flight  farther  away  from  their  source  by 
other  newly  emitted  ones  projected  from  the  point  of  origin.  Some 
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electrons  are  thus  propelled  greater  distances  from  the  wire  than  others, 
because  of  this  action,  while  some  do  not  gain  in  velocity,  and  as  their 
speed  is  checked  they  remain  close  enough  to  the  wire  to  be  still  under 
the  influence  of  the  positive  ions  in  the  wire.  The  latter  electrons  will 
be  pulled  back  to'  the  filament.  Certain  electrons,  according  to  their 
distance  from  the  wire,  will  be  under  the  repelling  effect  of  electrons 
behind  and  ahead  of  them.  The  velocity  of  the  electrons  and  the  repul¬ 
sion  due  to  their  like  negative  charges,  cause  them  to  continue  in  motion. 

The  space  charge  surrounding  the  filament  constitutes  a  negative 
electric  field  of  definite  quantity  or  proportions,  called  its  density . 

Action  of  the  Plate. — The  plate  becomes  a  positively  charged  body 
when  an  e.m.f.  is  applied  to  it.  A  positive  charge  on  a  body  means  that 
it  is  deficient  or  lacking  in  electrons  by  a  certain  amount.  The  plate 
can  be  electrically  charged  to  either  a  high  or  a  low  potential  by  chang¬ 
ing  the  positive  voltage  applied  to  it  from  either  a  “B”  battery  or 
other  source. 

On  the  other  hand,  a  negative  charge  is  a  charge  with  an  abundance 
or  excessive  amount  of  electrons.  The  negative  quantity  can  also  be 
varied.  In  this  case  the  space  charge  is  the  negative  electricity. 

A  positive  body  being  short  of  electrons  always  seeks  and  attracts 
to  itself  the  required  number  of  electrons  (a  definite  amount  of  negative 
electricity)  in  an  effort  to  bring  about  a  state  of  electrica  balance.  In 
other  words,  a  plate  with  a  certain  positive  potential  applied  to  it  can 
attract  toward  itself  only  a  given  number  of  electrons,  regardless  of  the 
quantity  that  might  be  available  for  attraction.  This  action  accounts 
for  the  limitation  of  the  plate  current,  for,  no  matter  how  high  the 
filament  heat  is  increased  beyond  the  positive  plate  requirements,  the 
plate  current  will  not  increase  further. 

Only  sufficient  electrons  can  be  attracted  by  the  plate  to  neutralize 
the  positive  effect  of  the  plate  (attempting  always  to  restore  its  atoms 
to  normal).  The  positive  plate  charge,  as  just  stated,  can  be  con¬ 
trolled  by  the  amount  of  “  B  ”  battery  voltage  used.  This  limitation 
of  the  plate  current  can  be  noted  by  the  milliammeter  in  the  plate  cir¬ 
cuit.  The  reading  will  increase  steadily,  although  not  directly  propor¬ 
tional,  with  each  increase  in  filament  current  until  the  upper  plate  cur¬ 
rent  limitation  or  saturation  point  is  reached.  It  will  then  be  noted 
that  for  any  additional  filament  current  or  raising  of  filament  heat  the 
meter  will  not  indicate  a  further  deflection.  The  saturation  point,  or 
the  upper  limit  of  a  characteristic  curve  where  the  curve  flattens  out, 
shows  this  action. 

Action  of  the  Plate  and  Filament. — The  purpose  of  the  characteristic 
curves  is  to  show  at  a  glance  the  rate  of  change  or  the  proportional 
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-Curve  8 
"5  Volt  Tube" 


increase  in  the  plate  current  for  either  of  two  conditions:  (1)  Filament 
voltage  varied  while  plate  voltage  remains  constant;  (2)  plate  voltage 
varied  while  the  filament  voltage  remains  constant. 

The  procedure  and  practical  points  for  deriving  the  curve  and  con¬ 
clusions  are: 

(1)  Filament  Voltage  Versus  Plate  Current — In  brief  the  following 
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ment  e.m.f.  to  a  normal  value  is  clearly  shown.  e  e  prac¬ 

tically  ineffective  at 

zero  voltage.  The  fixed  plate  voltage  value  is  read  on  the  plate  volt¬ 
meter,  shown  in  the  diagram  connected  across  the  “  B  ”  battery  by 
the  dotted  line.  The  variations  in  filament  voltage  are  read  on  the 
filament  voltmeter  connected  between  the  +  and  —  input  terminal  on 
the  socket. 

With  every  change  in  filament  voltage  from  zero  to  some  value  only 
a  very  little  above  the  maximum  specified  for  the  tube  used,  the  plate 
current  and  filament  voltage  for  each  setting  is  written  down  and  after 
running  through  a  complete  set  of  values  the  results  are  plotted  on 
graph  paper,  as  shown  in  Fig.  149.  We  have  illustrated  by  means  of 
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the  two  characteristic  curves  on  the  same  graph  paper  the  rise  in  plate 
current  for  two  different  type  tubes,  one  a  3- volt  tube  (curve  ,4)  and 
the  other  a  5- volt  tube  (curve  B). 

Observe  in  each  case  that  the  plate  voltage  remains  constant  while 
the  filament  voltage  is  varied  by  means  of  the  filament  rheostat.  The 
filament  voltage  changes  are  plotted  on  the  horizontal  axis  or  line 
(abscissa),  and  the  plate  current  on  the  vertical  line  (ordinate). 
Curve  A  shows  the  gradual  increase  in  the  plate  current  at  the  first 
heating  of  the  filament  and  the  sudden  increases  while  the  filament 
voltage  is  further  increased.  With  the  filament  at  three  volts,  the  plate 
draws  3.9  m.a.  (milliamperes) .  The  curve  does  not  rise  much  beyond 
this  point  because  no  more  than  3  volts  is  applied,  this  being  the  normal 
value  at  which  the  tube  should  be  worked.  Any  further  heating  of  the 
wire  would  tend  to  destroy  it. 

The  second  curve  B  shows  the  characteristic  rise  of  the  plate  cur¬ 
rent  for  the  tube  used  in  this  experiment.  Here  the  filament  e.m.f.  can 
be  raised  to  5  volts,  it^  normal  rating,  and  the  plate  current  will  increase 
to  4.8  m.a.  The  plate  voltage  on  either  tube  could  be  raised  to  about 
90  volts,  and  for  this  increase  of  10  volts  the  greater  positive  attraction 
of  the  plate  would  result  in  more  current  flow.  It  is  inadvisable  to 
increase  the  plate  current  flow,  for  reasons  already  stated,  to  a  point 
where  the  plate  might  begin  to  heat.  It  will  be  seen  later  how  it  is 
possible  to  apply  a  high  positive  voltage  to  the  plate  and  yet  limit 
the  plate  current  to  safe  values  by  maintaining  a  certain  negative  volt¬ 
age  bias  on  the  grid. 

The  elementary  grid  action  has  been  heretofore  explained.  In  this 
experiment  the  grid  is  not  brought  into  play,  for  the  purpose  is  only  to 
explain  the  fundamental  action  and  requirements  of  both  filament  and 
plate. 

It  should  be  noted  in  particular  that  the  two  tubes  have  the  same 
characteristic  rise  in  plate  current;  that  is,  the  curves  of  both  are  similar 
in  shape  or  form,  the  only  difference  lying  in  the  magnitude  of  the 
respective  values.  This  variation  in  plate  current  is  characteristic  of  all 
vacuum  tubes, 

(2)  Plate  Voltage  Versus  Plate  Current  Curve,  By  maintaining  the 
filament  current  at  a  constant  value  and  progressively  increasing  the 
plate  voltage,  beginning  at  a  zero  value,  a  point  will  be  found  wherein 
the  plate  current  will  cease  to  increase.  It  is  said  that  the  saturation 
point  is  reached  when  this  condition  of  no  further  increase  prevails. 

Employing  the  circuit  shown  in  Fig.  145,  the  filament  voltage  is  set 
and  maintained  at  normal  value  throughout  the  experiment.  The  plate 
Voltage  is  varied  by  means  of  taps  on  the  “B”  battery  or  a  potentiom- 
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eter  may  be  connected  across  the  whole  “  B  ”  battery  and  by  connect¬ 
ing  the  plate  to  the  movable  arm  any  desired  voltage  may  be  obtained. 
The  use  of  a  potentiometer  or  voltage  divider  is  explained  elsewhere. 
In  any  event,  regardless  of  the  method  used,  the  purpose  is  to  vary  the 
plate  potential,  starting  at  zero,  and  for  each  change  both  the  plate 
voltage  and  the  plate  current  are  noted  on  the  respective  meters.  This 
gives  a  comparison  of  the  effectiveness  of  the  positive  plate  in  varying 

the  plate  current. 
The  readings  are 
tabulated  as  before 
and  plotted  on  graph 
paper  as  shown  in 
Fig.  150.  Although 
only  three  plate  cur¬ 
rent  values  are 
given,  other  values 
may  be  found  by  ex¬ 
periment.  The  three 
values  are  sufficient 
to  convey  the  idea  of 
how  the  full  curve  is 
derived. 

The  curve  is 
plotted  as  follows: 
If  the  plate  voltage 
is  raised  successively 
in  equal  amounts  of 
5  volts,  5,  10,  15, 
and  so  on,  the  plate 
current  flowing  at 
these  values  will  be 
respectively  0.10, 
0.30,  0.45  m.a.  and 
so  on.  Project  verti¬ 
cal  lines  (ordinates) 
upward  from  the  divisional  points  along  the  abscissa  at  5,  10,  15,  and  so 
on.  Then  draw  horizontal  lines  from  the  current  locations  on  the 
ordinate  axis  and  place  dots  where  the  lines  intersect,  as  at  a,  b,  and  c. 
Do  this  for  other  values  taken,  as  at  points  d  and  e ,  progressively 
increasing  the  plate  voltage  to  some  value  wherein  it  cannot  increase 
the  plate  current  because  it  is  attracting  all  of  the  electrons  emitted. 
Now  draw  a  line  through  all  of  the  intersecting  points  and  the  curve, 


5  10  15  20  25  30  etc  Abscissae 

Cause - ►  Plate  Voltage  Changes 

Fig.  150. — Plate-current  variations  plotted  against  chang¬ 
ing  plate-voltage  values. 
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as  shown,  will  be  the  visual  or  graphic  indication  of  the  overall 
action. 

Note  that,  although  we  may  increase  the  plate  voltage  in  equal 
steps  of  5-volt  changes  the  plate  current  does  not  rise  in  a  directly  pro¬ 
portional  manner,  for  0.10,  0.30,  and  0.45  are  not  increases  in  equal 
amounts.  The  plate  current  will  increase  very  slowly  at  first;  but  at 
some  critical  plate  voltage,  as  at  c,  the  current  will  begin  to  increase  to  a 
marked  degree.  For  instance,  the  plate  voltage  is  raised  5  volts,  as 
shown  between  25  and  30  volts,  and  the  plate  current  for  this  change 
increases  in  value  from  d  to  e,  whereas  on  a  5-volt  plate  change  as 
between  10  and  15  volts  the  plate  current  moves  up  only  from  b  to  c. 
After  a  certain  plate  potential  is  applied  giving  a  plate  current  indica¬ 
tion  as  shown  at/,  the  plate  operation  is  now  approaching  the  saturation 
point.  When  all  of  the  emitted  electrons  are  attracted  by  the  high 
positive  potential  on  the  plate,  that  is,  when  the  total  space  charge  has 
been  neutralized  by  the  positive  plate,  no  further  deflection  of  the  plate 
meter  will  be  noted.  This  condition  is  shown  at  g.  Additional  increases 
in  positive  plate  voltage  cannot  cause  a  further  current  increase  and 
the  curve  flattens  out. 

Again,  all  vacuum  tubes  have  this  characteristic  variation  in  plate  cur¬ 
rent  for  plate  potential  changes.  Because  the  plate  current  does  not 
vary  in  direct  proportion  with  plate  voltage  the  curve  derived  is  not 
a  straight  line.  This  characteristic  curve  is  called  a  logarithmic  curve 
and,  by  certain  mathematical  calculations,  it  would  be  found  that  the 
plate  variations  are  proportional  to  the  square  of  the  plate  voltage. 
Since  the  plate  is  an  electrically  charged  body  and  creates  around  itself 
an  electric  or  electrostatic  field,  as  all  charged  bodies  do,  the  plate  cur¬ 
rent  is  proportional  to  the  electrostatic  field  squared. 

This  ratio  between  the  cause  and  the  effect  may  be  expressed  as 
follows: 

Ip  a  Ep2 

where 

Ip  represents  plate  current; 

Ep  represents  plate  voltage ; 
and 

a  means  is  proportional  to,  or  varies  as. 

In  running  a  practical  curve  as  described,  the  starting  of  the  curve 
from  zero  and  also  the  falling  off  of  the  curve  at  /,  approaching  the  sat¬ 
uration  point  g7  will  be  much  more  gradual  than  depicted  by  our  illus¬ 
trated  logarithmic  curve. 

Logarithmic  Curve  Versus  Straight-Line  Variation. — The  logarith¬ 
mic  curve  is  one  which  illustrates  the  rate  of  increase  or  decrease  of  a 
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quantity  due  to  a  definite  cause  where  the  quantity  varies  in  such  a  way 
that  the  curve  has  no  definite  minimum  point  showing  the  decrease  of 
the  quantity  and  no  definite  maximum  point  indicating  the  increase  in 
the  quantity.  The  curve  suggests  or  forms  a  long  comparatively 
straight  and  steep  portion  at  either  end  of  which  it  bends  and  tapers 
off.  The  bends  are  known  respectively  as  the  lower  knee  and  the 
upper  knee  of  the  curve,  and  the  straight  part  as  the  linear  portion . 

The  characteristic  curve  of  the  tube  shows  that  the  plate  current 
does  not  vary  in  direct  proportion  to  the  applied  voltage,  and  is  not 
in  accord  with  Ohm’s  Law  for  direct  current.  This  current  and  voltage 
relation  was  stated  previously  in  the  discussions  relating  to  the  passage  of 
an  electric  current  through  a  vacuum,  but  now  it  is  proved  conclusively. 

Furthermore,  observe  that  in  (1)  and  (2)  different  causes  were 
applied  whereby  the  plate  current  was  made  to  vary  and  the  effect  (the 
plate  current)  was  found  to  be  similar  in  each  case.  The  same  shape 

or  characteristic  curve  resulted,  the 
difference  being  only  in  the  respec¬ 
tive  magnitude  of  the  values. 

Much  use  of  this  characteristic 
plate  current  variation  is  made  in 
explaining  different  functions  of  the 
tube,  particularly  its  action  when 
G  functioning  either  as  a  detector  or 

an  amplifier,  when  the  grid  is 
brought  into  play. 

For  the  student  who  wishes  to 
obtain  a  more  complete  explanation 
of  the  origination  of  the  square  law 
relating  to  the  vacuum  tube  curve 
a  figure  called  a  parabola  is  shown 
in  Fig.  151;  and  it  can  be  seen  that 
the  right  half  of  the  curve  OGM  is 
Fig.  151— This  drawing  is  the  basis  similar  in  shape  to  the  tube  charac- 
for  the  mathematical  computation  of  juristic  curve 

vacuum  tube  characteristic  curves.  Tj  .  .  ’  .  ,  .  .  . 

It  is  clear  that  we  have  simply 

drawn  to  the  left  of  ordinate  OC  a 
characteristic  curve  similar  to  one  plotted  in  the  experiment.  A  parab¬ 
ola  is  a  geometric  curve,  every  point  of  which  is  equally  distant  from 
the  directrix  XL  and  the  focus  F.  The  focus  lies  in  axis  CO  drawn 
from  DG}  which  is  a  straight  line  drawn  across  the  vertex  or  head  of  the 
figure,  at  right  angles  to  the  axis  of  the  curve  so  as  to  bisect  the  figure 
in  two  equal  parts;  that  is,  half  is  an  ordinate.  The  length  OF  is  the 
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abscissa  and  FG  is  the  ordinate,  and  from  mathematical  computation  it 
is  given  that  the  abscissas  of  a  parabola  are  as  the  squares  of  their 
ordinates. 

Suppose  that  the  current  flowing  through  a  vacuum  would  vary 

E 

according  to  Ohm's  Law  for  direct  current,  or  /  =  — ,  then  the  char- 

R 

acteristic  curve  shown  in  Fig.  150  would  appear  as  a  straight  line.  If  this 
were  true,  then  for  equal  steps  of  plate 
changes  at  5  volts  the  current  would 
increase  in  direct  ratio.  Assuming  a  2- 
m.a.  current  increase  for  each  5-volt 
plate  change,  a  line  drawn  through  and 
connecting  all  of  the  intersecting 
points  a,  b,  c,  and  so  one,  would  not 
follow  any  curve  at  all,  but  would  be 
a  straight  line,  as  OD  in  Fig.  152. 

A  straight  line  denotes  what  is 
termed  a  linear  characteristic ,  and  a 
curve,  such  as  the  logarithmic  curve, 
a  non-Unear  characteristic . 

A  vacuum  tube  then  does  not 
have  exactly  a  straight-line  variation 
throughout,  but  it  does  have  quite  a 
long  sloping  portion  which  is  linear. 

It  is  seen  now  that  we  can  shift  the 
normal  plate  current  flow  by  the  simple  means  of  varying  the  plate 
voltage.  The  filament  current  or  voltage  should  never  be  changed 
after  once  set  at  the  correct  value.  Also,  the  plate  current  flowing 
for  any  particular  plate  voltage  can  be  regulated  to  work  the  tube  at 
some  location  on  its  curve  either  in  the  neighborhood  of  the  lower 
knee  or  further  up  along  the  linear  portion,  or  even  at  the  upper  knee. 
The  tube  is  not  usually  worked  at  the  upper  knee  because  the  plate 
current  at  this  point  reaches  a  very  large  value  far  above  ordinary 
requirements. 

It  will  be  shown  later  that  a  tube  functioning  as  a  detector  is  oper¬ 
ated  in  the  region  of  the  lower  knee,  and  that  other  tubes  which  func¬ 
tion  fundamentally  as  amplifiers  are  operated  somewhere  along  the 
steep  or  linear  portion  of  the  curve. 

Summary  of  Foregoing  Facts  about  Plate  and  Filament. — The 
results  of  the  foregoing  experiments  show  that  the  number  of  electrons 
passing  through  the  space  between  filament  and  plate  depends  both 
upon  the  rate  at  which  they  are  emitted  by  the  filament  and  the  rate 


5  10  15  20  25  : 

Voltage 

Fig.  152. — A  graph  showing  straight- 
line  variation.  Current  increase  is 
directly  proportional  to  voltage  in¬ 
crease. 
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at  which  they  are  drawn  in  by  the  plate.  Hence  the.  following  two 
conditions  must  be  met  in  any  vacuum  tube: 

(1)  The  filament  must  supply  all  of  the  electrons  that  the  plate 

will  absorb,  for  all  plate  voltages  up  to  the  maximum  as 
specified  for  the  particular  tube  in  question.  The  space 
charge  should  contain  a  surplus  of  electrons,  over  and 
above  the  actual  number  necessary  to  neutralize  the  posi¬ 
tive  effect  of  the  plate  at  any  of  its  working  voltages.  This 
allows  for  a  slight  decrease  in  filament  temperature,  due 
to  a  slight  change  in  filament  current,  without  materially 
reducing  the  electronic  current  flowing  to  the  plate.  If 
the  plate,  at  a  certain  voltage  (within  working  range)  is 
unable  to  obtain  the  necessary  electrons,  due  to  a  possible 
reduction  of  filament  current  from  some  unexpected  cause, 
the  plate  current  will  fluctuate  or  fall  below  normal.  A 
plate  current  meter  will  show  this  decrease  if  the  filament 
voltage  is  reduced. 

(2)  The  plate  voltage  (stating  the  conditions  in  (1)  but  in  a  dif¬ 

ferent  way)  should  not  be  raised  to  a  value  greater  than 
maximum,  for  if  it  is,  a  point  will  be  reached  where  the 
plate  in  its  effort  to  neutralize  its  positive  charge  may 
attract  all  of  the  space  charge  electrons,  and  any  further 
increase  in  plate  voltage  cannot  result  in  any  greater 
absorption  of  electrons. 

The  upper  limitation,  or  maximum  value  of  the  plate  current  under 
any  conditions  imposed  upon  the  tube  have  been  outlined. 

EXPERIMENT  NO.  1-A 

Grid  Voltage  versus  Plate-current  Characteristic  Curve. — The  following 
experiment  demonstrates  the  Effectiveness  of  the  Grid  and  its  Power  in 
Exercising  Control  of  Plate  Current 

The  general  explanations  and  theory  governing  the  control  action  of  the 
grid  have  already  been  submitted,  but  it  is  doubtful  whether  one  can  really 
understand  how  the  plate  current  is  affected  for  any  change  in  potential  that 
might  be  applied  to  the  grid  without  running  the  simple  test  explained  here  and 
then  plotting  the  values  on  graph  paper  in  order  to  visualize  the  action. 

From  the  knowledge  gained  in  this  experiment  the  fundamental  detector 
and  amplifier  actions  can  be  understood  easily. 

The  student  is  advised  to  adopt  a  form  similar  to  the  one  used  herewith 
whenever  making  tests  or  experiments.  This  is  an  important  requirement 
because  students  must  reason  for  themselves  and  endeavor  to  account  for  the 
results  obtained,  as  shown  by  the  measuring  instruments,  checking  these 
results  against  the  theoretical  explanations. 


GRID  VOLTAGE  PLATE  CURRENT  CURVES 


241 


Title. 


EXPERIMENT  NO.  1-A 


Grid  Voltage  versus  Plate  Current  Characteristic  Curve  or  Eg—Ip  curve. 


Purpose. 

To  show  the  effectiveness  of  the  grid  and  its  power  in  exercising  control  of 
the  plate  current,  and  the  ratio  of  the  variation  in  plate  current  for  a  given 
grid  voltage  change  peculiar  to  vacuum  tubes. 

Apparatus.  See  Fig.  153. 

1  Vacuum  tube 
1  Filament  rheostat  R 
1  “  B  ”  battery  bank 
1  “  A  ”  battery  • 

A  number  of  dry  cells  or  “  C  ”  battery.  The  number  required  depends 
upon  whether  one  desires  to  draw  a  complete  curve  showing  the  upper  limita¬ 
tion  or  saturation  point. 

1  Potentiometer  or  voltage  divider  P  connected  as  shown.  About  500 
ohms. 

1  Plate  current  d-c.  meter  marked  MA 
1  Grid  voltmeter  d-c.  marked  Vi 
1  Plate  voltmeter  d-c.  marked  V* 

1  Filament  voltmeter  d-c.  marked  V* 

Diagram. — To  be  drawn  by  student. 


Fig.  153. — This  is  a  typical  circuit  used  to  obtain  the  characteristic  curve  of  a 
vacuum  tube.  The  circuit  permits  positive  and  negative  grid  voltages  of  any 
desired  value  to  be  applied  to  the  grid  in  order  to  test  its  effectiveness  in  controlling 

plate  current. 
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The  diagram  shows  that  a  simple  circuit  is  formed  with  all  three  of  the  tube 
elements  functioning.  Assume  that  for  the  particular  tube  used  we  adjust  the 
“B”  battery  voltage  at  90  volts.  The  plate  throughout  the  test  will  be  con- 
stantly  charged  to  an  electric  potential  of  90  volts.  Adjust  the  filament  rheo¬ 
stat  until  the  filament  voltmeter  reads  5  volts.  The  filament  temperature  will 
also  remain  constant. 

The  variable  factor,  the  one  which  will  cause  changes  in  plate  current,  is 
the  grid  electric  charge. 

The  circuit,  as  illustrated,  satisfies  all  of  the  conditions  for  plate  current 
flow,  and  needs  no  further  explanation,  other  than  to  suggest  observing  how 
the  grid  voltmeter  is  connected  to  read  the  grid  potential. 

Procedure. 

When  the  sliding  contact,  or  arm  P,  is  exactly  centered  the  grid  voltmeter 
will  read  zero.  If  the  arm  is  moved  upward,  positive  voltages  will  be  applied 
to  the  grid;  if  moved  downward,  negative  voltages  will  be  impressed  on  the 
grid. 

This  method  permits  relative  grid  voltage  and  plate  current  readings  to  be 
taken  directly  from  the  equipment  in  a  short  time  and  the  tabulation  of  the 
values  as  listed  in  a  following  paragraph. 

It  does  not  require  a  lengthy  explanation  to  instruct  the  person  performing 
the  test  except  to  avoid  excess  filament  e.m.f .  and  plate  e.m.f.  The  grid  voltage 
can  be  increased  by  moving  arm  P  in  either  a  positive  or  a  negative  direction. 

It  is  suggested  that  steps  of  about  2-volt  changes  on  the  grid  be  run  uni¬ 
formly  throughout  in  order  easily  to  plot  the  results  on  the  graph  paper.  Note 
that  the  grid  voltmeter  is  shown  connected  in  dotted  lines.  If  the  voltmeter 
does  not  have  a  zero  center  scale,  so  that  it  can  be  read  in  either  direction  (for 
negative  or  positive  values),  it  will  be  necessary  to  reverse  the  leads  at  its 
terminals,  marked  a  and  b,  as  found  necessary. 

Results. 

Tabulate  your  measurements  as  suggested  on  the  next  page,  that  is,  a  plate 
current  reading  for  every  change  in  grid  voltage.  First,  apply  sufficient  grid 
negative  voltage  to  cause  the  plate  current  to  drop  to  zero.  The  amount  of 
positive  grid  voltage  to  be  applied  later  is  left  to  the  discretion  of  the  person 
performing  the  test.  This  is  mentioned  advisedly  because  it  will  require  much 
more  positive  voltage  to  reach  the  upper  limit  or  saturation  point  than  negative 
voltage  necessary  to  cause  the  grid  to  repel  all  of  the  emitted  electrons,  that 
is,  to  drop  the  plate  current  to  zero.  A  large  number  of  cells  (“C”  battery) 
may  not  always  be  available.  Usually  not  more  than  10  to  15  volts  negative 
grid  are  required  on  the  ordinary  receiving  tube  to  lower  the  plate  current  to  zero. 
Fifteen  volts  may  be  obtained  from  10  new  dry  cells. 

Beginning  with  zero  voltage  on  the  grid,  then  by  taking  successive  readings 
in  a  positive  direction,  and  next  in  a  negative  direction  (changing  the  grid  poten¬ 
tial  2  volts  at  a  time  by  moving  arm  P  the  necessary  distance  across  the  resist¬ 
ance  wire),  let  us  say  that  the  respective  meters  show  the  following  deflections; 
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Cause, 

(Eg)  Grid  Volts 

Effect, 

Plate  Current  (Jp) 

r  12 

Milliamperes 

0.0 

10 

.25 

Negative . 

8 

.70 

6 

1.40 

4 

3.00 

2 

4.80 

Zero . 

.  0 

7.00 

2 

9.25 

4 

11.10 

Positive . i 

6 

13.50 

8 

15.60 

10 

17.40 

These  readings  are  sufficient  for  all  practical  purposes  because  we  have  kept 
within  the  working  range  of  the  tube.  A  tube  of  this  size  is  never  actually 
worked  with  such  high  plate  current  as,  for  instance,  17  m.a.,  because  it  would 
overheat,  but  it  can  be  seen  that  the  plate  current  continues  to  increase  as 
positive  potentials  are  applied  to  it. 

Graph. 

Three  characteristic  curves  of  one  tube  are  taken  at  different  intervals  and 
are  shown  in  Fig.  154.  We  are  only  interested  at  this  time  in  curve  B,  the 
90-volt  curve. 

This  graph  was  plotted  from  the  data  taken  and  the  curve  depicts  the  char¬ 
acteristic  variation  in  the  plate  current  for  changes  of  grid  potential  both  above 
and  below  zero  with  the  plate  potential  maintained  constant  at  90  volts.  In 
other  words,  we  attempt  to  show,  by  this  simple  means,  how  an  alternating 
voltage  impressed  upon  the  grid  would  affect  the  plate  current. 

Take  any  two  similar  positive  and  negative  values,  for  instance,  +  6  volts 
and  —  6  volts  and  note  the  difference  in  the  amount  of  the  plate  increase  above 
normal  (that  is,  the  plate  current  at  7.0  m.a.  with  the  grid  at  zero)  and  the 
decrease  below  normal  or  below  7.0  m.a.  For  the  positive  grid  charge  the 
current  increased  about  5.6  m.a.  and  for  the  negative  grid  charge  the  current 
decreased  about  5.6  m.a.  The  relation  of  these  two  values  will  undoubtedly  vary 
in  different  experiments.  With  precision  instruments  and  great  care  this  differ¬ 
ence  may  be  reduced  so  that  practically  there  would  be  an  amount  of  increase 
equal  to  the  decrease  of  current  for  equal  positive  and  negative  grid  changes. 

How  a  vacuum  tube  may  be  operated  as  a  detector  or  amplifier  by 
adjusting  the  plate  voltage  will  be  explained  further  on  in  the  text. 
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The  tube  mentioned  in  the  above  observations  and  operating  at  90 
volts,  as  shown  by  the  curve  B  in  Fig.  154,  is  functioning  as  an  ampli¬ 
fier,  because  the  plate  current  strength  varies  up  and  down  (to  certain 
limits)  by  equal  amounts  for  equal  grid  voltages.  There  is  no  distor¬ 
tion,  or  non-uniform  plate  change.  The  plate  current  is  simply  repeat¬ 
ing  in  amplified  form  exactly 
what  the  grid  receives 
(meaning  the  voltage  changes 
that  are  applied  to  it). 

Let  us  now  make  a  simi¬ 
lar  comparison  on  curve  C. 
For  an  equal  positive  and 
negative  6-volt  grid  change 
respectively  note  that  the 
plate  current  increases  as 
much  as  5.75  m.a.  above 
point  Sy  and  decreases  below 
Sy  not  by  an  equal  amount, 
but  about  2.0  m.a.,  almost 
lowering  the  current  to  zero. 

The  unequal  rise  and  fall 
or  non-uniform  variation  of 
plate  current  for  equal  grid 
changes  indicates  that  the 
N  tube  at  45  volts  as  shown  by 
"(Cause)  Grid  voltage*  curve  C  is  functioning  with  a 

Fig.  154. — Curves  used  in  explanation  of  voltage  detector  characteristic.  A 
amplification  constant  and  other  static  charac-  positive  charge  of  a  certain 
teristics.  magnitude  caused  a  greater 

change  in  plate  current  than  a 
negative  grid  charge  of  equal  magnitude .  The  detector  grid  is  never 
worked  at  such  large  voltages  and  this  explanation  is  intended  only  to 
show  the  order  of  the  magnitude  of  the  effects. 

From  this  graph  it  can  clearly  be  seen  how  the  principles  of  ampli¬ 
fication  and  detection  are  explained.  It  is  only  left  for  us  to  apply 
an  alternating  signal  voltage  or  any  alternating  e.m.f.  to  the  grid  and 
operate  the  tube  with  whatever  characteristic  we  choose,  either  as  a 
detector  to  produce  a  non-uniform  plate-current  variation y  or  as  an  ampli¬ 
fier  producing  a  uniform  or  undistorted  variation . 

An  alternating  e.m.f.  will  rise  in  value  first  in  a  positive  direction 
and  then  reverse  and  rise  again  in  the  negative  direction.  Remember 
that  an  alternating  e.m.f.  supplied  to  the  grid  from  some  external 
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source  would  change  in  value  so  rapidly  that  a  comparison  is  not  prac¬ 
ticable.  In  a  few  words,  we  attempt  to  simulate,  by  reversing  the 
polarity  of  the  “  C  ”  battery,  the  effects  of  an  alternating  current  flow¬ 
ing  in  any  circuit  connected  to  the  grid. 

The  procedure  for  locating  the  points  of  each  set  of  values  through 
which  the  curve  is  drawn  has  been  explained.  However,  one  or  two 
locations  may  be  given  in  order  to  make  the  explanation  absolutely 
clear.  For  example,  relating  only  to  the  curve  By  Fig.  154,  and  com¬ 
paring  it  with  the  data  given,  the  curve  is  derived  as  follows: 

From  the  point  0  (zero)  on  the  horizontal  axis  MN  draw  a  perpen¬ 
dicular  line,  next  from  the  location  on  the  line  MX  indicating  a 
plate  current  value  of  7  m.a,  draw  a  horizontal  line  to  the  right  until 
it  intersects  the  perpendicular  line  just  drawn,  and  where  these  lines 
intersect  place  a  dot  as  shown  at  S.  The  other  dots  or  points  of  loca¬ 
tion,  as  at  T ,  R ,  etc.,  are  similarly  established.  Now  draw  a  line 
through,  connecting  all  the  points. 

The  curve  derived  illustrates  in  graphic  form  the  characteristic  varia¬ 
tion  in  plate  current  for  the  grid  voltage  changes. 

Discussion  of  the  Results. — The  overall  rise  of  the  plate  current  is 
not  directly  proportional  to  the  equal  grid  changes  of  2  volts  each. 

The  plate  current  begins  to  increase  very  gradually  until  it  reaches 
a  critical  point,  at  the  knee,  and,  from  there  on,  the  rise  is  very  rapid 
and  continues  to  be  until  another  upper  critical  point  is  reached,  at  the 
upper  knee  (not  shown).  From  this  point  on  there  is  little  increase  in 
current  and  the  flow  will  remain  steady,  as  would  be  shown  by  the  flat 
horizontal  part.  Actually  the  curve  may  lower  somewhat  after  pass¬ 
ing  the  highest  or  peak  value  at  the  point  of  saturation,  but  this  sec¬ 
ondary  action  is  not  a  normal  function  of  the  tube  and  it  does  not 
interest  us. 

This  illustrates  the  characteristic  variation  of  plate  current,  or  elec¬ 
tronic  current,  which  is  the  same  thing,  whenever  an  electric  current 
current  passes  through  a  vacuum. 

The  result  in  curve  A  shows  conditions  when  the  plate  potential  was 
maintained  at  135  volts  and  the  grid  voltage  varied  in  the  manner,  sug¬ 
gested.  Curve  C  shows  the  plate  current  changes  when  the  plate 
e.m.f.  was  reduced  to  45  volts.  All  of  the  curves  have  the  same  char¬ 
acteristic  rise,  but  differ  only  in  the  magnitude  of  their  respective  values. 

Observe  particularly  how  the  plate  current  is  raised  and  the  location 
on  the  curve  for  zero  grid  is  shifted  upward  when  the  plate  voltage  is 
increased.  That  is,  with  45  volts  the  plate  current  is  2.0  m.a.,  with  90 
volts  the  current  increases  to  7.0  m.a.  and  with  135  volts  on  the  plate 
it  rises  still  further  to  12.0  m.a.  This  is  a  very  important  factor  because 
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it  can  be  seen  readily  that  we  may  operate  a  vacuum  tube  at  some  point 
near  its  lower  bend  or  knee,  or  we  can  shift  the  working  point  upward 
to  some  location  along  the  linear  portion.  Furthermore,  assuming  that 
the  plate  voltage  remains  constant  at  90  volts  we  can  control  the  plate 
current  flow  (shift  the  working  point)  by  adding  negative  voltage  to 
the  grid.  For  example:  Refer  again  to  curve  B.  With  zero  voltage 
on  the  grid  the  plate  current  is  rather  high,  or  7.0  m.a.  shown  at  S ,  and 
by  supplying  the  grid  with  about  2  volts  negative  the  plate  current 
drops  to  4.8,  shown  at  R.  R  and  S  are  both  located  along  the  linear 
or  steep  part  of  the  curve. 

"This  is  the  region  along  which  the  tube  is  operated  when  function¬ 
ing  as  an  amplifier.  When  we  speak  of  this  action  we  usually  say:  “  The 
tube  is  operated  on  the  straight  or  linear  portion  of  its  characteristic  curve 
when  employed  as  an  amplifier  ” 

Using  the  same  tube  and  at  the  same  plate  voltage  it  can  be  operated 
still  lower  on  its  characteristic  curve  by  applying  more  negative  grid 
voltage.  Then  by  increasing  the  negative  grid  charge  from  2  to  6  the 
working  point  on  curve  B  will  shift  downward  near  location  Ty  in  the 
neighborhood  of  the  lower  bend.  We  could  also  operate  the  same  tube 
at  its  lower  knee  at  point  S}  by  decreasing  the  plate  voltage  from  90  to 
45  as  shown  by  curve  C  and  then  remove  the  negative  grid  bias,  thus 
operating  the  grid  at  zero  potential  shown  at  S. 

Then,  if  a  fixed  amount  of  grid  negative  potential  is  continuously 
held  on  the  grid  and  for  a  given  plate  voltage,  a  vacuum  tube  can  be 
operated  along  any  point  on  its  characteristic  curve. 

It  should  be  remembered  that  a  vacuum  tube  is  operated  only  at 
the  lower  knee  of  the  curve  when  employed  as  a  detector. 

It  will  be  shown  later  that  the  working  point  on  the  characteristic 
curve  is  adjusted  by  applying  fixed  amounts  of  negative  voltage  to  the 
grid — called  biasing  the  grid.  Hereafter  we  will  use  the  term  grid  biasf 
which  means  a  certain  amount  of  negative  voltage.  The  battery  used 
to  supply  this  bias  is  a  “  C  ”  battery.  The  bias  may  be  obtained  in 
other  ways  than  by  the  use  of  a  battery.  Several  methods  have  already 
been  suggested. 

The  theoretical  explanation  of  the  complete  grid  action  has  been 
given  and  the  curves  verify  this  theory. 

Conclusions. — Two  important  facts  have  been  established  by  the 
experiment.  First,  the  plate  current  in  a  vacuum  tube  varies  according 
to  the  “  square  law  ”  as  explained  by  the  logarithmic  curve  in  one  of  the 
preceding  paragraphs;  second,  the  normal  current  flowing  through  the 
plate  circuit  can  be  increased  or  decreased  (meaning  that  the  working 
point  can  be  shifted)  by  applying  a  suitable  negative  bias. 
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The  plate  current  varies  in  proportion  to  the  electrostatic  field, 
squared.  The  electric  field  of  the  charged  grid  at  any  instant  affects 
the  electric  field  at  the  plate;  hence,  the  total  effectiveness  of  the  elec¬ 
tric  field  upon  the  emitted  electrons  or  the  space  charge  at  any  instant 
is  determined  by  the  plate  voltage  and  the  grid  voltage.  This  ratio  of 
plate  current,  grid  voltage  and  plate  voltage  may  be  expressed  in  a 
manner  similar  to  the  ratio  given  in  a  preceding  paragraph  dealing  with 
the  Ep  —  Ip  curve,  where  the  grid  was  made  ineffective,  or  zero,  for 
the  purpose  only  of  finding  the  relation  of  the  plate  current  to  the  plate 
voltage.  Therefore,  the  two  ratios  are  quite  alike,  with  the  exception 
that  in  this  case  the  effect  of  the  grid  electric  field  in  Eg  is  included,  or 
I* oc  (E„  +  E,)2  X  K 

Let  Ip  =  plate  current; 

Ep  =  plate  voltage ; 

Eg  =  grid  voltage ; 

K  =  a  constant  for  each  set  of  values  whenever  there  is  a 
cause  and  effect.  The  cause  throughout  this  discussion 
is  the  voltage  applied  to  the  grid,  as  well  as  the  fixed 
voltage  on  the  plate,  and  the  effect  is  the  amount  of 
direct  current  which  is  carried  in  the  plate  circuit. 
For  example,  suppose  we  select  arbitrary  units,  and 
say  5  is  the  cause  and  2  is  the  effect;  then  5  squared 
or  25,  divided  into  2  will  equal  .08.  Therefore  .08 
becomes  K. 

The  characteristic  curve  (or  static  curve)  of  a  tube  operating  with  a 
plate  potential  of  22.5  volts  is  shown  in  Fig.  155  only  to  illustrate  a 
complete  curve  of  the  overall  effects  when  the  grid  increases  in  positive 
value,  until  an  upper  limit  is  reached  wherein  the  plate  is  receiving  the 
full  quota  of  electrons,  as  shown  at  S  (saturation  point),  necessary  to 
neutralize  its  positive  electric  force. 

As  stated  previously,  the  grid  and  plate  are  electrically  charged 
bodies  and  create  in  the  space  surrounding  them  an  electric  field  of 
definite  magnitude.  This  depends  upon  the  amount  of  voltage  applied 
to  either  electrode  at  any  particular  instant,  hence,  the  use  of  the  term 
static  curve. 

The  following  paragraphs  will  explain  the  two  fundamental  uses  of  the 
vacuum  tube,  the  detector  and  the  amplifier.  From  the  facts  already 
given,  it  should  be  readily  understood  how  the  plate  current  will  rise  or 
fall  in  value  in  a  manner  peculiar  to  vacuum  tubes  when  an  alternating 
voltage  is  impressed  upon  the  grid. 
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Vacuum  Tube  Detector. — A  simple  vacuum  tube  detector  circuit  is 
illustrated  in  Fig.  156.  The  primary  circuit  comprises  the  antenna 
and  coil  L\  which  is  inductively  coupled  to  the  secondary  circuit  formed 
by  coil  L2  and  condenser  C2.  The  detector  tube  is  connected  to  the 
secondary  tuned  circuit  in  the  manner  shown. 


9.  7.5  6.  4.5  3. 1.5  0  1.5  3.  4.5  6.  7.5  9. 10.5 12.  etc, 

I 

Negative  |  Positive 

CAUSE  (Grid  Voitage  Changes) 

Fig.  155. — Plate  current  variati6ns  plotted  against  changing  grid  voltage  values. 

Consider  the  action  of  the  tube  when  the  antenna  circuit  intercepts 
a  group  of  damped  oscillations  radiated  by  a  distant  transmitter. 

The  curve  in  Fig.  156a  shows  one  group  of  received  high-frequency 
energy,  composed  of  three  oscillations  whose  amplitudes  gradually  die 
out.  Actually  more  than  three  oscillations  form  such  a  group,  usually 
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more  than  25,  but  the  explanation  can  be  completed  better  by  using 
this  limited  number.  As  soon  as  the  reader  or  student  grasps  the  idea 
of  detector  action,  the  principles  may  be  applied  to  any  number  of 
oscillations  and  groups,  or  any  wave  form. 

These  waves  are  of  such  high-frequency  that  mechanical  devices 


z  Inductive 
/  Coupling 


the  Alternating  E.M.F. 
which  is  Applied  Between 
Grid  and  Filament 


Fig.  156. — A  fundamental  vacuum  tube  detector  circuit. 


like  the  moving  coil  of  a  meter  or  the  diaphragms  of  a  telephone  receiver 
are  unable  to  follow  their  rapid  oscillations.  This  is  due  to  inertia. 
However,  such  devices  will  respond  to  an  average  of  the  oscillations 
over  a  certain  period. 

Now,  when  the  secondary  circuit  is  tuned  in  resonance  (by  means 
of  variable  condenser  C2 )  with  the  primary,  the 
oscillating  currents  shown  by  the  curve  in  Fig. 

156a  will  set  up  a  varying  magnetic  field  around 
L\  inducing  an  alternating  e.m.f.  across  coil  L2, 
because  there  is  mutual  inductance  between  L\  and 
L2.  This  alternating  voltage  will  be  impressed 
between  the  grid  and  filament  of  the  tube,  for  the 
grid  is  connected  to  the  top  side  of  the  coil  and  the  Fig*  — Showing 

filament  to  the  bottom  side.  Figure  157  indicates  *^il?atio^TiTa 
how  the  grid  will  receive  a  positive  voltage  impulse  damped  wave, 
when  the  induced  e.m.f.  in  the  coil  L2  is  in  such 
direction  as  to  make  the  upper  end  positive.  It  also  shows  how  the 
grid  is  charged  with  a  negative  potential  when  a  reversal  of  e.m.f.  in  the 
coil  makes  the  upper  end  negative. 

Since  an  alternating  e.m.f.  throughout  its  cycle  will  produce  a  con- 
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tinuous  fluctuation  of  voltage,  first  rising  and  falling  in  one  direction, 
and  then  reversing  to  rise  and  fall  again  in  the  opposite  direction,  the 
grid  must  assume  the  same  voltage  variations  supplied  by  the  secondary 


Positive  Voltage 
+  Applied„to  Grid 


circuit.  Fundamentally  this  is  true  of 
all  vacuum  tube  functions;  that  is, 


To+B  the  grid  swings  first  positive,  then 
v  negative,  when  an  alternating  e.m.f. 

|  }  is  applied  to  it.  (This  is  a  theoretical 
/  consideration  because  in  actual  usage 
the  grid  is  always  supplied  with  a 
To  Filament  constant  negative  bias.) 
supply  Let  us  assume  that  the  receiving 


Negative  Voltage 
Applied  to  Grid 


Fig.  157. — Showing  the  principle  of 
how  positive  and  negative  voltages 
are  applied  to  the  grid  when  signal 
currents  circulate  through  the  oscilla¬ 


tory  circuit. 


tube  in  Fig.  156  is  rated  for  a  fila¬ 
ment  terminal  e.m.f.  of  5  volts  and 
proceed  to  adjust  the  rheostat  R  to 
provide  the  correct  current.  The  plate 
is  now  connected  to  the  positive  ter¬ 
minal  of  a  22.5-volt  “  B  ”  battery. 

The  characteristic  curve  for  this 
tube  operated  at  the  low  plate  volt¬ 
age  will  appear  as  in  Fig.  158.  The 
normal  steady  flow  of  current  in  the 
plate  circuit,  let  us  say,  is  1.5  m.a. 
It  is  seen  that  the  working  point  on 


the  curve  is  at  the  lower  knee  at  Z 


and  this  is  to  be  expected  from  the  results  of  Experiment  1-A.  The 
grid  voltage,  when  no  signal  oscillations  are  impressed  upon  it,  is 
assumed  to  be  zero  because  the  grid  return  lead  in  this  case  is  con¬ 
nected  to  negative  filament. 

This  condition  of  zero  voltage  is  noted  on  the  graph  by  the  vertical 
line  erected  at  zero.  It  crosses  the  curve  at  Z,  thus  indicating,  as  stated 
above,  that  the  plate  normally  will  draw  1.5  m.a.  when  no  signals  are 
received. 


With  these  facts  outlined,  let  us  now  apply  the  alternating  voltages 
of  the  damped  oscillations  of  the  curve  in  Fig.  156a. 

The  alternating  e.m.f.  induced  in  the  secondary  is  shown  on  the 
tube  curve  in  Fig.  158  on  the  zero  grid  voltage  axis.  Note  that  the 
amplitudes  of  alternations  A,  B,  C,  and  so  on,  diminish  in  value  until 
at  G  they  decay  and  finally  die  out.  The  amplitudes  to  the  right 
of  zero  are  positive  and  will  charge  the  grid  positively  according  to  their 
amplitude  strength.  The  alternations  to  the  left  are  negative  in  value 
and  charge  the  grid  negatively. 
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It  is  quite  unnecessary  to  know  the  numerical  values  of  the  positive 
signal  voltages,  or,  for  that  matter,  the  negative  voltages,  because  we 
already  know  the  characteristic  action  of  the  effect  of  grid  electric 
charges  on  varying  the  plate  current.  Hence,  we  have  assumed  arbi- 


R.  F.  Oscillations 
Applied  to  Grid 

Fig.  158. — Showing  how  when  a  damped  wave  is  received  the  current  in  the  tele¬ 
phones  is  the  average  variation  in  plate  current  in  simple  detector  action.  Note 
that  the  average  variation  is  set  up  due  to  the  self-inductance  of  the  windings  inserted 

in  the  plate  circuit. 

trary  units  representing  such  values,  as  shown  by  the  amplitude  height 
of  the  successive  alternations. 

Now  let  us  analyze  the  effect  of  these  alternations  of  voltage  im¬ 
pressed  on  the  grid.  If  a  dotted  vertical  line  is  projected  upward  from 
the  apex  of  each  alternation,  from  A,  B,  C,  and  so  on,  these  lines  will 
intersect  the  characteristic  curve  at  points  as  shown  by  the  white  dots. 
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Horizontal  lines  could  be  drawn  from  each  one  of  these  points  and 
where  they  cross  the  plate-current  axis  XY  it  could  be  ascertained  how 
much  change  in  plate  current  was  effected  for  every  voltage  alternation 
on  the  grid.  We  are  not  interested  in  the  exact  amount  of  the  plate 
current  at  any  particular  moment  but  do  wish  to  know  the  manner  or 
ratio  of  its  variations. 

To  visualize  this  effect  upon  the  plate  current,  we  have  shown  how 
the  plate  current  increased  from  Z  (normal)  to  Al  due  to  the  positive 
alternation  A  applied  to  the  grid.  Next  there  is  drawn  a  second  varia¬ 
tion  or  alternation  in  plate  current,  as  it  decreases  in  value  from  A 1  to 
Bl,  due  to  the  alternating  voltage  swinging  from  positive  to  negative 
as  shown  by  the  change  from  A  to  B  in  the  amplitude  of  the  signal 
energy. 

This  time  the  input  voltage  varies  from  a  negative  value  at  B  to  a 
positive  value  at  C  and  the  change  in  plate  current  now  rises  from  the 
lowest  value  it  attained  at  Bl  to  Cl.  Notice  that  as  the  grid  voltage 
increases  and  diminishes  in  strength  at  every  alternation  and  as  it 
swings  from  positive  to  negative  for  successive  alternations,  the  plate 
current  is  following  these  variations,  for  it  is  seen  that  the  plate  current 
rises  to  a  certain  magnitude  above  normal  for  positive  grid  voltages  and 
decreases  below  normal  for  the  negative  grid  voltages.  Furthermore, 
when  the  signal  energy  ceases  to  be  impressed  upon  the  grid,  as  at  G , 
the  point  where  the  oscillations  damp  out  (die  out)  completely,  the 
plate  current  returns  to  normal  and  flows  steadily  or  at  constant  value 
thereafter,  as  indicated  by  the  horizontal  line  from  Cl  to  Q. 

All  of  the  plate  current  variations  for  given  grid  voltage  changes 
have  now  been  illustrated. 

As  stated  before,  we  are  interested  in  knowing  by  what  proportions 
the  plate  current  varies  for  the  corresponding  alternations  of  signal 
voltage.  By  carefully  comparing  the  increases  of  current  above  normal 
with  the  decreases  below  normal  it  is  readily  observed  that  the  ampli¬ 
tudes  of  the  alternations  of  plate  current  upward  at  A 1,  Cl,  and  El  are 
much  greater  in  proportion  than  the  amplitudes  of  the  alternations  below 
normal,  as  at  Bl,  Dl ,  and  FI. 

To  make  this  action  clear  we  have  drawn  two  arrows  from  zero  grid 
voltage  to  A  and  to  B  to  show  that  there  is  only  a  slight  difference  in 
their  length.  This  difference  is  due  to  the  rate  at  which  the  signal 
oscillations  die  out.  We  have  also  drawn  two  arrows  from  the  normal 
plate  current  line  Z  to  Q  to  Al  and  Z  to  Q  to  Bl  to  show  the  marked 
difference  in  their  amplitudes  to  the  first  two  arrows  ( 0  to  A  and  0  to 
B).  This  difference  in  rise  and  fall  of  plate  current  is  considered  apart 
from  the  rate  at  which  each  of  the  alternations  may  diminish  in  strength. 
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We  are  observing  a  typical  detector  action  because  of  this  non- 
symmetrical  (asymmetrical)  variation  in  plate  current. 

Simple  reasoning  explains  why  there  is  so  noticeable  a  difference 
between  the  plate  current  increases  and  decreases  on  either  side  of 
normal.  The  greater  average  change  of  the  current  conspicuously  leans 
toward  the  values  above  normal,  and  this  average  or  mean  change 
which  the  plate  current  has  undergone  for  this  one  group  of  signal 
oscillations  is  shown  by  the  dotted  line  H. 

This  non-uniform  change  in  plate  current  is  due  to  the  fact  that  we 
originally  adjusted  (by  means  of  the  plate  voltage  used,  or  22.5  volts) 
the  operating  or  normal  working  point  of  the  tube  at  a  location  on  its 
characteristic  curve  where  the  curve  begins  its  abrupt  rise,  that  is, 
where  the  slope  of  the  curve  is  gradual  and  begins  its  steep  ascent,  called 
the  lower  knee. 

The  purpose  then  of  the  low  plate  voltage  is  to  work  the  tube  at  the 
lower  bend  in  its  curve  to  give  it  a  detector  action. 

All  the  dotted  lines,  if  traced  upward  from  B ,  D}  and  F}  will  cross 
the  curve  in  the  region  where  the  current  begins  to  fall  off  suddenly, 
at  the  lower  part  of  the  knee;  whereas,  if  we  trace  all  of  the  dotted  lines 
upward  from  A,  C,  E,  they  will  cross  the  curve  where  the  slope  is  steep 
and  straight.  The  current,  then,  cannot  lower  in  value  from  normal 
point  Z  for  a  negative  grid  change  as  much  as  it  can  rise  in  value  from 
Z  for  an  equal  or  nearly  equal  positive  grid  change. 

This  non-uniform  change  (often  spoken  of  as  a  distortion)  in  plate 
current  for  a  given  alternating  e.m.f.  impressed  on  the  grid  is  generally 
known  as  rectification.  Knowing  how  a  vacuum  tube  functions  and 
how  the  grid  electrode  will  control  the  plate  current,  the  action,  strictly 
speaking,  is  not  one  of  rectification  alone.  What  happens  is  that  the 
radio-frequency  oscillations  have  been  converted  by  this  process  into  a 
pulsating  direct  current  flowing  in  the  plate  circuit. 

The  action  more  exactly  is  that  of  a  valve.  The  grid,  despite  its 
small  surface  area,  as  it  is  only  a  coil  of  fine  wire,  to  which  the  feeble 
voltage  impulses  from  an  electromagnetic  wave  are  applied,  is  func¬ 
tioning  as  a  valve  in  allowing  the  plate  current  to  flow  in  greater  or 
less  quantities,  using  the  “  A  ”  and  “  B  ”  batteries  as  the  sources  of 
power  supply. 

The  rise  and  fall  or  pulses  of  the  current  are  called  alternations  and 
they  occur  in  synchronism  with  the  grid  voltage  changes  for  which  they 
are  responsible.  These  radio-frequency  alternations  can  then  be  called 
either  the  radio-frequency  component  or  the  a-c.  component  of  the  direct 
plate  current. 

The  detector  characteristic  has  been  explained.  Consider  now  the 
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effect  of  the  alternations  of  plate  current,  as  they  occur  with  great 
rapidity  (they  represent  the  effect  of  the  incoming  radio-frequency 
oscillations),  and  flow  through  the  plate  circuit.  Bear  in  mind  that 
the  telephone  receivers  are  inserted  in  series  with  the  plate  circuit  in 
our  diagram  in  Fig.  156  and  the  direct  plate  current  must  necessarily 
flow  through  the  magnet  coils  of  the  receivers. 

Why  an  Audio-Frequency  Current  is  Produced  in  the  Detector  Plate 
Circuit. — Since  the  magnet  coils  of  the  telephone  receivers  are  wound 
with  a  great  many  turns  of  wire  and  mounted  over  an  iron  core  their 
impedance  is  high,  perhaps  several  henrys.  The  radio-frequency  plate 
alternations,  in  attempting  to  flow  through,  will  be  opposed  by  the  large 
self-inductance  of  the  coils.  In  setting  up  an  opposition  called  “  chok¬ 
ing  effect  ”  to  such  high  frequency  changes,  a  reactance  voltage  will 
be  induced  across  the  coils.  This  voltage  is  sufficient  to  cause  an  audio¬ 
frequency  current  to  pass  through  the  coil.  However,  radio-frequency 
alternations  cannot  pass  through,  due  to  the  rapidity  at  which  they 
occur.  Accordingly,  the  average  of  all  of  the  radio-frequency  alterna¬ 
tions  in  the  group  actually  produces  an  effective  voltage  in  the  plate 
circuit,  referred  to  above  as  reactance  voltage,  resulting  in  a  change 
in  value  of  the  direct  current  at  audio-frequency  through  the  telephone 
windings. 

This  average  current  change  for  one  complete  group  of  oscillations 
is  marked  with  the  letter  H  and  drawn  with  a  heavy  dotted  line,  as 
shown  in  Fig.  158.  This  change  in  the  plate  current  from  its  normal 
steady  value  will  create  a  changing  magnetic  flux  through  the  iron  core 
of  the  telephone  magnet.  It  follows  that  the  thin  metal  diaphragm  will 
be  attracted  and  be  made  to  move  from  its  usual  fixed  position,  which 
it  occupies  when  a  steady  or  unchanging  current  is  passing  through 
the  coils,  that  is,  when  no  signals  are  being  received.  This  motion  of 
the  diaphragm  will  produce  one  sound  impulse. 

A  particular  point  is  to  be  brought  out  here.  Suppose  1000  groups 
of  such  oscillations  are  received  every  second  with  short  intervals  be¬ 
tween.  The  diaphragms  will  then  respond  to  or  be  attracted  by  the 
changing  flux  1000  times  during  a  second,  the  intervals  allowing  the 
diaphragms  to  spring  back  to  their  usual  natural  position,  for  it  will 
be  noticed  that  between  the  groups  the  plate  current  flows  steadily 
without  changing  from  its  normal  value.  (Refer  to  Fig.  159.) 

A  distant  spark  transmitter  might  be  adjusted  to  send  out  groups  of 
wave  trains  at  frequencies  other  than  one  thousand  per  second,  and  the 
diaphragms  of  the  phones  would  respond  to  different  group  frequencies 
up  to  their  physical  limitations. 

It  can  then  be  said  that  the  plate  current  changes  are  at  audio- 
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frequency  because  of  the  high  impedance  of  the  electromagnet  coils  in 
the  ear  pieces  of  the  telephone  head-set. 

Suppose  we  remove  the  phones  from  the  plate  circuit  and  replace 
them  with  an  audio-frequency  transformer,  the  primary  winding  of 


Fig,  159. — These  curves  graphically  show  how  an  incoming  signal  produces  audio¬ 
frequency  pulsations  of  plate  current  of  a  detector  tube.  They  also  explain  the 
principles  of  plate  rectification  or  power  detection. 


which  will  then  occupy  a  similar  relation  to  the  whole  scheme  as  the 
magnet  windings.  This  time  we  do  not  expect  to  hear  a  signal  directly 
from  the  output  of  the  detector.  The  phones  are  now  connected  in  the 
output  of  a  following  tube  circuit  known  as  an  audio-amplifier  circuit. 
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As  the  primary  of  the  transformer  is  being  made  up  of  many  turns 
and  mounted  over  a  laminated  iron  core  it  will  set  up  a  high  reactance 
voltage  to  the  radio-frequency  alternations  (a-c.  component),  allowing 
only  the  average  of  the  alternations  to  pass  through.  The  average,  as 
we  have  already  found  out,  is  the  audio-frequency  component.  Hence, 
the  audio  change  in  plate  current  through  the  primary  will  set  up  a 
changing  field  in  the  iron  core  of  similar  frequency  and  amplitude.  By 
the  action  of  the  transformer  an  alternating  voltage  similar  in  frequency 
and  form  to  the  primary  changes  will  be  induced  in  the  secondary. 
Again,  we  have  an  alternating  voltage  in  a  circuit  to  which  the  grid  and 
filament  of  another  tube  is  connected.  The  second  tube  is  adjusted  to 
operate  with  an  amplifier  action  in  order  that  the  primary  current  may 
be  further  magnified  or  amplified,  as  stated  previously,  for  actuating 
the  loudspeaker.  The  set  up  of  a  detector  tube  output  circuit  coupled 
to  an  amplifier  tube  through  an  audio  transformer  is  shown  in  Fig.  170. 
The  amplifier  action  is  explained  in  one  of  the  subsequent  paragraphs. 

It  is  this  average  change  in  plate  current  throughout  the  duration 
of  a  wave  train  group  that  is  utilized.  It  causes  the  diaphragms  to  be 
deflected.  Hence,  if  the  diaphragms  move  back  and  forth  1000  times 
in  a  second,  the  sound  produced  will  be  within  the  range  of  audibility 
where  the  average  human  ear  is  most  sensitive. 

Summary.— The  detector,  operating  at  the  lower  knee  in  its  static 
characteristic  curve  (because  of  the  low  plate  potential  used),  has  ful¬ 
filled  its  duty  in  converting  the  radio-frequency  current  into  a  current 
of  audio-frequency,  that  is,  it  acts  to  separate  the  high-frequencies 
from  the  modulated  wave. 

The  fundamental  principle  that  governs  the  operation  of  a  vacuum 
tube  detector  lies  in  the  location  of  the  working  point  at  or  near  the 
lower  bend  in  the  curve,  where  the  plate  current  takes  radical  increases 
for  positive  grid  changes  and  very  slight  decreases  for  negative  grid 
changes.  Any  three-electrode  vacuum  tube  will  detect  if  we  locate  the 
operating  point  in  this  manner.  The  tube  does  not  really  detect,  but 
provides  suitable  current  by  which  the  detection  is  made  possible 
through  actuating  the  sound  reproducing  device. 

Not  only  is  the  plate  current  varied  by  the  grid  voltages  but  it  is 
greatly  amplified  over  that  of  the  weak  incoming  signals.  Hence,  a 
detector  tube  not  only  detects  or  rectifies  but  also  amplifies.  This  ampli¬ 
fication  characteristic  of  a  detector  is  not  to  be  thought  of  as  its  chief 
function,  although  it  is  fortunate  that  the  tube  possesses  this  inherent 
ability  to  build  up  the  strength  of  a  signal  as  well  as  to  deliver  to  the 
output  an  audio-frequency  variation  of  direct  current. 

The  curve  in  Fig.  159  illustrates  how  the  grid  is  charged  by  three 
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groups  of  damped  oscillations.  Groups  1,  2,  and  3,  curve  A ,  show  the 
energy  as  it  is  received  in  the  tuned  circuits.  Curve  B  shows  the  grid 
potential  as  it  alternates  positive  and  negative  at  every  cycle.  The 
grid  voltage  groups  are  now  transferred  down  to  the  zero  grid  voltage 
axis  ZXt  drawn  in  exactly  the  same  form  as  curve  B  in  order  that  we 


Fig.  160, — Showing  simple  detector  action  when  undamped  (continuous)  oscillations 
are  received.  Note  that  the  average  plate  current  is  steady  throughout  the  duration 

of  the  oscillations. 

may  plot  these  potential  variations  directly  on  the  characteristic  curve. 
The  time  that  elapses  between  the  starting  of  groups  is  t  0*o  a  second. 

By  projecting  vertical  lines  upward  from  the  peaks  of  each  alterna¬ 
tion  and  horizontal  lines  from  the  intersecting  points  on  the  curve  it 
may  be  shown  how  the  plate  current  undergoes  an  average  or  mean 
change  in  value  as  each  group  is  received.  In  this  specific  case  the  dia- 
phragm§  will  be  deflected  three  times  in  j  second.  As  stated  above, 
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1000  such  groups  would  move  the  diaphragms  at  a  rate  to  produce  a 
buzzing  sound  or  musical  note. 

When  continuous  wave  signals  are  received  by  the  simple  detector 
circuit,  the  diaphragms  will  not  respond  to  produce  pulses  or  beats  by 
which  a  note  may  be  heard  because  there  is  no  periodic  change  in  the 
plate  current. 

This  action  is  clearly  shown  in  Fig.  160  and  should  be  compared 
with  the  various  curves  in  Fig.  158  showing  the  reception  of  damped 
waves.  The  constant  amplitudes  of  the  alternating  voltages  impressed 
upon  the  grid  marked  in  Fig.  160,  as  A,  B,  C,  D,  and  so  on,  produce 


Fig.  161. — Showing  the  different  stages  of  assembly  of  the  filament,  grid  and  plate 
elements  of  a  vacuum  tube. 

alternations  of  plate  current,  also  of  constant  amplitude,  as  Ai,  Bi,  Ci, 
Z>i,  and  so  on. 

Although  there  may  be  an  unequal  difference  between  the  rise  and 
fall  values  of  plate  alternations,  the  average  change  shown  by  the 
heavy  dotted  line  RS  is  a  steady  direct  current  and  the  absence  of  the 
fluctuations  or  pulsations  will  not  cause  a  varying  magnetic  field  to  be 
set  up  by  the  magnet  coils.  However,  Fig.  162  shows  how,  when  con¬ 
tinuous  waves  are  received,  which  have  been  broken  up  into  intermit¬ 
tent  groups  at  the  transmitter,  the  groups  cause  beats  or  pulses  which 
move  the  diaphragms  and  between  each  group  there  is  the  necessary 
rest  period  to  allow  the  diaphragms  to  be  released  from  their  attraction. 

Thus  it  is  shown  that  continuous  oscillations  can  be  rectified  and 
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detected  by  a  simple  vacuum  tube,  if  the  oscillations  are  broken  up  or 
interrupted  into  groups  having  a  frequency  within  the  audible  range, 
but  there  must  be  an  interval  of  rest  between  each  group  to  permit  the 
diaphragms  to  be  released  from  their  attraction  toward  the  electromag¬ 
net.  In  other  words,  the  diaphragms  are  pulled  over  and  held  by  the 
magnet  during  each  group  and  released  at  every  interval.  Therefore, 
shown  in  the  curves,  Fig.  162,  the  diaphragms  will  move  back  and 
forth  one  thousand  times  per  second  to  produce  a  musical  tone. 


.--Groups  of  Undamped 
Continous  Oscillations 
Called  Interrupted 
Continuous  Waves  (I.C  W) 


Fig.  162. — Curves  showing  in  general  the  principles  of  detection  of  an  interrupted 

continuous  wave  signal. 


When  continuous  waves  which  are  neither  modulated  nor  inter¬ 
rupted  are  received  and  rectified  by  a  simple  vacuum  tube  detector  the 
diaphragms  are  simply  deflected  very  weakly  by  the  electromagnet  at 
the  start  of  the  oscillations,  held  steadily  in  attraction  during  the 
oscillations,  and  released  at  their  termination.  The  diaphragms  then 
will  not  vibrate  periodically  to  produce  sound. 

A  detector  tube  placed  in  any  one  of  the  usual  forms  of  regenerative 
(feed-back)  circuits  can  be  made  to  generate  its  own  oscillations  which 
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heterodyne  with  continuous  waves.  The  principles  of  heterodyne 
reception  are  given  in  the  chapter  on  “  Receiving  Circuits.” 

Plate  to  Filament  “  By-pass  ”  Condenser. — Furthermore,  if  we  con- 


Filament 


Plate 


The  Elements  are 
Mounted  within  a  Glass 
Envelope  from  which 
air  is  Exhausted 


Complete  Assembly. 


^E.  M.  F.  Applied  to 
Grid  is  Negative 


Fig.  163. 


Fig.  163a. 


Fig.  163. — How  detector  action  may  be  explained  by  operating  the  tube  on  the 
lower  bend  of  its  characteristic  curve.  If  OA  and  OB  are  equal  (representing  +  and 
—  grid  charges)  then  NX  and  NY  (representing  plate  current  variations)  will  not 
be  equal  because  RS  and  ST  are  unequal. 

Fig.  163a. — The  various  stages  in  the  assembly  of  a  three-electrode  vacuum  tube. 


nect  a  condenser  of  correct  capacitance  between  the  plate  and  filament 
(not  shown  in  the  simple  drawing  of  the  detector  circuit,  but  to  be  found 
in  the  commercial  circuits  illustrated  in  the  chapter  on  “  Receiving 
Circuits”), an  easy  route  or  low  reactance  path  will  be  furnished  for  the 
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radio-frequency  plate  alternations.  Upon  flowing  through  this  by-pass 
circuit,  their  energy  will  be  dissipated;  hence,  they  will  be  removed 
effectively  from  further  association  with  the  audio-frequency  variation 
in  current,  termed  the  average  or  mean  value . 

This  radio-frequency  component  can  now  be  considered  an  extrane¬ 
ous  current,  having  already  served  its  purpose  in  building  up  a  reactance 
voltage  across  the  phone  windings.  If  this  energy  is  allowed  to  pass 
into  the  audio  channels,  by  means  of  the  distributed  capacity  of  the 
plate  coil  windings  or  phone  cords,  it  may  possibly  interfere  with  the 
normal  action  of  the  amplifier  tube  circuits  which  we  are  about  to 
discuss. 

For  the  student  who  may  be  still  in  doubt  as  to  how  a  non-uniform 
plate  current  can  be  made  to  flow  when  equal  grid  voltages  are  applied, 
Fig.  163  gives  an  explanatory  line  drawing.  Because  the  zero  axis  OS 
crosses  the  line  RST ,  upon  which  are  plotted  the  values  at  the  point  or 
place  in  the  bend  at  Sf  then  it  is  easy  to  see  that  if  OA  and  OB  are  equal 
(representing  negative  and  positive  grid  voltages)  that  the  vertical  dot¬ 
ted  fines  drawn  upward  from  the  respective  peaks  A  and  B  will  cross  at 
points  R  and  T}  respectively.  Notice  that  RS  and  ST  are  unequal; 
therefore  NY  and  NX  must  also  be  unequal;  NY  and  NX  indicate 
the  fall  and  the  rise  in  the  plate  current  from  its  normal  value,  SN. 

There  is  still  one  important  feature  that  must  be  explained  before 
discussing  the  amplification  of  the  audio-frequency  change  in  plate 
current  to  make  it  of  suitable  strength  to  work  the  mechanism  of  a 
loudspeaker. 

This  is  the  method  employed  in  all  modern  detector  circuits  for 
improving  and  building  up  a  greater  average  change  in  plate  current 
for  a  given  signal.  By  inserting  a  grid  condenser  and  connecting  a  very 
high  resistance,  called  a  grid  leak  across  the  condenser,  a  very  large 
change  in  plate  current  will  result  for  a  given  signal  strength,  which, 
of  course,  will  produce  a  greater  amount  of  volume  from  the  reproducing 
unit. 

Grid  Leak — Grid  Condenser  Method  of  Detection. — A  detailed 
explanation  of  why  the  grid  becomes  increasingly  negative  during  recep¬ 
tion  of  a  signal  when  utilizing  grid  leak-condenser  method  of  detection 
is  now  given.  The  circuit  diagram  in  Fig.  164  is  only  slightly  different 
from  the  simple  detector  circuit  used  in  the  previous  explanations  be¬ 
cause  of  the  addition  of  the  grid  condenser  and  the  grid  leak  resistance. 
Assume  that  the  signals  of  the  distant  transmitting  station  are  damped 
oscillations.  As  already  suggested,  a  group  of  three  oscillations  will 
suffice  and  simplify  the  explanation.  We  know  in  actual  radio  tele¬ 
graphic  communication  that  damped  wave  trains  may  have  twenty-four 
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Damped  Oscillations 
in  the  Secondary 
Circuit  Charge  the 
Grid  as  Shown  by 
the  Curves. 


Grid  Condenser 
Dielectric 

rlh 


Showing  the  Grid 
Coil  Surrounding 
the  Filament 


Electrons  Collecting - 

on  the  Grid  Wire 

rfvi- 


IMj 

Shows  the  Grid 

becoming  Increasingly - 

more  Negative 


The  Electron  Flow  is 
the  Grid  Current  and 
Leaks  off  as  shown 
in  the  Circuit  below. 


(The  above  Views  show  how  the  Grid  Accumulates  Electrons 
when  the  Fluctuating  Signal  Voltage  is  Impressed  upon 
it  and  also  how  the  Excess  Electrons  Leak  off  the  Grid 
through  the  Resistance  at  a  Predetermined  Rate  to  Restore 
the  Grid  to  its  Normal  Potential.  This  Rate  is  known  as 
the  “Time  Constant.”  The  Signal  Voltages  Readily  Pass 
through  the  Grid  Condenser  and  Charge  the  Grid  as 
shown  by  the  Curves  in  the  Upper  Left) 


Fig.  164. — This  drawing  is  a  pictorial  representation  of  the  principles  involved  in 
the  grid  leak-condenser  method  of  rectification.  The  views  showing  the  filament 
and  grid  of  the  detector,  as  well  as  the  grid  leak  and  condenser,  are  greatly  enlarged 
to  show  the  electron  flow. 
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or  more  oscillations  of  diminishing  amplitude.  The  three  oscillations 
are  shown  in  the  upper  left  of  the  diagram,  each  alternation  being 
marked  a,  6,  c,  and  so  on. 

Two  positions  for  the  grid  leak  are  shown  in  the  drawing,  one  with 
the  grid  leak  shunted  across  the  grid  condenser,  and  the  other  in  dotted 
lines,  with  the  grid  leak  connected  directly  from  grid  to  filament.  In 
either  case  the  electron  flow  will  be  in  a  direction  from  grid  to  filament, 
the  only  difference  being  that,  in  the  first  instance,  electron  energy  must 
flow  (shown  by  broken  arrows)  through  the  transformer  winding  L2, 
which  also  carries  the  alternating  current  when  signals  are  impressed 
upon  the  tuned  circuit,  but  this  will  not  affect  the  action,  as  far  as  we 
are  concerned. 

The  average  of  the  oscillations  as  received  in  a  secondary  tuned  cm 
cuit  is  equal  to  zero  when  the  increases  on  the  positive  side  are  all 
equal  to  the  decreases  on  the  negative  side.  It  is  necessary,  however, 
to  render  the  average  of  the  waves  something  other  than  zero  so  that 
when  these  signals  are  repeated  as  pulsations  of  plate  current  they  will 
cause  the  diaphragms  of  the  receiver  to  vibrate  back  and  forth  at  a  fre¬ 
quency  which  will  produce  an  audible  sound.  This  is  the  function  of 
the  detector.  The  solution  is  found  in  two  ways  by  means  of  a  vacuum 
tube. 

The  first  method  is  to  operate  the  tube  at  some  particular  part  of  its 
characteristic  curve  where  it  will  normally  give  detection  as  described 
in  previous  paragraphs. 

Inspect  the  graph  in  Fig.  159  once  more  with  the  following  purpose 
in  mind.  The  drawing  indicates  that  although  pulses  or  beats  in  the 
plate  current  have  been  produced  by  means  of  rectification  with  the 
tube  functioning  as  a  detector,  yet  these  fluctuations  are  comparatively 
weak,  and  lack  sufficient  change  in  value  over  the  normal  flow.  This, 
of  course,  reduces  the  volume  of  the  signal.  To  improve  this  action  by 
obtaining  a  much  stronger,  or  enlarged,  pulse  for  the  same  given  strength 
of  signal  is  the  purpose  of  utilizing  the  combination  grid  condenser  and 
leak  resistance. 

The  second  method  is  by  the  use  of  the  condenser  and  resistance 
which  together  act  to  shift  the  operating  grid  voltages  substantially 
over  toward  the  negative  side.  In  Fig.  165  it  is  seen  that  Groups  1,  2, 
and  3  (the  lower  set  of  curves)  are  moved  over  to  the  left  of  the  zero  grid 
axis  ZX.  It  may  be  said  that  the  grid  does  not  necessarily  become  posi¬ 
tive  although  the  signal  alternations  are  reversing.  But  they  are  varying 
in  a  way  that  the  grid  receives  a  fluctuating  potential  which  becomes 
increasingly  negative  and  changes  only  by  greater  or  lesser  negative  values. 
The  resulting  variation  in  plate  current  always  follows  the  grid  voltage 
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changes.  By  plotting  the  plate  changes,  drawing  vertical  lines  upward 
until  they  intersect  the  curve  and  horizontal  lines  over  from  each  point 
of  intersection,  it  will  be  found  that  the  plate  current  rises  and  falls  in 
strength,  but  the  variations  are  substantially  all  below  the  normal  line . 

Wave  Train  Groups  of  Incoming  Damped  Oscillations 

o\/\A — - 


All  Grid  Potential  Variations  are  on  the  Negative  Side 


WWW7 


Fig.  165. — These  curves  depict  the  action  of  a  signal  wave  setting  up  audio-frequency 
variations  in  the  plate  current  of  a  detector  tube  when  a  combination  grid  leak  and 

condenser  is  used. 


It  is  obvious  that  the  average  or  mean  value  of  such  a  change  must 
drop  the  normal  flow  to  a  considerable  extent  and  thus  cause  a  very 
large  change  in  current  as  shown  in  Fig.  165. 

This  great  difference  between  the  steady  flow,  when  no  signals  are 
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being  received,  and  the  lowering  of  the  current,  when  signals  are  re¬ 
ceived,  naturally  causes  the  magnetic  flux  of  the  electromagnet  in  the 
phones  to  undergo  a  very  wide  change  in  magnitude.  It  is  this  strong 
magnetic  effect  that  sharply  acts  on  the  diaphragms,  causing  them  to 
move  a  considerable  distance  from  their  usual  position  of  rest.  This 
in  turn  causes  a  greater  compression  on  the  air  surrounding  them, 
hence,  louder  signals. 

It  is  not  the  actual  strength  of  the  current  flowing  through  the  elec¬ 
tromagnet  in  the  ear-piece  that  determines  the  extent  to  which  the 
diaphragm  is  deflected,  but  it  is  the  change  that  the  current  undergoes 
which,  in  turn,  varies  the  magnetism  surrounding  the  magnet  coils.  It 
is  apparent  that  the  production  of  stronger  impulses  on  the  diaphragms 
by  the  greater  average  change  in  plate  current  improves  the  sensitive¬ 
ness  of  the  receiver. 

The  Action  in  Detail  of  the  Combination  Condenser  and  Grid  Leak. 

— The  fundamental  action  will  bring  out  how  the  small  grid  current, 
due  to  the  electrons  attaching  themselves  to  the  grid,  is  put  to  a  useful 
purpose.  This  is  a  normal  action  due  to  the  position  of  the  grid  in  the 
tube. 

To  comprehend  fully  the  use  of  the  condenser,  one  should  review 
briefly  a  few  of  the  principles  concerning  the  conduction  of  electricity 
by  means  of  the  electron.  We  have  listed  below  four  of  the  more 
important  points,  with  brief  descriptions,  in  order  to  impress  them  on 
the  student  or  reader: 

(1)  If  the  dielectric  of  a  condenser  allows  electrons  to  pass  through 
it  slowly,  it  is  called  a  leaking  condenser.  Obviously,  a  condenser  with 
a  supposedly  perfect  dielectric  will  not  permit  the  movement  of  electrons 
through  it.  Hence,  it  acts  as  an  obstacle  to  the  passage  of  a  direct 
current,  that  is,  the  grid  current  indicated  by  the  broken  arrows  in  the 
diagram,  Fig.  164.  Assuming  the  dielectric  to  be  perfect,  it  may,  in 
effect,  be  made  leaky  by  connecting  a  very  high  resistance  across  its 
terminals  or  plates,  as  illustrated.  A  resistance  of  1  megohm  will 
suffice  in  our  explanation  to  permit  the  slow  movement  of  electrons 
through  it.  (One  megohm  is  equal  to  one  million  ohms.) 

(2)  Another  important  point  is  that  the  capacitance  of  the  grid 
condenser  must  be  of  such  value  that  the  alternating  e.m.f/s  of  the 
signal  oscillations  will  pass  through  without  any  choking  or  high  react¬ 
ance  effect  upon  them.  The  voltage  drop  across  the  condenser  at  each 
alternation  will  then  build  up  to  crest  value  and  charge  the  grid  most 
effectively. 

In  Chapter  X  on  “  Condenser  ”  it  was  explained  that  a  condenser 
of  low  capacitance  when  used  with  high  frequencies  will  become  charged 
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to  a  high  voltage,  and  it  is  for  this  reason  that  the  capacitance  of  the 
condenser  most  generally  in  use  for  this  purpose  is  approximately  .00025 
microfarad. 

(3)  It  is  evident  that  the  number  of  electrons  passing  to  the  plate 
per  second  (in  other  words,  the  intensity  of  the  plate  circuit  current)  is 
dependent  principally  upon  two  factors:  Fir^t:  the  quantity  of  electrons 
emitted  by  the  filament  per  second,  as  determined  by  the  incandescence 
of  the  filament;  second,  by  the  electric  field  of  force  existing  between 
the  plate  and  the  filament.  The  plate  potential  is  governed,  of  course, 
by  the  value  of  the  direct  e.m.f.  which  is  inserted  in  the  plate  circuit, 
from  a  “  B  ”  battery,  for  example. 

(4)  The  function  of  the  grid,  we  have  shown,  is  to  control  the  plate 
current.  It  is  obvious  that  if  a  second  field  of  force  is  introduced  be¬ 
tween  the  plate  and  filament,  the  electrostatic  field  set  up  around  the 
plate  and  filament  may  be  increased  or  decreased  according  to  the  polar¬ 
ity  and  the  strength  of  the  secondary  field.  It  should  be  clear  from  the 
results  of  Experiment  1-A  that  it  is  the  grid  which  sets  up  this  secondary 
controlling  field  whenever  a  potential  is  impressed  upon  it  by  the  signal 
current  flowing  in  the  grid  circuit. 

As  mentioned  above,  the  grid  condenser  will  pass  a  radio-frequency 
current,  due  to  the  phenomenon  of  dielectric  displacement.  The 
condenser,  however,  will  block  the  direct  current  flow.  Hence,  it  is 
called  a  trapping  or  stopping  condenser ,  or  simply  grid  condenser . 

Grid  Condenser. — Return  to  Fig.  164  and  analyze  the  action.  The 
greatly  enlarged  view  of  the  condenser  and  the  grid  leak,  as  well  as  the 
connecting  leads  designated  in  Drawing  1,  show  the  grid  coil  in  its  usual 
place  around  the  filament,  where  it  will  absorb  some  electrons  even  under 
ordinary  conditions.  Assume  for  the  moment  that  there  are  no  elec¬ 
trons  upon  it  at  the  time  the  first  alternation  of  the  signal  voltage  begins 
to  charge  the  condenser.  This  point  is  marked  0  in  the  top  curve 
showing  the  three  oscillations  in  the  grid.  Notice  that  during  the  first 
oscillation  in  Curve  2  the  voltage  on  the  grid  is  lowering  because  a  few 
more  grid  electrons  are  added. 

Now  at  the  end  of  the  second  oscillation  in  Curve  3  the  grid  poten¬ 
tial  is  exceedingly  negative,  as  marked  by  N.  The  curve  shows  how 
the  grid  is  responding  to  this  action.  According  to  curve  1,  showing  the 
incoming  voltage,  the  grid  should  return  to  zero  or  normal,  as  indicated 
at  M.  But  the  grid  does  not  do  so,  because  this  accumulation  of  elec¬ 
trons  is  actually  trapped  between  the  grid  and  the  plate  of  the  condenser 
and  cannot  escape.  This  depends  upon  the  assumption  that  the  con¬ 
denser  will  not  pass  electrons  through  it,  and  that  the  grid  will  not  emit 
or  give  off  electrons,  because  of  its  comparatively  low  temperature. 
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The  actual  negative  voltage  on  the  grid  at  the  end  of  the  second  alter¬ 
nation  is  indicated  by  the  distance  between  N  and  normal,  or  what  it 
was  originally  before  oscillations  were  received.  Observe  that  the  plate 
of  the  condenser  is  becoming  heavily  charged  with  negative  energy,  as 
shown  in  Drawing  4.  Perhaps  the  effect  of  this  condition  can  be  under¬ 
stood  when  it  is  said  that  an  e.m.f.  applied  to  the  condenser  from  the 
tuned  circuit  will  not  actually  charge  the  grid  with  a  varying  voltage 
similar  to  the  original  amplitudes. 

All  that  the  grid  does  now  is  to  rise  and  fall  in  voltage  value,  but 
such  values  are  merely  changes  in  the  amount  of  negative  charge 
actually  upon  it  from  time  to  time.  This  is  the  distortion  characteristic 
referred  to  in  a  previous  paragraph. 

Let  us  complete  the  last  oscillation,  indicated  by  respective  positive 
and  negative  alternations  e  and/ in  curve  1.  The  grid  will  absorb  a  few 
more  electrons  in  the  manner  already  explained.  Notice  that  alterna¬ 
tion  /  is  very  feeble,  due  to  the  dampening  of  the  oscillations,  but  on 
the  other  hand  take  note  of  the  tremendous  difference  between  the 
negative  voltage  actually  on  the  grid  at  this  specific  time,  and  the 
normal  or  zero  value,  as  at  X  in  curve  4.  View  4  shows  the  electronic 
accumulation  at  this  time  existing-  between  the  grid  and  the  condenser. 

The  important  point  to  be  brought  out  here  is  that  if  no  provision  has 
been  made  to  allow  these  imprisoned  electrons  to  free  themselves  from 
their  bond,  then  when  additional  wave  trains  or  groups  of  oscillations 
are  received,  which  are  part  of  a  signal  (the  single  group  shown  in  the 
drawing  will  be  followed  by  other  groups),  the  electrons  will  be  stored 
up  on  the  grid  in  large  quantities.  Eventually,  the  grid  will  be  so 
heavily  overloaded  that  the  negative  charge  upon  it  may  perhaps  can¬ 
cel  or  neutralize  the  positive  voltage  of  the  plate  electrode  of  the  tube. 

The  loaded  grid  then  will  block  the  electronic  stream  in  the  tube 
flowing  to  the  plate  and  the  plate  current  will  fall  to  zero.  It  should 
be  understood  by  this  time  how  a  negative  grid  of  excessive  magnitude 
will  act  in  preventing  the  emitted  electrons  from  reaching  the  plate. 

It  has  been  shown  how  the  alternate  positive  and  negative  signal 
voltages,  as  they  swing  to  either  side  of  normal,  simply  add  to  or  sub¬ 
tract  from  the  voltage  already  on  the  grid,  and  the  grid  does  not  necessa¬ 
rily  assume  positive  values  at  all  with  regard  to  the  average  change 
through  all  of  its  variations.  The  heavy  dotted  line  Z  in  curve  4  shows 
the  average  for  all  of  the  grid  changes  and  it  will  be  remembered  that 
whatever  voltage  change  the  grid  assumes  the  effect  will  be  repeated 
upon  the  flow  of  the  plate  current;  that  is,  the  plate  current  will  vary 
with  alternations  up  and  down,  but  they  will  all  be  shifted  over  toward 
values  less  than  normal.  This  point  was  previously  explained  when 
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outlining  the  purpose  of  this  very  important  action  concerning  a  vacuum 
tube  detector. 

A  final  and  important  fact  to  be  considered  is  that  when  point  X  is 
reached  in  curve  4,  the  point  where  the  last  oscillation  amplitude  is 
about  to  decrease  back  to  normal  (and  if  no  path  is  furnished  to  permit 
the  trapped  electrons  to  leak  off  the  grid),  then  additional  groups  of 
wave  trains  would  cause  the  grid  to  absorb  more  and  more  electrons, 
until  it  became  so  heavily  negative  that  it  would  force  the  plate  current 
to  zero.  The  tube  then  would  be  paralyzed,  or  inoperative.  This  is 
an  undesirable  condition  and  herewith  lies  the  principle  use  of  the  grid 
leak  resistance. 

Grid  Leak. — Up  to  this  moment  we  have  mentioned  only  the  part 
the  condenser  plays  in  fulfilling  its  purpose  for  a  very  large  change  in 
plate  current  from  the  normal  value.  Now  to  explain  the  grid  leak 
action  and  then  to  sum  up  the  various  features  of  its  usefulness. 

By  connecting  the  high  resistance  around  the  condenser  as  in  Sketch 
5,  Fig.  164,  it  can  readily  be  seen  that  a  metallic  path  or  conductive 
path  is  supplied  through  which  the  electrons  may  flow  out  to  the  sec¬ 
ondary  circuit.  They  will  move  away  from  the  grid  toward  the  sec¬ 
ondary  inductance  L2  as  designated  by  the  arrows  in  the  circuit  diagram 
through  the  turns  in  L2,  and  return  to  their  source,  which  is  the 
filament.  This  flow  of  electrons  is  known  as  grid  conduction  current. 

The  object  now  is  to  control  the  amount  of  leakage  current.  This 
leakage  should  not  flow  away  from  the  grid  as  fast  as  it  accumulates,  or 
the  heavy  negative  charge  will  not  build  up  sufficiently  to  move  the 
plate  current  to  large  changes  from  its  normal  value.  On  the  other 
hand,  if  the  resistance  is  too  great  it  will  hold  back  more  electrons  than 
are  actually  needed  to  furnish  the  correct  biasing  effect,  and  possibly 
the  grid  voltage  changes  will  not  undergo  such  a  wide  variation  in  their 
average  value.  The  average  value  is  shown  by  the  heavy  dotted  line 
Z  in  curve  4,  Fig.  164.  Both  of  these  effects  are  graphically  shown  in 
Fig.  166. 

In  the  final  analysis,  the  grid  is  automatically  restored  to  its  normal 
value  after  the  completion  of  the  group  of  signal  oscillations;  that  is, 
at  the  beginning  of  the  rest  period,  which  is  for  the  purpose  of  allowing 
the  diaphragms  to  be  released  from  attraction  to  be  moved  again  to 
produce  a  sound  wave.  This  is  designated  by  the  line  Y  in  curve  4, 
Fig.  164.  The  restoration  of  the  grid  effected  through  the  grid  leak 
resistance  will  permit  the  grid  again  to  become  charged  by  the  next 
signal  group.  Fig.  165  illustrates  three  groups  of  damped  oscillations 
with  the  sequence  of  changes  between  the  reception  of  the  energy  and 
the  final  average  or  audio  change  in  the  plate  circuit,  that  is,  the  cur- 
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rent  flowing  through  the  telephone  receivers.  The  three  groups  pro¬ 
duce  three  beats,  three  clicks  being  heard  in  the  receivers.  If  these 
beats  occur  at  a  frequency  of  about  1000  cycles  they  will  furnish  a 
musical  note  in  the  output  of  the  receiving  set. 

There  are  a  few  minor  points  that  can  be  disposed  of  quickly.  The 
leak  is  always  connected  across  the  condenser  in  a  practical  circuit. 
But  it  should  be  especially  noticed  that  the  leak  was  connected  in  at  a 
precise  moment  for  purpose  of  explanation;  that  is,  when  the  condenser 
had  completed  its  function  in  building  up  a  large  average  change  of 


Fig.  166. — These  curves  show  how  incorrect  grid  leak  resistance  values  effect  the 
plate  current  in  the  output  of  a  detector  when  employing  the  grid  leak-condenser 
method  of  rectification.  The  curve  on  the  left  is  the  result  of  using  a  resistance  too 
high  in  value  whereas  the  curve  on  the  right  is  the  result  of  using  a  resistance  too 

low  in  value. 

potential  in  the  negative  direction,  as  the  foregoing  description  has 
indicated.  There  will  be  a  continuous  flow  of  electrons  through  the 
leak,  even  when  no  signals  are  received,  because  the  grid  always  absorbs 
some  electrons.  This  is  a  natural  function  of  the  tube.  Hence,  this 
flow  of  direct  current  can  be  regulated  by  the  amount  of  the  resistance 
in  the  leak.  It  can  be  made  to  slow  up  or  hold  back  enough  electrons, 
at  all  times,  to  place  a  constant  negative  bias  on  the  grid  of  some  cer¬ 
tain  size  or  magnitude. 

The  flow  of  electrons  is  available  to  serve  another  purpose.  A  change 
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in  the  leak  resistance  value  will  make  it  possible  to  shift  the  working 
point  on  the  characteristic  curve  up  or  down  within  certain  limits  in 
the  region  of  the  lower  knee,  until  an  exact  location  is  found  where  the 
highest  percentage  of  rectification  is  obtained,  that  is,  where  the  detec¬ 
tion  characteristics  are  improved. 

When  we  compute  the  positive  voltages,  working  one  way,  against 
the  negative  voltages,  working  in  the  opposite  way,  in  a  group  of  oscilla¬ 
tions  in  the  secondary  circuit,  curve  1,  Fig.  164,  and  compare  the  results 
to  the  actual  up-and-down  changes,  or  grid  alternations,  in  curve  4,  it 
is  easy  to  arrive  at  the  conclusion.  The  great  difference  between  the 
effective  overall  change  in  grid  voltage  from  its  usual  normal  value  is 
obvious. 

The  object  is  to  provide  a  leak  of  correct  value  so  that  a  small  quan¬ 
tity  of  electrons  may  always  be  held  back  on  the  grid.  Now  we  can 
safely  assume  that  the  grid  actually  will  not  be  substantially  charged 
positive  in  any  event,  even  though  a  fairly  strong  positive  signal  alter¬ 
nation  is  impressed  upon  it. 

This  whole  effect  is  shown  in  the  diagram  of  Fig.  167  where  N  in 
curve  2  distinctly  indicates  that  when  no  signals  are  received,  as  during 
a  rest  period,  the  grid  is  always  slightly  negative,  and  throughout  the 
wave  train  of  oscillations  the  voltage  rises  and  falls,  but  only  in  nega¬ 
tive  values.  Notice  how  amplitude  AB,  curve  2,  which  indicates  the 
difference  between  a  zero  grid  and  the  peak  of  the  average  variation,  is 
increased  over  any  of  the  other  curves  thus  far  explained.  The  plate 
current  will  lower,  as  seen  by  the  depth  of  the  average  audio  change  in 
the  dotted  line,  Curve  3.  Curve  4  also  shows  the  average  audio  change, 
or  the  telephone  current. 

Grid  Leaks  and  Their  Values. — The  early  types  of  grid  leaks  con¬ 
sisted  of  heavily  inked  strips  of  paper.  A  strip  of  the  treated  paper 
was  enclosed  in  a  small  glass  tube  and  the  whole  assembled  and  held 
together  by  means  of  a  brass  cap  fitted  over  each  end.  The  caps 
formed  an  electrical  bond  with  the  leak  and  also  provided  a  suitable 
means  for  mounting  the  leak  into  clips.  The  metallized  grid  leak  is 
employed  extensively.  Instead  of  using  carbon-impregnated  paper,  the 
leak  may  be  made  by  coating  a  glass  rod  with  a  thin  film  of  a  high 
resistance  metal  from  a  colloidal  solution.  The  colloidal  solution  may 
contain  graphite  or  some  other  suitable  material.  After  passing  the  rod 
through  the  coating  bath  and  then  subjecting  it  to  a  heat  treatment, 
the  metallized  deposit  becomes  exceedingly  hard  and  durable.  This 
film  can  be  made  to  possess  any  desired  resistance  within  a  certain  tol¬ 
erance  (meaning  that  it  is  accurate  to  within  plus  or  minus  a  certain 
amount)  by  changing  the  strength  of  the  colloidal  solution. 
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The  difference  between  the  magnitude  of  approximately  1,000,000 
ohms  as  an  electrical  measurement  of  resistance  and  the  actual 


Groups  of  Damped  Oscillations 
which  are  part  of  an  Incoming  Signal 


is  set  up  by  the  Self-inductance 


Pulses  of  Telephone  Current  (Audio  Current)  Which  are  Effective 
in  Reproducing  the  Original  Signal.  This  Average  is  Obtained  Due 
to  the  use  of  Either  Headset  or  an  Audio  Transformer  in  the  Plate 
Circuit  of  the  Detector  as  shown  in  the  Curve  Marked  (3) 

Fig.  167. — Four  curves  illustrating  the  various  steps  in  the  reception  and  reproduc¬ 
tion  of  a  radio  signal.  The  wave  forms  shown  in  curves  (2)  and  (3)  are  slightly 
exaggerated  to  illustrate  the  principle. 

physical  mass  that  will  provide  such  an  enormous  value,  can  be 
visualized  by  drawing  a  heavy  line  (a  few  inches  long)  on  paper 
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Note  how  Point 
of  Operation 
Shifts  Along 
the  Curve  when 
Leak  Resistances 
of  Different 
Values  are 
used.  ^ 


Point  of  Operation 
is  Zero  when  Grid 
Condenser  and 
Leak  is  not  used 


with  a  graphite  pencil.  The  line  thus  drawn  could  be  used  as  a  grid 
leak  resistor  by  connecting  it  in  some  suitable  way  to  the  respective 
terminals  of  the  grid  condenser.  This,  of  course,  is  impracticable 
and  unnecessary,  but  nevertheless  it  has  often  been  done.  The  reason 
for  surrounding  the  leak  with  the  glass  tubing  is  to  protect  it  from 
moisture  which  might  have  the  effect  of  changing  its  resistance  value. 

It  may  be  proper  to  mention  here  that  metallized  resistors  of  large 

sizes  physically,  but  low  in  their  resis¬ 
tance  values,  are  often  used  in  various 
parts  of  either  a  transmitter  or  receiver 
circuit  where  a  practically  non-induc¬ 
tive  resistor  is  required.  For  instance, 
they  are  used  in  resistance  coupling, 
or  grid  suppressors  (which  are  resistors 
of  approximately  between  200  and  800 
ohms  inserted  in  the  grids  of  receiving 
radio-frequency  amplifier  tubes  to  pre¬ 
vent  self-oscillation). 

Noting  again  the  detector  grid  re¬ 
sistor,  or  the  so-called  grid  leak,  their 
sizes  range  from  .5  to  8  or  10  megohms, 
but  the  most  frequently  used  values 
lie  between  1  and  5  megohms  for  de¬ 
tector  purposes. 

Summary. — The  curve  in  Fig.  168 
gives  the  relative  changes  in  the  work¬ 
ing  point  for  three  values  of  leaks 
used.  The  bend  in  the  curve  is  ex¬ 
aggerated  in  order  to  bring  out  the 
effect.  There  has  been  no  attempt  to 
represent  a  true  comparison  of  the 
amounts  by  which  the  grid  is  made 
more  negative,  as,  for  instance,  where 
the  different  leak  values  might  be  subject  to  experiment  in  a  certain 
detector  circuit. 


Grid  I  Positive  Grid 


3= 


ABC 


Shows  how  the  Grid 
becomes  Increasingly 
Negative  when  using 
Grid  Leaks  of  Higher 
Resistance 

0.5  Megohm 
2.0  Megohms 
6.0  Megohms 


Fig.  168. — This  curve  is  used  to  de¬ 
note  how  the  point  of  operation  will 
vary  when  grid  leaks  of  different 
values  are  placed  in  the  grid  circuit 
of  a  vacuum  tube  detector.  The 
lower  bend  of  the  curve  is  exag¬ 
gerated  to  illustrate  the  principle. 


To  summarize  the  purpose  of  the  combination  leak  and  condenser: 

(1)  Condenser .  It  functions  to  move  all  of  the  changes  in  plate 

current  below  normal,  thus  causing  the  strongest  change 
in  magnetism  in  the  electromagnet  of  the  phones. 

(2)  Grid  Leak,  (a)  The  main  reason  for  using  the  leak  is  to  pre¬ 

vent  the  grid  from  being  overloaded  and  to  allow  the 
trapped  electrons  to  be  released. 


VACUUM  TUBE  AMPLIFIER 


273 


(6)  Besides,  with  the  grid  leak  the  operating  point  on  the 
characteristic  can  be  adjusted  automatically. 

(c)  It  will  require  a  longer  time  for  the  trapped  electrons  to 
leak  off  when  using  a  very  high  resistance  and  a  shorter 
time  for  a  low  resistance.  This  means  that  the  negative 
grid  voltage  is  reduced  to  a  fraction  of  its  initial  charge 
during  a  certain  interval  of  time;  or  the  elapsed  time  dur¬ 
ing  the  reception  of  a  signal.  The  time  interval  depends 
upon  the  current  handled  by  the  detector.  The  combined 
grid  leak  and  the  condenser  should  be  related  suitably  in 
order  to  give  a  time  constant  of  correct  value  so  that  the 
trapped  electrons  may  be  enabled  to  leak  off  at  the  proper 
rate. 

The  question  is  almost  certain  to  arise:  What  would  occur  in  a 
detector  circuit  when  signals  other  than  damped  waves  originating  from 
a  spark  transmitter  are  received?  To  clarify  this  point  we  have  drawn 
two  sample  curves.  The  one  in  Fig.  162  shows  the  rectification  and 
production  of  pulsations  of  plate  current  when  an  i.c.w.  wave  is  received. 
The  1000  groups  of  continuous  waves  chopped  up  by  the  transmitter 
circuits  will  cause  1000  clicks  to  be  heard  in  the  phones,  the  audio  plate 
current  variations  being  designated  by  the  waving  heavy  solid  line. 
In  the  second  set  of  curves  (Fig.  169)  the  upper  curve  explains  how  a 
voice-modulated  signal  would  appear  coming  from  a  broadcasting  sta¬ 
tion.  Its  rectification  and  the  resultant  average  audio  variation  in 
plate  current  are  given  in  the  irregular  heavy  line.  The  plate  current 
through  the  telephone  receiver  changes  in  strength  following  the  peaks 
and  depressions  which  record  the  inflections  of  the  voice.  Also  they 
may  be  due  to  the  change  in  the  tone  of  musical  instruments,  thus  repro¬ 
ducing  the  original  broadcast  program. 

Vacuum  Tube  Amplifier, — The  fundamental  reason  why  a  vacuum 
tube  detector  possesses  its  sensitive  detecting  qualities  is  that  it  is  worked 
in  the  region  at  the  bend,  or  knee,  in  its  curve.  Also,  when  the  grid 
condenser  leak  resistance  method  is  employed,  the  actual  grid  voltage 
assumes  a  different  wave  form  or  grid  voltage  variation  when  compared 
with  the  signal  oscillations  curve. 

The  fundamental  idea  of  the  amplifier  action  is  not  to  change  the 
shape  of  the  input  voltages  supplied  by  the  secondary  circuit,  but  sim¬ 
ply  to  apply  them  in  original  form,  or  shape,  and  obtain  from  the  tube 
an  amplified  reproduction  of  this  input  energy. 

In  accomplishing  this  object  it  is  merely  necessary  to  raise  the  plate 
voltage  in  order  that  the  working  point  on  the  curve  will  be  moved 
upward.  If  this  is  done,  the  point  of  operation  will  then  lie  somewhere 
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along  the  steep  and  straight  sloping  portion  of  the  curve  and  not  at  the 
bend. 

The  purpose  behind  the  amplifier  action  is  to  impress  the  grid  with 
a  varying  voltage  change  of  small  amplitude  and  receive  in  the  plate, 


Carrier  Frequency 


Nonmodulsted 
or  Straight  C.  W. 


Shows  Audio  Frequency- 
Variations  of  the 
Carrier  Frequency 
Amplitudes  when 
the  Microphone  is  used 


C.  W.  Output  or  Carrier  Frequency 
of  the  Transmitter  when  the 
Microphone  is  not  in  Use 


/r  The 

Modulation 
Characteristic 
is  called  the 
Audio  Envelope 


This  A.  C.  Component  of  the 
Plate  Current  is  By  *  passed 
through  a  Small  Condenser 
Connected  between  Plate  and 
Filament  of  the  Detector 


This  Average  of  the  Plate  How  the 

Current  Changes  Flows  Plate  Current 

through  the  Telephone  Headset  is  Effected  when 
nr  Primary  of  an  Audio  Transformer.  Non-modulated 
The  Average  is  Set  Up  Due  to  the  C.  W.  Signal 

Self-inductance  of  the  Windings  is  Received 

in  the  Detector  Plate  Circuit 


- The  Incoming  Broadcast  Signal  Causes 

this  Fluctuating  Voltage  to  be 
Impressed  on  the  Detector  Grid 


Fig.  169. — These  curves  convey  in  general  the  sequence  of  electrical  action  in  a 
detector  circuit  when  a  signal  modulated  by  speech  or  music  is  received. 

or  output  circuit,  pulsations  of  current  much  greater  in  amplitude,  but 
exactly  similar  in  form.  Remember  that  the  output  current  of  the 
detector  usually  is  only  strong  enough  to  operate  a  telephone  head-set 
and  never  obtains  sufficient  power  to  actuate  the  motor  mechanism  of 
a  cone  type  speaker  or  the  electromagnet  of  the  horn  type. 


Radio  Frequency 
Transformer 

y  , Alternating  E.  M.  F. 


Fig.  170. — Showing  the  fundamental  process  upon  which  all  vacuum  tube  circuits  are  operated,  i.e.,  (1)  the  input  energy  is  always  in 
the  form  of  an  alternating  voltage  applied  to  the  grid,  and  (2)  the  output  energy  is  always  in  the  form  of  a  pulsating  direct  current. 

(The  rise  and  fall  of  the  d-c.  values  is  called  the  alternating  component.) 
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Refer  to  Fig.  170  where  the  detector  tube  is  shown  coupled  through 
the  audio  transformer  to  the  first  audio  stage  of  amplification. 

Now  turn  to  the  curves  in  Fig.  171.  It  is  clear  that  if  we  increase 


the  plate  voltage  the  work¬ 
ing  or  normal  point  moves 
upward  on  the  curve;  if  we 
decrease  the  plate  voltage 
the  working  point  shifts 
downward  on  the  curve. 

The  static  curve  indi¬ 
cated  is  one  for  90-volt 
plate  potential.  The  draw¬ 
ing  shows  how  the  new 
location  (called  normal 
plate  current)  is  obtained  at 
the  center  of  the  linear  or 
straight  line  of  the  curve. 
Actually,  the  working  point 
may  be  located  along  the 
linear  part  within  certain 
limits,  as  long  as  the  peaks 
of  the  rise  and  fall  values  of 


Fig.  171. — The  curves  show  how  amplification  of 
a  signal  is  obtained  through  the  first  stage  of 
audio-frequency  amplification. 


the  plate  current  do  not  go 
beyond  either  the  upper  or 
lower  knees.  For  the  sake 


of  illustration  a  condition  on  the  graph  has  been  given  where  the 
respective  values  can  be  shown  easily. 

The  lower  curve  drawn  to  represent  the  grid  voltage  variations 
marked  by  amplitudes  1,  2,  3  and  4  shows  the  audio-frequency  changes; 
because,  as  previously  stated,  the  detector  plate  current  changes  in  the 
primary  of  the  transformer  are  the  average  changes  of  oscillations,  or 
audio-frequencies.  Hence,  the  magnetic  flux  (set  up  around  the  pri¬ 
mary  which  permeates  the  soft  iron  core)  induces  an  alternating  e.m.f. 
in  the  secondary.  Therefore,  any  wave  form  of  the  audio-frequency 
change  in  plate  current  in  the  detector  will  be  repeated  in  similar  form 
to  be  impressed  upon  the  grid  of  the  amplifier.  This  is  absolutely  essen¬ 
tial  to  prevent  distortion  of  the  signal. 

One  could  easily  plot  the  plate  current  variations  effected  by  the 
grid  voltage  changes  from  the  descriptions  already  given  dealing  with 
the  procedure  for  making  these  graphs.  Project  vertical  lines  upward 
from  the  grid  voltage  peaks  1,  2,  3,  and  4.  Dotted  lines  would  inter¬ 
sect  the  curve,  and  locate  the  points.  From  these  points  horizontal 
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Normal  Plate  g 
Current  M 


i  -Increase  and  Decrease  of  \ 
jl  Plate  Current  are  Equal  J 


lines  would  then  be  drawn  across  the  graph,  thus  obtaining  the  amount 
of  change  the  plate  undergoes  from  its  normal  value .  We  find  that  the 
plate  current  begins  at  normal  and  then  varies  from  greater  to  less 
values,  but  all  below  normal.  The  great  depth  of  the  peaks  a  and  c 
represents  the  amount  of  change  in  the  plate  current  of  the  amplifier 
tube.  This  certainly  indicates  that  a  great  plate  variation  will  cause 
the  magnetic  flux  in  any  ordinary  sound  reproducing  device  to  vary  in 
sufficient  magnitude  to 
actuate  its  diaphragm, 
but  perhaps  with  limited 
volume. 

Thus  it  is  seen  that 
the  plate  current  varies 

Constantly  and  in  Syn-  §>  Straight  Line  is  Known  as  / 

chronism  with  the  grid  | 

potentials;  and  that  the  f  \  A 

wave  form  of  the  plate  <3  §  A/f _  _ 

or  output  energy  is  ex-  £  Normal  Plate  g  A I V. -Increase  and  Decrease  of  ) 

Ml  , ,  v  ,  Current  /  \  r\  Plate  Current  are  Equal  / 

actly  the  same,  or  what  ^  /  \  i\x  / 

might  be  considered  a  /  x\  jTI  ~ 

facsimile  of  the  grid  volt-  /  j  \jj~ 

age  curve.  The  only  dif-  A  B 

ference  is  that  the  plate  /  j  j 

amplitudes  are  immense-  ^ — jH - i - L - 

ly  larger.  This  is  am-  l  + 

plification.  A  direct  or  -  ^Negative  and  Positive 

proportional  change  Grid  Voltages  are  Equal 

plotted  to  a  linear  line  is  Grid  Voltage  Changes 

shown  in  Fig.  172  and  is  Fig.  172. — A  chart  for  explaining  a  linear  character- 
self-explanatory  istic.  Note*  that  proportional  changes  are  in  a  direct 

T-  ,  ,  +  ,  c  . ,  ratio.  If  the  distance  from  0  to  a  equals  the  distance 

e  ou  pu  O  e  from  0^6,  then  x  to  A  must  equal  x  to  B  since  N 
first  audio  amplifier  re-  ^  equals  N  to  Z.  (The  straight  diagonal  line 
quires  a  further  step-up  could  be  made  steeper  and  different  values  of  grid 
in  value  to  give  a  really  voltages  could  be  applied.) 
satisfactory  volume  of 

sound  from  the  speaker,  a  second  stage  with  its  tube  may  be  added  and 
connected  precisely  the  same  as  the  first  tube  was  coupled  to  the  out¬ 
put  of  the  detector.  Figure  170  shows  how  this  is  done.  Always  connect 
output  to  input  by  means  of  the  coupling  device,  which,  in  this  case,  is 
the  iron  core  transformer.  Other  forms  of  couplings  have  been  treated 
elsewhere  in  detail. 

The  curve  in  Fig.  173  indicates  that  the  plate  current  in  the  second 


^  Negative  and  Positive 
Grid  Voltages  are  Equal 


Grid  Voltage  Changes 
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stage  tube  is  repeating  the  wave  form  of  the  input  energy,  greatly 
amplified.  We  have  purposely  indicated  large  drops  in  plate  current, 
nearly  to  the  lower  bend  C.  A  close  inspection  of  the  rounding  off 
of  the  curve  at  the  lower  bend,  and  the  fact  that  the  characteristic  at 
this  location  is  no  longer  a  straight  or  linear  line,  reveals  to  us  the  fact 
that  we  must  not  expect  to  obtain  a  perfect  reproduction  of  the  wave 
form  if  the  plate  current  is  allowed  to  drop  into  this  region,  or  below 
the  point  marked  C .  This  particular  amplifier  tube  is  now  working 
up  to  its  maximum.  In  order  to  effect  a  further  increase  in  volume 
without  the  possibility  of  distorting  the  wave,  it  will  be  necessary  to 


90  Volts 


b  d  Normal  Plate  Current 

7 - 


'Plate  Current  Variations  Greatly  Enlarged. 
Curve  Shows  the  Gain  in  Amplification 
through  the  Second  Stage  Amplifier  Tube 
(Note:  Compare  with  the  Signal  after 
Passing  through  the  ist  Stage  Amplifier 
The  Frequency  and  Wave  Form  of  the 
Current  are  exactly  the  same ) 


Curve  shows  the  Increase  in  the  Amplitudes  of  Signal 
Voltage  Impressed  on  the  2nd  Amplifrer  Grid  when 
Compared  16  the  First  Amplifier  Grid.  Note  that  this 
Curve  Form  is  an  Exact  Reproduction  of  the  Voltage 
Curve  Impressed  upon  the  First  Amplifier  Grid  only 
Enlarged.  This  Effect  is  Necessary  m  order  to  Obtain 
Amplification  without  Distortion  of  the  Signal. 


Fig.  173.-- -Curves  illustrating  the  principle  of  audio-frequency  amplification. 


couple  another  stage  of  amplification  to  this  output.  The  next  tube 
will  be  one  of  greater  size,  called  a  power  tube.  Any  desired  volume 
may  be  gained  by  the  stepping-up  of  the  signal  energy  from  one 
stage  to  another.  This  is  called  straight  amplification .  The  tubes  are 
in  cascade  arrangement. 

The  real  purpose  in  employing  a  power  tube  is  given  in  the  end  of 
this  chapter. 

Conclusions. — This  characteristic  amplifying  action  is  also  useful  in 
other  ways.  For  example,  a  power  amplifier  tube  may  be  used  in  the 
capacity  of  a  modulator.  A  modulator  tube  itself  in  a  transmitter  does 
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not  do  anything  more  than  any  tube  operating  as  an  amplifier.  It  simply 
steps  up  the  audio  changes  supplied  to  it  from  the  microphone  circuit. 
The  microphone  output  could  be  connected  directly  into  the  input  of 
the  modulator  when  using  a  small  power  tube.  When  a  large  power 
tube  functions  as  a  modulator,  it  requires  one  or  more  stages  of  audio 
amplification  to  step  up  the  input  operating  potential  on  the  grid  of 
the  modulator  from  the  weak  microphone  current  to  allow  the  modu¬ 
lator  to  act  effectively  upon  the  oscillator  to  which  it  is  coupled.  In 
this  way  the  audio  current  changes  in  the  output  of  the  modulator  cause 
the  amplitude  heights  of  the  high-frequency  oscillations  generated  by 


Showing  Rise  and  FaH 
in  Plate  Current 
, These  Variations 
/  are  called 
'  "A.  C.  Component*' 


— —  Shows  the  Aternating  E.  M.  F. 
Applied  to  the  Oscillator 
Grid  Provided  by  the 
"Feed  •  Back"  of  Energy 
From  Plate  to  Grid 


Flo,  174, — An  oscillator  tube  is  operated  at  a  point  on  the  straight  portion  of  its 

characteristic  curve. 


the  oscillator  to  vary  according  to  the  audio-wave  form.  Thus  we  find 
that  a  modulator  tube  operates  with  amplifying  characteristic. 

The  amplifier  characteristic  is  also  used  when  any  vacuum  tube  is  to 
be  operated  as  an  oscillator.  In  Fig.  174  it  is  shown  that  when  an  alter¬ 
nating  e.m.f.  of  high  frequency  is  impressed  upon  th§  grid  then  the 
plate  current  will  repeat  these  changes  and  also  vary  with  pulsations  or 
alternations  of  corresponding  frequency,  but  the  plate  changes  are  greatly 
amplified.  Hence,  if  a  vacuum  tube  working  with  an  amplifier  char¬ 
acteristic  is  inserted  in  a  circuit  which  has  some  arrangement  provided 
for  feeding  part  of  the  output  or  plate  energy  back  into  the  input  (that 
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is,  to  be  reimpressed  upon  the  grid),  the  tube,  together  with  its  asso¬ 
ciated  circuits,  will  produce  continuous  oscillations.  These  oscillations 
are  shown  in  the  drawing  as  rising  and  falling  between  the  limits  of  the 
tube.  The  special  features  involved  for  setting  up  a  proper  oscillatory 
circuit  whereby  the  grid  may  be  excited  in  this  way,  as  well  as  the 
theory  for  this  action,  are  treated  quite  fully  under  the  caption  “  The 
Oscillator  ”  in  Chapter  XII. 

Only  the  following  point  need  be  explained  and  this  section  will  be 
completed.  If  the  working  point  is  too  high  on  the  curve,  which  means 
that  a  large  value  of  plate  current  must  be  flowing,  it  is  possible  to  shift 
the  working  point  downward  on  the  curve  to  any  desired  location  by 
means  of  the  controlling  action  of  the  grid,  when  the  grid  is  supplied 
with  a  fixed  negative  bias.  Now,  a  certain  bias  is  always  placed  on  all 
tubes  operating  with  amplifier  characteristics,  for  actually  the  long, 
steep  linear  portion  allows  a  great  latitude  of  working  points  within 
limits.  Our  drawing  is  slightly  exaggerated,  in  the  first  place,  by 
showing  the  normal  nearly  in  the  center  of  the  overall  rise  in  the  curve. 
Normally,  the  curve  is  higher  than  it  is  here  shown,  but  it  allows  the 
point  to  be  shifted  downward  and  less  plate  current  values  will  result. 
Consequently,  the  tube  can  be  operated  without  undue  heating  of  the 
plate.  The  table  of  tube  characteristics  gives  the  negative  bias  values 
for  the  different  plate  potentials  used  for  different  types  of  tubes. 

In  general  the  electrical  conclusions  that  we  have  outlined  in  this 
chapter  hold  good  for  any  type  of  tube  or  power.  The  effects,  however, 
may  be  somewhat  modified  according  to  the  requirements  of  a  particu¬ 
lar  contingency  or  special  features  in  the  design  of  the  tube. 

The  Purpose  of  Employing  a  Power  Tube. — If  a  higher  power  ampli¬ 
fying  tube  is  substituted  in  the  output  of  a  receiving  circuit  for  one  of 
lower  power,  for  example,  a  UX210  to  replace  a  UX171  or  a  UX250 
to  replace  a  UX210,  an  actual  gain  in  signal  strength  is  not  always 
noticed.  If  the  circuit  is  not  properly  designed  for  the  higher  power 
tube  the  amplification  of  the  signal  may  actually  be  less.  The  purpose 
in  using  a  power  tube  is  not  to  obtain  a  high  amplification  factor  (power 
tubes  have  a  low  amplification  factor),  but  to  enable  the  grid  to  receive 
large  voltage  variations  which  will  be  reproduced  by  plate  current 
variations  without  distorting  the  wave  form  of  such  changes.  This  is 
true  also  of  power  tubes  employed  in  transmitting  circuits. 

If  the  grid  voltage  changes  are  excessive,  as  the  flow  swings  first 
positive  and  then  negative,  the  grid  will  be  overloaded  and  the  plate 
current  changes  will  be  chopped  off  at  the  peaks.  Under  such  condi¬ 
tions  the  tube  is  not  faithfully  reproducing  the  wave  form  of  the  signal. 
This  is  because,  after  a  certain  voltage  on  the  grid  is  reached,  the  char- 
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acteristic  curve  flattens  out,  which  means  that  for  any  additional  grid 
voltage  the  plate  current  will  not  increase  further.  These  peaks  carry 
voice-frequency  changes;  if  they  are  lost  during  the  process  of  amplifica¬ 
tion  through  the  tube,  the  quality  of  the  signal  will  be  impaired  and 
distorted.  By  using  a  power  tube  having  a  comparatively  low  ampli¬ 
fication  factor,  in  conjunction  with  a  loudspeaker,  the  actual  signal  is 
made  louder  because  of  the  natural  increase  in  the  signal  voltage  input 
to  the  grid  and  because  the  tube  hand  a  larger  plate  current 
normally.  Either  a  high  ratio  transformer  stage  preceding  the  power 
tube,  or  an  extra  stage  of  audio  amplification  will  usually  provide  this 
higher  grid  voltage  input.  The  output  circuit  of  the  receiver  should  be 
designed  expressly  for  the  particular  tube  employed.  The  allowable 
signal  voltage  fed  to  the  grid  will  be  different  for  each  type  of  tube  and 
the  amplification  factor  will  not  necessarily  tell  us  how  much  volume 
we  may  expect  from  a  certain  tube.  To  cite  a  concrete  example:  In  a 
UX201-A  amplifier  tube  with  an  amplification  factor  8,  the  highest 
grid  voltage  change  that  may  be  applied  is  perhaps  only  5  volts  before 
the  tube  begins  to  distort,  that  is,  the  plate  current  ceases  to  respond 
with  variations  exactly  repeating  the  wave  form  of  the  grid  energy. 
However,  a  UX250  power  tube  with  a  voltage  amplification  factor  of 
only  3.8  will  stand  grid  potential  input  variations  of  50,  75,  or  more 
volts,  and  at  the  peak  voltages  the  plate  current  will  record  the  changes 
faithfully.  This  tube,  despite  its  low  amplification  factor,  will  deliver 
a  high  output  of  signal  energy,  free  of  distortion.  The  UX250  tube 
will  furnish  about  three  times  as  much  undistorted  output  power  as  the 
UX210,  yet  the  voltage  amplification  factor  of  the  first  tube  is  only 
3.8  as  compared  with  7.5  for  the  latter  tube. 

Transmitting  Power  Tubes. — On  account  of  the  increased  use  of 
the  X-L  filament  type  of  power  tubes,  a  few  of  the  operating  character¬ 
istics  will  be  explained.  The  three  materials  used  to  any  great  extent 
for  the  filament  wire  in  power  tubes  are  tungsten,  oxide-coated  platinum 
and  X-L  or  thoriated  tungsten.  The  theory  underlying  the  operation 
of  a  filament  or  cathode  in  a  vacuum  tube  is  given  in  this  chapter  under 
the  caption  “  Electron  Theory.” 

The  X-L  filament  requires  a  lower  power  than  other  materials,  to 
heat  the  filament  for  proper  operating  temperature,  and  the  total  elec¬ 
tron  emission  for  a  given  power  consumption  is  comparatively  long. 

The  above  are  the  chief  requirements  of  a  filament  in  any  vacuum 
tube.  The  life  of  a  tungsten  filament  is  limited  because  the  electron 
emission  comes  from  the  surface  layer  of  the  thorium,  which  while 
constantly  evaporating  is  also  being  replaced  by  the  diffusion  of  thorium 
from  inside  of  the  filament.  The  thoriated  filament  is  not  a  coated 
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wire;  therefore,  the  available  electron  emission  ends  only  when  the  sup¬ 
ply  of  thorium  inside  of  the  filament  is  exhausted. 

A  pure  tungsten  filament  wire  reduces  in  size  during  its  life,  due  to 
evaporation,  and  it  is  suggested  that  for  best  operation  a  voltmeter  be 
used.  Since  there  is  no  evaporation  of  tungsten  in  the  X-L  filament, 
either  a  voltmeter  or  ammeter  may  be  used.  However,  the  usual  cus¬ 
tom  is  to  regulate  the  filament  temperatures  by  the  constant  voltage 
method.  The  power  tubes  require  an  exceptionally  good  vacuum  in 
order  to  obtain  a  uniform  emission,  and  we  find  deposited  on  the  inside 
of  the  glass  bulb  the  silver-coated  material,  magnesium .  This  material 
tends  to  absorb  any  residual  gases  in  the  vacuum  in  the  manner  hereto¬ 
fore  explained.  The  failure  of  a  tube  to  function  normally  is  usually 
due  to  a  loss  of  electron  emission  which  may  be  the  result  of  the  filament 
having  been  subjected  to  an  excess  voltage  caused  by  an  overload 
releasing  gas  atoms  from  the  interior  parts  of  the  tube,  but  often  it  is 
due  to  leakage  of  air  in  the  glass  seals  or  leads  in  the  base  of  the  tube. 

Any  power  tube  is  apt  to  be  subjected  to  a  short  overload,  and  the 
X-L  filament  type  has  been  found  in  practice  to  stand  three  times  its 
normal  voltage  without  a  burn-out.  When  the  plate  is  overloaded  in 
the  power  tubes,  gases  are  given  off  and  the  plate  shows  a  dull  red  glow. 
In  order  to  reduce  the  gases  given  off  by  a  hot  plate,  the  present  type 
of  X-L  tubes  are  made  with  molybdenum  plates  which  are  heated  to 
extremely  high  temperatures  during  the  process  of  creating  a  vacuum 
in  the  tube.  Heating  the  plate  in  this  way  also  brings  the  temperature 
of  the  other  internal  parts  of  the  tube  to  a  higher  point  than  they  ever 
reach  during  normal  operation,  and  this  reduces  the  possibility  of  these 
parts  giving  off  gases  during  their  normal  life. 

In  case  of  a  very  severe  plate  overload,  the  electron  emission  of 
a  tube  is  usually  reduced  temporarily  and  in  a  great  many  cases  this  can 
be  restored  by  operating  the  tube  for  a  period  of  from  fifteen  to  thirty 
minutes  with  the  filament  lighted,  but  with  the  plate  voltage  off.  This 
reactivation  process  may  be  assisted  by  raising  the  filament  voltage  to 
about  15  per  cent  above  normal. 

If  an  air  leak  occurs  in  the  tube  it  will  lower  the  electronic  emission; 
hence,  the  above  reactivation  is  not  applicable. 

An  air  leak  from  the  outside  of  the  tube  is  usually  indicated  by  a 
purple  or  pink  glow,  whereas  when  gases  are  given  off  from  the  electrodes 
or  internal  parts  of  the  tube,  the  glow  is  distinctly  blue. 

The  7,5  Watt  Tube.— This  tube,  type  UX210,  is  the  smallest  of 
the  transmitting  tubes.  (See  Fig.  175.)  The  normal  output  is  rated 
at  7.5  watts.  The  normal  plate  voltage  is  350  volts  and  with  this 
voltage  a  normal  plate  current  of  60  milliamperes  can  be  obtained. 
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The  amplification  constant  of  the  UX210  is  approximately  7.5.  The 
mutual  conductance  value  is  2150  micromhos. 

As  set  forth  in  the  latter  part  of  this  chapter  covering  vacuum  tube 
constants,  mutual  conductance  figures  are  useful  for  comparison  pur¬ 
poses  only,  because  they  are  obtained  under  zero  grid  voltage  condi¬ 
tions.  We  know  that  under  normal  operating  conditions  the  grid 
voltage  is  not  zero. 

In  addition  to  its  use  in  transmitting  sets  as  an  oscillator,  modulator, 


Fig.  175. — The  UX  210  vacuum  rated  at  7.5  watts  used  in  receiving  and  transmitting 

circuits. 


power  amplifier  or  speech  amplifier,  the  UX210  tube  is  now  exten¬ 
sively  employed  in  modern  radio  receiving  circuits  where  the  last 
stage  of  audio-frequency  amplification  requires  the  use  of  a  superpower 
amplifier  tube.  The  plate  voltage  and  plate  current  conditions  are 
nearly  as  severe  in  the  receiver  as  in  the  transmitting  circuits.  Refer¬ 
ence  to  the  characteristic  grid  voltage  plate  current  curve  in  Fig.  176 
will  show  that  the  tube  is  a  typical  amplifier  in  that  each  curve  follows 
practically  a  straight  (linear)  line.  A  curve  of  these  characteristics  indi- 
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cates  that  the  tube  can  operate  at  high  or  low  plate  voltages  with  the 
proper  grid  bias  to  produce  an  undistorted  output. 

The  60-Watt  Tube. — The  50-watt  power  tube  shown  in  Fig.  177  is 
the  next  larger  size.  This  tube  is  made  in  two  types  which  differ  only 
in  plate  impedance  and  amplification  constant.  The  plate  voltage 
and  the  filament  voltage  rating,  of  the  two  types  are  exactly  the 
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Grid  Voltage 

Fig.  176. — Characteristic  curves  of  a  7.5-watt  vacuum  tube  when  operated  at  various 

plate  potentials. 

same.  The  type  UV203-A  is  employed  for  amateur  and  experimental 
use,  where  voltage  amplification  is  desired,  while  the  UV211  is  designed 
to  be  used  in  commercial  sets  for  oscillator,  amplifier  or  modulator.  The 
filaments  of  both  tubes  normally  draw  3.25  amperes  at  10  volts,  and 
the  plate-power  dissipation  is  100  watts  at  a  normal  plate  voltage  of 
1000  volts  when  the  tube  is  used  as  an  oscillator. 

Low  impedance  is  essential  where  undistorted  amplification  is 
desired  because  large  grid  voltage  swings  may  be  impressed  upon  the 
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grid  without  the  latter  becoming  positive  with  respect  to  the  filament. 
If  the  UV203-A  should  stop  oscillating  or  lose  its  negative  bias,  the 
plate  current  would  not  greatly  exceed  its  normal  value  when  oscillating 
because  of  the  high  plate  resistance  value.  This  is  of  great  importance, 
because  the  inherent  characteristic  of  the  tube  is  a  protection  against 
any  plate  current  overload.  On  the  other  hand,  in  the  case  of  the 
UV211,  the  plate  current  at  zero  grid  would  in¬ 
crease  rapidly  to  an  extent  that  would  injure  the 
tube  by  overheating  the  plate,  because  of  the  low 
plate  resistance  of  this  tube. 

A  comparison  of  conditions  brings  out  the  fact 
that  in  these  two  50-watt  tubes,  the  one  having  the 
lower  amplification  constant  will  give  a  slightly 
better  mutual  conductance.  The  UV203-A,  at  a 
normal  plate  voltage  of  1000  and  zero  grid  voltage, 
has  a  plate  resistance  of  5000  ohms,  and  an  amplifi¬ 
cation  constant  of  25.  The  UV211,  when  operated 
at  the  same  plate  and  zero  grid  potentials,  has  a 
plate  resistance  of  1900  ohms  and  an  amplification 
constant  of  12. 

The  mechanical  construction  of  the  50-watt  and 
7.5-watt  tubes  is  similar,  in  that  the  electrodes  are 
fastened  at  the  upper  end  of  the  supporting  rod. 

The  plate  is  mounted  on  four  separate  rods  embedded 
in  the  glass  stem.  Small  helical  springs  support  the 
filament  and  maintain  a  proper  tension  on  the  fila¬ 
ment  wire  to  protect  it  from  shocks.  In  the  smaller 
type  of  tubes  the  spring  suspension  is  not  necessary. 

The  250-Watt  Tube. — This  tube,  type  UV204-A,  has  an  output 
rating  of  250  watts,  and  is  the  next  larger  transmitting  type  utilizing 
the  X-L  filament.  The  normal  plate  voltage  is  2000  and  the  filament 
requires  11  volts  and  3.85  amperes  or  42.5  watts.  The  maximum  plate 
power  dissipation  is  250  watts. 

The  emission  of  the  thoriated  filament  is  considerably  high  and 
reaches  approximately  5  amperes  at  the  rated  filament  e.m.f.  of  11  volts. 
Because  of  this,  the  tube  performs  very  efficiently  in  radio  telephone 
circuits  where  the  peak  values  of  current,  due  to  modulation,  are  con¬ 
siderable. 

Several  250-watt  tubes  may  be  connected  in  parallel  to  give  a  greater 
output  than  one  tube.  The  circuits  pertaining  to  parallel  arrangement 
are  fully  described  elsewhere  in  this  text. 

The  1000-Watt  Tube. — The  next  larger  sized  transmitting  tube  to 


Fig.  177. — 50-watt 
transmitting  tube. 
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delivering  high  output  without  any  increase  in  plate  voltage  is  the  type 
UV851  shown  in  Fig.  178.  There  are  other  tubes  which  we  will  not 
discuss  at  this  time,  such  as  the  type  UV206,  of  1  kilowatt  rating, 
requiring  a  plate  voltage  of  10,000  volts  or  higher.  The  maximum  plate 
power  dissipation  of  the  UV851  is  750  watts  when  the  tube  is  employed 
as  an  oscillator.  The  normal  plate  potential  is  2000  volts;  the  filament 
requires  15.5  amperes  at  an  input  of  11  volts,  equaling  a  power  con¬ 
sumption  of  170  watts.  The  electron  emission  approximately  is  20 
amperes.  This  tube,  under  certain  conditions,  is  capable  of  giving  a 
radio-frequency  output  of  1  kilowatt  or  more. 

To  give  a  comparison  of  the  efficiency  of  a  thorium  filament  and  a 


Fig.  178. — 1000-watt  transmitting  tube.  Views  show  construction  of  spring  sup¬ 
porting  filaments  and  grid  mesh  assembly. 

pure  tungsten  filament:  the  X-L  filament  of  the  UV851  requires  only  a 
power  consumption  of  170  watts  for  a  total  electron  emission  of  approxi¬ 
mately  20  amperes,  whereas  a  pure  tungsten  filament  would  require  at 
least  600  watts  to  obtain  an  equal  electron  emission.  Considerable 
overheating  would  result,  because  this  additional  power  would  have 
to  be  dissipated  by  the  plate. 

There  are  four  parallel  filaments  used,  and  the  grid  is  different  than 
the  ordinary  tube  in  mechanical  construction,  being  made  of  a  heavy 
square  mesh  of  molybdenum  wire.  The  frame  of  the  grid  is  anchored 
to  the  plate  structure  with  an  insulator  to  hold  the  grid  in  proper  posi¬ 
tion  with  respect  to  the  plate.  Narrow  wings  on  the  plate  assist  in 
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radiating  the  heat  developed  at  this  point.  Four  helical  springs  sup¬ 
port  the  four  filament  wires,  thus  maintaining  the  proper  tension. 

The  foregoing  summary  of  vacuum  tubes  does  not  include  descrip¬ 
tions  of  all  that  have  been  manufactured  with  X-L  filaments. 

Oscillator  vs.  Modulator  Tube. — The  use  of  the  vacuum  tube  char¬ 
acteristic  curves  illustrated  for  the  various  power  tubes  which  we  have 
described  indicates  that  in  each  case  the  curve  is  nearly  a  straight  line. 
In  the  Heising  system  of  modulation  the  plate  voltage  variations 
impressed  on  a  tube  functioning  as  an  oscillator  are  practically  propor¬ 
tional  to  the  voltage  applied  to  the  modulator  grid, 
the  assumption  that  constant  current  is  being  sup¬ 
plied  to  both  the  oscillator  and  modulator  at  all 
times,  because  of  the  action  of  the  modulation 
choke  coil  connected  in  the  common  high  voltage 
supply  lead. 

It  must  be  considered  that  the  modulation  plate 
reactor,  commonly  known  as  a  choke  coil,  has  an 
infinite  inductance  for  audio-frequency  current 
changes.  The  tubes  give  an  undistorted  output  and 
are  especially  suited  for  broadcasting  speech  and 
music. 

The  20-Kilowatt  Water-cooled  Transmitting 
Tube. — One  of  the  largest  of  the  family  of  vacuum 
tubes  is  illustrated  in  Fig.  179.  This  water-cooled 
tube,  type  UV207,  is  rated  at  20  kilowatts. 

The  tube  will  operate  in  any  of  the  regular  types 
of  oscillating  circuits,  and  is  adaptable  for  either 
broadcast  or  telegraphic  transmission.  The  charac¬ 
teristic  action  of  the  tube  when  functioning  either 
as  an  oscillator  or  as  a  power  amplifier  is  similar 
to  a  lower  powered  tube  when  used  in  a  like  manner. 

The  condensers  and  inductances  employed  in 
the  circuits  will  naturally  be  huge  affairs  physically, 
but  of  no  greater  electrical  dimensions  than  a  much 
smaller  piece  of  apparatus  used  as  circuit  elements. 

The  following  ratings  will  convey  an  idea  of  the  tremendous  power 
this  tube  will  handle.  The  plate  potential  is  15,000  volts;  the  filament 
current  52  amperes  and  filament  voltage  22  volts;  and  the  plate  current, 
when  oscillating,  2  amperes.  The  radio-frequency  oscillating  current 
in  the  grid  circuit  is  never  permitted  to  exceed  30  amperes,  while  the 
grid  d-c.  current  is  kept  at  about  100  milliamperes. 

The  heat  generated  by  the  plate  or  anode  (which  is  the  long  metal 


This  is  based  on 


Fig.  179.— 20-kilo¬ 
watt  water-cooled 
transmitting  tube, 
type  UV207. 
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cylinder  at  the  bottom  in  the  photograph)  is  extracted  by  inserting  the 
anode  in  a  water-cooled  jacket.  A  flange,  not  shown,  is  screwed  to  the 
threaded  portion  of  the  anode  so  that  when  the  anode  is  in  position 
within  the  water  jacket  (not  shown)  the  joint  at  the  top  may  be  made 
watertight.  The  space  between  the  anode  and  the  inside  of  the  jacket 
should  be  of  sufficient  distance  to  allow  a  column  of  water  to  circulate 
around  the  copper  anode.  The  water  flow  from  the  cooling  coils  is 
about  2  or  3  gallons  per  minute,  and  an  interlock  or  circuit  breaker 
between  the  water-circulating  system  and  the  electrical  circuits  is  set 
to  open  if  the  water  supply  fails  for  any  reason. 

Because  the  anode  is  at  such  a  high  potential  and  in  direct  contact 
with  the  water,  many  feet  of  rubber  hose  are  used  in  place  of  metal 
tubing.  The  rubber  hose  is  necessary  to  insulate  or  build  up  the  resist¬ 
ance  between  the  metal  coils  of  the  cooling  system  and  the  ground.  A 
transmitter  could  employ  more  than  one  tube  of  this  kind,  in  which  case 
it  would  be  necessary  to  provide  suitable  insulation  by  means  of  the 
rubber  hose  between  the  different  jackets,  besides  increasing  the  size  of 
the  water-supply  tank.  The  water  circulation  is  maintained  by  elec¬ 
trically  driven  centrifugal  pumps. 

Observe  how  the  two  filament  leads  are  brought  out  at  the  top 
and  the  grid  lead  through  the  glass  envelope  at  the  center.  The  exter¬ 
nal  wiring  from  the  transmitter  circuits  connecting  to  the  electrodes  is 
kept  at  a  reasonably  safe  distance  from  the  glass  part  of  the  tube,  in 
order  that  the  glass,  being  a  dielectric  material,  will  not  be  placed  under 
an  electrostatic  strain.  Such  strains  are  apt  to  puncture  the  compara¬ 
tively  thin  walls  of  the  glass  envelope. 

The  frequency  of  such  a  large  tube  when  oscillating  may  be  main¬ 
tained  to  within  a  very  few  degrees  of  the  assigned  frequency  by  means 
of  a  quartz  crystal.  The  vibrating  quartz  oscillator  crystal  circuit 
supplies  the  initial  oscillating  current,  after  which  it  is  stepped  up  in 
strength,  by  means  of  several  intermediate  stages  of  amplification,  to  a 
suitable  value  for  introduction  into  the  grid  circuit  of  this  20-kw. 
tube. 

Measuring  Vacuum  Tube  Characteristics. — The  following  worked-out 
examples  may  be  helpful  in  understanding  how  the  static  characteristics 
of  a  tube  are  measured.  It  has  been  shown  that  any  change  in  the 
voltages  applied  to  any  one  of  the  three  elements  of  a  vacuum  tube,  the 
filament,  the  grid  and  the  plate,  will  cause  current  flowing  in  the  plate 
circuit  to  undergo  a  wide  fluctuation  of  changes. 

In  order  to  compare  different  tubes  operating  under  exactly  similar 
conditions,  there  are  several  constants  by  which  the  tubes  are  measured. 
These  constants  do  not  tell  how  efficiently  a  vacuum  tube  will  perform 
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in  a  particular  circuit,  but  they  do  enable  us  to  provide  a  simple  means 
for  determining  the  characteristics. 

Amplification  Factor. — Either  a  change  of  grid  or  plate  potential  will 
have  an  effect  upon  the  plate  current,  but,  of  the  two,  we  know  that 
the  grid  is  relatively  far  more  sensitive  in  controlling  plate  current. 
The  amplification  factor  is  defined  as  the  ratio  of  the  change  in  plate 
potential  to  the  change  in  grid  potential  which  produces  the  same  effect 
in  plate  current.  For  example,  in  Fig.  154  there  are  shown  three  char¬ 
acteristic  curves  of  the  same  vacuum  tube,  one  at  135  volts  on  the  plate, 
one  at  90  volts  and  one  at  45  volts.  The  first  curve  shows  that  with 
zero  potential  on  the  grid,  the  normal  plate  current  was  12  m.a.,  with 
a  plate  potential  of  135  volts,  and  the  second  curve  indicates  a  current 
of  7.0  m.a.  with  the  plate  at  90  volts.  For  the  third  curve,  by  reducing 
the  plate  voltage  from  90  to  45,  the  current  in  the  plate  circuit  lowered 
from  7.0  m.a.  to  2.0  m.a.;  that  is,  a  difference  of  45  volts  on  the  plate 
caused  a  reduction  of  plate  current  of  5.0  m.a. 

Looking  at  the  graph,  it  can  be  seen,  with  the  plate  held  at  135 
volts,  that  a  negative  bias  on  the  grid  of  5  volts  will  lower  the  plate 
current  from  12.0  m.a.  to  7.0  m.a.  It  requires  only  5  volts  of  grid 
potential  Eg  to  make  the  same  plate  current  change  that  would  be 
caused  by  a  difference  of  45  volts  on  the  plate,  Ep. 

The  amplification  factor  is  the  ratio  of  this  difference,  and  is 
expressed  as  follows: 

A  1*  £  4.  ,w  x  EP  135  “  90  45  „  mu 

Amplification  factor  (Mu)  =  —  =  - =  —  =9.  The  am- 

E0  5  —  0  5 

plification  factor  under  the  above  conditions  is  9. 

Another  factor  of  importance  is  the  plate  impedance  Rp .  It  repre¬ 
sents  the  ratio  between  the  change  in  plate  voltage  and  the  resultant 
change  in  plate  current  under  the  conditions  of  a  constant  grid  potential. 

Referring  to  the  graph  in  the  case  where  the  plate  voltage  Ev  was 
lowered  from  135  to  90,  it  was  found  that  the  plate  current  I py  lowered 
from  12.0  to  7.0  m.a.,  and  these  values  substituted  in  the  following 
equation  will  determine  the  plate  impedance,  or  9000  ohms,  after  first 
converting  milliamperes  to  amperes. 

_ yi  .  ,  „  Ep  135  -  90  45 

Plate  unpedance  B,  -  j-  -  ,„<T-  -  jjjjj  -  9000  ohms. 

Mutual  Conductance. — There  is  a  certain  relationship  between  the 
plate  current  and  grid  voltage,  as  can  be  seen  by  the  above  two  factors. 
This  relationship  may  be  defined  as  the  mutual  conductance,  or  where 
the  quotient  of  the  change  in  plate  current  divided  by  the  change  in 
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grid  voltage  produces  the  change  in  question  in  the  plate  current,  under 
the  condition  of  constant  plate  potential. 

Conductance  is  the  opposite  of  resistance.  The  unit  of  resistance 
is  the  ohm  and  conductance  the  mho.  The  unit  ordinarily  used  in 
vacuum  tube  measurements  is  the  micromho.  Mutual  conductance  is 
the  ratio  of  the  amplification  factor  and  the  plate  impedance.  A 
vacuum  tube  rated  in  mutual  conductance  more  nearly  conveys  the 
actual  operating  conditions  of  the  tube  where  the  effectiveness  of  the 
elements  is  brought  into  play. 

Refer  once  more  to  the  graph,  Fig.  154.  A  reduction  of  plate 
voltage  from  90  to  45  lowered  the  plate  current  from  7.0  to  2.0  m.a., 
that  is,  a  45-volt  plate  change  caused  a  5.0  m.a.  current  change.  It 
can  be  observed  also  on  the  graph  that,  to  obtain  a  similar  5.0  m.a. 
plate  current  reduction,  a  negative  grid  bias  of  5  volts  would  be  required. 

Multiply  the  change  in  plate  current  by  1000,  and  divide  by  the 
required  negative  grid  voltage.  The  result  will  equal  the  mutual  con¬ 
ductance  as  follows: 

Mutual  conductance  is  ratio  of 

amplification  factor  (mu) 

RP  (plate  impedance) 

90  F  -  45 F  =  45F. 

This  plate  voltage  change  of  45  volts  causes  the  following  current 
change:  7.0  m.a.  —  2.0  m.a.  =  5.0  m.a. 

5  volts  grid  —  zero  grid  volts  =  5  volts  grid. 

This  grid  voltage  change  also  causes  a  current  change  of  5.0  m.a.  simi¬ 
lar  to  that  caused  by  the  plate  change  just  mentioned.  Multiply  this 
change  in  plate  current  by  1000,  or  5  X  1000  —  5000,  and  divide  by 
the  required  negative  grid  voltage  or  -  05°  0  =  1000  micromhos. 

This  is  the  mutual  conductance  for  this  particular  tube  at  90  volts 
and  zero  grid;  that  is,  at  the  indicated  “  B  ”  and  “  C  ”  voltages. 

The  mutual  conductance  of  a  tube  is  a  good  indication  of  the  effi¬ 
ciency  of  the  tube  as  an  amplifier,  in  that  it  is  dependent  upon  the  effect 
of  the  applied  grid  voltage  upon  the  plate  current,  and  the  greater  the 
change  in  plate  current  for  any  value  of  applied  grid  voltage,  the  mutual 
conductance  of  the  tube  will  be  increased. 

By  referring  to  the  characteristic  vacuum  tube  table  in  the  Appendix 
it  is  seen  that  for  the  UX171  power  amplifier  tube  operated  at  90 
volts  “  B  ”  and  16.5  volts  “  C  ”  grid  bias,  the  mutual  conductance  is 
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1200  micromhos.  This  factor  was  obtained  in  a  manner  similar  to  the 
method  just  described. 

It  should  also  be  observed  that  for  any  change  in  either  grid  voltage 
or  plate  voltage  applied  to  the  same  tube  the  mutual  conductance  will 
vary;  for  instance,  the  same  UX171  tube  at  180  volts  “  B  ”  and  40.5 
volts  “  —  C  ”  will  have  a  mutual  conductance  of  1500  micromhos. 
This  is  mentioned  to  indicate  that  the  mutual  conductance  can  be 
expressed  only  as  a  factor  for  one  set  of  conditions. 

High  Mu. — u  Mu  ”  is  the  symbol  for  voltage  amplification  constant. 
In  the  foregoing  discussion  we  cited  a  practical  example  of  a  tube  hav¬ 
ing  an  amplification  factor  of  9.  It  should  be  clear  that  by  increasing 
the  space  between  the  plate  and  grid  with  respect  to  the  filament,  it 
would  require  greater  potentials  applied  to  the  elements  to  obtain 
similar  plate  current  changes  than  when  the  elements  are  spaced  closer 
together.  Tubes  of  this  type  operating  at  the  higher  voltages  are 
grouped  under  the  classification  of  power  amplifier  tubes.  Some  have 
an  amplification  factor  of  30  or  more.  The  object  of  building  a  high 
Afu  tube  is  so  that  the  tube  may  operate  to  deliver  large  undistorted 
plate  output  currents  which  carry  speech  and  music  frequencies.  Rea¬ 
sons  for  using  a  power  tube  are  given  elsewhere  in  this  chapter  dealing 
with  the  input  voltages  applied  to  the  grid. 

High  Mu  simply  means  a  large  amplification  factor. 

Vacuum  Tube  Voltmeter. — A  vacuum  tube  may  serve  as  a  volt¬ 
meter  because  any  variation  in  potential  applied  to  the  grid  causes  a 
corresponding  change  in  plate  current.  The  actual  voltage  on  the  grid 
is  not  measured,  but  the  plate  current  reading  will  give  a  comparative 
indication  of  the  magnitude  of  the  grid  voltage  changes.  By  arrang¬ 
ing  suitable  resistances  in  the  plate  circuit  and  calibrating  the  plate 
current  meter  scale  to  read  normally  at  zero  when  the  tube  is  actually 
passing  current,  but  working  at  a  point  where  no  distortion  occurs 
(that  is,  when  the  tube  is  operated  fundamentally  as  an  amplifier), 
comparative  tests  can  be  made  between  different  devices  or  circuits 
connected  to  the  grid.  The  grid  of  the  tube  consumes  very  little  cur¬ 
rent  and  does  not  act  as  a  load  on  the  circuit  under  measurement,  as 
would  an  ordinary  voltmeter.  Hence,  the  tube  makes  an  excellent 
measuring  instrument,  but  its  use  is  limited  by  the  amount  of  input 
voltage  the  grid  will  carry  without  distorting  the  output. 


CHAPTER  XII 


RECEIVING  CIRCUITS— THEORY  AND  PRACTICE 

The  function  of  the  receiving  antenna  is  to  absorb  a  portion  of  the 
energy  in  a  passing  electric  wave  radiated  by  a  distant  transmitting 
station.  Oscillating  currents  flowing  in  an  open  oscillatory  circuit, 
such  as  an  antenna  system  of  a  transmitter,  possess  the  property  of 
setting  up  an  electric  wave  motion  through  space.  The  electromag¬ 
netic  waves  will  induce  an  alternating  electromotive  force  between  the 
elevated  portion  and  ground  system  formed  by  the  conducting  wires 
of  any  antenna  which  may  lie  in  their  path,  and,  in  consequence,  radio¬ 
frequency  oscillations  will  traverse  the  receiving  antenna.  A  loop 
antenna  will  act  in  a  like  manner.  Suitable  receiving  apparatus  must 
be  devised  to  convert  the  oscillating  currents  induced  in  the  antenna 
by  the  passing  wave  into  either  visible  or  audible  signals. 

Meaning  of  “  Visible  ”  and  “  Audible  ”  in  Radio. — The  expressions 
visible  and  audible  are  used  advisedly,  because  for  many  years  it  was 
the  custom  to  think  of  radio  reception  only  in  terms  of  the  small  vail¬ 
ing  currents  in  the  circuits  of  the  receiver  being  changed  into  sound 
waves  either  by  means  of  the  telephone  receivers  or  loudspeaker.  The 
fact  is  that  these  same  currents  are  made  to  actuate  a  sort  of  relay 
device  used  in  high-speed  commercial  oceanic  transmission  to  record 
the  characters  of  the  code  on  a  paper  tape  giving  a  permanent  copy  of 
the  message  to  be  read  at  any  convenient  time  after  reception.  This 
is  the  visua^  recording  of  the  message  through  a  process  which  is  mainly 
a  mechanical  one.  The  more  recently  developed  art  of  radiophotograph 
transmission  and  reception  comes  closer  to  being  a  visual  reproduction, 
but  only  in  actual  television  will  we  find  the  true  exemplification  of 
the  word  visual.  Then  moving  objects  and  scenes  originating  at  some 
far-distant  location  will  be  instantly  reproduced  before  our  eyes  upon 
a  suitable  screen. 

Radiophotography  has  already  reached  a  satisfactory  stage  and 
picture  broadcasts,  or  image  transmissions,  are  being  added  to  broad¬ 
cast  programs  and  used  commercially.  Picture  broadcast  is  a  little 
more  simple  of  achievement  than  television,  because  the  former  requires 
only  a  source  of  sensitive  light  variations  and  the  varying  current  pro- 
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duced  therefrom  can  be  made  to  trace  out  the  original  image  slowly  at 
the  receiving  end.  The  whole  picture  is  not  formed  in  a  small  frac¬ 
tion  of  a  second,  but  is  accomplished  by  the  gradual  building  up  of  a 
still  picture  produced  from  an  electrical  current  which  at  all  times  is 
proportional  in  intensity  to  the  varying  shades  of  light  and  dark  in  a 
film  which  is  being  slowly  moved  transversely  across  a  constant  beam 
of  light.  This  would  not  be  the  case  in  television,  because  there  it 
requires  about  sixteen  still  pictures  flashed  on  a  screen  every  second  to 
produce  the  effect  of  a  motion  picture. 

The  transmitter  radiates  these  current  changes  as  it  would  current 
changes  from  a  speech  signal.  The  receiver  is  tuned  and  the  high 
frequency  energy  is  passed  through  the  detector  in  exactly  the  same 
manner  as  a  telegraph  or  speech  signal.  We  could  listen  to  the  sounds 
produced  by  the  current  changes  from  the  picture  broadcast  by 
attaching  a  loudspeaker  to  the  output  of  the  receiver,  but  the  sounds 
would  not  be  intelligible.  If  these  currents  are  passed  through  a  special 
attachment,  substituted  in  place  of  the  loudspeaker,  they  will  be  con¬ 
verted  back  into  beams  of  light  of  proportional  intensity  that  would 
act  on  an  ordinary  sensitized  film  which  is  also  slowly  moved  in  syn¬ 
chronism  with  the  original  film  so  that  all  portions  of  the  surface  are 
eventually  acted  upon.  Transmission  of  each  picture  takes  several 
minutes,  depending  upon  its  size,  because  a  certain  proportion  of  the 
total  area  of  the  film  must  be  acted  on  in  order  to  give  good  definition 
to  the  reproduction  of  the  original. 

Mention  is  made  here  of  radiophotography  and  television  because 
emphasis  is  given  to  the  fact  that  once  the  principles  of  radio  reception 
and  transmission  are  fully  understood,  there  will  be  no  hesitancy  in 
appreciating  new  developments  in  the  uses  to  which  a  varying  current 
may  be  put,  after  it  is  once  received,  to  operate  devices  of  various 
descriptions  that  may  be  attached  to  the  receiver. 

Propagation  of  Radio  Waves  and  Their  Relation  to  a  Receiving 
Antenna  Circuit. — It  is  not  known  precisely  what  constitutes  space, 
but  it  is  thought  that  the  disturbance  set  up  in  the  electric  field  sur¬ 
rounding  an  antenna  in  which  oscillatory  currents  are  flowing  will  pro¬ 
duce  an  electric  wave  composed  of  an  electrostatic  field,  and  an  electro¬ 
magnetic  field,  moving  at  right  angles  to  each  other,  which  is  propagated 
through  space  with  the  speed  of  light.  The  speed  of  propagation  of 
radio  waves  is  given  as  299,820,000  meters  per  second,  but  is  more 
generally  referred  to  in  round  numbers  as  300,000,000  meters  or  186,000 
miles. 

Due  to  the  phenomenon  of  induction,  it  appears  that  a  maximum 
radio  power  would  be  picked  up  from  a  passing  wave  if  the  receiving 
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antenna  was  constructed  with  its  conducting  wires  occupying  a  position 
part  horizontal  and  part  vertical.  Also,  in  addition  to  induction,  the 
phenomenon  of  resonance  is  used  to  increase  materially  the  effects  of 
the  radio  wave  when  it  strikes  the  receiving  antenna. 

The  wave  radiated  from  a  transmitting  station  has  a  definite  fre¬ 
quency  of  motion  which  is  the  same  as  the  frequency  of  the  oscillating 
currents  which  produced  it.  In  order  that  the  receiving  antenna  will 
not  impede  or  oppose  the  flow  of  current  induced  in  it  by  the  wave  the 
frequency  of  the  antenna  circuit  must  be  the  same  as  that  of  the  oscil¬ 
lating  currents.  In  effect,  the  frequency  of  the  receiving  antenna  must 
correspond  to  that  of  the  transmitting  antenna.  The  necessity  for 
electrical  resonance  between  circuits  in  which  radio-frequency  oscilla¬ 
tions  are  transferred  from  one  circuit  to  another  circuit  by  electromag¬ 
netic  induction  has  been  explained  in  other  chapters. 

It  is  equally  important  that  two  open  oscillatory  circuits,  or  antenna 
systems,  be  adjusted  to  resonance  as  two  closed  oscillatory  circuits. 
Whether  two  resonant  circuits  are  located  with  miles  of  space  inter¬ 
vening,  or  whether  two  such  circuits  are  closely  related,  within  perhaps 
a  fraction  of  an  inch  or  two,  the  principles  of  induction  will  be  similar. 
The  net  result  in  either  case  is  practically  the  same,  for  an  alternating 
current  will  oscillate  in  the  circuits  receiving  the  induced  energy  at  a 
frequency  similar  to  the  currents  in  the  exciting  circuit  which  produces 
the  power.  The  difference  is  mainly  in  the  magnitude  of  energies  in 
the  respective  circuits.  In  the  case  of  two  oscillatory  systems  sepa¬ 
rated  by  great  distances  a  large  power  is  required  to  effect  the  trans¬ 
mission  of  radio  waves,  with  only  very  minute  currents  intercepted  by 
the  receiving  antenna  circuit. 

It  is  apparent  that  the  receiving  antenna  must  be  in  resonance  or 
in  tune  with  the  wave  to  be  received,  which  means  that  the  frequency 
of  the  antenna  circuit  must  be  the  same  as  the  oscillating  currents 
induced  in  the  antenna  by  the  passing  wave. 

To  bring  about  this  condition  of  resonance,  the  first  essential  of  a 
receiver  is  to  provide  variable  elements  by  means  of  which  the  antenna 
can  be  tuned  to  the  desired  wavelength.  We  may  speak  of  currents 
oscillating  at  radio-frequency  either  in  terms  of  frequency  or  wavelength 
of  the  radiated  wave.  It  has  become  quite  customary  to  speak  of  the 
wavelength  of  a  receiving  antenna  circuit;  meaning,  of  course,  that  the 
circuit  is  adjusted  to  receive  maximum  energy  from  a  wave  radiating 
at  the  wavelength  so  designated. 

Only  when  the  distant  transmitting  circuit  and  the  receiving  antenna 
circuit  are  in  tune  will  the  induced  oscillating  currents  attain  their 
maximum  amplitude.  For  any  change  of  adjustment  which  will  place 
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the  receiving  circuit  out  of  tune  with  the  incoming  wave,  the  strength 
of  the  induced  currents  will  be  correspondingly  less,  depending  upon 
the  amount  of  detuning,  or  the  degree  to  which  the  circuit  has  been 
made  non-resonant. 

A  resonant  condition  is  one  where  the  circuit  possesses  zero  react¬ 
ance;  that  is,  each  alternation  (half-cycle)  of  a  passing  wave  builds  up 
the  highest  possible  current  flow  in  the  receiver  antenna  before  the 
next  alternation  (half -cycle)  of  the  wave  acts  upon  the  antenna.  Under 
a  condition  of  dissonance,  i.e.,  non-resonance,  between  the  transmitting 
and  receiving  antennas,  the  receiving  antenna  circuits  would  oppose 
the  maximum  induction  of  current,  because  the  reactance  of  the  cir¬ 
cuit  would  not  permit  the  alternating  currents  to  flow  freely  through 
the  circuit  in  a  given  specified  time.  Each  cycle  of  induced  energy 
takes  place  in  a  fraction  of  a  second  determined  by  the  frequency  of 
the  radiated  wave. 

The  frequency  of  the  incoming  signal  wave  is  determined  by  the 
distant  transmitter.  The  observer  at  the  receiving  end  has  no  control 
over  this  factor  of  time,  but  of  necessity  must 
adjust  the  receiving  circuits  so  they  will  offer  a 
minimum  opposition  (impedance)  to  this  induced 
current  which  rapidly  flows  through  the  circuit 
and  reverses  its  direction  of  flow  at  every  alterna¬ 
tion  (half -cycle). 

The  oscillating  period  (natural  wavelength)  of 
the  receiving  antenna  must  be  artificially  increased 
and  decreased  to  resonate  the  antenna  system 
with  the  frequency  of  the  incoming  signal  wave. 

This  may  be  accomplished  by  inserting  a  vari¬ 
able  inductance  (coil)  in  series  with  the  antenna. 

Or,  a  variable  condenser  may  be  inserted  in  series 
with  the  inductance  in  the  antenna,  and  in  re¬ 
ceivers  designed  for  very  long  waves  a  second 
inductance  (coil)  may  be  included,  also  to  be  con¬ 
nected  in  series  with  the  antenna.  2 1  I 

The  tuning  elements  are  illustrated  in  Fig.  -i’ Ground 

180,  inserted  between  the  antenna  and  ground  Fig  18Q  _0ne  type  of 
connections  of  the  receiver,  and  comprise:  an  antenna  system  of  a 

(1)  Inductance  L\  can  be  varied  by  means  of  receiving  circuit, 
switch  SWi  and  more  or  fewer  turns  of  wire  can 

be  included  in  the  antenna  circuit.  Inductance  L\  is  called  the  antenna 
tuning  inductance. 

(2)  Variable  condenser  C  is  provided  with  a  short-circuiting  switch 
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SW2-  This  condenser  makes  it  possible  to  receive  waves  which  are 
shorter  than  the  fundamental  (natural)  wave  of  the  receiver  antenna. 
Condenser  C  is  called  the  antenna  tuning  condenser.  It  may  also  be 
called  a  short  wave  condenser ,  or  antenna  series  condenser. 

(3)  Inductance  L  is  used  only  to  increase  the  wavelength  of  the 
antenna  beyond  that  range  which  is  afforded  by  inductance  Li,  to  receive 
the  very  long  waves.  It  is  not  advisable  to  include  the  inductance  of 
L\  with  L  in  the  same  unit,  or  same  piece  of  apparatus,  because  it  will 
be  shown  later  that  inductance  L\  not  only  serves  to  tune  the  antenna 
to  a  definite  wavelength,  but  this  inductance  is  also  utilized  to  transfer 
the  oscillating  currents  induced  in  the  antenna  to  a  local  receiving  cir¬ 
cuit,  to  be  translated  by  some  suitable  indicating  device  into  intelligible 
signals.  Inductance  L  is  called  the  loading  inductance  because  it  places 
a  large  amount  of  concentrated  inductance  in  the  antenna.  Naturally 
this  is  required  to  make  the  receiver  responsive  to  waves  very  much 
longer  than  the  fundamental  wavelength  of  the  antenna. 

It  is  to  be  noted  that  the  receiving  antenna  is  similar  in  electrical 
characteristics  to  that  of  the  transmitting  antenna,  in  that  the  loading 
inductance  increases  the  fundamental  period  of  oscillation  and  makes 
the  system  responsive  to  long  waves,  whereas  the  short-wave  condenser 
may  be  employed  to  decrease  the  fundamental  period,  making  the 
antenna  sensitive  to  signals  having  wavelengths  less  than  the  funda¬ 
mental.  This  arrangement  permits  inductance  L\  to  be  adjusted  inde¬ 
pendently  when  this  coil  is  used  to  couple  the  antenna  circuit  to  the 
tuned  circuits  of  the  receiving  set. 

If  the  receiver  is  designed  to  cover  a  wave  band  of  limited  range, 
the  loaded  inductance  and  short-wave  condenser  may  be  omitted  from 
the  circuit,  with  only  inductance  L\  to  provide  the  necessary  regulation 
of  wavelength. 

The  frequency  of  the  receiving  system  is  determined  by  the  values 
of  inductance  included  in  L  alone,  or  when  L  and  L\  are  both  used,  and 
the  capacity  of  variable  condenser  C.  This  frequency  may  be  altered 
by  a  close  and  continuous  variation  of  the  adjustments  provided  with 
the  tuning  elements  over  certain  predetermined  limits  or  a  band  of 
wavelengths. 

Adjustments  of  the  Antenna  Circuit. — The  antenna  circuit  is 
adjusted  to  the  required  wavelength  in  the  following  ways: 

(1)  If  the  wavelength  of  the  signal  to  be  received  is  shorter  than 
the  natural  or  fundamental  wavelength  of  the  antenna,  we  would  cut 
out  all  of  inductance  L,  the  loading  coil,  by  means  of  the  switch  SW  and 
then  open  switch  SIT2  to  cut  in  the  capacity  of  condenser  C.  Now  reduce 
inductance  at  L\  by  cutting  out  turns  with  switch  SWi  and  this,  we 
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know,  will  reduce  the  wavelength.  Always  retain  sufficient  inductance 
in  this  coil  to  produce  a  strong  magnetic  field  around  it  to  be  utilized 
for  transferring  energy  from  Lx  to  the  receiver  circuits  which  will  be 
shown  later. 

Placing  condenser  C  in  the  circuit  in  series  with  the  antenna  and 
ground  reduces  the  capacity  of  the  circuit  in  the  same  manner  that 
the  capacity  of  any  oscillatory  circuit  is  reduced  when  two  condensers 
are  connected  in  series.  The  resultant  capacity  is  always  less  than  the 
capacity  of  the  smallest  condenser.  This  is  easy  to  understand  if  we 
consider  that  the  distributed  capacity  between  antenna  and  ground 
forms  an  effective  condenser  of  a  definite  size,  and  the  variable  con¬ 
denser  C  is  really  placed  in  series  with  the  antenna  capacity.  After 
lowering  the  wavelength  in  this  manner  the  value  of  capacity  in  con¬ 
denser  C  is  either  increased  or  decreased,  as  the  case  may  be,  until  the 
exact  wavelength  is  obtained. 

(2)  If,  on  the  other  hand,  the  wavelength  of  the  signal  is  longer  than 
the  natural  wavelength  of  the  antenna,  the  series  condenser  must  be 
cut  out  of  the  circuit  by  closing  switch  SW2,  and  then  increasing  the 
inductance  of  the  circuit  by  adding  turns  of  wire  at  inductance  Lx  by 
manipulating  switch  /STTi.  As  previously  stated,  it  may  also  be  neces¬ 
sary  to  add  inductance  at  the  loading  coil  L  on  the  very  long  waves. 

Two  important  facts  have  been  established  concerning  the  tuning 
of  the  receiving  circuits: 

(1)  Increasing  inductance  or  capacity  or  both  will  increase  the 
wavelength  and  decrease  the  frequency. 

(2)  Decreasing  the  amount  of  inductance  or  capacity  or  both 
used  will  lower  the  wavelength  and  increase  the  frequency. 

Tuning  Elements, — The  prime  difference  between  the  tuning  ele¬ 
ments  of  a  transmitting  antenna  and  a  receiving  antenna  lies  in  the 
contrast  of  the  physical  dimensions  and  construction  of  coils  and  con¬ 
densers,  for  equal  values  of  inductance  and  capacity,  respectively.  The 
electrical  values  are  known  as  the  constants  of  the  circuit. 

The  inductances  employed  in  the  circuits  of  transmitters  consist  of 
either  solid  copper  wire  or  tubing  wound  in  the  form  of  a  cylinder  or 
helix.  Other  coils  consist  of  a  flat  spiral  of  copper  ribbon  placed  edge¬ 
wise  and  are  generally  known  as  the  pancake  type.  In  either  type  it 
is  desirable  to  provide  a  continuous  variation  of  the  inductance  by 
means  of  a  sliding  clip,  so  that  the  turns  of  wire  can  be  gone  over  inch 
by  inch.  The  adjacent  turns  are  well  insulated  from  one  another  and 
separated  by  various  distances  approximating  one-half  to  one  inch  to 
prevent  sparking  between  them  due  to  the  high  voltages  impressed 
across  the  winding. 
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The  transmitting  condensers  are  also  built  very  ruggedly  to  with¬ 
stand  rupture  and  breakdown  due  to  the  high  potential  surges  in  the 
system.  The  mica  and  foil  moulded  type  condenser  is  gradually 
replacing  all  other  types.  It  consists  of  a  thousand  or  more  alternate 
thin  sheets  of  mica  and  foil  placed  in  an  aluminum  casing.  A  high- 
voltage  condenser  of  this  type,  having  a  capacitance  of  the  order  of 
0.002  microfarad  is  generally  about  six  or  eight  times  as  large  in  physical 
dimensions  as  a  variable  air-type  receiving  condenser  with  a  similar 
capacitance  rating.  These  preliminary  facts  are  given  to  show  that 
while  tuning  appliances  used  in  a  transmitter  and  receiver  function 
alike  in  providing  the  desired  wavelength  or  frequency  and  also,  the 
individual  inductances  and  condensers  in  either  equipment  may  have 
equal  electrical  values,  yet  the  receiving  apparatus  will  be  much  smaller 
and  of  more  delicate  construction.  This  is  accountable,  of  course, 
owing  to  the  extremely  low  voltages  induced  in  the  circuits  of  the 
receiver. 

The  variable  air-type  condenser  employed  in  practically  all  of  the 
present-day  receivers  for  tuning  purposes  consists  of  a  number  of  semi¬ 
circular  metal  plates  connected  together,  and  held  rigidly  parallel  to 
one  another  by  means  of  spacers  which  also  provide  sufficient  separation 
to  allow  a  second  set  of  metal  plates  to  pass  in  between  them.  The 
second  set  is  mounted  on  a  shaft  which  permits  one  set  to  revolve  within 
the  other.  The  air  between  the  fixed  plates  (stationary  plates)  and 
the  movable  plates  (rotor  plates)  acts  as  the  dielectric. 

When  the  movable  (rotor)  plates  are  rotated  until  they  occupy  a 
position  entirely  within  the  stationary  (stator)  plates  the  capacity  of 
the  condenser  is  at  its  maximum.  On  the  other  hand,  when  the  rotor 
plates  are  turned  or  moved  out  of  effective  relationship  with  the  stator 
plates,  that  is,  when  no  part  of  the  surface  of  either  set  occupies  a  posi¬ 
tion  under  another,  the  capacity  of  the  condenser  is  at  minimum.  An 
indicator  pointer  is  attached  to  the  rotor  plates.  If  the  pointer  is 
moved  across  a  scale,  calibrated  in  degrees,  or  directly  in  kilocycles,  its 
position  will  denote  the  effective  relationship  of  the  plates,  thus  indi¬ 
cating  the  proportional  change  in  capacity  values  for  all  intermediate 
positions  between  minimum  and  maximum. 

The  capacity  of  a  variable  condenser  for  receiving  purposes  rarely 
exceeds  0.0015  microfarad,  more  common  values  being  about  0.001 
mfd.,  0.0005  mfd.,  and  0.00035  mfd. 

The  condenser  plates  are  usually  made  of  either  copper  or  aluminum 
stampings  and  must  be  of  a  low  resistance  material.  The  resistance  of 
the  plates,  together  with  any  resistance  at  the  plate  joints  and  pig-tail 
connections,  will  have  the  same  effect  as  would  a  similar  amount  of 
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resistance  inserted  in  series  with  the  condenser  capacity.  This  is 
spoken  of  as  the  series  resistance  of  a  condenser  and  it  must  be  kept  at 
a  minimum  by  careful  design  and  assembly  of  the  condenser. 

The  receiver  antenna  tuning  inductance  may  consist  of  a  single 
layer  solenoid  winding,  tapped  at  intervals  along  the  coil  and  connec¬ 
tions  brought  to  a  tap  switch,  by  which  the  inductance  may  be  regu¬ 
lated.  In  some  types  of  commercial  receivers  in  present  use  on  ships 
the  antenna  inductance  is  tapped  every  ten  turns  and  leads  brought 
to  a  tens  switch.  The  first  ten  turns  on  the  coil  are  tapped  at  every 
turn  and  leads  brought  to  a  units  switch.  This  gives  a  close  variation 
of  inductance  by  correct  amounts  of  turns  in  steps  of  ten  and  single 
turns.  For  example,  if  ten  turns  are  cut  in  at  the  tens  switch  and 
one  turn  is  cut  in  at  the  units  switch,  the  circuit  will  include  eleven 
turns. 

The  present-day  broadcast  receiver  operating  within  the  limited 
band  of  wavelengths  allocated  for  that  purpose  does  not  usually  pro¬ 
vide  for  any  variation  of  antenna  inductance  and  depends  only  upon 
the  adjustment  of  variable  condensers  in  the  tuned  circuits  which  are 
connected  to  the  antenna  system  to  provide  the  necessary  changes  in 
wavelength.  The  antenna  inductance  is  sometimes  tapped,  however, 
with  leads  brought  to  connections  marked  long ,  medium  and  short  for  the 
purpose  of  permitting  one  to  find  the  best  point  for  maximum  signal 
current,  according  to  the  dimensions  of  the  antenna  used. 

It  is  apparent  that  there  are  a  great  many  varieties  of  construction 
placed  upon  tuning  inductances,  but  in  general  the  function  and  prin¬ 
ciples  upon  which  they  operate  are  the  same  as  those  outlined  in  this 
chapter. 

Inductance  in  General. — There  have  been  many  and  varied  types  of 
windings  used  for  tuning  inductances.  The  methods  of  winding  all 
coils  are  intended  to  keep  the  distributed  capacity  to  a  minimum  in 
order  to  increase  the  range  over  which  any  one  coil  may  be  used  when 
tuned  with  a  variable  condenser  having  a  specified  capacitance.  What 
is  more  important,  the  efficiency  of  the  inductance  is  increased  by 
keeping  the  dielectric  losses  to  a  minimum.  The  space  separating 
adjacent  turns  acts  as  a  dielectric  and  this  self-capacity  of  the  coil, 
with  its  inductance,  forms  a  closed  oscillatory  circuit.  Radio-frequency 
currents  oscillating  through  such  a  circuit  represent  a  loss  due  to  the 
dissipation  of  part  of  the  signal  energy.  Also,  the  self-inductance  of 
the  coil  is  altered  as  a  consequence. 

The  self-supported  type  of  coil,  called  the  honeycomb  or  duo-lateral 
coil,  reduces  distributed  capacity  by  a  peculiar  method  of  winding. 
The  wires  of  alternate  layers  are  not  laid  directly  above  one  another, 
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but  are  so  arranged  that  in  alternate  layers  all  parallel  wires  fall  in 
between  those  of  the  preceding  and  following  alternate  layers.  The 
turns  of  one  layer  cross  those  of  the  following  layer  at  an  angle,  giving 
the  finished  coil  a  cellular  appearance. 

The  self-capacity  of  a  coil  may  also  be  minimized  by  employing  the 
so-called  bank  winding .  This  winding  differs  essentially  from  a  double¬ 
layer  wound  coil,  the  latter  being  wound  first  with  one  layer  and  the 
second  layer  wound  back  on  top  of  the  first  layer,  so  that  the  first  and 
last  turns  of  the  coil  are  adjacent.  In  the  bank  winding,  instead  of 
winding  one  layer  complete,  and  then  winding  the  next  layer  back  over 
the  first,  as  in  the  case  just  cited,  one  turn  is  wound  successively  in  each 
of  the  layers,  the  winding  proceeding  from  one  end  of  the  coil  to  the 
other. 

Figure  181  shows  how  the  bank-wound  coil  of  two  layers  is  con¬ 
structed,  the  turns  being  indicated  by 
numbers  1,  3,  2,  5,  etc.  The  maximum 
difference  in  potential  across  three 
turns  corresponds  to  the  e.m.f.  between 
adjacent  turns.  A  threaded  or  grooved 
cylindrical  insulated  form  is  used  to 
prevent  the  wire  from  slipping  during 
the  process  of  winding.  It  can  be  seen 
that  by  this  method  of  winding  the 
first  and  last  turns  are  separated  by 
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Fig.  181. — Bank- wound  inductance 
used  to  reduce  distributed  capacity 
effects. 


a  considerable  distance — in  fact,  the  full  length  of  the  coil. 

In  the  double-l-ayer-wound  type  (not  bank-wound)  there  is  a  high 
voltage  between  the  turns  of  the  two  layers,  for  we  know  that  the 
e.m.f.  induced  in  a  coil  is  dependent  upon  the  voltage  induced  across 
one  turn  times  the  number  of  turns  of  wire. 


In  the  commercial  short  and  long-wave  receivers  the  coils  are  gen¬ 
erally  bank-wound  because  of  the  large  number  of  turns  required  to 
increase  the  inductance  sufficiently  to  respond  over  the  entire  wave¬ 
length  range  of  the  receiver. 

For  the  reception  of  signals  in  the  wavelength  range,  beginning  at 
about  1000  meters  and  extending  down  to  200  meters,  or  a  little  less, 
the  single-layer-wound  coil  has  become  the  standard  form  of  inductance. 
The  conductors  or  turns  are  wound  in  a  continuous  layer  on  an  insu¬ 
lated  cylindrical  form  having  a  specified  diameter  and  length.  A  coil 
of  this  kind  is  also  known  as  the  solenoid  type. 

The  pitch  of  the  turns  governs  the  number  of  turns  that  can  be 
wound  in  a  given  length.  To  reduce  the  effects  of  distributed  capacity, 
especially  at  the  lower  waves,  or  the  high  frequencies,  the  turns  may 
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be  space  wound.  The  pitch  of  the  wire  determines  the  spacing  and 
this  may  be  controlled  by  grooving  the  tubing  and  laying  the  wire  in 
these  grooves.  The  winding  is  sometimes  secured  in  place  by  dipping 
or  spraying  the  completed  coil  with  a  lacquer  composition.  A  coil 
wound  on  a  rigid  form  possesses  a  greater  constancy  of  inductance  than 
one  of  the  self-supported  type,  because  the  latter  does  not  maintain 
an  accurate  inductance  value  after  being  subjected  to  ordinary  mechani¬ 
cal  stresses. 

The  inductances  in  short-wave  circuits  operating  below  perhaps  200 
meters  are  of  the  solenoid  type,  but  generally  they  are  not  wound  on  a 
solid  insulated  tubing  form.  The  coils  are  sometimes  made  up  without 
tubing  by  the  use  of  a  very  heavy  solid  copper  wire  or  ribbon  wire  wound 
edgewise  to  secure  the  proper  rigidity  to  maintain  its  shape  under 
mechanical  stresses;  or  a  smaller-sized  wire  may  be  used  and  wound 
on  a  notched  form  with  the  conductors  supported  only  at  intervals;  or 
the  conductors  may  be  held  in  position  by  thin  strips  of  insulator 
material. 

Radio-frequency  coils  may  be  wound  in  the  manner  as  shown  in 
Fig.  182.  While  this  coil  is  a  single-layer-wound  inductance  the  turns 
do  not  begin  at  one  end  of 
the  form  and  finish  at  the 
opposite  end.  It  can  be 
observed  that  this  unit  is 
a  transformer  consisting  of 
two  separate  windings.  Let 
us  consider  only  the  sec¬ 
ondary  winding;  the  first 
half  is  wound  beginning  at 
A  in  the  direction  indi¬ 
cated  by  the  arrows,  and 
finishes  at  E.  A  splice  is  made  at  E  and  the  second  half  is  wound 
toward  the  first  half,  but  in  the  opposite  direction  as  indicated  by  the 
arrows.  This  is  called  astatic  winding.  In  certain  types  of  receivers, 
radio-frequency  transformers  and  oscillator  coupling  coils  are  wound 
astatically  to  prevent  electrostatic  coupling.  This  reduces  induction 
from  other  parts  of  the  circuit. 

For  radio-frequency  circuits  iron  cores  are  not  used  in  inductances. 
The  iron  would  tend  to  set  up  its  own  magnetic  flux,  thus  increasing  the 
inductive  reactance  of  the  coil  for  the  very  high  frequencies.  This 
added  reactance  opposition  would  not  permit  the  rapidly  reversing  cur¬ 
rents  to  reach  a  maximum  value  at  each  alternation.  The  loss  in  radio 
signal  power  increases  with  the  frequency.  Iron  is  sometimes  used  as 


Fig.  182. — A  method  of  constructing  an  astatically 
wound  transformer. 
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a  core  in  intermediate  transformers  and  always  in  audio-frequency 
transformers. 

It  is  now  quite  clear  that  all  inductances  (coils)  possess  three  elec¬ 
trical  properties :  inductance ,  resistance  of  its  conductors,  and  capacitance 
(distributed  between  the  adjacent  turns). 

Tuning  inductances  vary  in  value  from  about  1  microhenry  to 
125  millihenrys.  For  example,  a  certain  inductance  having  3.0  milli¬ 
henry  s  maximum  inductance  when  used  in  conjunction  with  a  variable 
tuning  condenser  having  a  maximum  capacitance  of  0.001  microfarad 
will  cover  an  approximate  range  of  400  to  3000  meters.  Another  type 
coil  of  0.040  millihenry,  when  shunted  by  a  condenser  of  similar  size, 
will  respond  to  a  wavelength  range  between  130  and  375  meters,  approx¬ 
imately. 

The  Variometer. — A  variometer  is  a  device  which  may  be  inserted  in 
an  antenna  to  provide  a  close  and  continuous  variation  of  the  induc¬ 
tance.  The  variometer  may  be  placed  in  series  with  the  main  tuning 
inductance  to  obtain  fine  tuning,  which  is  not  possible  with  main  induc¬ 
tance.  In  some  of  the  older  type  sets  the  variometer  was  often  used 
as  the  only  inductance.  The  antenna  circuit  may  be  tuned  sharply  to 
a  given  wavelength  by  the  variometer  because  its  construction  permits 
a  precise  limited  range  of  inductance  variation. 

The  variometer  consists  of  insulated  wire  wound  on  two  tubes  (or 
forms)  of  insulating  material  usually  spherical  in  shape,  one  smaller 
and  revolving  within  the  other.  In  some  types  a  space  of  approxi¬ 
mately  one-quarter  inch  is  left  in  the  middle  of  the  windings  to  pass  a 
shaft  which  is  connected  to  the  inner  or  rotor  form.  The  same  amount 
of  wire  is  placed  on  the  inner  and  outer  form  and  the  two  coils 
are  connected  in  series. 

If  the  inner  winding  or  rotor  is  turned  so  that  the  magnetic  field 
which  is  produced  about  its  turns,  when  current  flows,  is  in  such  direc¬ 
tion  to  the  magnetic  field  produced  about  the  fixed  or  stator  coil  that 
the  fields  aid,  then  the  inductance  of  the  two  coils  will  be  maximum. 
If  the  inner  coil  is  now  turned  one-half  revolution  from  the  position 
where  the  two  fields  coincide  to  a  position  where  the  direction  of  the 
windings  is  not  the  same  in  the  coils,  the  two  magnetic  fields  will  oppose 
or  annul  and  the  self-inductance  of  the  coils  will  be  minimum.  The 
inductance  of  the  variometer  is  thus  changed  throughout  a  continuous 
range,  with  the  intermediate  values  depending  upon  the  angular  rela¬ 
tion  which  the  inner  coil  bears  to  the  outer  coil. 

The  variometer  is  extensively  used  as  standard  equipment  in  com¬ 
mercial  tube  transmitters  for  close  tuning.  The  general  construction 
of  the  variometer  and  principles  of  operation  will  be  found  alike,  whether 
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used  in  the  receiver  or  transmitter  circuits,  excepting  only  that  when 
employed  in  the  transmitter  this  device  is  somewhat  larger  in  physical 
dimensions  and  more  rugged  in  design.  The  photographs  in  the  sec¬ 
tion  of  the  text  describing  the  commercial  tube  transmitters  show  clearly 
the  customary  design  of  a  variometer. 

Elementary  Functioning  of  a  Transmitter. — A  brief  summary  fol¬ 
lows  telling  what  the  student  should  know  concerning  the  entire  process 
involved  in  the  induction  of  oscillating  currents  in  a  receiver  antenna, 
starting  at  the  transmitting  apparatus.  The  following  brief  explanation 
is  presented  solely  for  the  purpose  of  enabling  the  student  to  better 
understand  the  principles  underlying  reception.  The  explanation  is 
simplified  by  employing  in  this  description  the  action  of  a  spark  trans¬ 
mitter. 

(а)  Power  for  the  d-c.  motor  of  the  transmitter  is  drawn  from  the 
ship’s  direct  current  generator,  usually  110  volts.  The  d-c.  motor 
drives  an  alternating  current  generator  which  produces  an  alternating 
voltage  of  100  volts  a-c.  or  more  and  at  a  frequency  which  is  usually 
500  cycles  in  the  modern  spark  transmitter. 

(б)  The  adjacent  field  poles  on  the  a-c.  generator  are  of  opposite 
polarity.  As  the  armature  coils  rotate  past  the  poles  an  alternation  of 
the  e.m.f.  is  induced  in  the  coils  first  in  one  direction  and  then  in  the 
opposite  direction  while  passing  successively  through  the  magnetic 
fields  produced  by  each  pole.  One  cycle  consists  of  two  alternations; 
therefore,  the  frequency  will  depend  upon  the  speed  of  rotation  and  the 
number  of  field  poles  divided  by  two. 

(c)  The  Morse  hand  key  which  forms  the  dots  and  dashes  is  con¬ 
nected  in  the  circuit  of  the  generator  armature.  When  the  key  is 
closed  alternating  current  will  flow  through  the  primary  winding  of  the 
step-up  power  transformer. 

(d)  By  the  action  of  the  transformer  the  low  voltage  a-c.  is  raised 
(stepped-up)  in  value  to  an  e.m.f.  ranging  from  7000  volts  a-c.  and 
upward  in  the  secondary  winding,  but  at  the  same  frequency  as  the 
generated  current.  The  secondary  potential  rarely  exceeds  15,000 
volts  under  normal  operation. 

(e)  The  high  potential  condensers  are  charged  to  maximum  voltage 
at  each  alternation  of  the  charging  current,  when  either  a  quenched 
type  or  synchronous  rotary-type  gap  is  used.  In  the  case  of  a  500- 
cycle  charging  current  the  condensers  are  charged  1000  times  per  second. 

(/)  The  condensers  upon  reaching  their  peak  voltage  immediately 
discharge  across  the  gap  and  through  the  primary  of  the  oscillation 
transformer.  Each  discharge  consists  of  a  train  of  a  number  of  high 
frequency  oscillations  which  diminish  in  amplitude  and  rapidly  die  out. 
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The  oscillations  flowing  in  the  primary  or  closed  circuit  are  not  constant 
in  amplitude,  for  the  strength  of  the  energy  in  each  successive  oscilla¬ 
tion  decreases.  The  oscillations  produced  by  the  spark  discharge  of 
the  condenser  are  called  damped  oscillations .  One  train  or  group  of 
damped  oscillations  is  produced  for  each  spark  discharge.  Hence,  the 
frequency  at  which  the  groups  or  trains  occur  is  equal  in  number  to  the 
alternations  of  the  generator,  when  employing  either  type  of  gap  stated 
in  paragraph  (e).  However,  the  frequency  of  the  individual  oscillations 
which  comprise  the  damped  wave  trains  is  determined  by  the  induc¬ 
tance  and  capacity  of  the  closed  circuit. 

{g)  The  trains  of  damped  oscillations  flowing  in  the  closed  circuit 
produce  an  alternating  magnetic  field  which  surrounds  the  primary 
inductance  of  the  oscillation  transformer.  By  the  phenomenon  of 
electromagnetic  induction,  oscillations  are  induced  in  the  secondary, 
which  is  part  of  the  antenna  or  open  circuit. 

( h )  The  oscillations  flowing  in  the  antenna  will  cause  a  large  electric 
field  to  be  created  around  the  antenna.  Energy  in  the  oscillations  will 
radiate  in  part  in  the  form  of  an  electric  wave  motion.  The  length  of 
a  single  wave  is  equal  to  the  velocity  of  the  wave  motion  per  second 
(300,000,000  meters)  divided  by  the  number  of  waves  that  would  be 
produced  in  one  second.  This  means  the  number  or  rate  of  production 
per  second  and  not  the  actual  number  that  occur.  One  group  or  one- 
wave  train  might  consist  of  25  to  100  complete  damped  oscillations. 
During  an  interval  of  a  fraction  of  a  second,  while  the  condensers  are 
charging,  no  oscillations  are  produced.  Successive  spark  discharges  will 
cause  the  antenna  system  to  be  set  into  oscillation  and  groups  of  damped 
waves  will  be  radiated  (see  Fig.  185). 

(i)  If  the  receiving  antenna  is  adjusted  to  electrical  resonance  with 
the  oscillations  in  the  transmitter  antenna,  both  having  the  same  wave¬ 
length,  the  advancing  wave  motion  in  space  will  induce  in  the  receiving 
antenna  groups  of  damped  oscillations  flowing  at  the  same  frequency. 
In  this  case  1000  groups  of  damped  radio-frequency  oscillations  will 
flow  in  the  receiving  antenna,  and  the  frequency  of  each  oscillation  will 
be  determined,  as  stated  before,  by  the  inductance  and  capacity  values 
of  the  sending  antenna  system. 

O')  By  appropriate  devices  in  the  receiver  the  presence  of  the 
oscillating  currents  can  be  detected  and  made  to  operate  a  sound¬ 
making  instrument,  such  as  a  telephone  receiver. 

There  are  two  general  types  of  transmitters:  (1)  those  which  gen¬ 
erate  and  radiate  damped  waves ;  and  (2)  those  which  generate  and 
radiate  undamped  or  continuous  waves.  There  are  two  general  types 
of  receivers  in  use  for  damped  and  undamped  waves.  It  will  be  ex- 
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plained  later  that  some  types  of  receiving  circuits  are  designed  to  permit 
reception  of  the  signals  from  either  type  of  transmitter. 

Methods  of  Detecting  Oscillating  Currents. — There  are  two  general 
types  of  detectors  which  are  capable  of  altering  the  radio-frequency 
oscillations  into  currents  suitable  for  operation  of  the  indicating  device, 
the  telephone  receivers. 

The  two  classes  of  detectors  are  the  crystal  rectifier  and  the  three- 
element  vacuum  tube . 

Some  types  of  crystals  depend  for  their  operation  upon  the  principles 
of  rectification,  the  crystals  having  the  property  of  converting  the 
radio-frequency  oscillations  into  a  uni-directional  current.  The  crystal 
detectors  of  this  type  are  very  sensitive  and  function  without  the  aid  of 
a  local  battery,  because  they  possess  the  inherent  properties  of  uni¬ 
directional  conductivity  (rectification),  which  means  that  the  crystal 
will  permit  a  very  large  current  flow  in  one  direction  and  a  very  small 
current,  or  none  at  all,  in  the  opposite  direction. 

Crystal  detectors  which  function  without  local  battery  are :  Galena, 
silicon,  iron  pyrites  and  zincite  used  with  bornite.  Galena  is  one  of 
the  most  sensitive,  being  a  natural  crystal,  sulphide  of  lead. 

Other  crystals  operate  on  the  principle  of  rectification  combined 
with  the  ability  of  the  received  rectified  currents  to  control  the  steady 
flow  of  current  furnished  by  a  local  battery,  and  thereby  produce  a 
pulsating  direct  current  to  flow  in  the  telephone  receivers. 

Crystal  detectors  which  function  with  a  local  battery  require  the 
use  of  a  potentiometer,  to  be  explained  later,  and  are:  Carborundum, 
and  sometimes  zincite-bomite.  Carborundum  is  considered  one  of  the 
most  reliable  crystals  having  a  fair  degree  of  sensitivity.  (Carborun¬ 
dum  is  a  crystal  manufactured  by  The  Carborundum  Company,  and 
the  name  of  the  crystal  is  a  regis¬ 
tered  trademark.) 

There  are  a  variety  of  crystal 
holders,  one  of  which  is  shown  in  Crystal-,: 

Fig.  183,  where  the  crystal  is  _ 

mounted  in  a  small  cup  made  of  B _ 

brass  with  the  crystal  partly  em- 
bedded  in  some  soft  metal  such  as  Fiq  183  _a  mounted  crysta,  detector- 
Wood’s  metal.  A  fine  spring  wire 

mounted  on  a  movable  arm  (ball  and  socket  joint)  enables  light  con¬ 
tact  to  be  made  on  any  part  of  the  surface  of  the  opposing  crystal. 

The  crystal  detector  can  be  employed  in  a  receiving  circuit  to  pro¬ 
duce  audible  sounds  in  the  telephones  from  oscillations  induced  in  the 
antenna  by  damped  waves ,  modulated  continuous  waves  and  interrupted 
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continuous  waves  (i.c.w.),  but  it  will  not  respond  to  continuous  waves 
(c.  w.) 

The  crystal  may  be  found  in  a  few  commercial  receivers  at  the 
present  time.  It  is  included  in  the  equipment  mainly  as  an  auxiliary 
detector  in  the  event  of  a  total  breakdown  of  the  vacuum  tube,  which 
has  now  practically  superseded  all  other  types  of  detectors.  The  crys¬ 
tal  is  often  used  in  reflex  receivers,  because  it  gives  a  very  natural 
and  pleasing  reproduction  of  the  voice  and  music,  but  in  general  the 
crystals  lack  stability  and  requires  frequent  adjustment. 

A  Simple  Receiver  Employing  a  Crystal  Detector. — The  fundamen¬ 
tal  action  involved  in  modern  receiving  equipment 
no  doubt  can  be  best  explained  by  a  simple  receiving 
circuit  consisting  of:  (1)  an  antenna;  (2)  a  tuning 
inductance;  (3)  a  crystal  detector;  (4)  telephone  re¬ 
ceivers  which  produce  audible  sounds  indicating  the 
presence  of  the  oscillations;  (5)  the  ground.  The 
arrangement  of  the  apparatus  is  illustrated  in  Fig. 
184. 

Let  the  incoming  oscillations  impinged  on  the 
receiving  antenna  consist  of  wave  trains,  or  groups  of 
damped  oscillations,  shown  in  Fig.  185.  Two  groups 
of  damped  oscillations  are  shown  in  the  upper  curve 
A}  consisting  of  only  four  oscillations  each.  There  is 
Fig.  184.— A  sim-  an  larval  between  the  two  groups.  It  must  be 
PG  racircuitCeiVmg  kept  mind  that  from  25  to  100  oscillations  may 
constitute  a  wave  train.  Only  four  oscillations  per 
group  are  shown,  to  simplify  the  explanation. 

We  know  that  the  induced  currents  are  very  feeble,  and  that  the 
ordinary  radio  telephone  receivers  are  very  sensitive  indicators  of  minute 
electric  currents.  So  let  us  consider  first  why  it  is  impracticable  to 
place  headphones  in  the  antenna  circuit  to  register  high  frequency 
currents.  Due  to  the  inertia  of  the  telephone  diaphragms  by  reason  of 
their  weight,  mass  and  degree  of  flexibility,  they  will  not  respond  to 
vibrations  in  excess  of  perhaps  15,000  cycles  per  second.  In  fact,  even 
though  the  diaphragms  might  be  capable  of  moving  back  and  forth 
10,000  times  per  second,  the  sound  waves  produced  by  their  motion 
doubtless  would  bfe  inaudible  to  the  average  human  ear.  For  a  600- 
meter  wave  the  oscillations  flow  at  a  frequency  of  500,000  cycles  per 
second,  and  for  a  wavelength  of  300  meters,  1,000,000  cycles  per 
second. 

These  physical  limitations  of  both  the  human  ear  and  the  telephone 
diaphragms  make  it  imperative  to  alter  the  radio-frequency  current  into 
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current  which  will  flow  at  a  low  frequency,  one  within  the  range  of 
audibility. 

This  action  is  called  detection  and  the  device  necessary  to  convert 
the  radio-frequency  current  is  known  as  the  detector.  It  might  be 
said  that  neither  a  crystal  nor  a  vacuum  tube  really  detects,  for  both 
merely  convert  the  radio-frequency  energy  into  a  form  suitable  to 
operate  the  indicating  device.  The  telephone  receivers  connected  in 


Groups  of  Radio  *  Frequency  Oscillations  (Damped  Waves) 
Received  from  Spark  Transmitter 


-  Average  Effect  of  Radio  Frequency  Current  in  each  Wave  Train 


Fig.  185. — How  a  crystal  detector  serves  to  rectify  a  received  radio  signal,  and  the 
resultant  effect  produced  on  the  telephone  diaphragms. 

series  with  the  crystal  really  constitutes  a  detector.  Likewise  this  is 
true  of  a  vacuum  tube  and  phones. 

The  action  of  the  simple  receiving  circuit  of  Fig.  184  is  as  follows: 
The  crystal,  owing  to  its  properties  of  rectification,  will  offer  a  cer¬ 
tain  resistance  to  current  flowing  through  in  one  direction,  but  a  very 
much  greater  resistance  to  current  which  attemtps  to  flow  in  the  other 
direction.  Let  us  assume  that  the  damped  waves  depicted  in  A  of 
Fig.  185  strike  the  receiving  antenna. 

Suppose  current  during  the  positive  half-cycle  of  one  oscillation 
flows  readily  through  the  crystal  and  that  this  current  passes  from  the 
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ground  upward,  then  during  the  negative  half-cycle  it  will  be  impeded 
by  the  high  resistance  of  the  crystal  and  very  little  or  no  current  will 
flow.  Then  the  positive  alternations  will  traverse  the  complete  antenna 
circuit  to  ground,  whereas  the  negative  alternations  will  be  eliminated 
or  cut  off. 

Hence,  the  rectified  oscillations  build  up  a  charge  on  the  antenna 
side  of  the  crystal,  which  energy,  at  the  termination  of  a  wave-train 
group,  leaks  to  the  ground  through  the  windings  of  the  telephone 
receivers  with  impulsive  effects. 

The  rectified  current  is  shown  by  the  curves  in  B ,  Fig.  185,  consist¬ 
ing  of  uni-directional  impulses  of  current.  The  diaphragms  of  the  tele¬ 
phones  cannot  follow  the  individual  pulsations  a,  6,  c  and  dy  but  they 
will  respond  to  the  average  change  ip  current  which  these  pulsations 
represent.  The  average  change  is  shown  by  the  heavy  curved  line  in 
curve  C,  when  the  telephones  are  shunted  by  a  fixed  condenser,  to  be 
explained  later.  The  group  of  pulsations  from  a  to  d  will  build  up  the 
current  in  the  magnet  coils  of  the  telephones  and  this  will  attract  the 
diaphragms.  When  the  current  falls  to  zero  at  the  termination  of  each 
group,  the  diaphragms  will  be  released  and  spring  back  to  their  normal 
positions,  thus  giving  one  deflection  which  creates  one  sound  wave  or 
click. 

It  has  been  shown  that  rectification  of  the  radio-frequency  oscillations 
or  detection  of  the  energy  has  actually  occurred  as  evidenced  by  the  audible 
sounds  reproduced  by  the  receivers. 

One  click  will  be  heard  for  each  group  of  oscillations  received;  there¬ 
fore,  if  the  distant  spark  transmitter  is  radiating  1000  groups  per  sec¬ 
ond,  which  is  called  the  group  or  spark  frequency ,  the  diaphragms  will  be 
attracted  to  the  electromagnets  of  the  receivers  1000  times  and  we  can 
detect  the  presence  of  the  energy  by  the  1000-cycle  note  produced  by 
the  vibrating  diaphragms. 

The  energy  is  received  only  when  the  key  of  the  transmitter  is 
depressed.  Since  the  key  is  closed  to  form  dots  and  dashes,  the  dashes 
being  approximately  three  times  as  long  as  a  dot,  the  series  of  rapid 
movements  of  the  diaphragms  will  reproduce  the  dots  and  dashes,  and 
thus  convey  the  substance  of  the  message  transmitted  in  code  form. 

Crystal  Detector  Functioning  with  Local  Battery. — It  has  been  shown 
that  the  crystal  possesses  the  property  of  uni-directional  conductivity, 
because,  as  illustrated  in  A  of  Fig.  185  the  radio-frequency  oscillations 
produce  substantially  equal  and  opposite  variations  of  potential  across 
the  detector  during  each  half-cycle,  although  the  current  only  flows 
through  on  either  the  positive  or  negative  half-cycles,  as  the  case  may 
be,  as  shown  by  the  pulsations  of  rectified  current  in  curve  B .  The 


POTENTIOMETER 


309 


lower  dotted  lines  in  curve  B  between  a,  b,  c1  and  d  indicate  that  a  small 
current  may  pass  in  the  direction  of  greatest  opposition. 

Certain  types  of  crystals,  such  as  galena  and  silicon,  are  highly 
sensitive  to  electrical  oscillations  and  usually  are  delicate  in  holding  a 
permanent  adjustment.  On  the  other  hand,  carborundum  is  less  sen¬ 
sitive,  but  possesses  a  greater  degree  of  stability.  The  latter  type 
depends  upon  the  combined  effects  of  the  energy  in  received  oscillations 
and  current  supplied  by  a  small  local  battery. 

The  application  of  a  weak  battery  current  to  a  carborundum  crystal 
and  telephones  connected  in  series  with  the  crystal  circuit  increases  the 
intensity  of  the  incoming  signals  when  the  current  from  the  battery  is 
closely  regulated  and  flows  through  the  crystal  in  a  definite  direction. 
In  other  words,  the  local  battery  current  passing  in  the  direction  of 
negligible  resistance  and  the  pulsations  of  rectified  current  contribute 
a  greater  total  current  to  actuate  the  telephone  diaphragms. 

Potentiometer. — The  close  regulation  of  the  voltage  applied  to  the 
crystal  is  accomplished  by  connecting  a  potentiometer,  which  is  a 
variable  resistance  of  about  500  ohms,  in  shunt  to  a  battery  of  two  dry 
cells.  The  telephone 
receivers  and  crys¬ 
tal  and  tuning  in¬ 
ductance  are  con¬ 
nected  in  series.  One 
lead  of  this  circuit 
is  then  connected  to 
one  end  of  the  po¬ 
tentiometer,  and 
the  other  lead  of 
the  crystal  circuit  is 
connected  to  the 
arm  of  a  sliding  con¬ 
tact  which  may  be 
moved  across  the  resistance  of  the  potentiometer.  The  wire-wound 
potentiometer  consists  of  a  resistance  wire  of  high-grade  nickel  alloy. 
The  resistance  element  may  be  made  of  graphite,  used  with  a  sliding 
contact  of  carbon  to  minimize  wear  to  the  resistance  sector.  The 
potentiometer  is  different  in  its  application  from  the  ordinary  variable 
resistance,  or  rheostat,  inasmuch  as  it  is  always  shunted  across  the  cir¬ 
cuit  whose  potential  it  is  desired  to  regulate.  Refer  to  diagram  of 
Fig.  186. 

The  voltage  across  the  crystal  circuit  is  then  regulated  to  suit  the 
particular  crystal  being  used  by  moving  the  contact  arm  across  the 


Fig.  186. — An  inductively  coupled  receiver  employing  a 
crystal  detector  in  conjunction  with  a  local  battery. 
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potentiometer.  The  voltage  across  the  entire  potentiometer  winding  is 
equal  to  the  two  dry  cells,  or  approximately  3  volts.  The  crystal  cir¬ 
cuit  is  shunted  across  only  part  of  the  total  resistance.  This  is  deter¬ 
mined  by  the  position  of  the  sliding  contact.  Since  in  normal  opera¬ 
tion  only  a  small  polarizing  e.m.f.  of  about  0.25  volt  is  required,  the 
sliding  contact  will  be  in  such  position  that  only  a  small  amount  of  the 
potentiometer  resistance  will  be  included  across  the  crystal  shunt  cir¬ 
cuit.  Only  a  very  weak  current  will  flow  steadily  through  the  receivers. 
The  leads  connecting  to  the  crystal  must  be  reversed  and  alternately 
tried  to  determine  the  correct  polarity  wherein  the  local  battery  current 
will  build  up  the  strength  of  the  incoming  signal. 

The  potentiometer  is  really  a  voltage  dividing  device,  because  any 
desired  voltage  from  minimum  to  maximum  may  be  obtained  and 
applied  to  the  circuit  connected  between  one  end  of  the  resistance  and 
the  moving  arm.  If  the  slider  is  at  the  end  of  the  resistance  where  only 
a  few  turns  of  the  resistance  wire  are  included  in  the  shunt  crystal  cir¬ 
cuit,  the  voltage  will  be  minimum,  but  if  the  arm  is  moved  toward  the 
opposite  end,  so  that  the  shunt  circuit  is  connected  across  a  greater 
amount  of  the  resistance  wire,  the  voltage  will  increase.  This  follows 
the  law  of  divided  circuits,  for  which  Ohm's  Law  is  applicable.  The 
voltage  drop  across  a  resistance  is  proportional  to  the  size  of  the  resist¬ 
ance  and  the  strength  of  the  current 
flowing  through  it. 

The  sensitive  point  on  the  surface 
of  the  crystal  where  the  rectifying 
properties  will  give  the  highest  sensi¬ 
tivity  is  found  by  exploring  the  sur¬ 
face  with  a  fine  wire.  Since  no  specific 
rule  can  be  recommended  for  finding 
the  sensitive  spot,  it  must  be  deter¬ 
mined  by  experiment  in  adjusting 
the  wire,  both  for  a  given  pressure 
and  position,  until  a  clear  and  loud 
signal  is  heard  in  the  receivers. 

Insofar  as  the  conductivity  of  a 
crystal  in  a  certain  direction  is  con¬ 
cerned,  it  does  not  behave  in  the 
same  way  as  the  resistance  of  an 
ordinary  conductor.  If  the  e.m.f.  applied  to  the  carborundum  crystal 
is  made  to  vary  from  a  low  to  a  high  voltage  by  moving  the  contact 
arm  along  the  potentiometer,  and  if  means  are  provided  for  measuring 
the  current  flow  in  the  crystal  circuit  by  inserting  a  sensitive  milliam- 


- *  Applied  E.  M.  F.  is  Provided 

by  the  Potentiometer 
(or  Voltage  Divider) 


Fig.  187. — Showing  that  if  a  crystal 
detector  is  operated  at  a  certain  voltage 
supplied  by  a  small  battery  then  high 
values  of  signal  current  may  be  ex¬ 
pected  for  a  given  incoming  signal. 
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meter  in  series,  it  would  be  found  that  the  current  does  not  increase  in 
direct  proportion  to  the  voltage  increase.  The  current  would  rise  in  a 
characteristic  manner  as  shown  by  the  curve  in  Fig.  187,  where  at  the 
lower  voltages  the  current  increases  rather  slowly,  but  when  a  critical 
point  in  the  e.m.f.  is  reached  the  current  begins  to  increase  much  more 
rapidly,  designated  by  point  0,  and  from  then  on  maximum  equal 
voltage  increases  will  cause  correspondingly  larger  increases  in  current. 

The  current  change  through  the  crystal  does  not  act  in  accordance 
with  Ohm’s  law,  because  the  effective  resistance  of  the  crystal  does  not 
remain  constant,  but  decreases  in  a  non-proportional  manner  when  the 
voltage  across  it  is  increased  beyond  a  certain  critical  value.  A  crystal 
with  a  steep  curve  will  give  the  loudest  signals  when  the  potentiometer 
is  adjusted  so  that  the  normal  flow  of  current  through  the  crystal 
and  telephone  receivers  corresponds  to  the  critical  point  at  the  bend 
in  the  curve.  The  reason  is  that  a  very  weak  e.m.f.  applied  across  the 
crystal  by  the  oscillations  of  an  incoming  signal,  assisted  by  the  e.m.f. 
of  the  local  battery,  will  produce  a  relatively  large  increase  over  the 
normal  steady  flow.  Thus  the  rectified  pulsations  which  actuate  the 
telephone  diaphragms  will  be  of  greater  magnitude. 

It  is  important  that  the  reader  should  understand  this  action  and 
observe  particularly  that  the  best  detection  is  obtained  when  the  crystal 
is  operated  at  the  critical  bend  in  the  characteristic  curve.  The  curve 
is  a  graphic  illustration  of  the  current  changes  caused  by  voltage  regu¬ 
lation  across  the  potentiometer.  It  can  now  be  seen  that  there  is  a  great 
similarity  between  the  crystal  action  when  utilizing  a  potentiometer 
and  the  vacuum  tube  when  employed  as  a  detector,  if  both  detectors 
are  compared  only  insofar  as  the  location  of  the  working  point  on  their 
respective  characteristic  curves  is  concerned.  It  will  be  noted  that  the 
vacuum  tube  detector  is  also  operated  in  the  region  where  its  character¬ 
istic  curve  begins  its  sharp  or  abrupt  increase.  The  working  points 
here  are  compared  only  with  reference  to  the  critical  operating  charac¬ 
teristic  where  a  small  cause  will  produce  a  large  effect. 

When  a  crystal  is  used  in  this  manner  the  incoming  oscillations  con¬ 
trol  the  amount  by  which  the  local  battery  current  is  increased.  The 
action  is  not  alone  one  of  rectification,  but  also  corresponds  to  a  relay. 

When  a  steady  direct  current  flows  through  the  receivers  no  sound 
is  produced,  and  to  move  the  diaphragms  it  is  necessary  that  the  current 
be  changed  in  strength  to  cause  a  change  in  flux  around  the  magnet  coils 
of  the  receivers,  the  loudness  of  the  sound  being  governed  by  the  amount 
of  increase  in  the  current.  If  the  pulsations  of  telephone  current,  as 
shown  in  curve  C  of  Fig.  185,  could  be  enlarged  a  greater  deflection  of 
the  diaphragms  would  be  the  result. 


312 


RECEIVING  CIRCUITS— THEORY  AND  PRACTICE 


The  principal  advantage  of  the  vacuum  tube  used  as  a  detector,  in 
contrast  to  the  crystal,  rests  in  the  fact  that  the  accuracy  in  assembly 
and  design  of  the  tube  determines  its  detecting  qualities,  whereas  the 
characteristics  of  the  crystal  cannot  be  improved  because  these  prop¬ 
erties  are  inherent  in  the  substance. 

In  practical  operation  the  resistance  of  a  crystal,  when  inserted  in 

the  antenna,  would  impede  the 
free  movement  of  the  radio¬ 
frequency  oscillations  and  the 
resonant  tuning  qualities  of  the 
antenna  would  be  affected.  It 
is  obvious,  therefore,  that  the 
crystal  must  be  removed  from 
its  position  directly  in  the  an¬ 
tenna  system  (as  shown  in  Fig. 
184)  in  order  to  form  a  circuit, 
termed  a  local  detector  cir¬ 
cuit,  such  as  the  one  illus¬ 
trated  in  Fig.  186,  or  the  circuit  in  Fig.  188. 

Various  Types  of  Coupling  Employed,  with  Practical  and  Theoreti¬ 
cal  Explanations. — The  following  section  is  one  of  great  importance 
because  the  ability  of  the  reader  or  student  to  comprehend  the  move¬ 
ments  of  radio  power  from  one  circuit  to  another  is  largely  determined 
by  the  knowledge  one  possesses  relating  to  the  subject  of  coupling. 

The  features  that  govern  resonance  under  practical  conditions  are 
described  with  the  view  of  closely  associating  theory  with  practice. 

The  general  scheme  of  detection  has  been  fully  explained  and  the 
purpose  of  the  following  paragraphs  is  to  describe  the  ways  and  means 
for  improving  the  selectivity  and  sensitivity  of  the  receiver  by  various 
methods  of  coupling  the  tuned  circuits,  and  to  increase,  or  amplify,  the 
volume  of  sound  produced  in  the  output  of  the  receiver  for  a  given 
radio  input  power  of  the  incoming  radio-frequency  signal  current. 

There  are  three  types  of  receiving  circuits  which  may  be  classified 
as  follows: 

(1)  Conductively  coupled  receiver — also  called  direct  inductive 

coupling . 

(2)  Inductively  coupled  receiver — or  transformer  coupling, 

(3)  Capacitive  coupling — also  called  condenser  coupling. 

There  are  two  types  of  amplifier  circuits: 

(1)  Radio-frequency  amplification — where  the  signal  currents 


Fig.  18 8. — A  circuit  to  illustrate  the  principles 
of  conductively  coupled  circuits. 
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are  increased  in  magnitude  before  detection .  (Intermediate- 
frequency  amplification  is  classified  with  this  type.) 

(2)  Audio-frequency  amplification — where  the  signal  currents  are 
stepped  up  in  magnitude  after  detection. 

Conductively  Coupled  Receiver. — If  two  circuits  are  associated  in 
such  a  way  that  the  signal  energy  is  transferred  from  one  to  the  other 
by  means  of  an  inductance  which  is  common  to  both  circuits,  the  cir¬ 
cuits  are  said  to.  be  “  conductively  coupled.”  This  type  of  coupling  is 
also  referred  to  as  “  direct  coupling,”  inasmuch  as  part  of  the  turns  of 
a  single  coil  constitute  the  primary  circuit  and  part  the  secondary  circuit. 

The  arrangement  of  the  circuit  is  shown  in  Fig.  188.  The  primary 
or  open  circuit  consists  of  the  antenna,  that  portion  of  the  inductance 
from  A  to  G,  and  the  ground  conductor.  The  secondary  or  closed 
circuit  is  formed  by  the  dector,  the  telephone  receivers,  with  a  fixed 
condenser  shunted  across  them,  and  that  portion  of  the  coil  from 
B  to  G.  It  is  apparent  that  the  turns  of  wire  between  B  and  G  are 
common  to  both  circuits  and  also  that  the  circuits  are  actually  joined 
by  a  metallic  connection,  or,  we  may  say,  electrically  connected.  The 
inductance  used  in  this  way  acts  as  an  auto  transformer.  Single-circuit 
tuner  is  the  term  broadly  applied  to  all  devices  used  in  this  way. 

The  two-slide  tuner ,  now  obsolete,  provided  the  first  means  for  coup¬ 
ling  circuits  conductively  and  at  the  same  time  permitted  individual 
tuning  of  the  circuits  as  follows:  The  frequency  of  the  antenna  circuit 
was  adjusted  by  moving  slide  A  along  the  wire  and  the  frequency  of  the 
closed  or  secondary  circuit  was  adjusted  to  resonance  with  the  antenna 
by  moving  slide  B  along  the  wire.  The  slides  were  guided  by  two  sta¬ 
tionary  rods  mounted  over  the  coil,  the  insulation  being  removed  along 
the  path  of  the  sliders  (or  bare  wire  used)  to  provide  surface  contact. 

The  fundamental  action  of  this  circuit  depends  upon  electromag¬ 
netic  induction,  for  the  oscillating  current  induced  in  the  antenna  by 
a  passing  wave  will  set  up  a  fluctuating  magnetic  field  about  the  turns 
from  A  to  G.  These  magnetic  lines  of  force  thread  through  the  entire 
coil  and  induce  therein  an  oscillating  current  which  flows  from  B  to  G, 
and  then  through  the  detector  circuit.  Part  of  the  current  induced  in 
the  antenna  circuit  flows  by  conduction  directly  to  the  detector,  hence 
the  terms  conductive  coupling  and  direct  conductive  coupling . 

A  variable  tuning  condenser  is  sometimes  connected  between  B 
and  G ,  thus  making  the  circuit  more  efficient,  for  then  the  inductance 
and  capacity  of  the  secondary  may  be  more  nearly  balanced  with  the 
inductance  and  capacity  of  the  primary  to  secure  resonance.  However, 
this  circuit  does  not  possess  the  necessary  selectivity  for  present-day 
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reception  in  eliminating  unwanted  signals,  because  the  coupling  be¬ 
tween  the  circuits  is  altered  considerably  for  each  change  in  wavelength. 
If  more  turns  are  added  in  the  primary  section  of  the  coil  and  fewer 
turns  are  used  in  the  secondary  part,  the  coupling  is  reduced.  The  cir¬ 
cuits  are  then  said  to  be  loosely  coupled,  or  technically  stated,  the 
mutual  inductance  between  the  two  oscillatory  circuits  is  decreased. 

The  conductively  coupled  type  receiver  possesses  only  moderately 
good  selectivity  provided  the  resistances  in  the  respective  circuits  are 
kept  at  a  minimum.  The  introduction  of  resistance  in  any  oscillatory 
circuit  causes  a  waste  of  energy  and  increases  the  decrement  or  broad¬ 
ness  of  tuning  by  the  rapid  dying  away  of  the  induced  oscillating  cur¬ 
rents. 

It  is  advisable  to  keep  in  mind  the  general  coupling  arrangement  of 
this  circuit  because  a  great  many  of  the  modem  vacuum  tube  receivers, 
which  employ  several  stages  of  radio-frequency  amplification  before  the 
signal  currents  are  passed  to  the  detector,  utilize  conductive  coupling 
between  the  antenna  and  the  first  tube.  The  first  tube  is  used  to 
somewhat  amplify  the  radio-frequency  oscillations  flowing  from  the 
antenna.  This  tube  is  merely  used  as  a  coupling  tube  between  the 
antenna  and  the  succeeding  circuits  of  the  receiver. 

In  general,  a  vacuum  tube  circuit  of  the  conductively  coupled  type 
is  untuned  in  receivers  having  more  than  two  stages  of  radio-frequency 
amplification.  Transformer  or  inductive  coupling  is  commonly  used 
in  the  subsequent  radio-frequency  circuits  and  these  are  provided  with 
tuning  adjustments  to  gain  selectivity. 

Inductively  Coupled  Receiver. — Because  of  the  disadvantages  of  the 
single  circuit,  or  conductively  coupled  receiver,  it  becomes  necessary  to 
connect  the  detecting  apparatus  in  a  neighboring  circuit  which  is  not 
directly  connected  to  the  antenna  circuit.  The  circuit  in  Fig.  186 
shows  the  primary  inductance  P  as  part  of  the  antenna  system.  Pri¬ 
mary  P  is  coupled  inductively  to  the  secondary  inductance  S, 

The  transfer  of  energy  from  the  primary  to  the  secondary  is  purely 
through  electromagnetic  induction  which  takes  place  while  a  changing 
magnetic  field  is  produced  around  P  when  oscillating  currents  pass 
through  the  antenna  system.  There  is  no  actual  or  physical  connection 
between  the  coils  of  the  two  circuits;  that  is,  there  is  no  metallic 
connection  between  them. 

Primary  winding  P  and  secondary  S  together  constitute  a  radio¬ 
frequency  transformer.  The  inductance  of  either  one  or  both  of  the 
coils  may  be  altered  by  cutting  in  turns;  that  is,  adding  turns,  or  cutting 
out  turns  as  needed,  by  means  of  a  tap  switch. 

When  one  coil  is  used  to  couple  two  circuits,  as  in  the  direct  or 
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conductively  coupled  receiver,  the  self-inductance  of  the  coil  is  common 
to  both  circuits.  Self-inductance  is  that  property  which  a  coil  possesses 
in  opposing  any  change  of  current  flowing  through  its  windings. 
Thus  any  change  in  adjustment  to  obtain  a  given  wavelength 
materially  affects  the  coupling  and  the  resonant  condition  of  the  two 
circuits.  v 

In  the  conductively  coupled  receiver,  however,  two  distinct  oscilla¬ 
tory  circuits  are  provided.  The  coupling  is  effected  by  means  of  the 
mutual  inductance  between  the  two  coils. 

In  commercial  receivers  the  coupling  is  always  made  variable,  which 
can  be  accomplished  by  varying  either  the  distance  between  the  coils 
or  by  changing  the  angular  relation  of  the  coils. 

The  term  vario-coupler  may  be  applied  broadly  to  any  radio  receiv¬ 
ing  transformer  in  which  the  amount  of  energy  transferred  from  one 
circuit  to  the  other  is  regulated  by  changing  the  degree  of  coupling,  as 
when  changing  the  angular  relationship  between  the  coils. 

Vario-coupler  form  of  winding  refers  sometimes  to  a  particular  type 
of  tuning  instrument  which  consists  of  a  cylindrical  tubing,  usually 
about  3  or  4  in.  in  diameter,  on  which  is  wound  a  large  number  of 
turns  of  wire.  The  antenna  and  ground  conductors  are  attached  to 
this  coil,  which  is  called  the  primary  coil.  The  primary  coil  may  be 
tapped  at  certain  intervals  to  form  two  groups  of  turns,  those  with  taps 
taken  several  turns  apart  and  others  single  turns  apart.  This  is  done 
in  order  to  tune  the  receiver,  thus  effectively  covering  the  wavelength 
changes  within  the  range  of  the  receiver.  A  rotating  element  or  ball 
upon  which  a  certain  number  of  turns  of  wire  are  wound  is  mounted  on 
a  shaft  and  placed  within  the  primary  coil.  The  rotor  coil  is  called  the 
secondary  and  its  terminals  are  joined  by  connecting  leads  to  the  vaeuum 
tube  and  its  associated  circuits.  * 

The  inductive  relationship  between  the  circuits  is  varied  by  rotating 
the  secondary  so  that  its  axis  may  or  may  not  be  in  line  with  the  axis 
of  the  primary  coil.  When  the  windings  on  the  two  coils  lie  parallel, 
that  is,  in  the  same  plane  with  their  axes  in  line,  the  coupling  is  then 
said  to  be  close  or  tighty  but  when  the  center  axes  of  the  coils  are  at  right 
angles  the  coupling  is  minimum  or  loose.  Intermediate  degrees  of  coup¬ 
ling  are  secured  by  rotating  the  secondary  between  the  position  of 
maximum,  or  close,  and  minimum,  or  loose,  coupling. 

Coupling  may  also  be  varied  by  changing  the  distance  between  the 
coils,  as  in  one  form  of  winding  called  the  loose  coupler  where  the  pri¬ 
mary  (the  smaller  coil)  telescopes  the  secondary  (the  larger  coil).  The 
coupling  is  said  to  be  tight  or  close  when  the  coils  are  very  close  together 
(one  completely  within  the  other).  Conversely,  as  the  distance  between 
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them  is  increased,  the  coupling  is  reduced  or  loosened.  The  loose 
coupler  is  practically  obsolete. 

The  primary  circuit  illustrated  by  Fig.  186  consists  of  the  antenna, 
the  variable  inductance  L\  and  the  ground  conductor.  A  series  con¬ 
denser  may  be  inserted  in  the  antenna,  either  to  lower  the  wavelength 
or  to  increase  the  selectivity  on  the  higher  waves. 

The  secondary  circuit  comprises  inductance  L2  with  the  variable 
condenser  C2  connected  across  it.  The  diagram  shows  a  detector  cir¬ 
cuit  consisting  of  the  crystal,  potentiometer  and  battery,  telephones  and 
bridging  condenser  C3,  shunted  across  the  secondary  circuit  L2,  C2.  If 
a  vacuum  tube  detector  circuit  should  be  shunted  across  the  secondary 
oscillatory  circuit  instead  of  the  crystal  circuit,  it  would  not  alter  the 
fundamental  principles  relating  to  the  inductive  method  of  coupling 
two  oscillatory  circuits. 

The  action  occurring  in  the  inductively  coupled  type  circuit  shown 
in  the  diagram  may  be  explained  as  follows: 

The  antenna  circuit  is  timed  to  the  same  frequency  as  the  incoming 
signal  by  adjusting  the  inductance  Lu  The  fluctuating  magnetic  lines 
of  force  surrounding  L\  induce  in  secondary  inductance  L2  an  oscillating 
current  of  similar  wave  form  and  frequency.  Therefore,  it  is  necessary 
to  adjust  either  inductance  L2  or  vary  the  capacity  of  C2  in  order  to 
establish  resonance  between  the  two  circuits.  Only  then  will  the  cur¬ 
rent  reach  maximum  amplitude  in  the  secondary  circuit.  When  both 
circuits  are  adjusted  to  the  same  frequency,  the  product  of  the  induc¬ 
tance  and  capacity  values  of  the  two  circuits  will  be  equal.  This  can 
be  stated  as  follows:  When  the  product  of  the  LC  values  of  both  cir¬ 
cuits  is  equal,  the  circuits  are  in  resonance. 

When  the  primary  and  secondary  are  represented  by  independently 
wound  coils  in  a  transformer,  as  just  described,  the  source  of  the  radio¬ 
frequency  Voltage  induced  in  the  secondary  is  the  rapidly  changing 
magnetic  field  which  encircles  the  primary.  This  means  that  only  those 
secondary  turns  which  are  nearest  to  and  fall  within  the  influence  of  the 
primary  field  where  it  is  strongest  or  more  concentrated  (immediately 
surrounding  the  primary)  will  be  acted  upon  and  these  secondary  turns 
will  have  radio-frequency  voltages  generated  in  them.  These  secondary 
turns,  then,  are  the  source  of  the  signal  voltages,  and  any  other  second¬ 
ary  turns  adjacent  thereto  will  have  little  or  no  voltages  induced  in 
them.  The  latter  turns  are  needed  to  provide  the  circuit  with  the 
required  inductance,  to  match  with  a  tuning  condenser  of  a  particular 
size. 

It  will  be  noted  that  the  primary  coil  is  always  wound  with  fewer 
turns  than  the  secondary  and  is  usually  mounted  in  a  position  toward 
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one  end  of  the  secondary.  For  example,  the  primary  may  consist  of 
only  nine  or  ten  turns,  while  the  secondary  may  be  wound  with  about 
sixty  to  eighty  or  more  turns,  depending  upon  the  diameter  of  the  coil, 
the  size  of  wire,  and  the  capacity  of  the  secondary  tuning  condenser  for 
a  certain  wavelength  range.  One  can  readily  visualize  the.  magnetic 
field  surrounding  the  small  primary.  Since  the  primary  is  located 
toward  one  end  of  the  secondary  only  the  secondary  turns  in  the  imme¬ 
diate  vicinity  of  the  primary  will  be  acted  upon  to  become  the  real 
source  of  the  induced  oscillating  voltages,  as  previously  mentioned. 

In  order  to  finish  the  explanation  of  the  action  in  the  simplest  way, 
let  us  suppose  that  the  signal  originates  from  a.  spark  transmitter  and 
is  received  and  made  audible  through  the  crystal  circuit  as  shown  in 
Fig.  186. 

The  oscillating  current  flows  through  the  secondary  circuit  and 
passes  to  the  detector,  where  it  is  rectified  by  the  crystal.  When  the 
bridging  condenser  C3  is  shunted  across  the  telephones  the  rectified 
radio  pulsations  during  one  wave  train  will  flow  through  the  telephones 
with  a  cumulative  effect.  This  large  pulsation  of  the  average  current 
in  a  rectified  wave  train  of  oscillations  will  cause  the  diaphragms  to  be 
sharply  deflected.  The  diaphragms  will  move  once  for  each  wave  train 
of  oscillations  received,  and  will  vibrate  at  a  rate  corresponding  to  the 
spark  (group)  frequency  of  the  transmitter. 

Note  that  the  spark  frequency  depends  upon  the  type  of  spark  gap 
at  the  transmitter  (and  of  course  upon  the  generator  frequency). 
Therefore,  the  note  produced  by  the  vibratory  motion  of  the  diaphragms 
will  vary  in  pitch  or  tone  for  the  different  types  of  gaps.  The  spark 
frequency  of  the  different  types  of  transmitters  varies  from  approxi¬ 
mately  400  to  1000  cycles  or  more.  This  range  permits  the  production 
of  a  distinct  musical  note. 

The  general  operation  of  the  circuit  has  been  described,  but  it  is 
essential  to  understand  how  the  efficiency  of  the  inductively  coupled 
receiver  is  affected  by  any  change  in  coupling  or  variation  in  the  pro¬ 
portion  of  inductance  and  capacity  used  in  the  secondary  circuit. 

Coupling  and  Its  Effects. — Let  us  consider  that  primary  inductance 
Lx  in  Fig.  186  performs  a  double  function: 

First,  it  is  adjusted  primarily  to  place  the  antenna  in  tune  (reso¬ 
nance)  with  the  incoming  signal  frequency  and  receive  a  maximum 
value  of  current. 

Second,  it  serves  to  transfer  the  radio  energy  to  the  tuned  secondary 
inductance  L2 . 

Hence,  only  part  of  the  total  energy  flowing  in  the  antenna  can  be 
utilized  in  actually  setting  up  oscillations  in  the  secondary. 
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If  the  secondary  is  coupled  loosely  to  the  primary  a  small  amount 
of  energy  will  be  extracted  from  the  primary.  This  means  that  the 
mutual  inductance  between  the  coils  is  minimum,  and  the  self-induc- 
tance  of  the  primary  will  be  changed  very  little.  The  resonant  tuning 
qualities  of  the  antenna  remain  practically  unaltered  and  the  antenna 
will  respond  with  vigor  only  to  signal  waves  oscillating  at  the  same,  or 
nearly  the  same  frequency  as  its  own  resonant  frequency.  Under  such 
conditions  the  circuit  is  sharply  tuned. 

By  closely  coupling  the  primary  and  secondary,  using  the  methods 
previously  described,  a  larger  transfer  of  energy  will  take  place,  which 
means  that  the  mutual  inductance  between  the  circuits  will  be  increased. 
For  the  condition  of  close  coupling  the  self-inductance  of  the  primary 
will  change  to  a  marked  degree.  The  natural  frequency  of  the  antenna 
adjusted  by  inductance  Li  is  now  somewhat  destroyed  by  the  change 
in  its  own  self-inductance  brought  about  by  the  close  coupling.  The 
tuning  quality  of  the  antenna  is  no  longer  critical.  It  will  respond  to  a 
current  oscillating  at  a  frequency  considerably  above  and  below  its 
natural  or  resonant  frequency.  The  antenna  circuit  under  these  con¬ 
ditions  is  broadly  tuned. 

Extracting  a  large  amount  of  radio  energy  from  an  oscillatory  cir¬ 
cuit  has  the  effect  of  increasing  the  damping  of  the  circuit.  The  induced 
current  does  not  flow  freely  but  dies  out  very  rapidly.  Tight  or  close 
coupling  throws  the  circuits  out  of  resonance. 

The  conditions  that  govern  coupling  in  the  oscillation  circuits  of  a 
transmitter  hold  true  also  for  receiving  circuits.  In  either  case  if  the 
circuits  are  closely  coupled,  they  will  tune  broadly,  but  on  the  other 
hand  if  the  circuits  are  loosely  coupled  they  will  tune  sharply.  The 
principles  of  resonance  must  be  understood  in  order  to  enable  one  to 
adjust  the  coupling  of  the  receiver  circuits  to  the  best  advantage  for  the 
strength  and  character  of  the  particular  wave  received. 

The  purpose  of  all  variations  in  coupling  is  to  obtain  a  maximum 
degree  of  selectivity,  and,  at  the  same  time  give  a  good,  strong,  readable 
signal. 

Proportions  of  Inductance  and  Capacity  in  Secondary  Circuit. — 

The  adjustments  of  the  secondary  circuit  have  a  pronounced  effect 
upon  the  strength  of  the  signal.  It  would  appear  that  any  combination 
of  inductance  and  capacity  values  could  be  used  in  the  secondary  as 
long  as  resonance  was  established  with  the  primary  to  secure  a  maximum 
transfer  of  signal  current. 

This  would  be  true  but  for  the  fact  that  the  detector  in  a  receiving 
circuit  is  a  voltage  operated  device ,  hence,  we  must  obtain  from  the 
secondary  the  highest  possible  e.m.f.  and  apply  it  to  the  detector. 
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If  this  is  accomplished  the  detector  will  operate  at  maximum 
efficiency. 

Refer  to  Fig.  186.  With  a  large  inductance  L2  and  a  relatively  small 
capacity  in  condenser  C2,  a  substantially  higher  radio-frequency  voltage 
will  be  impressed  across  the  oscillatory  circuit  L2,  C2,  causing  a  larger 
increase  in  the  amount  of  current  flowing  to  the  detector  than  could  be 
obtained  by  a  reversal  in  the  proportions  of  inductance  and  capacity. 

The  reason  for  this,  considering  only  the  effect  of  the  inductance,  is 
that  since  the  transfer  of  energy  from  the  primary  to  secondary  is 
through  the  alternating  magnetic  field  surrounding  Li,  a  greater  number 
of  turns  of  wire  used  in  L2,  to  increase  its  inductance,  will  be  acted  upon 
by  the  magnetic  lines  of  force  of  L\.  As  a  result  a  correspondingly 
greater  e.m.f.  will  be  induced  across  L2. 

We  must  take  into  account,  however,  the  fact  that  every  inductance 
(coil)  has  a  certain  amount  of  self-capacity  due  to  the  space  between 
adjacent  turns  of  wires  acting  in  a  manner  similar  to  the  dielectric  of  a 
condenser.  The  capacity  effect  is  noticeable  only  when  there  is  a 
difference  in  electrical  pressure  between  the  turns  of  wire,  that  is,  when 
current  flows  through  the  coil. 

Inductance  L2,  even  without  condenser  C 2  connected  across  it, 
forms  an  oscillatory  circuit,  for  L 2  has  the  two  qualities  of  inductance 
and  capacity .  If  the  inductance  of  the  coil  is  increased,  its  self-capacity 
will  also  be  increased.  Consequently  there  is  a  practical  limit  to  the 
size  of  an  inductance  when  it  is  used  in  conjunction  with  a  tuning 
condenser. 

As  a  matter  of  fact,  the  ideal  arrangement  would  be  one  where  the 
inductance  itself  would  be  of  the  required  value  to  receive  an  oscillating 
current  of  a  given  frequency  without  the  addition  of  any  external 
capacity,  such  as  the  capacity  of  the  tuning  condenser.  This  would  be 
an  efficient  arrangement  for  a  circuit  designed  to  respond  to  only  one 
frequency,  or  to  the  signals  from  one  station  having  the  same  wave¬ 
length  as  the  natural  wavelength  of  the  inductance  and  its  self-capacity. 
Self-capacity  is  also  called  the  distributed  capacity  of  the  coil. 

A  radio  receiving  set,  however,  must  be  capable  of  differentiating 
between  signals  of  different  frequencies  within  a  given  range  according 
to  the  class  of  service  for  which  it  is  used,  either  broadcasting  or  com¬ 
mercial.  Hence,  the  addition  of  the  tuning  condenser  C2  is  necessary, 
because  it  affords  a  practical  means  of  a  close  and  continuous  variation 
of  frequency. 

Let  us  now  consider  the  effect  of  the  extra  capacity  added  to  the 
circuit  by  the  secondary  condenser. 

According  to  the  principles  of  electrostatic  capacity,  a  condenser  of 
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small  capacity  will  be  charged  to  a  higher  voltage  than  a  condenser 
having  a  greater  capacity  for  the  same  given  amount  of  radio-frequency 
energy  flowing  in  a  circuit.  The  voltage  drop  across  a  tuning  condenser 
is  the  voltage  applied  between  grid  and  filament  of  the  vacuum  tube . 

The  very  small  amount  of  signal  energy  picked  up  by  the  receiving 
antenna  is  a  fixed  quantity.  Unfortunately  its  magnitude  cannot  be 
amplified  in  any  way  by  transference  from  the  antenna  primary  to 
secondary.  Hence,  the  largest  useful  signal  voltage  that  might  be 
applied  to  the  grid  of  the  tube  can  be  fully  utilized  only  by  careful  tuning 
and  adjustment  of  coupling.  We  should  proceed  to  adjust  a  cir¬ 
cuit  to  a  certain  wavelength  by  reducing  the  capacity  of  the  condenser 
(within  certain  limits),  at  the  same  time  increasing  the  secondary  induc¬ 
tance  until  resonance  between  primary  and  secondary  is  established. 
This  procedure  is  possible  only  in  commercial  receivers  which  are 
equipped  with  many  geometrically  arranged  taps  that  permit  a  close 
inductance  variation  by  either  increasing  or  decreasing  the  number  of 
turns  used  on  the  primary  or  secondary  coils.  This  same  general 
theory  would  not  apply  to  broadcast  receivers,  because  of  their  sim¬ 
plicity  of  control  and  consequent  elimination  of  variable  inductances. 
This  practical  suggestion  for  tuning  does  not  imply  that  smaller-sized 
condensers  and  larger  inductance  coils  are  to  be  substituted  in  order  to 
use  smaller  capacities.  As  mentioned  before,  there  is  a  practical  limit 
to  the  size  of  inductance  used  with  a  given  condenser. 

Why  a  smaller  capacity  will  build  up  a  higher  voltage  can  be  easily 
understood  by  reviewing  the  factors  which  govern  the  capacity  react¬ 
ance  of  a  circuit.  The  voltage  drop  across  the  condenser  is  determined 
by  the  amount  of  current  flowing  in  the  oscillatory  circuit  and  the 
reactance  of  the  condenser  at  a  particular  frequency.  Let  us  suppose 
the  signal  frequency  is  increased,  and  the  circuit  is  tuned,  not  by  reduc¬ 
ing  the  inductance,  but  by  decreasing  the  capacity.  Then  a  slight  gain 
in  signal  strength  might  be  obtained,  because  the  reactance  voltage  in 
the  condenser  will  be  raised.  A  small  condenser  will  be  fully  charged 
if  a  certain  critical  capacity  is  selected  for  a  current  oscillating  at  some 
particular  frequency.  On  the  other  hand,  if  a  larger  capacity  is  used 
with  a  lower  amount  of  inductance  to  tune  to  the  same  wave,  the  large 
capacity  in  this  case  will  not  take  on  a  maximum  charge.  That  is,  the 
highest  reactance  voltage  will  not  be  built  up  across  its  plates.  This 
is  because  the  currents  flowing  to  and  from  the  condenser  are  reversing 
more  rapidly  at  the  higher  frequency  and  conseouently  they  have  less 
time  in  which  to  build  up  a  maximum  charge. 

Mutual  Inductance  and  its  Relation  to  Coupling. — Although  mutual 
inductance  is  defined  in  relation  to  transmitter  circuits  it  is  advisable, 
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due  to  the  frequent  use  of  this  term,  to  explain  the  behavior  of  the 
coupled  circuits  of  a  receiver. 

Let  us  first  consider  the  primary  apart  from  the  secondary.  De¬ 
pending  upon  the  number  of  turns  of  wire,  the  spacing  between  the 
turns,  the  diameter  of  the  coil,  etc.,  the  primary  will  have  a  certain 
amount  of  inductance.  The  inductance  is  due  to  the  changing  magnetic 
field  surrounding  the  coil  when  radio-frequency  currents  flow  through. 
The  magnetic  lines  of  force  tend  to  oppose  any  change  in  the  strength 
of  the  current  producing  them.  The  inductance,  then,  is  a  quality  of 
the  circuit  due  entirely  to  itself  (due  to  its  own  magnetic  field  acting 
upon  its  turns),  hence  it  is  called  the  self-inductance  of  the  primary . 

Similarly,  the  secondary  will  have  a  certain  amount  of  self-induc¬ 
tance,  also  depending  upon  the  number  of  turns  composing  the  coil, 
spacing  of  turns,  etc.  Both  coils  taken  separately  have  the  properties 
of  self-inductance  and  both  coils  tend  to  prevent  any  change  of  current 
in  them  by  the  action  of  their  individual  magnetic  fields. 

Now,  we  must  remember  that  just  as  the  fluctuating  magnetic  field  of 
the  primary  induces  radio-frequency  currents  in  the  secondary,  so  do 
these  induced  currents,  made  to  flow  through  the  secondary,  produce 
a  fluctuating  magnetic  field  which  acts  on  the  primary  and  induces  cur¬ 
rents  therein.  These  currents  also  produce  a  field,  which  reacts  against 
the  normal  primary  field,  thus  altering  the  self-inductance  of  the 
primary.  Here  we  find  that  if  the  two  coils  are  placed  reasonably 
close  together  the  secondary  has  become  an  exciting  circuit  because 
of  its  action  in  re-transferring  energy  back  to  the  primary,  the  effect  of 
which  is  to  alter  the  self-inductance  of  the  latter  circuit  and  conse¬ 
quently  its  resonant  frequency.  If  two  coils  carrying  oscillating  cur¬ 
rents  are  placed  such  a  distance  apart  that  none  of  the  magnetic  flux 
produced  by  either  can  react  in  this  way,  then  the  self-inductance  of  the 
respective  circuits  will  remain  unaltered. 

The  result  of  coupling  a  primary  oscillatory  circuit  to  a  secondary 
oscillatory  circuit,  each  of  which  is  tuned  to  the  same  frequency,  is  an 
alteration  in  the  resonant  conditions  of  both  circuits  by  the  change  in 
their  two  self-inductances.  This  effect  of  the  circuits  upon  each  other 
is  called  the  mutual  inductance. 

Hence,  every  coupled  oscillatory  circuit,  besides  the  self-inductances 
of  the  primary  and  secondary,  has  the  mutual  inductance  between  two 
such  coils. 

The  effect  of  mutual  inductance  in  actually  throwing  the  circuits 
out  of  resonance  with  each  other  will  become  more  pronounced  if  the 
coupling  is  increased  (increased  means  more  closely  coupled)  and  less 
so  for  conditions  of  loose  coupling.  Mutual  inductance  also  depends 
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upon  the  magnitude  of  the  flux  (produced  by  a  current  flowing  through 
either  of  the  coils)  threading  through  and  acting  upon  a  given  number 
of  turns  in  the  respective  coils. 

In  order  that  this  very  important  subject  of  coupling  may  be  fully 
understood,  the  preceding  paragraph  may  be  amplified,  especially  the 
reference  to  the  number  of  turns  acting  on  one  another.  We  may  state 
the  conditions  in  the  following  manner:  The  degree  of  coupling  is  the 
ratio  of  the  primary  number  of  lines  of  force}  threading  the  secondary 
turns  y  to  the  number  of  lines  of  force  produced  by  the  current  in  the  secondary. 

If  the  primary  inductance  should  be  so  arranged  relative  to  the 
secondary  that  some  of  the  turns  of  the  latter  are  not  being  mutually 
acted  upon  by  the  primary  flux,  the  coupling  obtainable  between  the 
two  circuits  will  be  weakened  by  a  certain  amount.  For  example, 
in  the  customary  construction  of  a  radio-frequency  transformer,  the 
primary  coil  may  occupy  a  position  inside  of  and  toward  one  end  of  the 
secondary  coil;  or  the  primary  may  be  placed  outside  of  the  secondary 
with  a  small  space  separating  the  coils.  In  this  case  it  is  easy  to  see 
that  all  of  the  magnetic  lines  of  force  which  normally  encircle  the  pri¬ 
mary  may  not  thread  through  all  of  the  secondary  turns.  Those  sec¬ 
ondary  turns  which  do  not  fall  within  the  influence  of  the  primary  flux 
(being  the  turns  in  the  more  remote  position)  cannot  have  an  electro¬ 
motive  force  induced  in  them  and  hence  do  not  become  sources  of  radio¬ 
frequency  voltage.  The  turns  referred  to  here  merely  act  to  add  induc¬ 
tance  to  the  secondary  and  give  the  coil  the  required  inductance  value 
to  tune  efficiently  with  a  certain  sized  condenser. 

In  commercial  long  and  short  wave  receivers  the  main  secondary 
inductance  is  not  placed  in  inductive  relationship  with  the  primary,  but 
a  small  movable  coil  connected  in  series  with  the  secondary  circuit  is 
mounted  within  the  primary  coil  to  receive  the  induced  energy.  The 
coupling  coil  then  becomes  the  source  of  the  induced  oscillating  cur¬ 
rents,  the  main  secondary  inductance  being  used  to  tune  the  circuit. 

The  mutual  inductance  represents  a  definite  quantity  and  is  always 
present  to  some  degree  or  other  when  two  oscillatory  circuits  are 
coupled  together.  It  is  the  degree  of  coupling  that  mainly  determines 
the  mutual  inductance  of  two  coils  and  the  alteration  of  the  self-induc¬ 
tance  of  the  coils  taken  separately. 

In  summing  up  these  facts  we  may  say  that : 

(1)  Coupling  is  required  for  the  purpose  of  transferring  radio 
power  from  the  primary  to  the  secondary  circuits;  and 
to  do  this  efficiently  both  circuits  are  tuned  to  the  same 
frequency. 
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(2)  The  closer  the  two  circuits  are  coupled  together,  the  greater 

will  be  the  effect  of  mutual  inductance,  and  it  follows  that 
a  large  change  in  the  self-inductance  of  the  two  circuits  is 
brought  about. 

(3)  Too  close  a  coupling  is  a  disadvantage,  whereas  extreme 

loose  coupling  will  weaken  the  amount  of  available  energy 
in  the  circuit  which  is  being  excited. 

It  is  evident  that  the  operator,  in  actual  practice,  must  select  some 
intermediate  position  of  coupling  (when  a  variable  coupling  is  provided, 
as  in  commercial  receivers)  to  obtain  maximum  signal  voltage  in  the 
secondary  and  at  the  same  time  maintain  a  certain  required  resonant 
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Note:  Unit  Current  Strength  1  Ampere. 
Each  Coil  is  Wound  with  2  Turris. 


Fig.  189. — The  principles  of  mutual  inductance  are  clearly  illustrated  in  these 

sketches. 


condition  between  the  circuits  to  secure  sharp  tuning  giving  increased 
selectiveness. 

Mutual  Inductance — The  Action  between  Two  Coils  when  Closely 
Coupled  and  when  Loosely  Coupled. — The  abstract  effect  between  two 
coils  carrying  current  may  be  more  easily  understood  by  graphically 
illustrating  the  facts. 

Refer  to  Figs.  189  and  190.  From  these  diagrams  it  can  be  seen 
that  the  distance  between  the  coils  and  the  number  of  turns  acting 
upon  one  another  will  determine  largely  the  mutual  inductance  between 
two  such  coils.  The  next  question  concerns  how  the  total  self-induc- 
■  tance  of  the  coils  is  affected  by  the  amount  of  coupling  or  the  mutual 
inductance. 

Explanation  1.  See  Fig.  189.  The  two  coils  are  connected  in  the 

r  manner  shown  in  view  Ay  and  the  loosest  coupling  is  employed  so  that 
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the  magnetic  lines  of  force  encircling  either  of  the  coils,  when  current 
flows,  do  not  link  each  other;  that  is,  they  are  not  acting  upon  each 
other.  The  coils  are  wound  with  two  turns  each  and  in  such  direction 
that,  when  the  current  passes  through  to  produce  magnetic  lines  of 
force,  as  shown  by  the  small  arrows,  the  lines  will  take  the  same  general 
direction  around  both  coils. 

Let  us  suppose  that  all  of  the  lines  around  coil  1  act  only  upon  all  of 
its  own  turns  and  that  all  of  the  lines  of  coil  2  act  only  upon  itself.  In 
this  case  the  lines  around  coil  1  are  not  cutting  through  or  acting  upon 
coil  2.  Now,  if  1  ampere  of  current  flows  through  the  circuit,  it  will 
produce  4  lines  of  force  encircling  each  of  the  coils  consisting  of  2  turns 
each.  Then  each  coil  will  have  an  inductance  of  2  turns  times  4  lines 
of  force  equaling  a  unit  quantity  of  inductance  of  8.  Since  the  induc- 


Notc:  Unit  Current  Strength  1  Ampere. 
Each  Coil  i$  Wound  with  2  Turns. 


Fig.  190. — Another  circuit  for  illustrating  the  principles  of  mutual  inductance. 


tance  of  coils  1  and  2  is  similar,  or  8  units  each,  the  total  inductive  effect 
of  the  two  coils  upon  the  whole  circuit  is  a  unit  of  16. 

Refer  to  view  B.  The  coupling  between  coils  1  and  2  is  increased, 
as  shown.  It  is  now  readily  seen  that  some  of  the  lines  of  force  are 
acting  upon  all  of  the  turns  in  adjacent  coils,  while  other  lines  of  force 
(the  ones  shown  by  the  smallest  circles)  are  only  acting  upon  the  turns 
of  their  own  coils. 

Although  coil  1  and  coil  2  are  still  producing  individually  the  same 
number  of  lines  as  previously,  the  total  effect  is  plainly  altered  as  illus¬ 
trated.  The  total  number  of  lines  encircling  each  coil  will  be  greater 
than  with  the  loose  coupling  in  A  by  the  addition  of  two  lines  from  the 
adjacent  coil.  This  effect  actually  causes  a  total  of  six  lines  to  thread 
through  each  coil.  The  six  lines  can  be  counted.  Hence,  if  the  unit 
inductance  of  each  coil  is  now  2  turns  times  6  lines  giving  a  unit  of  12, 
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then  the  total  inductance  of  the  two  coils  together  is  12  plus  12,  or  24 
units.  The  total  inductance  of  the  circuit  has  been  increased  from  16 
units,  when  minimum  or  loose  coupling  was  employed  in  A,  to  24 
units,  for  the  close  coupling  in  B. 

The  main  point  to  be  brought  out  here  is  that  the  difference  between 
the  inductance  of  the  whole  circuit  (for  the  same  unit  quantity  of  cur¬ 
rent  flowing,  or  1  ampere),  or  24  units,  and  the  inductance  of  the  two 
coils  when  loose  coupled,  or  16,  is  the  mutual  inductance  of  the  two 
coils,  or  8  units. 

Suppose  that  the  coupling  is  increased  further  than  shown  in 
view  B ,  so  that  all  of  the  lines  produced  by  each  coil  thread  through 
the  adjacent  coil.  The  resulting  mutual  inductance  between  them  would 
be  16.  This  result  is  obtained  in  a  way  similar  to  that  of  the  above 
explanation.  The  increase  in  coupling  would  cause  the  two  smallest 
circles  shown  about  each  coil  to  actually  link  the  other  coil.  This  con¬ 
dition  is  not  illustrated  with  any  view,  but  it  can  be  visualized  easily. 

Explanation  2.  Refer  to  Fig.  190.  View  A .  We  will  reverse  the 
leads  to  coil  1  and  the  reversal  of  current  flow  through  it  will  produce  a 
magnetic  field  which  opposes  that  of  coil  2.  The  two  fields  now  are 
not  aiding  each  other.  With  the  coils  loosely  coupled  as  shown  in  A, 
neither  field  acts  upon  turns  of  the  opposite  coil  and  therefore  the  con¬ 
ditions  are  similar  to  view  A  in  Fig.  189,  where  the  total  inductance  was 
16  units.  It  can  be  said  that  coils  1  and  2  are  not  in  inductive  relation 
with  each  other.  This  means  that  there  is  no  mutual  inductance  between 
them . 

However,  if  we  tighten  the  coupling,  as  shown  in  view  B  of  Fig. 
190,  the  fields  of  each  coil  will  act  upon  one  another,  tending  to  neutral¬ 
ize  their  effects  because  the  fields  are  opposed  in  space.  This  can  be 
seen  by  the  direction  of  the  lines  about  each  individual  coil  marked 
with  the  small  arrows. 

Now,  it  will  be  noticed  that  although  the  two  smallest  circular  lines 
surrounding  each  coil  are  opposed  in  space,  they  do  not  thread  through 
the  two  coils  because  the  coupling  has  not  been  made  close  enough  to 
permit  this  effect.  On  the  other  hand,  the  two  larger  circles  or  fines 
produced  around  the  coils  attempt  to  thread  through  each  other.  One 
might  expect  that  the  mutual  inductance  would  be  increased  as  in  view 
By  Fig.  189,  but  this  is  not  the  case,  inasmuch  as  these  lines  are  opposed 
in  direction  and  tend  to  buck  one  another.  Actually,  only  two  fines 
cut  through,  or  fink  through,  each  coil.  Hence,  the  inductance  of  each 
coil  taken  separately  (i.e.,  its  own  self-inductance)  is  2  turns  times  2 
lines  or  4  units.  The  total  inductance  of  both  coils  acting  together  will 
be  8  units.  This  time  the  mutual  inductance  is  equal  to  8  minus  16 
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because  it  is  always  the  difference  between  the  inductance  of  the  two 
coils  when  the  close  coupling  is  employed  (as  in  view  B)  and  the  total 
inductance  when  a  loose  coupling  is  used  (as  in  view  A).  A  minus 
quantity  will  result  in  this  case,  for  8  —  16  =  —  8. 

Suppose  that  we  further  tighten  the  coupling  between  coils  1  and 
2  (not  illustrated),  causing  all  of  the  lines  encircling  the  coils  to  act 
upon  both  coils.  It  is  obvious  that  the  mutual  inductance  would  be 
minus  16  units.  This  problem  should  be  readily  understood  from  pre¬ 
vious  information.  The  16  units  represent  the  effect  produced  when 
all  of  the  magnetic  flux  or  lines  of  each  coil  lie  within  the  influence  of 
one  another.  More  particularly,  the  coils  have  equal  units  taken  sep¬ 
arately,  and  their  lines  are  opposed  in  direction,  hence  their  forces  are 
canceled  or  neutralized.  This  condition  is  one  of  non-inductance }  the 
total  inductance  of  the  coils  being  zero. 

The  following  paragraphs  summarize  the  relation  of  this  theoretical 
circuit  to  a  practical  circuit  through  which  an  alternating  current  flows. 
Let  us  assume  that  coil  1  is  the  primary  of  a  radio  transformer  and  coil 
2  is  the  secondary.  The  changing  magnetic  field,  when  an  oscillating 
current  (which  is  actually  an  alternating  current  of  high  frequency) 
passes  through,  will  produce  effects  similar  to  those  outlined  above. 
This  was  the  purpose  in  showing  the  reversal  of  the  current  in  coil  1  in 
the  views  marked  B  in  Figs.  189  and  190. 

It  was  shown  that  by  reversing  the  current  in  coil  1  the  mutual 
inductance  adds  to  the  self-inductance  at  one  time,  then  subtracts  itself 
from  the  self-inductance  at  another  time,  because  the  coils  are  closely 
coupled,  or  in  inductive  relation  to  each  other. 

When  a  current  oscillating  or  alternating  through  a  primary  coil 
induces  an  alternating  current  in  the  secondary  the  effects  are  similar 
to  the  relations  of  the  two  coils  used  in  the  explanation.  In  other 
words,  each  circuit  acts  in  a  manner  that  makes  its  total  inductance 
increase  one  moment  and  then  decrease  the  next  moment,  but  in  the 
case  of  an  oscillatory  current  these  moments  are  very  close  together 
and  the  circuit  behaves  as  though  it  possessed  these  two  values  of 
inductance  simultaneously. 

As  a  matter  of  fact,  although  each  circuit  may  have  a  certain  amount 
of  self-inductance  (its  self-inductance  taken  alone,  when  the  lines  of 
one  do  not  act  upon  the  other,  as  in  views  A  and  A  in  Figs.  189  and 
190)  we  must  take  into  account  the  additional  effect  due  to  the  mutual 
inductance  when  the  coils  are  closely  related  (or  when  the  distance  sep¬ 
arating  them  is  small,  as  in  views  B  and  B  in  Figs.  189  and  190). 

Therefore  the  circuits,  when  taken  separately,  in  actual  effect  do 
not  have  one  inductance  value,  but  each  really  has  two  different  indue- 
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tance  values,  the  one  when  the  mutual  is  added  and  the  other  when  the 
mutual  is  subtracted. 

Thus  we  find  in  practice  that  when  two  coils  or  circuits  are  coupled 
inductively,  either  one  of  the  circuits  taken  individually  cannot  be  con¬ 
sidered  to  have  an  inductance  value  as  determined  by  its  own  mag¬ 
netic  field  taken  alone.  The  mutual  inductance  is  entirely  dependent 
upon  the  degree  of  the  coupling  and  the  number  of  turns  respectively 
that  are  being  cut  through  or  linked  by  the  lines  of  force. 

■  This  subject  of  mutual  inductance  is  a  very  important  one,  for  the 
resonant  conditions  of  two  circuits  are  directly  dependent  upon  it. 
The  practical  effects  noticed,  as  outlined  here  and  applied  to  the  cir¬ 
cuits  of  either  a  transmitter  or  a  receiving  set,  are  given  below. 

Mutual  inductance  accounts  for  the  following  effects: 

(1)  In  Receiving  Circuits. — For  the  broad  tuning  when  the 

primary  and  secondary  circuits  are  closely  coupled,  and 
conversely  for  sharp  tuning  when  the  coupling  is  decreased, 
or  for  a  loose  coupling. 

(2)  In  Transmitter  Circuits. — A  broad  wave  is  transmitted  for 

tight  or  loose  coupling,  and  inversely  a  sharper  wave  is 
sent  out  for  the  loose  coupling.  These  effects  are  espe¬ 
cially  noticeable  in  the  adjustment  of  the  coupling  in  the 
oscillation  transformer  of  the  spark  type  transmitter. 
When  the  coupling  is  tightened  beyond  a  certain  critical 
adjustment,  a  second  wave  of  comparatively  large  ampli¬ 
tude  is  radiated  at  the  same  time  as  the  resonant  wave. 
By  gradually  weakening  or  loosening  the  coupling,  that  is, 
reducing  the  mutual  inductance  between  the  coils  by 
moving  the  coils  further  apart,  the  energy  in  the  second 
wave  can  be  materially  reduced;  thus  a  sharper  wave  or 
less  interfering  wave  is  sent  out  to  be  picked  up  by  the 
receiving  antenna. 

Coupling — Practical  Suggestions. — Whenever  a  variable  coupling  is 
provided  between  primary  and  secondary  of  a  radio-frequency  trans¬ 
former,  it  should  be  judiciously  used  in  order  to  obtain  the  maximum 
voltage  for  direct  application  to  the  grid,  and  also  to  provide  good 
selectivity. 

As  we  have  explained  before,  a  radio-frequency  transformer  is  pri¬ 
marily  designed  to  secure  a  maximum  signal  transfer  by  establishing 
resonance  between  primary  and  secondary  and  its  turns  ratio  does  not 
indicate  a  desire  to  obtain  from  this  device  any  radio-frequency  ampli¬ 
fication.  A  large  signal  current  flowing  through  the  primary  will  pro- 
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duce  a  strong  magnetic  field  encircling  this  coil.  It  should  be  clear  that 
more  turns  will  be  acted  upon  if  more  turns  are  included  within  the 
influence  of  the  fluctuating  magnetic  field  of  the  primary,  thus  inducing 
an  oscillating  e.m.f.  of  maximum  value  in  the  secondary  tuned  circuit. 
Since  the  inductance  of  the  primary  coil  is  limited  according  to  the 
oscillatory  requirements,  its  number  of  turns  is  limited.  In  all  types 
of  timed  circuits  we  must  look  to  the  effectiveness  of  the  primary  coil 
for  supplying  a  strong  field  to  act  on  the  secondary.  If  the  primary 
of  a  radio-frequency  transformer  is  part  of  the  antenna  circuit  a  strong 
field  encircling  the  coil  will  be  built  up  by  tuning  the  antenna,  i.e.,  we 
attempt  to  obtain  zero  reactance  for  the  desired  frequency. 

If  the  coupling  is  too  close,  the  frequency  of  each  oscillatory  cir¬ 
cuit  is  altered  because  of  the  reaction  of  the  magnetic  field  of  the 
secondary  upon  the  primary.  This  throws  the  circuits  slightly  out 
of  resonance  with  one  another  and  results  in  broader  tuning  with  loss  in 
selectivity.  t 

On  the  other  hand,  if  very  loose  coupling  is  employed,  it  results  in  a 
marked  reduction  in  the  amount  of  current  induced  in  the  secondary, 
because  the  secondary  turns  will  be  cut  or  acted  upon  very  feebly  by 
the  primary  field.  These  are,  of  course,  extreme  conditions. 

Always  bear  in  mind,  whenever  adjusting  coupling,  and  when  tun¬ 
ing  from  one  wave  to  another,  that  the  radio-frequency  voltages  induced 
in  the  secondary  are  proportional,  not  only  to  the  strength  of  the 
primary  magnetic  field,  but  also  to  the  frequency  of  the  alternations, 
that  is,  the  rate  at  which  the  rapidly  alternating  field  of  the  primary 
cuts  the  secondary  turns.  It  can  be  seen  that  for  a  given  incoming 
signal  strength  the  induced  voltages  will  be  much  greater  at  the  short 
waves,  or  high  frequencies,  than  at  the  long  waves,  or  low  frequencies. 
For  this  reason,  the  primary  coil  may  be  moved  farther  away  from  the 
secondary  when  the  circuit  is  tuned  to  the  shorter  wavelengths.  Or, 
as  actually  found  in  most  modern  receivers,  the  variation  in  coupling 
is  accomplished  by  changing  the  angular  relationship  between  the  coils, 
the  primary  coil  being  the  rotating  element.  What  may  be  an  extreme 
condition  of  loose  coupling  for  one  signal  may  not  prove  so  for  some 
other  signal. 

To  secure  greater  selectivity  it  is  often  necessary  to  reduce  coupling 
to  some  value  less  than  would  be  employed  ordinarily.  But,  rather 
than  to  exceed  certain  practical  limits  in  loosely  coupling  two  oscillatory 
circuits  for  a  given  frequency,  the  inductance  can  be  lowered  by  means 
of  the  tap  arrangement,  thus  using  fewer  turns,  with  a  resultant  weak¬ 
ening  of  the  field  built  up  around  the  coil.  The  decrease  in  inductance 
will  lower  its  reactance  (opposition)  to  the  oscillating  currents  at  a  par- 
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ticular  frequency.  The  decrease  in  inductance  used  requires  that  the 
capacity  be  increased.  This  will  lower  the  reactance  that  the  condenser 
offers.  Now,  the  capacity  reactance  and  the  inductive  reactance  can 
be  so  balanced  by  careful  tuning  that  the  circuit  will  be  placed  in  reso¬ 
nance  with  the  signal  desired.  Even  with  comparatively  loose  coup¬ 
ling,  the  adjustment  carried  out  as  suggested  will  allow  the  currents 
to  oscillate  with  greater  freedom  through  the  circuit  and  the  oscillating 
e.m.f.  impressed  across  the  terminals  of  the  detector  will  reach  the  high¬ 
est  possible  value  under  the  conditions. 

In  commercial  practice  the  operator  listens  in  for  the  station's  call 
letters  with  the  circuits  closely  coupled,  or  broadly  tuned.  This  is 
called  the  stand-by  adjustment .  When  the  station's  call  letters  are  heard 
the  adjustment  is  changed  to  gain  maximum  selectivity  with  a  reason¬ 
able  audibility.  A  skilled  operator  knows  all  of  these  factors  which 
govern  tuning  and  this  often  accounts  for  the  fact  that  very  weak  sig¬ 
nals  can  be  tuned  in  despite  interference. 

The  act  of  tuning  the  receiving  oscillation,  circuits  for  maximum 
strength  of  signals  at  a  given  impressed  frequency  may  be  summed  up 
briefly  as  follows:  The  operator  first  adjusts  the  coupling  and  then  tunes 
the  primary  and  secondary  circuits  to  resonance  by  increasing  or 
decreasing  the  inductance,  or  capacity,  or  both  simultaneously.  What 
the  operator  substantially  does  when  he  adjusts  the  variable  inductances 
and  variable  condensers  is  to  cause  the  reactance  of  the  inductance  and 
the  reactance  of  the  capacity  to  neutralize  and  thereby  reduce  the  total 
reactance  to  zero  for  the  frequency  of  the  incoming  signal.  The  strength 
of  the  signal  current  is  then  solely  dependent  upon  the  induced  elec¬ 
tromotive  force  and  the  total  equivalent  resistance  of  the  circuit,  to 
include  all  losses. 

The  signal  currents  of  the  particular  frequency  we  wish  to  receive 
will  then  oscillate  with  maximum  intensity  through  the  circuit  and  the 
circuit  will  at  the  same  time  offer  a  high  impedance  to  any  other  fre¬ 
quency,  depending  upon  the  sharpness  of  tuning. 

Resonance  is  established  by  making  the  product  of  the  inductance 
and  capacitive  values  of  one  circuit  equal  to  some  other  circuit,  but  the 
degree  of  coupling  must  always  be  taken  into  practical  consideration, 
for  it  must  be  adjusted  so  that  the  magnetic  field  of  one  coil  will  not 
react  unduly  upon  the  other  and  cause  a  change  in  the  self-inductance 
which  would  alter  the  original  conditions  of  resonance. 

Let  us  consider  that  two  spark  transmitter  stations  may  be  operat¬ 
ing  simultaneously  at  the  same  wavelength,  and  in  such  a  case  it  would 
be  impossible  to  separate  the  signals,  but  the  receiving  operator  may 
often  distinguish  between  the  two  signals  by  the  characteristic  spark 
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note  which  is  received.  The  audio-frequency  currents  flowing  in  the 
telephone  receivers,  corresponding  to  the  spark  frequency  of  the  trans 
mitters  and  notes  of  different  pitches,  will  be  heard,  and  the  operator 
can  concentrate  on  the  one  pitch. 

Spark  signals  of  the  same  wavelength  can  be  eliminated  occasionally 
if  they  have  different  decrements.  If  the  decrement  of  the  incoming 
signal  wave  is  feeble,  the  primary  and  secondary  may  be  loosely  coupled, 
and  conversely  a  highly  damped  wave  requires  close  coupling  between 
the  circuits. 

Interfering  stations  can  often  be  timed  out  by  slightly  detuning  the 
primary  and  secondary.  This  of  course  throws  the  entire  circuit  out 
of  resonance  and  lesser  values  of  signal  current  will  be  available  to 
operate  the  detector.  Therefore,  this  practice  of  detuning  or  reaching 
approximate  resonance  is  done  only  when  the  receiving  antenna  is 
situated  close  to  the  transmitting  antenna. 

If  we  remove  the  crystal  detector  circuit  from  its  position  across  the 
oscillatory  circuit,  as  shown  in  Fig,  186,  and  substitute  in  its  place  a 
.vacuum  tube  detector,  as  we  have  previously  mentioned,  the  operation 
of  the  tuned  circuits  will  remain  the  same.  It  becomes  then  a  matter 
of  understanding  the  principles  involved  in  detecting  the  presence  of 
the  oscillating  currents  flowing  in  the  secondary  circuit  by  means  of 
the  three-electrode  vacuum  tube. 

While  the  inductively  coupled  type  receiver,  as  shown  in  Fig.  186, 
may  eliminate  the  interference  from  one  to  two  stations,  it  may  not  do 
so  in  regard  to  other  stations.  This  accounts  for  the  fact  that  in  the 
present-day  receiver  the  detector  is  not  always  connected  in  the  antenna- 
tuned  circuit,  but  inserted  between  the  detector  and  the  antenna  are 
one  or  more  r.f.  vacuum  tubes  and  their  associated  circuits. 

These  circuits  are  similar  in  construction  to  that  pqrtion  of  the  cir¬ 
cuit  we  have  just  described,  including  the  inductance  Li,  and  the 
secondary  circuit  L2,  C2,  which  is  inductively  coupled  to  Li.  Each 
circuit  preceding  the  detector  is  coupled  by  a  vacuum  tube  which 
functions  as  a  radio-frequency  amplifier. 

As  the  signal  currents  pass  through  each  successive  radio-frequency 
tube  the  energy  is  increased  or  amplified,  and  each  circuit  is  capable  of 
being  tuned  to  exact  resonance  by  a  secondary  condenser,  as  explained 
in  previous  paragraphs.  The  amplification  of  the  initial  signal  current 
received  and  the  tuning  of  the  individual  circuits  are  required  to 
meet  the  present-day  conditions  for  selectivity  and  general  overall 
efficiency. 

A  complete  radio  transmitting  and  receiving  system  requires  at 
least  four  major  circuits  tuned  (resonated)  to  the  same  oscillation  fre- 
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quency,  or  to  the  same  wavelength,  in  order  that  signals  may  be  com¬ 
municated,  namely: 

At  the  transmitting  station: 

(1)  The  primary  or  closed  circuit  is  adjusted  to  the  desired  fre¬ 

quency. 

(2)  The  secondary  or  open  antenna  circuit  is  also  adjusted  to 

the  same  frequency. 

At  the  receiving  station: 

(3)  The  primary  or  open  antenna  circuit  is  tuned  to  the  same 

frequency  as  the  transmitter. 

(4)  The  secondary  or  closed  circuit  is  then  tuned  to  the  frequency 

of  the  primary  of  the  receiver. 

In  addition  to  resonating  or  tuning  the  four  oscillatory  circuits  to 
the  same  given  frequency,  the  receiving  detector,  whether  crystal  or 
vacuum  tube,  must  also  be  adjusted  to  a  state  of  maximum  sensitivity. 

Action  of  the  Fixed  Condenser  Across  the  Telephone  Receivers. — 
Figure  188  shows  the  fixed  condenser  C,  sometimes  called  the  bridging 
condenser ,  connected  in  shunt  with  the  receivers. 

The  action  of  the  condenser  is  illustrated  diagrammatically  in  Fig. 
185,  where  the  curves  in  C  show  the  pulsations  of  telephone  current. 
The  curves  in  A  show  the  rectified  pulsations. 

In  curve  C,  Fig.  185,  the  first  half-cycle  of  high  frequency  rectified 
current  is  represented  by  the  dotted  line  a  and  the  current  during  this 
pulse  flows  through  the  detector  and  telephones  and  charges  condenser 
C  in  Fig.  188.  During  the  next  half-cycle  little  or  no  current  flows 
through  the  detector  because  of  the  rectifying  action  of  the  crystal. 

The  charge  built  up  in  the  condenser  during  the  first  pulsation  a 
will  discharge  its  energy  during  this  period  and  current  will  flow  through 
the  receivers  in  the  same  direction  as  the  pulsation  a  which  charged  the 
condenser.  This  current,  produced  by  the  discharge  of  the  condenser, 
is  shown  by  the  line  1.  In  a  similar  manner  the  condenser  will  be 
charged  by  the  rectified  pulsations  6,  c  and  d  and  discharge  during  the 
intervals  between  pulses  as  shown  by  the  lines  2,  3  and  4. 

It  is  apparent  that  by  shunting  the  condenser  across  the  receivers 
the  flow  of  current  will  be  more  continuous  and  effective,  for  it  is  not 
broken  up  into  short  impulses.  The  variation  of  the  average  current 
in  one  group  of  oscillations  will  have  a  cumulative  effect  in  producing 
a  strong  and  steady  movement  of  the  diaphragms.  This,  of  course, 
greatly  improves  the  audibility  of  a  signal. 

For  the  impedance  of  the  average  high  resistance  type  receivers  the 
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capacity  of  the  by-pass  telephone  condenser  should  be  of  the  order  of 
0.001  microfarad. 

Capacitively  Coupled  Receiver — Electrostatic  Coupling. — The  capac- 
itively  coupled  receiver  differs  from  the  inductively  coupled  receiver  in 
that  the  radio  oscillations  are  transferred  from  the  primary  to  the  sec¬ 
ondary  by  the  electrostatic  field  in  the  coupling  condensers. 

The  circuit  in  Fig.  186  may  be  altered  easily  to  a  capacitively  coupled 
circuit  by  separating  the  coils  and  mounting  them  at  right  angles  to 
each  other  so  that  no  mutual  inductance  exists  between  them.  Then 
connect  a  variable  timing  condenser  between  the  two  upper  terminals 
of  the  inductance  coils  and  another  variable  condenser  between  the 
lower  two  terminals,  through  a  tap  switch  by  which  the  inductances  of 
the  respective  coils  may  be  adjusted. 

The  transfer  of  energy  is  not  through  the  action  of  the  magnetic 
field  produced  by  the  primary,  but  through  the  phenomenon  of  electro¬ 
static  induction.  Just  how  capacity  which  is  common  or  mutual  to 
two  associated  circuits  may  be  utilized  in  this  way  is  explained  fully 
under  the  caption  “  Condensers  and  Capacity,”  with  figure  diagrams 
to  clarify  the  explanation. 

Capacity  coupling  may  also  be  called  static  coupling  and  condenser 
coupling. 

The  coupling  may  be  varied  by  changing  the  capacity  of  the  con¬ 
densers  without  affecting  the  resonant  frequency  of  either  the  primary 
or  secondary  oscillatory  circuits.  This  would  seem  to  be  an  improve¬ 
ment  over  the  inductively  coupled  type,  for  this  method  of  coupling 
open  and  closed  circuits  is  in  practical  use  in  many  of  the  modern 
vacuum  tube  transmitters,  especially  those  which  transmit  on  the  low 
waves. 

Capacity  coupling  is  used  throughout  various  parts  of  both  receiving 
and  transmitting  circuits  and  it  is  well  to  have  a  comprehensive  knowl¬ 
edge  of  the  function  of  a  condenser  when  it  is  charged  and  discharged, 
as  this  action  is  more  easily  understood  by  applying  the  theory  given 
under  the  title  “  Dielectric-Displacement  Currents 

The  coupling  condensers  in  the  receiver  are  tuned  simultaneously. 
When  the  capacity  is  increased  the  coupling  is  increased  and  vice 
versa. 

Vacuum  Tube  Receiving  Circuits. — The  general  features  involved 
when  utilizing  any  one  of  three  methods  of  coupling  the  antenna  system 
to  the  receiver  circuit  have  already  been  discussed  and  we  will  now  con¬ 
sider  the  circuits  encountered  in  connection  with  the  operation  of  the 
three-electrode  vacuum  tube  when  employed  to  detect  the  passage  of 
high-frequency  currents,  that  is,  when  used  to  separate  the  audio-fre- 
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quency  characteristics  of  a  signal  wave  from  the  radio-frequency  char¬ 
acteristic. 

The  three  standard  recognized  types  of  coupling  tuning  circuits  are: 

(1)  Conductive  coupling — single-circuit  receiver. 

(2)  Inductive  coupling — two-circuit  or  double-circuit  receiver. 

(3)  Capacitive  coupling. 

The  theory  of  the  vacuum  tube  detector  and  also  the  vacuum  tube, 
when  utilized  to  amplify  radio-frequency  currents,  is  treated  in  Chap¬ 
ter  XI  on  “  Vacuum  Tubes  ”  and  does  not  require  repetition  here.  It 
is  the  purpose  of  this  chapter  to  discuss  the  various  types  of  vacuum 
tube  circuits. 

A  simple  vacuum  tube  receiver  or  a  receiver  with  a  crystal  detector 
will  respond  to  damped  waves  radiated  by  a  spark  transmitter,  inter¬ 
rupted  continuous  waves  (i.c.w.),  or  modulated  continuous  waves  of 
either  telegraphy  or  telephony,  but  will  not  receive  straight  c.w. 

If  the  receiver  detector  is  of  the  regenerative  type,  or  if  a  vacuum 
tube  functioning  as  an  oscillator  is  used,  the  receiver  will  then  be 
receptive  to  all  the  above  classes  of  radio  waves. 

Before  proceeding  with  the  standard  receiving  circuits  which  employ 
the  vacuum  tube,  we  will  classify  the  receivers  into  four  groups: 

(a)  Tuned  radio-frequency  receiver .  It  may  have  one  or  more 

stages  of  radio-frequency  amplification  preceding  the 
detector. 

(b)  Regenerative  receiver .  A  regenerative  circuit  is  coupled  to 

the  detector  to  increase  amplification  of  the  signal,  or  to 
render  the  circuit  capable  of  receiving  continuous  waves 
(c.w.)  by  setting  the  detector  circuit  into  oscillation. 

(c)  Receiver  with  both  radio-frequency  amplification  and  regenera¬ 

tion.  One  or  more  stages  of  radio-frequency  amplification 
will  precede  the  regenerative  detector.  This  is  a  com¬ 
bination  of  (a)  and  ( b ). 

( d )  Super-heterodyne  receiver.  This  receiver  employs  one  tube 

which  functions  as  an  oscillator,  making  it  possible  to 
receive  the  signals  from  transmitters  of  all  types. 

Reception  of  Continuous  Wave  (c.w.)  Telegraphy.— Continuous 
waves  are  undamped  waves  alternating  through  space  at  a  constant 
frequency,  the  amplitude  of  the  alternations  remaining  uniform  and 
unvarying.  In  this  way  they  differ  from  the  damped  oscillations  gem 
erated  by  a  spark  transmitter. 
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A  continuous  wave  signal  received  in  the  tuned  circuits  of  a  simple 
detector  will  give  no  sound  reproduction  because  the  steady  current 
passing  through  the  headphones  could  not  be  made  either  to  rise  or  to 
fall  periodically  in  such  a  way  that  they  would  produce  an  average 
change  suitable  to  cause  the  diaphragms  to  vibrate. 


Continuous  Wave  Signal  (Called  C.  W.)  This  Wave  Represents 
the  Fluctuating  Voltage  Impressed  on  the  Grid 


Showing  the  Repeated  Oscillations  or  Pulsations  in  Plate  Circuit  when  a  Simple 
Detector  is  Employed  (That  is  to  say,  Regeneration  is  not  Used).  Observe  that  the 
Oscillations  are  Constant  in  Amplitude  and  have  no  Periodic  Fluctuations 


„  Denotes  the  Average  Change  in  Plate 
(  Current  Set  up  by  the  Self  Inductance 


The  Average  Plate  Current  gives  a  Pulse  of  Telephone  Current  as  long  as  the 
Duration  of  the  Incoming  C.  W.  Ener^.  Note  the  Absence  of  Periodic  Increases 
and  Decreases  which  would  Permit  this  Current  to  be  Converted  into  Audible 


Sound  Waves  by  the  Action  of  the  Telephone  Diaphragms 

Fig.  191. — These  curves  may  be  used  to  explain  why  it  is  impossible  to  receive  a 
c.w.  telegraphic  signal  when  a  non-regenerative  detector  is  employed  in  a  receiving 

circuit. 

The  characteristics  of  this  continuous  alternating  wave  motion  of 
constant  amplitude  strength  require  that  the  receiver  be  provided  with 
means  for  producing  a  local  current  which  by  interaction  with  the  incom¬ 
ing  signal  currents  will  produce  a  component  or  resultant  current  that 
will  be  modulated;  that  is,  the  resultant  current  will  vary  in  strength 
at  an  audio-frequency,  which,  when  detected,  will  actuate  the  reproduc- 
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ing  unit  of  the  phones  or  loudspeaker.  This  method  of  reception  is 
called  heterodyne. 

Before  discussing  the  principles  that  embody  heterodyne  reception, 
let  us  first  consider  how  continuous  waves  may  be  received  with  a  sim¬ 
ple  detector  (non-regenerative)  by  mechanically  making  and  breaking 
the  circuits,  through  which  the  signal  currents  flow,  at  an  audible  fre¬ 
quency. 

The  continuous  formation  of  the  c.w.  signal  waves  is  shown  by  curve 
A  in  Fig.  191.  Continuous  or  sustained  waves  are  radiated  by  the 
transmitting  antenna  in  which  continuous  (sometimes  called  undamped) 
oscillating  currents  are  flowing.  The  three  modem  types  of  trans¬ 
mitters  which  generate  and  radiate  continuous  (c.w.)  waves  are:  the 
vacuum  tube  generator,  the  Alexanderson  high  frequency  alternator, 
and  the  arc  convertor. 

When  the  key  of  the  c.w.  transmitter  is  depressed,  the  waves  do 
not  occur  in  groups  (such  as  the  groups  of  damped  oscillations  of  the 
spark  transmitter),  but  are  produced  continuously  and  are  of  uniform 
formation,  which  means  that  the  telephone  diaphragms  cannot  respond 
to  any  so-called  group  frequency  (as  in  the  case  of  the  spark  transmitter) 
and  hence  an  audible  sound  cannot  be  produced. 

With  c.w.  impressed  on  a  simple  detector  circuit  the  action  (with¬ 
out  using  a  grid  condenser)  would  be  briefly  as  follows: 

Let  us  suppose  that  the  key  of  the  c.w.  transmitter  is  closed  to  send 
a  dot  or  a  dash,  then  a  series  of  continuous  oscillations  is  induced  in  the 
receiving  antenna  as  shown  in  curve  A  of  Fig.  191. 

The  oscillations  will  impress  their  energy  on  the  grid  of  the  vacuum 
tube  as  an  alternating  e.m.f.  of  constant  amplitude.  At  each  negative 
alternation  the  negatively  charged  grid  will  repel  the  electrons  which 
form  the  space  charge  in  the  tube,  and  fewer  electrons  are  then  pulled 
over  to  the  plate.  This  action  lowers  the  conductivity  of  the  vacuous 
space  between  the  filament  and  plate,  and  a  slight  reduction  of  current 
below  its  normal  value  will  flow  in  the  plate  circuit  in  which  the  tele¬ 
phones  are  connected. 

On  the  other  hand,  the  positive  alternations  will  charge  the  grid 
to  a  positive  potential,  and  the  grid  will  then  attract  more  of  the  nega¬ 
tive  electrons  emitted  by  the  filament  which  form  the  space  charge. 
This  increase  in  the  number  of  electrons  provides  larger  available  supply 
to  be  pulled  over  toward  the  plate,  due  to  its  positive  attraction. 
Remember  that  the  plate  always  holds  a  positive  electric  charge  because 
it  is  permanently  connected  to  the  positive  electrode  of  the  B  battery. 

The  conductivity  of  the  vacuous  space  between  the  filament  and 
plate  is  increased  by  the  positive  grid  and  since  electrons  are  carriers  of 
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electricity,  the  current  flowing  in  the  plate  circuit  will  increase.  The 
plate  current  does  not  reverse  its  direction,  but  it  will  rise  and  fall  at 
the  same  frequency  as  the  incoming  oscillations. 

Because  of  the  characteristic  action  of  a  vacuum  tube  detector  when 
operated  at  the  lower  bend  on  its  characteristic  curve  (the  curve  graphi¬ 
cally  illustrates  the  ratio  at  which  the  plate  current  varies  for  a  given 
series  of  alternating  voltage  changes  applied  to  the  grid),  the  increases 
in  the  plate  current,  when  the  grid  is  positive,  will  be  very  much  more 
pronounced  than  the  decreases  when  the  grid  is  negative.  This  is 
shown  by  the  unequal  rise  and  fall  of  plate  current  above  and  below 
its  normal  or  steady  value,  as  in  the  graph  B ,  Fig.  191. 

The  telephone  diaphragms  cannot  follow  the  rapid  pulsations,  as  in 
By  but  they  will  be  attracted  at  the  beginning  of  the  series  of  oscillations 
by  the  average  change  in  plate  current  and  held  throughout  the  entire 
duration  of  the  dot  or  dash,  thus  producing  only  one  movement.  This 
one  deflection  of  the  diaphragms  is  shown  in  the  lower  graph  C. 

If,  then,  the  transmitting  station  is  sending  out  a  stream  of  continu¬ 
ous  waves,  so  long  as  the  telegraph  key  remains  depressed  we  should 
get  a  continuous  steady  current  flowing  through  the  receivers,  without 
interruption  or  without  variation  which  might  cause  the  diaphragms 
to  produce  a  buzz  or  note  in  the  telephones. 

Hence,  this  simple  detector  circuit  would  give  us  merely  a  number 
of  single  clicks  at  the  start  and  end  of  a  dot  or  dash  and  we  could  not 
then  distinguish  the  code  characters.  If  the  diaphragms  could  be  made 
to  vibrate  between  fifty  and  one  hundred  times  for  the  duration  of  the 
dot,  and,  of  course,  three  times  longer  for  the  dash,  then  a  note  having 
a  musical  pitch  would  be  received. 

The  above  explanation  makes  it  obvious  that  a  simple  detector  will 
not  respond  to  continuous  (undamped)  waves. 

A  device  known  as  a  chopper  may  be  connected  in  series  with  the 
detector  grid  circuit  (not  in  the  tuned  circuits)  and  it  will  function  to 
chop  up  or  break  up  the  continuous  stream  of  oscillations  into  groups 
at  audio-frequency.  In  this  way  the  amplitude  of  the  otherwise  con¬ 
tinuous  oscillations  impressed  upon  the  grid  will  vary  periodically. 

Each  group  of  oscillations  impressed  on  the  detector  grid  will  pro¬ 
duce  a  direct  current  pulse  causing  one  deflection  of  the  diaphragms. 
Hence,  the  tone  or  pitch  of  the  signal  can  be  varied  up  and  down  the 
scale  by  changing  the  speed  at  which  the  circuit  is  opened  and  closed 
by  the  chopper.  A  chopper  used  in  a  receiving  set  is  often  called  a 
tikker  and  it  can  be  set  to  interrupt  the  circuit  from  500  to  1000  times 
per  second,  which  is  at  an  audio-frequency. 

Other  devices,  such  as  the  tone  wheel  and  the  rotating  plate  con- 
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denser,  have  been  used.  The  latter  system  functions  to  vary  the  capac¬ 
ity  of  the  secondary  circuit,  and  places  it  into  and  out  of  resonance  with 
the  signal  frequency  200  to  1000  times  per  second.  The  improvement 
in  the  design  of  modem  receivers  has  made  the  use  of  any  chopping 
system  in  the  receiver  obsolete. 

Provision  is  still  made,  however,  to  chop  up  the  c.w.  signals,  when 
necessary,  by  including  the  chopper  in  the  transmitting  equipment,  so 
it  can  be  used  to  interrupt  the  circuits  of  the  transmitter.  The  chopper 
will  be  found  as  auxiliary  equipment  in  arc  transmitters  and  vacuum 
tube  transmitters  not  designed  to  generate  a  modulated  (c.w.)  wave 
for  telegraphy,  so  that  communication  can  be  established  witlj  a  receiv¬ 
ing  station  not  yet  equipped  with  either  a  regenerative  or  continuous 
wave  receiver. 

Function  of  Transmitter  Chopper  in  Relation  to  the  Received  Sig¬ 
nal. — Briefly,  the  chopper  consists  of  a  small  copper  disk  mounted  on 
the  shaft  of  an  electric  motor,  usually  110  volts  d-c.  The  disk  is 
toothed,  the  spaces  between  the  teeth  being  insulated  with  mica,  giving 
the  disk  the  appearance  of  a  small  commutator,  such  as  is  used  on  the 
end  of  either  a  d-c.  motor  or  d-c.  generator.  One  brush  makes  con¬ 
tinuous  contact  with  the  copper  disk  and  another  brush  rests  upon  the 
outer  rim  or  periphery  of  the  disk,  alternately  making  and  breaking  the 
continuity  of  the  circuit  as  the  copper  and  mica  segments  pass  under 
the  brush  when  rotating. 

During  the  interval  that  the  brush  rests  on  a  mica  segment  no  sig¬ 
nals  are  radiated,  but  signals  are  sent  out  when  the  brush  makes  con¬ 
tact  with  a  copper  segment.  Hence,  the  group  frequency  at  which  the 
continuous  oscillations  are  interrupted  depends  upon  the  number  of 
segments  and  the  revolutions  per  minute  of  the  motor  armature.  The 
speed  can  be  controlled  and  the  note  in  the  receivers  will  vary,  thus 
affording  a  means  of  cutting  through  interference. 

The  disadvantage  of  the  mechanical  means  for  periodically  varying 
the  voltage  impressed  on  the  detector  grid  to  produce  pulses  of  tele¬ 
phone  current  is  obvious.  The  following  paragraphs  disclose  the  elec¬ 
trical  methods  for  the  detection  of  continuous  oscillations,  by  providing 
a  system  which  employs  regenerative  coupling  or  heterodyne  principle. 

Heterodyne  Receiver — Beat  Receiver. — In  order  to  make  a  receiv¬ 
ing  set  capable  of  detecting  the  presence  of  continuous  oscillations  with¬ 
out  employing  any  of  the  so-called  chopper  methods,  some  system  must 
be  devised  whereby  the  signal  currents  are  converted  into  energy  which 
will  cause  the  normal  steady  flow  of  current  in  the  telephones  to  rise 
and  fall;  that  is,  to  undergo  a  variation  in  strength  at  an  audio-frequency. 

The  reception  of  continuous  waves  is  based  upon  the  principle  of 
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combining  two  alternating  e.m.f.'s  of  different  frequency,  impressed 
simultaneously  upon  the  same  circuit.  The  interaction  of  the  two 
e.m.f.’s  will  produce  a  resultant  current  having  pulsations  of  amplitude 
which  vary  (rise  and  fall  periodically)  at  a  frequency  which  is  lower 
than  either  of  the  two  component  frequencies  which  produced  it.  The 
resultant  cycle  of  such  pulsations  of  current  is  known  as  a  beat ,  and  the 
phenomenon  of  combining  oscillations  in  this  way  is  called  beating . 

The  process  of  receiving  continuous  waves  by  combining  two  e.m.f.’s 
of  different  frequencies,  one  of  which  is  the  received  signal  oscillation 
and  the  other  the  locally  generated  oscillations,  is  called  heterodyne 
reception. 

The  word  “  heterodyne  ”  is  derived  from  the  Greek  hetero  (an  element 
used  in  composing  words,  meaning  different,  other  than  usual,  unlike) 
and  dyne  (the  Greek  word  for  power  and  force)  thus  signifying  the 
production  of  another  or  different  force. 

The  beat  current  will  change  the  steady  flow  of  plate  current  in  the 
detector  and  cause  it  to  rise  and  fall  in  a  periodic  manner  which  will 
move  the  diaphragms  to  produce  an  audible  sound. 

Later  it  will  be  shown  that  the  interaction  of  the  two  sets  of  oscilla¬ 
tions  can  be  made  to  produce  a  resultant  beat  current  which  flows  at  a 
frequency  beyond  the  range  of  audibility  and  is  called  the  intermediate 
frequency  range.  It  will  then  be  necessary  to  pass  the  intermediate  beat 
current  to  a  second  detector,  to  be  converted  into  an  audio-frequency 
current  suitable  for  actuating  the  reproducing  diaphragms.  In  the  com¬ 
bining  of  two  sets  of  oscillations  in  this  manner  there  are  actually  two 
beat  currents  of  different  frequencies  produced.  However,  only  one  of 
the  beat  frequencies  is  made  use  of. 

The  following  is  a  good  analogy  to  illustrate  the  principles  involved 
in  heterodyning:  If  two  sound  waves  having  different  frequencies  are 
superimposed  upon  each  other,  due  to  the  interaction  between  the  two, 
we  will  hear  a  third  sound  wave  whose  frequency  is  the  difference 
between  the  two  fundamental  waves.  This  can  be  demonstrated  easily 
to  one’s  own  satisfaction  by  striking  two  tuning  forks  of  different  pitch 
and  then  holding  them  close  to  the  ear.  Upon  listening  attentively  a 
third  (or  beat)  note  will  be  heard.  This  is  due  to  the  interaction  of  the 
two  fundamental  sound  waves  as  they  periodically  add  and  subtract 
their  energies. 

The  beat  note  will  have  a  vibration  frequency  which  is  lower  than 
either  of  the  two  fundamental  waves  producing  it,  and  the  beat  will 
have  a  humming  sound,  one  such  as  might  be  produced  by  an  intonation 
of  the  voice.  A  peculiar  effect  is  that  a  second  beat  note,  much  higher 
than  either  of  the  two  originals,  is  sometimes  heard. 
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Musical  instruments,  especially  organs,  produce  such  beats.  The 
interaction  of  two  sound  waves  of  slightly  different  vibration  frequencies 
beating  against  each  other  is  precisely  similar  in  principle  to  the  pro¬ 
duction  of  a  third  current  when  two  alternating  e.m.f/s  of  slightly 
different  frequencies  are  beating  against  each  other  in  an  electrical 
circuit. 

This  action  is  shown  diagrammatically  in  Fig.  192.  The  oscillations 


Fig.  192. — Heterodyne  reception  curves  when  plate  rectification  method  is  employed. 
Plate  current  curve  ( D )  illustrates  the  principles  of  power  detection. 

of  the  incoming  signal  are  shown  by  the  curves  in  A  and  the  local  gen¬ 
erated  oscillations  in  B.  When  these  oscillations  having  different  fre¬ 
quencies  combine,  the  resultant  beat  frequency  will  be  the  numerical 
difference  between  them.  The  beat  frequency  is  shown  in  the  graph  C . 
The  beat  frequency  equals  the  number  of  beats  per  unit  of  time. 
There  are  two  methods  by  which  this  beat  frequency  may  be  pro¬ 
duced,  namely: 
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(1)  By  the  use  of  one  vacuum  tube  and  its  associated  circuits: 

The  processes  of  detection  and  generation  of  the  local 
alternating  current  necessary  to  beat  with  the  incoming 
osoillations  are  all  accomplished  with  one  vacuum  tube. 

(2)  By  the  use  of  two  vacuum  tubesf  with  their  independently 

associated  circuits:  One  tube  functions  as  the  detector  and 
the  other  as  an  oscillator  generating  the  local  alternating 
current  in  this  system  for  the  detection  of  continuous  wave 
signals. 


When  the  heterodyning  or  production  of  a  beat  current  is  accom¬ 
plished  in  the  circuits  employing  only  one  vacuum  tube,  as  in  case  (1), 


Fia.  193. — One  type  of  an  oscillator  circuit  for  the  reception  of  continuous  waves. 


it  is  called  the  self-heterodyne  method  of  reception,  but  it  is  sometimes 
referred  to  as  the  autodyne  method. 

Homodyne  Reception. — Homodyne  reception,  generally  known  as 
zero-beat  reception,  is  the  method  used  when  an  alternating  current  wave 
of  the  carrier  frequency  is  generated  locally  by  the  oscillator  tube  in 
order  to  receive  an  incoming  signal.  This  method  of  operation  requires 
that  the  carrier  wave  or  carrier  current  be  suppressed,  that  is,  not 
radiated  by  the  transmitting  antenna  and  therefore  supplied  at  the 
receiving  end  to  make  the  signals  intelligible.  Space  does  not  permit 
a  more  detailed  description  of  this  system. 

Self-Heterodyne  Receiver. — Two  typical  oscillating  vacuum  tube 
circuits,  suitable  for  the  production  of  continuous  oscillations  which 
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utilize  one  vacuum  tube  as  both  a  detector  and  an  oscillator,  are  illus¬ 
trated  in  Figs.  193  and  194. 

The  distinction  between  the  two  diagrams  is  the  method  of  control¬ 
ling  the  amount  of  regeneration,  that  is,  the  amount  of  energy  fed  back 
from  the  plate  coil  into  the  oscillating  system;  thus  in  Fig.  193  the 
inductive  coupling  is  variable  and  in  Fig.  194  the  inductive  coupling  is 
fixed  with  the  feed-back  regulation  provided  by  a  variable  condenser 
(throttle  condenser)  connected  in  shunt  to  the  power  source,  the  plate 
current  “  B  ”  battery. 

The  circuits  are  known  as  the  inductive  feed-back  type  because  in 


Fig.  194. — Showing  how  a  vacuum  tube  is  employed  as  a  detector  in  a  beat  receiver. 

each  instance  an  inductance  L3,  inserted  in  series  with  the  plate  circuit, 
is  magnetically  coupled  (inductively  coupled)  to  the  grid  inductance 
L2  of  the  tuned  oscillatory  circuit  L2  C2. 

There  are  many  variations  in  the  arrangement  and  apparatus  in 
a  circuit  of  this  type,  but  these  two  may  be  considered  as  standard 
methods  for  the  reception  of  continuous  waves. 

The  first  requisite  for  an  oscillator  tube  of  this  type  is  that  the  plate 
coil  Lz  must  be  coupled  close  enough  to  the  grid  coil  L2,  so  that  a  chang¬ 
ing  magnetic  field  around  L3,  caused  by  a  pulsating  plate  current,  will 
induce  an  alternating  e.m.f.  in  L2,  which  alternating  voltage,  when 
applied  to  the  grid,  will  be  of  the  correct  polarity  to  cause  a  further 
variation  in  plate  current. 
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Thus,  when  the  circuits  of  the  tube  are  properly  connected  and  the 
inductive  relationship  between  the  plate  and  grid  coils  is  of  the  proper 
sign  (polarity),  the  tube  and  its  circuit  will  function  to  generate  contin¬ 
uous  oscillations  at  the  natural  frequency  of  the  tuned  circuit  L2  C2. 
At  the  same  time,  energy  provided  by  incoming  signal  oscillations 
flowing  to  the  grid  will  be  reintroduced  into  the  grid  coil  L2  by  the 
mutual  inductance  between  L2  and  plate  coil  Lz,  re-enforcing  the  plate 
current  and  resulting  in  the  amplification  of  the  signal. 

Since  the  plate  circuit  is  called  the  output  of  the  tube  and  the  grid 
circuit  the  input,  it  can  easily  be  seen  that  part  of  the  energy  of  the 
plate  current  alternations  is  transferred  back  into  the  grid  circuit  to  be 
applied  to  the  grid  in  the  form  of  an  alternating  voltage  in  turn  to 
enlarge  the  plate  alternations.  It  is  for  this  reason  that  we  call  this 
exchange  of  energy  a  feed-back  action ;  that  is,  energy  in  the  output  cir¬ 
cuit  feeds  back  into  the  input  circuit. 

When  the  circuit  is  supplied  with  sufficient  power,  the  cycles  of 
energy  feeding  from  the  plate  to  the  grid  can  be  made  continuous . 
Hence,  continuous  oscillations  will  be  generated .  This  action  will  be 
explained  in  greater  detail. 

In  the  circuit  illustrated  in  Fig.  193  the  arrow  drawn  through  the 
plate  and  grid  coils  indicates  that  the  inductive  coupling  between  the 
circuits  is  variable,  providing  a  control  for  the  amount  of  energy 
re-transferred  from  the  output  to  the  input.  The  plate  coil  Lz  is  called 
a  tickler  coil  when  it  is  used  in  this  way.  In  a  circuit  of  this  type,  when 
used  for  continuous  wave  (c.w.)  reception,  the  following  condition 
will  be  noted :  when  the  frequency  of  the  tuned  circuit  L2  C2  is  changed 
to  receive  a  signal  of  a  given  frequency,  the  degree  of  coupling  between 
the  grid  coil  and  tickler  coil  is  also  affected,  and  vice  versa. 

The  circuit  in  Fig.  193  is  commonly  used  as  a  regenerator  detector  for 
the  reception  of  waves  above  approximately  200  meters.  However, 
the  circuit  in  Fig.  194  is  more  adaptable  for  use  in  the  reception  of 
short  waves,  or  those,  approximately  200  meters  and  below. 

By  employing  a  fixed  coupling  between  the  plate  and  grid  coils,  as 
shown  in  Fig.  194,  the  circuit  is  stabilized,  with  the  control  of  the  feed¬ 
back  accomplished  through  the  variable  condenser  C3,  which  is  shunted 
between  the  plate  and  the  filament.  The  condenser  must  be  connected 
to  that  end  of  the  coil  adjacent  to  the  r.f.  choke  in  order  to  include  the 
plate  coil  as  part  of  the  oscillatory  circuit. 

Coupling  condenser  Cz  provides  a  path  for  the  high  frequency  alter¬ 
nations  of  plate  current.  Although  the  radio-frequency  pulsations  of 
plate  current  do  not  reverse  in  direction,  their  rise  and  fall  in  value  pro¬ 
duces  the  same  effect  ,  as  far  as  the  charging  and  discharging  of  throttle 
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condenser  C3  is  concerned,  as  would  an  alternating  current.  This  is 
because  a  pulsating  current  is  the  equivalent  of  an  alternating  current 
superimposed  upon  a  direct  current;  provided,  of  course,  that  the  mag¬ 
nitude  of  the  alternating  component  is  not  greater  than  that  of  the 
direct  current  component. 

The  frequency  of  the  plate  alternations  depends  largely  upon  the 
frequency  of  the  alternate  positive  and  negative  charges  on  the  grid, 


Fig.  195.— Beam  system  receiving  equipment  at  RCA  Station,  New  York. 

this  being  directly  governed  by  the  adjustment  of  the  tuned  oscillatory 
circuit  L2  C 2. 

By  carefully  adjusting  the  capacity  of  tuning  condenser  C2  the  cir¬ 
cuit  can  be  made  to  oscillate  at  a  frequency  which  is  slightly  different 
from  the  frequency  of  the  incoming  signal.  The  resultant  beat  current 
due  to  the  combining  of  the  two  frequencies  is  then  detected  by  the 
tube  in  the  usual  way  and  the  c.w.  signals  are  reproduced  in  the  tele¬ 
phone  receivers.  The  frequency  of  the  resultant  current  in  the  plate 
circuit  is  shown  by  curve  C  in  Fig.  196,  and  the  periodic  fluctuations  of 
the  telephone  current  by  curve  D. 

The  strength  of  the  local  oscillations  generated  by  the  feed-back 
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action  of  the  tube  can  be  controlled,  as  previously  stated,  by  variations 
in  the  capacity  of  coupling  condenser  C3.  We  have  learned  that 
a  condenser  must  be  set  at  a  certain  capacity  to  carry  efficiently  a  cur¬ 
rent  of  a  given  frequency.  At  any  other  capacity  the  condenser  will 
set  up  an  opposition,  called  reactance,  which  does  not  allow  the  free 


Fig.  196. — Curves  showing  the  action  of  a  regenerative  beat  (heterodyne)  receiver 
when  the  grid  leak-condenser  method  of  detection  (rectification)  is  employed. 

movement  of  current  through  it  at  the  frequency  under  consideration. 
Hence,  the  variation  in  the  capacity  C3  will  alter  the  reactance  offered 
to  the  high-frequency  current  flowing  through  this  coupling  path. 

The  circuit  is  commonly  known  as  a  self-heterodyning  detector  because 
the  tube  functions  both  as  an  oscillator  and  detector.  Due  to  its 
extreme  simplicity  it  is  particularly  recommended  for  regenerative  beat 
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reception.  A  circuit  of  this  type  is  described  under  “  Short-Wave 
Receivers/’  Chapter  XXII. 

Note  that  the  feed-back  can  be  controlled  also  by  removing  the 
coupling  condenser  C3  and  inserting  in  its  place  a  variable  resistance  of 
several  thousand  ohms,  which  acts  to  alter  the  resistance  offered  to  the 
feed-back  current  flowing  from  the  plate  (output)  to  the  tuned  oscilla¬ 
tory  circuit  L2  C 2  (input).  The  amount  of  energy  that  will  be  dissi¬ 
pated,  representing  a  loss  of  energy  in  the  form  of  heat,  depends  upon 
the  amount  of  resistance  used.  Since  this  is  an  oscillatory  circuit,  we 
may  refer  to  any  change  in  the  resistance  as  a  variation  in  the  damping 
of  the  circuit. 


THE  OSCILLATOR 

The  Action  of  the  Oscillator. — The  following  explanation  of  the 
action  of  the  inductively  coupled  feed-back  type  circuit  is  given  with 
the  references  made  to  the  self-heterodyne  detector  illustrated  in  Fig. 
193,  assuming  the  grid  condenser  to  be  removed  and  the  grid  connected 
direct  to  circuit  L2  C2. 

If  the  conditions  for  oscillation  have  been  satisfied,  radio-frequency 
oscillations  will  be  generated  and  their  frequency  will  be  determined  by 
the  values  of  inductance  and  capacity  in  the  tuned  grid  circuit  L2  C2. 
The  continuous  form  and  constant  amplitude  of  this  locally  generated 
high-frequency  alternating  current  is  shown  by  curve  B  in  Fig.  192. 

There  are  some  circuits  in  which  the  coupling  between  the  grid  and 
plate  circuits  is  variable,  as  previously  stated,  and  in  this  event  the 
coupling  would  be  continuously  increased  to  set  the  system  into  self¬ 
oscillation.  It  is  frequently  found,  however,  that  a  sudden  variation 
of  the  capacity  of  the  tuning  condenser  will  vary  the  potential  suffi¬ 
ciently  to  accomplish  this  result. 

In  order  to  make  clear  the  functioning  of  the  tube  as  an  oscillator 
and  to  follow  more  readily  the  sequence  of  events,  suppose  that  the 
proper  coupling  exists  between  plate  and  grid  and  that  the  system  is 
otherwise  designed  so  that  oscillations  will  begin  to  build  up  imme¬ 
diately  when  the  circuit  is  set  in  operation. 

First,  let  us  be  assured  that  the  positive  terminal  of  the  “  B  ”  bat¬ 
tery  is  connected  to  the  plate;  second,  that  the  specified  voltage  as 
recommended  by  the  manufacturer  is  used.  The  plate  voltage  may  be 
varied  somewhat  within  given  limits  to  obtain  maximum  results.  The 
circuit  diagram  in  Fig.  193  shows  the  plate  properly  connected  and  it 
will  receive  a  positive  electric  charge,  the  plate  being  known  as  the 
anode. 

Next  close  the  filament  switch  and  carefully  regulate  the  rheostat 
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R  until  the  filament  is  supplied  with  the  correct  working  voltage  across 
its  terminals  to  pass  a  given  current  which  will  raise  the  filament  tem¬ 
perature  to  normal.  The  heated  filament,  called  the  cathode,  will  now 
emit  electrons  in  large  quantities.  The  vacuous  space  between  the 
filament  and  plate  will  be  filled  with  tiny  negatively  charged  electrons, 
which  now  constitute  what  is  known  as  the  space  charge . 

The  attraction  which  the  positively  charged  plate  bears  for  oppo¬ 
sitely  charged  bodies  will  cause  millions  of  these  negative  electrons  to 
move  towards  the  plate.  The  movement  of  electrons  is  considered  as 
constituting  a  flow  of  current;  therefore,  the  path  between  filament  and 
plate  is  made  electrically  conductive  by  the  electrons.  Electrons 
which  find  their  way  to  the  plate  must  seek  their  own  source,  the  fila¬ 
ment,  through  the  plate  circuit. 

The  degree  to  which  this  path  is  made  electrically  conductive  depends 
upon  the  quantity  of  electrons  that  reach  the  plate,  or,  stating  this  in 
terms  of  current,  the  amount  of  current  flowing  in  the  plate  circuit  is 
determined  by  the  quantity  of  electrons  attracted  toward  and  actually 
reaching  the  plate.  It  can  be  readily  understood  that  the  external 
plate  circuit  is  conductive,  as  it  is  a  metallic  circuit  and  electrons  will 
flow  through  it  under  the  pressure  or  electromotive  force  furnished  by 
the  “  B  ”  battery.  However,  the  plate  energy  is  referred  to  in  terms 
of  current,  or  plate  current .  In  the  following  action  it  will  be  shown 
how  the  quantity  of  electrons  reaching  the  plate  may  be  increased  or 
decreased  by  the  electric  potential  on  the  grid,  thus  causing  the  plate 
current  to  rise  and  fall  accordingly. 

Before  continuing  it  may  be  profitable  to  mention  a  few  facts  that 
will  enable  us  to  distinguish  between  the  use  of  the  terms  current  flow 
and  electron  flowy  with  particular  reference  to  their  direction. 

For  this  explanation  it  should  be  repeated  that  whenever  we  refer 
to  the  movement  of  electrical  energy  through  a  medium  in  terms  of 
current  flow  it  is  assumed  that  current  flows  from  positive  to  negative, 
according  to  the  old  established  rule,  which  still  continues  to  be  used  in 
some  practical  work.  On  the  other  hand,  according  to  the  more  recently 
invented  electron  theory ,  which  is  generally  accepted,  the  supposition  is 
that  a  movement  of  electrons  from  negative  to  positive  constitutes  a 
flow  of  current.  This  apparent  discrepancy  regarding  the  direction  of 
current  flow  and  electron  movement  will  not  be  confusing  if  we  continue 
to  use  for  the  purposes  of  practical  work,  and  for  conventional  dia¬ 
grams,  the  term  electric  current,  with  its  direction  of  flow  as  just  stated; 
whereas,  for  the  explanations  concerning  the  actual  nature  of  the 
current  and  its  behavior  the  assumption  is  that  it  is  brought  about  by 
the  movement  of  electrons. 
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The  expressions  to  use  are  current  flow  and  electron  flow .  Knowing 
what  these  terms  stand  for  and  also  that  they  are  merely  relative,  it 
should  be  easy  for  the  student  to  comprehend  this  distinction.  Until 
the  future  time  when  all  engineering  societies  and  electrical  industries 
may  agree  upon  uniformity  of  expression  and  make  the  direction  of  cur¬ 
rent  and  electron  movement  coincident,  we  must  continue  to  employ 
the  prevailing  distinctions  and  designations. 

Now  it  is  possible  to  return  to  our  subject  and  apply  the  above  rule* 
The  space  in  the  tube  is  made  electrically  conductive,  by  the  emission 
of  electrons  and  their  movement  towards  the  plate  under  its  attraction* 
When  the  filament  temperature  ceases  to  increase  and  reaches  a  con¬ 
stant  heat,  the  electrons  will  move  toward  the  plate  in  unvarying 
quantities;  in  other  words,  a  steady  current  (direct  current)  will  flow 
in  the  plate  circuit  under  the  e.m.f.  furnished  by  the  “  B  ”  battery.  Of 
course,  we  know  that  a  flow  of  direct  current  in  the  plate  circuit  must 
be  due  to  a  movement  of  electrons  through  its  conducting  wires  under 
the  pressure  of  the  “  B  ”  battery.  This  current  is  known  as  conduction 
current ,  and  its  direction  would  be  indicated  in  any  diagram  as  flowing 
through  the  circuit  from  the  positive  to  the  negative  electrodes  of  the 
“  B  ”  battery. 

It  is  at  this  point  that  the  expressions  current  flow  and  electron  flow 
are  used  in  a  way  that  invariably  causes  some  confusion  to  many  stu¬ 
dents. 

To  clarify  this  situation,  let  us  say  that  the  actual  conduction  of 
electrons  through  the  plate  circuit— their  progressive  movement  in  the 
plate  circuit  through  its  entirety — is  always  referred  to  in  terms  of  cur¬ 
rent  flow  or  plate  current ,  which  is  a  direct  currentf  because  it  is  due  to  the 
direct  e.m.f.  of  the  “  B  ”  battery.  However,  the  plate  current  flow  is 
possible  only  because  the  vacuum  in  the  tube  is  made  electrically  con¬ 
ductive,  and  this  path  then  forms,  together  with  the  elements  compris¬ 
ing  the  plate  circuit  outside  of  the  tube,  a  complete  or  closed-  electric 
circuit.  The  latter  function  in  regard  to  making  the  vacuum  a  con¬ 
ductive  path  is  explained  and  always  referred  to  in  terms  of  electrons  in 
motion ,  due  to  their  emission  by  the  hot  electrode  and  attraction  toward 
the  plate.  Simply  keep  in  mind  that  the  electronic  flow  within  the 
tube  from  filament  to  plate  is  manifested  by  what  is  termed  a  flow  of 
current  through  the  plate  circuit. 

The  action  of  the  grid  potential  and  its  control  upon  the  plate  cur¬ 
rent  can  now  be  continued. 

During  the  period  of  the  filament  temperature  rise  from  a  zero  value, 
at  the  first  closing  of  the  switch  when  the  filament  wire  is  cold,  up  to 
the  time  that  the  temperature  becomes  normal  and  fixed,  the  plate 
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direct  current  will  also  rise  quickly  from  a  zero  value  up  to  a  certain 
value  wherein  it  remains  steady,  or  at  normal  value.  The  disturbance 
occurring  in  the  plate  circuit  due  to  the  variation  of  the  plate  current 
is  made  to  act  inductively  on  the  grid  circuit,  resulting  in  a  charge 
being  impressed  on  the  grid.  The  grid  then  acts  to  vary  the  plate 
current  at  a  radio-frequency  by  the  following  process. 

It  must  be  remembered  that  the  changing  plate  current  flows  through 
plate  coil  L3,  Fig.  193.  Therefore  while  the  plate  current  is  under¬ 
going  a  sudden  rise,  as  heretofore  mentioned,  a  changing  magnetic  field 
will  be  set  up  around  L3.  The  plate  coil  L3  is  magnetically  (inductively) 
coupled  to  the  grid  coil  L2;  hence,  as  the  changing  magnetic  lines  of 
force  thread  through  the  turns  of  L2  an  e.m.f.  will  be  induced  in  L2. 
The  grid  will  receive  this  induced  voltage  because  coil  L2  is  connected 
to  the  grid. 

This  phenomenon  is  based  upon  the  principle  that  if  the  induced 
voltage  is  in  correct  phase  with  the  current  flowing  in  the  grid,  that  is, 
if  it  has  the  proper  polarity  (sign)  at  this  instant  so  that  the  charged 
grid  will  assist  in  attracting  more  of  the  emitted  electrons  (for  example, 
a  positively  charged  grid  to  increase  the  space  charge),  then  a  larger 
electron  flow  will  move  toward  the  plate.  This  will  cause  the  plate 
current  to  continue  rising  above  its  normal  value  (that  value  at  which 
the  plate  current  would  have  remained  constant  had  not  the  action 
taken  place). 

Energy  has  been  extracted  from  the  plate  circuit  by  this  transfer  of 
power  from  the  plate  coil  to  the  grid  coil.  This  is  the  feed-back  action. 
The  changing  plate  current  furnishes  the  e.m.f.  to  be  applied  to  the 
grid;  i.e.,  energy  is  transferred  or  fed  back  from  the  output  to  the  input. 

What  occurs  next  is  that  the  induced  voltage  in  the  grid  coil  drops 
to  zero  when  the  increase  in  the  plate  current  finally  ceases. 

The  plate  current  now  begins  to  lower  in  strength,  and  therefore  the 
magnetic  field  around  the  plate  coil  L3  will  begin  to  recede  or  move  in 
an  inward  direction  toward  its  own  winding.  This  reduction  in  the 
magnetic  field  strength  around  L3  causes  the  magnetic  lines  of  force  to 
thread  through  the  grid  coil  in  a  direction  opposite  to  their  movement 
when  expanding,  as,  for  instance,  when  the  plate  current  was  rising  in 
value. 

The  induced  e.m.f.  in  the  grid  coil  will  now  be  reversed  in  sign  (polar¬ 
ity).  If  we  assume  that  the  induced  voltage  this  time  places  the  grid 
at  a  negative  potential,  the  grid  will  repel  the  electrons  forming  the 
space  charge,  so  that  the  quantity  of  electrons  available  for  attraction 
toward  the  plate  is  reduced.  The  latter  action,  of  course,  forces  the 
plate  current  to  decrease  to  less  than  normal  value. 
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Curve  shows  the  Rise  and  Fall  in 
Plate  Current  Strength,  Known  as, 
"Radio-Frequency  Component".  |\ 


When  the  fall  in  the  plate  current  finally  ceases,  the  magnetic  field 
around  Ls  also  stops  changing  and  the  induced  e.m.f.  in  the  grid  coil 
L 2  will  drop  to  zero.  The  negative  potential  on  the  grid  no  longer 
exists.  Consequently  the  plate  current  will  again  rise  in  value. 

Again,  as  the  plate  current  increases  in  strength,  the  expanding 
magnetic  field  surrounding  the  plate  coil  will  induce  an  e.m.f.  in  the  grid 
coil,  which  voltage  charges  the  grid  this  time  to  a  positive  potential. 
The  positively  charged  grid  assists  the  plate  increase,  as  previously 
explained,  and  the  plate  current  will  continue  to  rise  until  it  reaches  its 
upper  limit  wherein  no  further  increase  can  take  place. 

The  rise  and  fall  of  plate  current  induces  an  e.m.f.  in  grid  coil  Z/2, 
first  in  one  direction  and  then  in  the  opposite  direction.  Thus  an 
alternating  e.m.f.  is  induced  in  the  tuned  oscillatory  circuit  L2  C2*  By 
following  this  action  carefully, 
it  can  be  seen  that  the  e.m.f.  fed 
back  is  aiding  the  oscillations, 
or  in  other  words,  one  rise  and 
fall  of  plate  current  produces 
one  cycle  of  alternating  e.m.f.  in 
the  grid  circuit.  Likewise,  the 
alternating  voltage  in  the  grid 
circuit  will  vary  the  plate  cur¬ 
rent,  hence  the  action  is  retro¬ 
active. 

The  rate  (frequency)  at 
which  the  grid  is  alternately 
charged  positive  and  negative 
can  be  controlled  by  the  proper 
selection  of  inductance  L2  and 
capacity  C2,  because  L2  and  C2 
form  an  oscillatory  circuit.  The 
energy  which  drives  this  system 
comes  from  the  power  source 
supplying  the  plate  current, 
which  in  this  instance  is  a  “B” 
battery. 

Since  this  energy  will  reverse 
at  very  high  frequencies,  that 
is,  at  radio-frequencies,  the  cycle 
of  alternating  energy  is  called  an  oscillation .  Oscillation  and  cycle 
may  be  used  interchangeably  in  dealing  with  radio-frequencies. 

After  once  starting  this  process  of  inducing  an  e.m.f.  (no  matter 


_ Curve  Indicating  the 

Alternating  Voltage  Applied 
to  the  Oscillator  Gn'd 


Fig.  197. — Graphical  illustration  of  oscillator 
action.  The  oscillations  build  up  quickly  at 
the  instant  of  closing  the  circuit  and  con¬ 
tinue  at  constant  amplitude  and  frequency 
so  long  as  the  operating  voltages  are 
applied. 
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how  small)  in  the  grid  circuit  by  regenerative  coupling,  the  action  will 
persist  and  the  oscillations  will  gradually  build  up  in  amplitude  until 
a  distinct  upper  limit,  as  shown  in  Fig.  197,  is  reached  as  deter¬ 
mined  by  the  characteristics  of  the  tube  and  of  the  circuit  shown  in 
Fig.  193. 

The  plate  current  cannot  decrease  to  a  value  less  than  zero  and  its 
maximum  rise  is  limited  by  a  given  plate  voltage  and  the  temperature 
of  the  filament.  These  latter  factors,  in  general,  govern  the  space  charge 
and  restrict  the  quantity  of  electrons  flowing  between  the  filament  and 
the  plate. 

Summary. — As  long  as  sufficient  power  is  supplied  to  the  tube  to 
compensate  for  all  losses,  the  system  will  be  kept  in  continuous  oscilla¬ 
tion.  These  losses  include  the  extraction  of  energy  from  the  plate  cir¬ 
cuit,  due  to  the  electromagnetic  induction  from  Lz  to  L2  in  Fig.  193, 
and  the  usual  losses  caused  by  the  ordinary  resistance  of  the  circuit, 
but  if  the  e.m.f.  fed  back  is  greater  at  any  instant  than  that  just  required 
to  sustain  oscillations,  the  system  will  continue  without  interruption. 

The  sustained  or  continuous  oscillations  are  constant  in  amplitude, 
as  shown  by  the  curve  B  in  Fig.  192,  and  they  are  called  the  local 
oscillations  because  they  are  generated  continuously,  being  independent 
of  the  oscillations  induced  in  the  receiver  circuits  by  the  incoming 
signals. 

Further,  it  will  be  recalled  that  the  plate  coil  and  grid  coil  must  be 
mutually  related,  so  as  to  establish  in  the  grid  circuit  an  induced  e.m.f. 
of  the  proper  sign  (polarity)  to  aid  and  not  oppose  the  oscillations. 
Otherwise,  oscillations  will  not  be  generated,  which  accounts  for  the 
fact  that  it  is  often  necessary  to  reverse  connections  at  the  plate  coil 
when  originally  assembling  a  circuit  of  this  kind. 

It  may  be  said  that  the  grid  acts  somewhat  like  a  trigger  or  valve  in 
regulating  and  supplying  an  alternative  positive  and  negative  potential 
at  the  right  time ,  which  in  turn  produces  alternations  of  plate  current, 
with  the  grid-tuned  circuit  controlling  the  frequency  at  which  oscilla¬ 
tions  are  generated. 

The  frequency  of  the  alternations  of  the  plate  current  will  occur  in 
synchronism  with  the  oscillations  in  the  tuned  circuit.  A  simple 
mechanical  analogy  of  this  action  would  be  the  oscillating  movement 
of  a  clock  pendulum.  If  we  wind  up  the  spring  to  provide  sufficient 
power  to  overcome  all  oppositions  that  are  probable,  such  as  friction 
at  the  bearings,  air  resistance,  weight  of  the  mass,  and  so  on,  the  pen¬ 
dulum  will  continue  to  swing  back  and  forth  traversing  the  same  dis¬ 
tance  at  each  swing;  its  oscillations  are  both  continuous  and  constant  in 
amplitude.  An  oscillation  is  a  single  swing  from  one  limit  to  the  other. 


SELF-HETERODYNING 


351 


It  has  been  shown  that  the  oscillator  tube  and  its  associated  circuits 
actually  convert  d-c.  power  (furnished  by  the  “B”  battery  in  this  case) 
into  a-c.  power  as  represented  by  the  radio-frequency  oscillations. 

The  action  of  the  oscillator  has  been  explained  and  we  will  now 
turn  our  attention  to  the  heterodyning  of  the  locally  generated 
oscillations  with  the  incoming  signal  oscillations. 

The  Phenomenon  of  Self-heterodyning. — It  is  preferable  in  a  cir¬ 
cuit  of  this  kind  when  used  to  generate  radio-frequency  currents  and 
also  to  function  as  a  detector,  that  the  grid  condenser  and  leak  resistance 
be  connected  in  series  with  the  grid,  the  elements  being  indicated  by 
C4  and  Ri  in  Fig.  193. 

The  immediate  effect  of  inserting  the  grid  condenser  in  the  circuit 
is  to  give  the  tube  a  more  favorable  characteristic  for  the  detection  of 
incoming  signal  oscillations  by  the  telephone  receivers;  that  is,  the 
average  variation  in  plate  current  is  forced  to  occur  considerably  below 
normal  with  consequent  increase  in  signals.  This  action  is  explained 
graphically  as  in  the  curves  of  Fig.  198. 

When  the  tube  is  set  into  operation,  the  oscillations  in  the  grid 
circuit  build  up  gradually  by  the  resulting  changes  in  plate  current 
through  coil  L3  and  cause  it  to  act  inductively  on  the  grid  coil  L2,  set¬ 
ting  the  grid  circuit  L2  C2  into  oscillation.  The  grid  is  charged  by  an 
alternating  voltage,  but,  due  to  the  grid  condenser  blocking  the  grid 
current,  a  fixed  negative  charge  remains  on  the  grid,  as  shown  by  curve 
By  at  the  commencement  of  operations.  The  excess  negative  charge 
leaks  off  the  grid  through  the  leak  resistance. 

The  action  is  modified  somewhat  from  that  illustrated  in  Fig.  192 
by  curves  D  and  E  where  the  plate  current  pulsations  are  shown  to 
vary  above  and  below  normal,  as  in  D,  giving  an  average  telephone 
current  slightly  above  normal,  as  at  E,  when  the  grid  condenser  is  not 
utilized. 

As  in  Fig.  198  the  incoming  signal  oscillations  as  shown  by  curve  A 
charge  the  grid  condenser  C4  in  Fig.  193.  Now,  the  accumulation  of 
electrons  on  the  grid  due  to  the  alternate  positive  and  negative  poten¬ 
tials  causes  an  increasing  negative  charge  to  build  up  on  the  grid, 
which  throws  all  of  the  potential  swings  below  the  normal  negative 
voltage  the  grid  would  assume  if  this  re-transfer  of  energy  through 
regenerative  coupling  did  not  take  place. 

The  grid  charge  becomes  increasingly  negative,  as  shown  in  curve 
B}  Fig.  198,  by  the  first  few  swings  depicting  the  alternating  potential 
applied  between  grid  and  filament,  until  a  steady  state  of  oscillation  is 
maintained.  The  tube  oscillates  steadily  when  the  amount  of  electrons 
received  by  the  grid,  due  to  the  alternating  potential  impressed  on  the 
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grid,  is  equal  to  the  rate  at  which  they  leak  off  through  the  grid  resist¬ 
ance  R\. 

The  plate  current  repeats  the  grid  voltage  variations  as  shown  by 


Oscillating  Current 
in  Grid  Circuit 


Fig.  198. — Curves  illustrating  how  a  received  continuous  wave  acts  upon  a  simple 
detector  (non-regenerative  detector)  to  produce  an  unvarying  current  in  the  telephone 

headset. 

curve  Cy  where  the  radio-frequency  pulsations  occur  in  the  range 
between  zero  and  normal  current  values.  The  average  change  in  the 
plate  current,  as  shown  by  curve  D ,  is  a  steady  flow  of  current  through 
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the  telephones  when  the  tube  is  functioning  only  to  generate  continuous 
oscillations;  that  is,  when  acting  as  an  oscillator  only. 

As  pointed  out  previously,  these  local  oscillations  are  generated  inde¬ 
pendently  of  the  incoming  signal  oscillations.  If  a  continuous  wave 
signal  is  received  the  tube  and  its  associated  circuits  will  fulfill  the  func¬ 
tions  of  both  oscillator  and  detector.  To  produce  beats  the  frequency 
of  the  tuned  oscillatory  circuit  L2C2  is  adjusted  to  differ  slightly  from 
that  of  the  signal  frequency. 

The  two  radio-frequency  e.m.f  .’s  are  impressed  simultaneously  in  the 
tuned  circuit.  The  signal  oscillations  charge  the  grid  and  are  amplified 
through  the  regenerative  coupling;  that  is,  the  signal  is  re-introduced 
in  the  grid  circuit  in  amplified  form.  These  amplified  signal  oscillations 
interact,  or  heterodyne,  with  the  local  oscillations  producing  beats  hav¬ 
ing  pulsations  of  amplitude,  as  shown  by  curve  A  of  Fig.  196,  which 
alternately  increase  or  decrease  the  potential  of  the  grid  to  the  filament, 
as  in  curve  B. 

The  alternations  of  grid  potential  are  repeated  by  the  radio-fre¬ 
quency  alternations  of  plate  current  as  in  curve  C.  Moreover,  it  is 
easily  seen  that  the  fluctuations  of  plate  current  rise  and  fall  in  a  periodic 
manner;  and  that  the  average  change  in  plate  current  produces  one 
audio-frequency  pulse  indicated  by  the  dotted  line,  reproducing  the 
beat,  which  has  pulsations  of  amplitude,  as  in  curve  A. 

The  periodic  rise  and  fall  in  the  plate  current  is  that  shown  in  the 
curve  D,  also  the  dotted  line  in  curve  C,  giving  the  requisite  audio 
pulses  marked  a  and  b  to  which  the  diaphragms  will  respond.  This 
action  is  taken  up  in  greater  detail  in  following  paragraphs. 

Heterodyning  and  Amplification  of  the  Continuous  Wave  Signal. — 
A  continuous  wave  signal  will  induce  an  oscillating  current  of  largest 
magnitude  in  the  antenna  when  it  is  tuned  to  possess  zero  reactance  for 
the  signal  frequency,  as  for  instance,  when  tuned  by  the  inductance  Li, 
as  shown  in  Fig.  193.  Now,  due  to  the  mutual  inductance  between  L\ 
and  Z/2,  oscillations  of  the  same  frequency  will  be  induced  in  L2.  The 
signal  is  introduced  into  the  secondary  circuit  by  electromagnetic  induc¬ 
tion.  The  various  steps  in  amplification  and  detection  of  the  signal 
are  discussed  in  the  following  paragraphs. 

(a)  The  signal  oscillations  will  place  alternate  positive  and  negative 
charges  on  the  grid,  and  it  follows  that  the  plate  current  will  rise  and 
fall  with  alternations  of  the  same  frequency,  thus  repeating  the  signal 
wave,  but  in  amplified  form. 

We  know  this  to  be  true  because  every  vacuum  tube  functions  as 
an  amplifier,  irrespective  of  the  exact  nature  of  any  other  specific 
duties  it  may  perform.  This  is  an  inherent  characteristic.  It  is  due 
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to  the  fact  that  an  alternating  voltage  impressed  on  the  grid  simply 
changes  the  electrical  potential  of  this  electrode  and  influences  the  quan¬ 
tity  of  electrons  reaching  the  plate.  In  this  way  the  grid  acts  more 
or  less  as  a  relay  in  regulating  the  amount  of  current  flowing  in  the  plate 
circuit,  the  actual  power  or  potential  force  being  furnished  by  the  plate 
u  B  ”  battery. 

A  fractional  amount  of  voltage  placed  on  the  grid  by  the  incoming 
signal  oscillations  will  cause  relatively  large  variations  in  plate  current. 

(fc)  The  signal  is  again  amplified  by  the  feed-back  or  regenerative 
action  of  the  tube. 

The  plate  current  flows  through  plate  coil  L3,  producing  a  changing 
magnetic  field  around  L3  which  acts  inductively  upon  grid  coil  L2  and 
sets  up  in  the  grid  circuit  an  alternating  e.m.f.  If  this  induced  voltage 
due  to  feed-back  is  of  the  proper  sign  (polarity)  with  reference  to  the 
signal  alternations  which  primarily  produced  it,  then,  naturally,  the 
grid  potential  will  be  raised,  resulting  in  a  stronger  plate  current. 

This  amplification  of  the  signal  is  occurring  at  the  same  time  that 
local  oscillations  are  generated. 

(c)  Amplification  of  the  signal  is  again  secured,  practically  inde¬ 
pendent  of  the  first  method  of  amplification,  by  employing  this  vacuum 
tube  as  a  self-heterodyne  detector.  The  amplitude  of  the  beat  current 
is  enlarged  by  combining  the  applied  signal  frequency  and  the  locally 
generated  oscillations. 

This  action  is  shown  diagrammatically  in  Fig.  192.  If  the  ampli¬ 
tudes  R  and  S ,  in  curves  A  and  B  respectively,  reach  their  maximum 
values  simultaneously  it  means  that  the  two  e.m.f.’s  are  applied  to  the 
circuit  in  the  same  direction  and  are  therefore  in  phase  at  that  par¬ 
ticular  moment.  The  two  energies  add  together  to  produce  a  larger 
amplitude,  as  shown  by  positive  amplitude  1  in  the  beat  current  curve  C . 

Two  things  which  occur  at  the  same  time  are  said  to  be  in  phase. 
It  is  clearly  seen  that  the  next  two  amplitudes  are  a  few  degrees  out  of 
phase ;  that  is,  they  do  not  occur  in  unison  because  of  their  difference  in 
frequency.  The  instantaneous  values  of  these  two  amplitudes  are  now 
added  to  obtain  the  resultant  amplitude,  as  shown  by  amplitude  2  in 
curve  C. 

It  is  to  be  observed  that  at  certain  times  during  the  cycle  these 
e.m.f /s  are  not  applied  in  the  same  direction  or  in  the  same  phase. 
The  curves  A  and  B  show  the  e.m.f.'s.  as  they  continue  getting  out 
of  step,  or  out  of  phase,  until  finally  a  negative  alternation  in  curve 
A  reaches  its  maximum  amplitude  M ,  at  the  same  instant  as  does  a 
positive  alternation,  N  in  curve  B.  The  two  energies  are  now  applied 
in  opposite  directions,  and  being  180  deg.  out  of  phase,  they  will 
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buck  or  oppose  each  other.  Since  they  are  equal  in  strength  the 
resultant  amplitude  of  the  beat  current  will  be  reduced  to  zero,  as 
indicated  by  point  4  of  curve  C  on  the  zero  axis. 

Following  this  particular  moment,  the  two  e.m.f.’s  begin  to  move 
back  in  phase,  until  a  positive  amplitude  is  again  reached  in  one  curve  A 
occurring  at  the  same  instant  as  a  positive  amplitude  in  curve  B .  The 
two  amplitudes  are  indicated  by  letter  K  in  curve  A  and  by  letter  L  in 
curve  B  and  they  add  together  to  form  the  larger  amplitude  7  in  curve  C. 

The  two  sets  of  oscillations  continue  adding  and  subtracting  their 
amplitudes  in  this  way  during  the  successive  cycles,  with  the  result  that 
one  complete  rise  and  fall  of  beat  current  is  obtained,  as  shown,  for 
example,  between  Y  and  Z,  curve  G\  This  is  called  a  periodic  variation 
in  amplitude  of  the  beat  current. 

The  periodically  changing  amplitudes  in  the  beat  current  curve  C 
are  applied  as  an  alternating  e.m.f.  to  the  grid  of  the  tube,  and  its  action 
as  a  detector  is  summarized  as  follows: 

( d )  Explanation  of  the  detector  action  may  be  greatly  simplified 
when  a  grid  condenser  is  not  employed. 

Owing  to  the  fact  that  a  detector  tube  is  always  operated  at  the 
bend  in  its  characteristic  curve  a  positive  grid  potential  will  cause 
a  large  increase  in  plate  current.  The  positive  e.m.f.,  shown  by  ampli¬ 
tude  1,  curve  C,  produces  the  plate  increase  indicated  by  P  in  curve  D. 
On  the  other  hand,  an  equal,  or  nearly  equal,  negative  grid  will 
cause  a  very  slight  reduction  in  plate  current.  The  negative  voltage 
indicated  by  amplitude  10,  curve  C,  causes  the  plate  current  to  drop 
a  little  below  normal,  in  the  manner  shown  at  point  Q ,  curve  D. 

Curve  D  shows  the  subsequent  alternations  of  plate  current  with 
the  increases  above  normal  value  much  more  pronounced  than  the 
decreases  below  normal.  It  is  thus  evident  that  when  an  alternating 
e.m.f.  is  impressed  on  the  grid,  the  positive  halves  of  the  repeated  plate 
current  exceeds  the  negative  halves.  In  this  instance  positive  halves 
refer  to  plate  current  increases  and  negative  halves  to  the  decreases. 

It  is  this  unequal  or  asymmetrical  change  in  plate  current  that  gives 
the  tube  its  fundamental  detector  action. 

The  rise  and  fall  in  the  plate  alternations,  as  between  Y  and  Z  in 
curve  C,  is  equivalent  to  a  resultant  increase  in  plate  current  insofar  as 
the  action  upon  the  telephone  receivers  is  concerned.  This  increase 
will  energize  the  telephone  magnet  coils.  Hence,  one  beat,  as  from 
Y  to  Z,  will  act  to  produce  one  click  of  the  diaphragms. 

It  should  be  apparent  that  all  the  processes  of  amplification,  gen¬ 
eration  of  the  local  oscillations,  beat  production,  and  detection  of  the 
continuous  wave  signal,  have  been  accomplished  in  the  circuits  of  one 
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vacuum  tube.  It  is  for  this  reason  that  a  tube  so  functioning  is  called 
a  self-heterodyning  detector. 

Remarkable  amplifications  are  secured  in  this  way,  sometimes  total¬ 
ing  several  thousand.  It  must  be  remembered  that  the  extent  to 
which  weak  signals  may  be  amplified  depends  upon  the  relation  between 
the  ratio  of  the  magnitude  of  the  initial  incoming  signaling  current 
to  the  local  oscillations  and  the  final  signal  current  in  the  telephones. 

General  Considerations  Relating  to  the  Heterodyne  or  Beat 
Receiver. — The  outstanding  advantage  of  the  heterodyne  method  of 
reception  is  that  it  not  only  permits  the  detection  of  incoming  oscillations 
by  producing  an  audible  beat  note,  but  it  provides  for  considerable 
amplification  or  building  up  of  the  signal.  The  beat  current  is  many 
times  larger  than  the  small  signal  current  induced  in  the  antenna  by 
the  passing  waves. 

Another  advantage  is  that  the  pitch  or  note  heard  in  the  receivers 
may  be  varied  to  suit  the  individual  ear  when  receiving  telegraphic 
signals,  as  it  is  dependent  upon  the  frequency  difference  in  the  signal 
and  local  oscillations.  For  any  change  in  the  capacity  of  the  secondary 
condenser  the  beat  note  will  vary  in  pitch. 

To  cite  an  example  showing  how  this  may  be  put  into  practical  use 
in  tuning  out  interfering  signals:  Let  the  wavelength  of  the  incoming 
signal  be  600  meters,  corresponding  to  a  frequency  of  500,000  cycles, 
and  then  suppose  that  at  the  same  time  an  interfering  signal  is  heard 
with  considerable  strength  whose  wavelength  is  610  meters  or  491,803 
cycles. 

If  the  tuning  condenser  is  adjusted  to  give  a  local  current  of  499,000 
cycles  per  second,  the  interaction  with  the  desired  signal  frequency  will 
give  a  beat  of  1000  cycles.  The  beat  note  is  always  the  numerical  dif¬ 
ference  between  the  two  radio-frequencies. 

When  the  local  oscillations  beat  with  the  undesired  frequency  of 
491,803  cycles  a  note  of  7197  cycles  is  heard.  The  pitch  of  the  note 
in  the  receivers  is  widely  different;  in  fact,  the  interfering  signal  is  close 
to  the  upper  limits  of  audibility,  so  the  operator  can  easily  distinguish 
between  the  two  tones  and  concentrate  on  the  signals  of  the  station  he 
desires  to  receive  to  the  exclusion  of  others. 

It  is  obvious  that  any  desired  beat  note  may  be  obtained  by  adjust¬ 
ing  the  condenser  capacity,  and  thereby  interfering  signals  either  may 
be  partially  separated  until  they  almost  drop  out,  or  vanish,  causing 
the  beat  of  the  unwanted  signal  to  be  raised  to  some  frequency  too 
high  to  be  heard. 

Another  point  to  be  established  is  that  the  signal  may  be  heard 
often  at  two  different  adjustments  of  the  condenser,  one  above  reso- 
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nance,  called  the  upper  peak  and  also  at  a  point  below  resonance,  or  at 
the  lower  peak .  This  is  generally  known  as  two-spot  tuning  and  pro¬ 
vides  another  means  for  differentiating  between  interfering  signals. 
Thus,  if  a  signal  current  of  1,000,000  cycles  interacts  with  a  local  cur¬ 
rent  of  999,000  cycles  the  beat  frequency  will  be  1000  cycles.  Now,  if 
the  tuning  condenser  is  rotated  to  the  other  side  of  resonance  to  produce 
a  local  frequency  of  1,001,000  cycles,  the  beat  will  still  be  1000 
cycles. 

Discussing  the  action  taking  place  in  the  circuit  if  the  local  oscillat¬ 
ing  circuit  is  tuned  to  resonance  with  the  antenna  circuit  at  the  signal 
frequency,  the  two  sets  of  oscillations  will  be  synchronized,  i.e.,  they 
will  be  in  exact  phase,  thus  their  maximum  and  minimum  amplitudes 


Fig.  199. — Curves  of  two  e.m.f. ’s  of  similar  frequency  but  of  different  amplitudes 
which  are  acting  simultaneously  upon  the  same  circuit.  They  combine  and  produce 
a  third  or  resultant  e.m.f.  of  similar  frequency  and  larger  amplitude.  Note  that  the 

beat  effect  is  absent. 

will  coincide  during  each  cycle,  and  the  resultant  current  is  found  by 
simple  adding  the  strength  of  the  oscillations  at  the  different  moments 
throughout  the  cycles;  that  is,  their  instantaneous  values  are  added. 

The  oscillations  and  resultant  e  .m.f.  are  illustrated  diagrammatically 
in  Fig.  199;  the  oscillations  are  constant  in  amplitude  but  the  resultant 
e.m.f.  or  voltage  is  greater  in  magnitude  than  either  of  the  two  con¬ 
tributing  e.m.f.’s  or  oscillations.  There  is  no  periodic  pulsation  pro¬ 
duced  such  as  is  necessary  to  cause  the  telephone  diaphragms  to  move. 
The  absence  of  this  beat  effect  is  evidenced  by  silence  in  the  receivers. 

The  results  would  be  equivalent  to  what  might  be  expected  if  we 
should  attempt  to  receive  continuous-wave  signals  with  a  simple 
detector. 
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Theory  of  the  Beat  Receiver. — The  principles  of  the  design  and 
application  of  a  beat  receiver  have  been  described  in  a  general  way, 
but  to  fully  understand  what  happens  when  two  radio-frequency  oscil¬ 
lations  of  slightly  different  frequencies  combine  requires  that  the  situation 
be  analyzed.  The  action  can  best  be  presented  by  comparing,  first, 
two  e.m.f. 's  in  phase,  and  second,  two  e.m.f. ’s  out  of  phase: 

(1)  Two  e.m.f.’s  in  phase  are  shown  and  identified  in  Fig.  199  as  fol¬ 
lows:  At  represents  the  signal  oscillations,  A2  the  locally  generated 
oscillations  and  As  the  resultant  e.m.f.  The  relative  strength  of  these 
e.m.f.’s  can  be  measured  in  terms  of  a  given  number  of  millivolts, 
but  explanation  is  facilitated  by  putting  these  values  into  figures,  and 
assigning  an  arbitrary  value  in  units  for  each  one. 


+22 


Pig.  200. — How  beat  current  oscillations  are  produced  by  the  interaction  of  two 
sets  of  oscillations  of  slightly  different  frequencies. 

For  example,  assume  that  the  value  of  the  signal  oscillations  varies 
from  zero  to  10.5  units,  both  in  a  positive  and  negative  direction,  and 
that  the  local  oscillations  generated  by  the  tube  varies  from  zero  to 

14.5  units  at  each  alternation. 

The  curves  show  that  the  two  sets  of  oscillations  flow  in  exact  phase, 
reaching  their  maximum  and  minimum  amplitudes  simultaneously 
during  each  cycle,  but  the  oscillations  are  of  different  strength. 

Adding  the  positive  14.5  units  at  A\  and  the  positive  10.5  units  at  A2 
gives  25  units  indicated  by  point  A3.  Similarly,  adding  the  negative 

10.5  units  at  B\  to  negative  14.5  units  at  #2,  the  resultant  e.m.f.  reaches 
a  magnitude  of  25  units  in  the  negative  direction,  as  at  point  Bs. 

Although  the  resultant  e.m.f  As  and  Bs  are  larger  in  Amplitude  than 
either  of  the  two  component  e.m.f /s,  there  are  no  beat  pulsations  pro- 
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duced.  It  is  obvious  that  the  resultant  e.m.f.  is  of  similar  frequency, 
and  also  that  the  amplitudes  in  each  successive  cycle  will  be  constant, 
or  unvarying,  and  will  therefore  have  the  same  characteristics  as  the 
continuous  wave  signal  itself. 

(2)  If  the  local  circuit  is  tuned  slightly  out  of  resonance  with  the 
signal  frequency,  the  two  voltages  A\  and  A2  and  the  resultant  beat 
current  A3  will  appear  as  in  the  diagram  of  Fig.  200.  The  curves  show 
that  we  have  assumed  different  amplitude  values  from  those  given 
in  Fig.  199.  This  is  done  to  make  the  conditions  practical. 

The  oscillations  do  not  reach  their  maximum  amplitudes  simultane¬ 
ously  through  the  successive  cycles.  The  resultant  current  is  found  by 
successively  adding  and  subtracting  the  amplitudes  of  A\  and  A2  at 
their  different  instantaneous  values — at  the  different  moments  through¬ 
out  the  cycle.  In  mathematical  terms,  the  positive  and  negative  values 
are  added  algebraically. 

At  Pi  the  value  of  Ax  is  10  units,  and  of  A2  at  this  moment  12  units 
at  point  P2.  The  amplitude  of  the  resultant  current  A3  is  10  +  12, 
or  22  units,  indicated  at  P3.  At  point  P4  the  value  of  A2  is  +  3  units 
and  of  A 1  at  this  instant  —  3  units  indicated  at  Pg.  The  amplitude 
of  the  resultant  beat  current  will  lower  from  its  maximum  at  P3  to 
zero,  as  shown  at  point  P5,  on  the  zero  axis  0  D.  Points  P13,  P7,  Ps 
and  all  intermediate  points  are  plotted  to  construct  curve  A3. 

It  is  evident  that  at  points  P5  and  P7  the  two  sets  of  oscillations 
interfere  with  each  other;  that  is,  while  oscillation  At  flows  through  the 
circuit  in  one  direction,  the  oscillations  A2  at  this  moment  are  applied  in 
the  opposite  direction  and  they  possess  equal  amplitudes.  The  two 
sets  of  oscillations  are  180  deg.  out  of  phase  at  this  moment.  The 
amplitude  of  the  resultant  beat  current  is  therefore  zero. 

The  next  point  to  be  considered  is  Pg.  At  this  point  the  amplitude 
of  the  resultant  current  is  +  20  units.  It  is  now  seen  that  Pg  is  less 
than  P3  by  2  units,  and  it  is  here  that  we  can  visualize  the  underlying 
principle  of  beat  production.  The  interaction  of  the  two  oscillations 
have  caused  a  variation  of  the  amplitude  of  the  resultant  current,  which 
is  called  pulsations  of  beat  current.  The  succeeding  amplitudes  will 
decrease  progressively  in  value  until  they  reach  zero. 

When  the  oscillations  A\  and  A2  move  in  and  out  of  phase,  that  is, 
their  phase  relation  changes  progressively  from  0  to  180  deg.  and  back 
to  0  deg.,  the  amplitudes  of  A3  beat  current  will  rise  and  fall  between 
the  limits  of  zero  and  maximum  values,  being  in  this  instance  between 
zero  and  22  units. 

A  complete  cycle  of  such  pulsations  is  called  a  beat,  and  is  graphi¬ 
cally  shown  in  curve  C ,  Fig.  192,  from  Y  to  Z.  If,  as  previously  stated, 


360 


RECEIVING  CIRCUITS — THEORY  AND  PRACTICE 


this  periodic  building  up  and  diminishing  of  the  beat  current  ampli¬ 
tudes  is  made  to  fall  within  the  audio-frequency  range,  the  telephone 
diaphragms  will  be  deflected  at  rates  varying  with  the  periodic  fluctua¬ 
tions. 

By  the  proper  selection  of  the  frequency  of  the  local  generated  com¬ 
ponent,  any  desired  beat  frequency  may  be  obtained,  either  in  the 
audio  range,  or  beyond  audibility  in  the  intermediate-frequency  range. 
The  intermediate-frequency  is  utilized  in  the  circuits  of  the  superhetero¬ 
dyne  receiver. 

Regenerative  Beat  Receiver  Employing  Grid  Condenser  Method  of 
Detection. — Up  to  the  present  we  have  considered  the  detector  action 
in  a  general  way  when  operated  with  and  without  a  grid  condenser 
and  leak  resistance.  The  purpose  of  the  following  discussion  is  to 
explain  precisely  how  greater  efficiency  from  the  detector  is  obtained 
by  the  grid  condenser  method  of  detection. 

It  should  be  clear  that  the  various  regenerative  circuits  can  be  set 
into  self-oscillation,  providing  the  plate  and  grid  circuits  are  coupled 
sufficiently  close.  The  sequence  of  events  when  local  oscillations  are 
occurring  at  a  frequency  slightly  different  from  the  signal  frequency  is 
graphically  illustrated  in  Fig.  192.  Curve  C  shows  the  beat  current 
produced  by  the  interaction  of  the  two  sets  of  oscillations  A  and  B. 
Since  the  principles  of  heterodyning  or  beat  production  are  the  same 
whether  or  not  a  grid  condenser  is  employed,  we  may  transfer  our 
attention  from  the  beat  curve  C  in  Fig.  192  to  the  beat  curve  A  in 
Fig.  196. 

It  can  be  seen  in  either  illustration  that  the  curves  below  the  beat 
curves  pertain  to  the  process  of  detection.  Figure  196  shows  how  the 
actual  grid  voltage  and  plate  current  alternations  are  modified  some¬ 
what  when  the  grid  condenser  is  used. 

Certain  facts  are  now  necessary  as  a  foundation  for  the  study  of 
detector  action. 

The  voltage  applied  to  the  grid  of  the  detector  by  the  beat  current 
is  an  alternating  voltage — a  voltage  varying  at  one  instant  from  a 
positive  value  to  a  negative  value  at  the  following  instant.  Curve  Ay 
Fig.  196,  shows  the  alternating  beat  current. 

When  a  grid  is  charged  by  an  alternating  voltage  a  larger  amount 
of  current  flows  in  the  grid  circuit  during  the  positive  alternations  than 
during  the  negative  alternations.  This  is  because  the  negatively 
charged  electrons  emitted  by  the  hot  filament,  called  the  space  charge , 
are  controlled  by  the  grid  potential  in  the  following  way: 

When  the  grid  receives  a  negative  charge,  due  to  the  repulsion  of 
like  charges,  the  grid  will  repel  electrons  and  a  smaller  number  will 
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actually  reach  the  grid;  likewise  a  smaller  quantity  will  be  available 
for  attraction  by  the  positive  plate.  Electrons  reaching  the  plate  must 
pass  between  the  meshes  or  wires  forming  the  grid;  hence,  any  reduction 
in  electron  movement  to  the  grid  will  lower  the  current  flowing  in  the 
grid  and  plate  circuits. 

If  the  next  alternation  of  beat  current  places  a  positive  charge  on 
the  grid,  the  grid  attracts  more  electrons  to  itself  and  consequently  the 
current  flowing  in  the  grid  circuit  will  increase.  It  follows  that  an 
increased  quantity  of  electrons  will  move  toward  the  plate  and  the 
plate  current  will  be  increased. 

The  alternating  potential  applied  to  the  grid  has  a  direct  influence 
on  the  amount  of  current  flowing  both  in  the  grid  and  plate  circuits. 
The  current  we  refer  to  is  conduction  current.  It  is  to  be  observed  that 
in  the  tube  the  grid  current  can  flow  in  only  one  direction,  and  the  plate 
current  will  flow  in  only  one  direction  for  the  reason  that  both  grid  and 
plate  are  relatively  cold  electrodes  compared  to  the  filament  and  do 
not  of  themselves  emit  electrons.  According  to  the  electric  charge 
upon  their  respective  surfaces  they  can  act  either  to  attract  or  to  repel 
the  internal  stream  of  electrons,  but  cannot  establish  a  current  flow  in 
the  reverse  direction  by  throwing  off  electrons. 

It  should  now  be  easy  to  see  that  when  grid  condenser  C\  in  the 
diagram  of  Fig.  194  is  connected  in  series  with  the  grid,  the  grid  circuit 
is  insulated  and  will  block  the  flow  of  a  pure  d-c.  current.  Hence,  the 
electrons  constituting  the  conduction  current  will  be  obstructed  in  their 
free  movement  away  from  the  grid  electrode  and  through  the  external 
grid  circuit.  The  condenser  having  the  correct  capacitance  will  allow 
the  passage  of  the  alternating  e.m.f.  carrying  the  signal  to  the  grid. 
The  alternating  e.m.f.  will  reach  crest  values  if  the  condenser  capacity 
is  carefully  selected. 

Since  the  conduction  current  in  the  grid  flows  continually  while  the 
tube  is  in  operation,  electrons  will  accumulate  steadily  on  the  grid  and 
build  up  a  negative  charge  on  the  condenser  plate  nearest  the  grid.  The 
electrons  can  be  made  to  leak  off  gradually  by  furnishing  a  path  of  high 
resistance  shunted  across  the  condenser.  Grid  leak  resistance  Ri  is 
provided  for  this  purpose. 

If  the  correct  amount  of  resistance  is  used,  perhaps  one  or  two 
million  ohms  or  higher  (one  million  ohms  equals  one  megohm),  the  grid 
current  flow  can  be  so  closely  regulated  that  a  certain  quantity  of  elec¬ 
trons  will  always  be  held  back  on  the  grid.  This  action  places  a  con¬ 
stant  negative  charge  of  definite  value  on  the  grid;  consequently,  the 
normal  working  potential  of  the  grid  is  slightly  negative  to  begin  with. 

These  preliminary  facts  in  mind  are  a  basis  for  the  explanation  of 
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the  detector  action  with  the  grid  already  charged  to  a  slight  negative 
potential,  as  shown  by  point  X2  in  curve  B  of  Fig.  196. 

The  first  negative  alternation  A\  of  the  beat  current  will  cause  the 
grid  voltage  to  lower  from  X2  to  B\  ;  that  is,  a  heavier  negative  charge 
now  rests  on  the  grid.  The  plate  current  always  repeats  the  grid 
voltage  variations;  therefore,  the  plate  current  will  decrease  from  its 
normal  value  at  Xs  down  to  Ci, 

The  positive  alternation  A2  of  the  beat  current  is  next  impressed 
on  the  grid,  and  its  effect  will  be  to  reduce  the  negative  grid  charge 
from  Bi  to  £2,  as  the  grid  is  now  becoming  less  negative  than  before.  As 
can  be  readily  seen  from  this  curve,  the  positive  alternation  A2  did  not 
cause  the  grid  actually  to  become  positively  charged,  for,  if  it  did,  the 
curve  B2  would  be  drawn  upward  to  extend  above  the  zero  axis.  The 
resultant  grid  potential  as  shown  by  B2  is  the  difference  between 
the  magnitude  of  the  negative  charge  resting  on  it  at  that  instant  and 
the  magnitude  of  the  positive  charge  applied  to  it  by  alternation  A 2. 

Now  investigate  what  takes  place  during  the  next  oscillation  of  beat 
current.  First,  the  grid  is  charged  by  negative  alternation  A3.  The 
negative  voltage  remaining  on  the  grid  at  this  moment,  combined  with 
the  negative  charge  A3,  will  cause  the  grid  to  become  more  negative 
than  in  the  previous  cycle,  as  shown  by  the  lowering  of  the  voltage 
from  B\  to  £3.  Again,  the  plate  current  will  decrease  to  C3  in  accord¬ 
ance  with  this  negative  swing  in  grid  potential.  Next,  the  grid  is 
charged  by  positive  alternation  A 4,  causing  the  grid  potential  to  rise 
from  £3  to  £4.  At  this  juncture  we  must  observe  that  although  posi¬ 
tive  alternation  A  a  is  larger  than  A  2  of  the  previous  cycle,  the  grid 
voltage  is  now  more  negative,  as  indicated  by  the  lowering  of  the  grid 
potential  from  £2  to  £4. 

This  result  is  to  be  expected,  for,  as  already  explained,  while  the 
grid  is  alternately  charged  by  signal  voltage,  electrons  are  continually 
collecting  on  the  grid,  in  extremely  small  quantities,  of  course,  when 
the  grid  is  negatively  charged,  but  in  larger  quantities  when  positively 
charged.  The  grid  becomes  increasingly  negative  because  the  grid 
condenser  blocks  the  movements  of  these  electrons  and  the  high  resist¬ 
ance  leak  is  of  such  value  that  only  a  limited  quantity  is  allowed  to 
leak  off. 

In  this  way  the  grid  condenser  is  automatically  adjusting  the  grid 
potential.  The  grid  is  worked  below  its  normal  negative  value  when¬ 
ever  the  oscillations  impress  an  alternating  e.m.f.  upon  it.  That 
is  clearly  shown  by  the  dotted  line  in  graph  C,  Fig.  196,  indicating  the 
average  of  all  alternating  potential  changes  occurring  on  the  grid  for 
the  duration  of  one  beat,  as  from  X2  to  IV  These  alternating  poten- 
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tials  of  grid  to  filament  are  repeated  in  the  plate  circuit  as  shown  by 
the  rise  and  fall  in  plate  current  in  graph  C.  The  dotted  line  indicates 
the  average  change  produced. 

At  the  cessation  of  the  beat  current  indicated  at  Y\  in  graph  A}  the 
grid  will  no  longer  be  charged  from  this  source;  hence,  the  excess  elec¬ 
trons  collected  by  the  grid  during  the  beat  will  leak  off  through  the  path 
provided  by  the  high  resistance.  If  the  restoration  of  the  grid  to  its 
normal  negative  voltage  is  accomplished,  the  grid  potential  will  return 
to  72.  The  grid  will  now  be  in  a  normal  condition  again  to  be  charged 
by  another  group  of  alternating  pulsations  of  beat  current.  The  plate 
current  will  repeat  by  returning  to  normal,  indicated  at  Ya. 

If,  on  the  other  hand,  the  grid  resistance  value  selected  is  too  high, 
the  electrons  will  pile  up  on  the  grid  in  increasing  numbers  and  the  grid 
cannot  then  return  to  normal  at  the  termination  of  each  group  of  beat 
current  oscillations.  The  result  of  this  may  be  that  the  grid  potential 
becomes  sufficiently  negative  that  it  actually  blocks  or  cuts  off  the 
electron  flow  to  the  plate.  The  tube  action  then  will  become  erratic, 
or  possibly  the  plate  current  will  drop  to  zero,  rendering  the  tube 
inoperative.  The  proper  leak  resistance  value  must  be  selected  for 
a  given  set  of  circuit  conditions  to  prevent  the  possibility  of  paralyzing 
the  tube. 

The  practical  application  of  this  action  may  be  summarized  as 
follows: 

The  variations  or  alternations  of  plate  current  from  X3  to  Y$  are 
infinitely  too  rapid  for  the  telephone  diaphragms  to  follow,  and  the 
extent  to  which  the  diaphragms  will  be  deflected  from  their  normal  posi¬ 
tion  will  correspond  to  the  average  change  which  the  current  undergoes 
throughout  the  duration  of  a  group  of  oscillations,  as  indicated  by  the 
dotted  line  in  graph  C. 

It  should  be  noted  that  the  extent  to  which  the  diaphragms 
are  deflected  does  not  depend  on  the  total  current  flowing  through  the 
telephone  magnet  coils,  but  on  the  difference  between  the  normal 
steady  flow  when  no  signals  are  received,  shown  by  Xay  and  the  aver¬ 
age  plate  current  flowing,  shown  by  the  dotted  line,  when  signal  oscil¬ 
lations  are  being  received. 

Again,  examination  of  the  curve  in  C,  Fig.  196,  shows  that  we  have 
already  reduced  the  steady  current  passing  through  the  telephones  to 
a  considerable  degree  by  swinging  all  of  the  current  variations  over  to 
one  side  of  normal;  that  is,  all  of  the  increases  and  decreases  occur 
below  normal  value. 

If  we  desire  to  know  exactly  how  much  the  plate  current  is  changed 
when  no  condenser  or  grid  leak  is  employed,  illustrated  by  the  curve  D 
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in  Fig.  192,  it  would  be  necessary  to  compute  the  difference  between 
all  of  the  increases  above  normal  and  the  decreases  below  normal.  The 
actual  change  in  plate  current  from  its  normal  value  cannot  be  as 
great  as  when  the  grid  condenser  is  used. 

It  is  obvious,  then,  that  the  difference  between  the  normal  steady 
current  passing  through  the  receivers  when  no  signals  are  received  and 
the  average  current  passing  through  them  from  a  group  of  beat  oscilla¬ 
tions  determines  the  strength  of  the  sound  produced  by  the  receivers. 
It  should  be  easy  to  decide  from  the  foregoing  facts  that  the  greatest 


Fig.  201. — The  method  of  arranging  a  separate  oscillator  circuit  for  beat  or 
heterodyne  reception. 

current  change  can  be  gained  (and  the  loudest  signals  produced)  by 
utilizing  the  grid  condenser  and  grid  leak  method  of  detection. 

The  final  effect  on  the  telephone  current  will  be  that  of  the  graph 
Z>,  Fig.  196,  in  which  successive  curves  a,  b,  and  so  on,  represent 
the  average  effect  of  the  individual  groups  of  pulses  shown  in 
graph  C. 

A  Heterodyne  Receiver — With  Separate  or  External  Oscillator. — In 

the  heterodyne  or  regenerative  beat  receiver  circuits  heretofore  de¬ 
scribed,  the  local  frequency  was  generated  and  detection  accomplished 
in  the  circuits  of  a  single  vacuum  tube.  We  now  come  to  a  regenerative 
beat  receiver  in  which  the  local  frequency  is  generated  by  an  external 
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oscillator,  and  the  beat  currents  are  detected  in  an  inductively  coupled 
detector  circuit. 

For  example,  the  system  employs  two  separate  vacuum  tubes  the  cir¬ 
cuits  of  which  are  shown  in  Fig.  201.  The  oscillator-tube  circuit  is  con¬ 
structed  similar  to  the  inductive  feed-back  generative  receiver  illustrated 
in  Fig.  194,  with  the  exceptions  that  the  grid  condenser  and  leak  are  not 
required,  because  the  tube  in  this  case  is  not  operated  with  a  detector 
characteristic.  A  higher  plate  voltage  is  used,  such  as  would  give  the 
oscillator  tube  an  amplifier  characteristic,  the  coupling  is  fixed,  and  the 
grid  return  lead  is  connected  to  the  negative  side  of  the  “C”  battery  for 
the  proper  biasing  of  the  tube. 

The  connections  for  this  separate  heterodyne  receiver  show  that 
a  simple  detector  circuit  is  used,  comprising  the  tuned  input  circuit 
L2C2  and  a  small  pick-up  coil  L3  in  the  grid  return  lead  to  obtain  mag¬ 
netic  coupling  with  the  grid  coil  of  the  oscillator. 

The  usual  arrangement  in  commercial  receivers  is  to  place  one  stage 
of  radio-frequency  amplification  preceding  the  detector  tube.  In  this 
case  coil  L\  would  then  represent  the  plate  coil  or  primary  of  a  radio¬ 
frequency  transformer. 

The  heterodyning  or  combining  of  the  two  sets  of  frequencies  in 
Fig.  201  produce  a  resultant  frequency  (beat  current)  and  the  only 
difference  in  action  between  this  and  the  circuits  previously  described 
is  the  manner  in  which  the  local  oscillator  frequency  is  introduced  into 
the  detector  circuit. 

The  action  of  this  circuit  is  now  described.  Let  us  suppose  that 
alternations  of  current  carrying  the  radio  signal  are  flowing  through  Lj. 
The  varying  magnetic  field  around  L\  will  induce  an  alternating  e.m.f. 
in  L2.  Condenser  C2  is  adjusted  to  resonate  the  detector  circuit  to  the 
frequency  of  the  signal.  The  signal  oscillations  passing  to  the  grid, 
impress  an  alternating  potential  between  grid  and  filament.  Assume 
that  the  frequency  of  the  signal  is  1,000,000  cycles  per  second. 

Now,  for  convenience,  let  us  suppose  that  the  oscillator  frequency 
as  determined  by  the  capacity  of  condenser  C4  is  999,000  cycles  per 
second.  The  alternating  magnetic  field  surrounding  L*  induces  an 
alternating  e.m.f.  of  similar  frequency  in  pick-up  coil  L3.  The  poten¬ 
tial  variation  across  this  coil  sets  up  an  oscillating  e.m.f.  of  999,000 
cycles  in  the  detector  circuit  simultaneously  with  the  incoming  oscilla¬ 
tions  of  1,000,000  cycles.  The  resultant  current  frequency  is  the 
numerical  difference  between  the  two  sets  of  oscillations,  or  1000  cycles. 
The  beat  frequency  is  impressed  upon  the  grid  as  an  alternating 
e.m.f.,  wherein  detection  and  amplification  take  place  in  the  usual 
manner. 
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There  are  two  distinct  operations  necessary  in  adjusting  the  cir¬ 
cuits  to  tune  the  receiver  from  one  station  to  another: 

(1)  Condenser  C2  is  adjusted  to  place  the  input  circuit  of  the 

detector  in  resonance  with  the  incoming  signal. 

(2)  Condenser  C4  is  adjusted  to  control  the  oscillator  frequency 

and,  therefore,  the  beat  note  frequency. 

Super-Heterodyne  Receiver  with  Second  Harmonic  Oscillator. — 

The  super-heterodyne  method  of  reception  is  one  in  which  current  is 
generated  by  a  local  oscillator  at  a  frequency  which,  after  combining 
with  the  original  signal  current,  will  be  converted  into  an  intermediate- 
frequency  beat  current.  The  intermediate  beat  current,  which  is  low 
in  frequency,  can  be  amplified  with  minimum  loss  due  to  inter-electrode 
capacity,  and  then  passed  through  the  detector  tube  to  be  converted 
again,  this  time  into  an  audio-frequency  current  which  is  capable  of 
reproducing  the  original  signal  wave  in  the  phone  or  loudspeaker. 

The  second  harmonic  oscillator  is  operated  on  the  principle  that  an 
oscillating  vacuum  tube  circuit  generates  a  current  of  fundamental 
frequency,  and  also  produces  other  oscillations  which  are  multiples  of 
the  fundamental  frequency.  These  upper  frequencies  in  multiples  of 
the  fundamental  are  called  harmonics ,  several  of  which  are  strong 
enough  to  be  utilized  in  the  same  way  as  the  fundamental. 

A  circuit  which  is  designed  to  pick  out,  that  is,  to  tune  in  resonance 
with  the  second  harmonic  energy,  is  shown  in  Fig.  202. 

The  sensitivity  of  the  receiver  is  enhanced  by  placing  one  stage  of 
radio-frequency  amplification  before  the  oscillator-detector  tube  because 
a  larger  signal  voltage  is  then  applied  to  the  oscillator  grid.  Another 
feature  of  the  circuit  is  the  reduction  in  the  number  of  tubes,  brought 
about  by  the  fact  that  the  radio-frequency  tube  was  found  quite  capable 
of  performing  the  double  function  of  amplifying  both  the  intermediate 
current  and  the  incoming  signal  current.  This  is  known  as  a  reflex 
action. 

By  adjusting  the  condenser  C2  the  detector-oscillator  tube  is  placed 
in  a  state  of  oscillation  at  a  frequency  equal  to  one-half  of  the  incoming 
frequency  plus  or  minus  one-half  of  the  intermediate-frequency. 
Assume  that  the  tuned  coils  of  the  oscillator  have  approximately  several 
times  the  inductance  of  an  oscillator  designed  for  a  frequency  of  1,000,000 
cycles.  Then,  for  the  same  capacity  of  the  condenser  used  to  tune 
the  coil,  the  oscillator  with  the  larger  inductance  will  have  a  funda¬ 
mental  frequency  of  500,000  cycles  and  a  second  harmonic  of  1,000,000 
cycles.  The  energy  in  the  second  harmonic  is  strong  enough  to  be 
utilized  for  beating  with  the  continuous  waves  of  the  incoming  signal. 
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If  the  intermediate  amplifier  transformers  are  designed  to  pass  a 
beat  current  having  a  frequency  of  50,000  cycles,  the  oscillator  coil 
system  must  be  such  that  it  will  function  as  follows: 

Suppose  that  the  signal  wave  received  has  a  carrier  frequency  of 
600,000  cycles,  one-half  of  which  is  300,000  cycles.  The  intermediate 
amplifier  circuit  tunes  to  50,000  cycles,  as  above  stated,  one-half  of 
which  is  25,000  cycles.  The  difference  between  half  the  intermediate- 


Reflexed  Tube  1st  R.F.  Amplifier  Combined  1st  Detector 

and  1st  I.F.  Amplifier  (  and  Oscillator 


Fig.  202. — A  fundamental  circuit  of  a  second  harmonic  super-heterodyne  receiver 
with  the  first  tube  reflexed.  The  incoming  frequency  from  a  certain  transmitter,  the 
oscillator  frequency,  and  the  intermediate  frequency,  are  denoted  according  to  the 
circuits  through  which  they  pass.  This  circuit  is  simplified  by  showing  the  negative 
ftB”  return  lead  connected  to  the  filament  of  one  vacuum  tube  only,  whereas  it 
actually  connects  to  the  filaments  of  all  tubes. 

frequency  and  half  the  signal  frequency  is  275,000.  The  second  har¬ 
monic  of  275,000  is  550,000  cycles. 

Now,  the  550,000  cycles  generated  as  the  second  harmonic  of  the 
oscillator  combine  with  the  500,000-cycle  signal  frequency  to  produce 
a  beat  current  of  50,000  cycles,  which  is  the  frequency  required  to  pass 
through  the  intermediate  transformers. 

The  oscillator  is  also  generating  275,000  cycles  and  multiples  of  this 
fundamental  (for  example,  the  third,  fourth  and  higher  harmonics),  but 
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these  frequencies  are  not  being  utilized,  because  the  circuits  are  only 
in  resonance  with  the  second  harmonic  of  550,000  cycles. 

Let  us  cite  another  example  to  make  this  action  clear: 

Suppose  the  intermediate  transformers  are  built  to  peak  at  40,000 
instead  of  50,000  cycles.  Let  the  signal  received  have  a  carrier  fre¬ 
quency  of  500,000  cycles.  The  difference  between  half  of  the  input 
signal  frequency,  or  250,000,  and  half  of  the  intermediate-frequency,  or 
20,000,  is  equivalent  to  270,000  cycles.  Due  to  the  fact  that  any 
oscillating  vacuum  tube  circuit  generates  certain  harmonics  in  addition 
to  the  fundamental  frequency,  the  second  harmonic  value  of  270,000 
would  be  540,000.  This  frequency,  interacting  or  heterodyning  with 
the  signal  of  500,000  cycles,  produces  the  beat  current  of  40,000  cycles, 
which  in  this  case  is  the  desired  intermediate-frequency.  The  diagram 
indicates  the  paths  of  the  different  frequencies. 

The  purpose  of  shifting  the  signal  to  an  intermediate-frequency  is 
that  the  inter-electrode  (grid  to  plate)  tube  capacity  is  felt  especially 
in  the  amplifier  tubes  below  600  meters.  The  inherent  tendency  of  the 
tubes  to  oscillate  at  the  low  waves  or  high  frequencies  has  placed  a 
restriction  on  their  general  use  in  radio-frequency  amplifying  systems. 
It  was  for  this  reason  that  Armstrong  developed  a  system  which  would 
convert  the  high  frequencies  to  the  lower  intermediate  range,  and  then, 
after  one  or  more  stages  of  intermediate  amplification,  pass  the  signal 
current  to  the  detector  (now  called  the  second  detector)  to  be  altered 
into  an  audio-frequency  current. 

The  action  of  the  circuit,  shown  in  Fig.  202,  is  described  as  follows: 
A  loop  antenna  is  used  to  absorb  energy  from  the  passing  electromag¬ 
netic  wave,  this  inductance  being  tuned  by  the  variable  condenser  Ci. 
The  grid  of  the  first  tube  when  acting  as  a  radio-frequency  tube  is 
charged  with  the  signal  voltage,  causing  alternations  of  plate  current  to 
flow  through  the  primary  of  radio-frequency  transformer  T\,  which,  in 
turn,  sets  up  an  alternating  e.m.f.  in  the  secondary.  Oscillations  of  the 
signal  frequency  now  flow  through  the  oscillator-tuned  circuit,  while 
the  oscillator  is  simultaneously  generating  current  at  such  frequency 
that  its  second  harmonic  beating  with  the  incoming  frequency  will  pro¬ 
duce  the  desired  intermediate-frequency.  The  second  tube  in  the  cir¬ 
cuit  now  acts  as  a  combined  first  detector  and  oscillator  to  convert  the 
radio-frequency  into  an  intermediate-frequency. 

In  this  reflex  arrangement  the  intermediate  current  will  be  ampli¬ 
fied  through  the  first  tube  which  received  the  original  signal  current. 
The  intermediate  beat  current  flows  as  a  pulsating  direct  current 
through  coil  L4,  which  is  magnetically  coupled  to  coil  L5.  Coils  L4  and 
L5  comprise  intermediate  transformer  T2.  Since  L5  is  connected  in 
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the  grid  circuit  of  the  first  tube,  the  alternating  e.m.f.  induced  in  it  by 
the  intermediate  current  in  L4  will  be  applied  to  the  grid,  and  the 
energy  then  being  amplified  in  the  tube  is  passed  on  to  the  plate  circuit. 
The  amplified  pulsations  of  intermediate  current  flow  through  T\  and 
through  primary  coil  Lq  of  the  second  intermediate  transformer  Tz . 
An  alternating  e.m.f.  of  beat  frequency  is  induced  in  L7  and  is  applied 
between  grid  and  filament  of  the  second  intermediate  amplifier  tube. 
The  beat  frequency  amplified  therein  is  again  passed  through  another 
intermediate  transformer  Ta ,  the  secondary  of  which  is  connected  to  the 
grid  and  filament  of  the  second  detector  (audio  detector).  The  circuit 
will  from  this  point  on  follow  the  familiar  detector  and  two  stage  audio¬ 
amplifier. 

Coils  Lz  and  L2  represent  the  oscillator  coupler  to  furnish  the 
necessary  coupling  for  the  oscillator  feed-back  action.  The  plate  cir¬ 
cuit  of  the  oscillator  also  carries  primary  coil  L4,  the  secondary  L& 
returning  the  intermediate  energy  to  the  first  tube,  thus  making  the 
first  tube  do  double  duty;  first,  as  a  radio-frequency  amplifier,  stepping 
up  the  strength  of  the  signals  received  by  the  loop,  and  secondly, 
amplifying  the  intermediate  current  supplied  through  transformer  TV 

The  bypass  condenser  C3  provides  a  low  reactance  path  for  the  sig¬ 
nal  frequency.  This  is  necessary  because  both  the  signal  and  inter¬ 
mediate-frequencies  flow  in  the  same  plate  circuit  on  account  of  the 
reflexing.  The  intermediate  will  flow  through  coil  Lq  and  the  signal 
current  through  the  condenser.  Bypass  condenser  Ca  is  shunted  across 
coil  L5  for  the  same  reason. 

The  complete  circuit  arrangement  for  a  six-tube  super-heterodyne 
operating  on  the  second  harmonic,  according  to  the  principles  just  out¬ 
lined,  is  illustrated  in  Fig.  203.  The  entire  tuning  of  the  receiver  is 
accomplished  by  two  drum  dials;  condenser  C 1,  which  tunes  the  loop 
to  the  incoming  signal  frequency,  and  condenser  C2,  which  tunes  the 
oscillator  to  one-half  the  incoming  frequency  plus  or  minus  one-half  the 
intermediate-frequency. 

A  radio-frequency  transformer,  called  an  antenna  coupler,  may  be 
employed  instead  of  the  loop.  In  this  case,  the  two  leads  running 
from  Ci  would  connect  to  the  secondary  terminals  of  the  transformer, 
while  the  primary  would  connect  to  a  short  antenna  wire  and  to  ground. 

The  efficiency  of  the  super-heterodyne  rests  primarily  in  the  con¬ 
struction  of  the  intermediate  transformers.  They  must  all  have  the 
same  characteristics;  that  is,  they  must  be  peaked  alike  so  that  their 
resonant  regions  will  lie  within  the  same  frequency  band,  but  the  trans¬ 
formers  must  act  on  a  whole  as  a  filter  for  the  suppression  of  energy 
at  other  frequencies.  In  other  words,  a  transformer  peaked  at  45,000 
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Oscillator  Coupler 


cycles,  the  intermediate  peak  frequency,  must  also  cover  the  audio¬ 
frequency  band  with  equal  amplification,  so  that  none  of  the  har¬ 
monics  or  over-tones  that  appear  in  the  original  wave  will  be  cut  off. 

The  audio  range  has  a 
practical  limit  of  about 
7000  to  10,000  cycles 
and  a  theoretical  limit 
of  about  20,000  cycles. 

Eight-Tube  Super¬ 
heterodyne  with  Sep¬ 
arate  Oscillator. — The 
circuit  arrangement  for 
an  eight-tube  super¬ 
heterodyne  is  illus¬ 
trated  by  Fig.  204.  A 
photograph  of  this  re¬ 
ceiver  is  shown  in  Fig. 
This  circuit  differs  from  that  of  the  six-tube  second  harmonic 
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circuit  described  previously  in  that  there  is  no  reflex  action  and  a 
separate  oscillator  tube  circuit  utilizes  the  fundamental  frequency  of 
the  locally  generated  current  (and  not  one  of  its  harmonics)  to 


Signal  Picked 
up  by  Loop 


1st  I— ■  •  j  •  ■  ■  I  2nd  Loudspeaker 

1st  Intermediate  1  Intermediate  Oscillator  2nd  1st  Audio  2nd  Audio  j 

Detector  Amplifier  , - * - »  Amplifier  t - l — -»  Detector  Amplifier  Amplifier 

“  '  '  ‘  1  ^  ! 


1  S  2  /  3 

Intermediate  or  Beat  Current 
7 

t; 


Incoming  Signal 
Oscillations 


Locally  Generated 
Oscillations 


Audio  Frequency 
Current 


Fig.  205. — A  diagrammatical  method  of  showing  vacuum-tube  sequence,  path  of 
different  currents,  and  amplification  of  a  signal  in  an  eight-tube  super-heterodyne 

receiver. 


heterodyne  with  the  signal  frequency  in  order  to  produce  the  required 
intermediate  current. 

The  vacuum-tube  sequence  and  path  of  the  different  currents  through 
them  are  shown  diagrammatically  in  Fig.  205.  In  the  super-heterodyne 
receiver  the  tube  sockets  are  not  arranged  in  numerical  order  according 
to  their  function,  but  are  positioned  to  obtain  the  most  efficient  results. 
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Referring  to  the  illustration,  and  counting  from  the  left,  the  third 
tube  receives  energy  from  the  loop  and  acts  as  a  stage  of  tuned  radio¬ 
frequency  amplification.  The  output  of  this  tube  goes  then  to  the 
first  tube  on  the  left,  which  is  the  first  detector.  The  latter  tube  func¬ 
tions  to  combine  the  signal  and  oscillator  frequencies  to  form  the 
resultant  intermediate-frequency.  The  fifth  tube  is  the  local  oscillator, 
and  it  feeds  its  energy  to  the  first  tube  simultaneously  with  the 
signal  currents  received  from  the  third  tube,  or  radio-frequency 
amplifier. 

The  intermediate-frequency  output  of  the  first  detector  feeds  to  the 
second  tube,  which  is  the  first  stage  of  intermediate  amplification. 
The  intermediate-frequency,  after  passing  through  the  second  tube,  is 
carried  then  to  the  fourth  tube,  or  second  intermediate  stage  of  ampli¬ 
fication. 

The  initial  feeble  current  induced  in  the  loop  by  the  signal  wave 
has  been  greatly  magnified  after  the  heterodyning  process  and  by  pass¬ 
ing  through  the  successive  stages  of  amplification.  The  energy  is  now 
of  sufficient  strength  to  be  introduced  as  a  fluctuating  voltage  into  the 
input  circuit  of  the  sixth  tube,  or  second  detector. 

The  second  detector  is  the  one  generally  known  as  the  audio  detector. 
This  tube  converts  the  intermediate  into  an  audio-frequency  current. 
The  audio  current  is  now  carried  through  tube  7  to  be  stepped  up 
through  the  first  stage  of  audio  amplification.  The  output  of  this  tube 
is  impressed  on  the  grid  of  the  last  or  eighth  tube  through  the  audio 
transformer  which  couples  tubes  7  and  8. 

The  last  stage  usually  employs  a  power  tube,  either  a  UX  120  type, 
or  UX  171-A;  or  the  output  of  the  first  audio  amplifier  may  lead  to  the 
input  of  a  special  power  amplifier  rectifier  circuit  employing  one  UX  210 
super-power  tube.  When  either  of  the  latter  two  types  of  tubes  is 
used,  the  loudspeaker  circuit  is  coupled  to  the  output  (plate)  of  the 
tube  through  a  1 : 1  ratio  audio  transformer. 

The  amplification  of  the  signal  through  the  intermediate  stages  can 
be  made  to  give  a  uniform  response  over  a  sufficiently  broad  band  of 
frequencies  to  furnish  good  quality  of  speech  or  music,  which  effect 
cannot  always  be  accomplished  in  the  average  audio  transformer- 
coupled  amplifier.  After  suitably  amplifying  the  intermediate  current, 
the  second  detector  is  required  to  obtain  the  audio  current  which  will 
produce  the  original  signal. 

An  intermediate  transformer  is  built  similar  to  a  radio-frequency 
transformer,  except  that  more  wire  is  used  and  fixed  bypass  condensers 
are  shunted  across  the  coils  to  resonate  the  circuit  to  the  particular  inter- 
mediate-frequency  for  which  it  is  designed.  The  bypass  condenser  Ci, 
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shown  in  the  diagram,  provides  a  path  of  low  impedance  for  the  alter¬ 
nating  component  of  the  beat  current,  to  which  the  primary  coil  L6  of 
the  intermediate  transformer  would  offer  a  high  reactance.  The  d-c. 
component  carrying  the  signal  wave  passes  through  the  primary  coil 
and  the  radio-frequency  current  finds  it  less  difficult  to  take  the  con¬ 
denser  route. 

By  inserting  a  small  iron  core,  the  intermediate  transformers  may 
be  made  to  work  on  a  low  peak  value,  for  instance,  45,000  cycles,  with¬ 
out  winding  an  excessively  large  number  of  turns  of  wire,  which  would 
increase  the  distributed  capacity  of  the  coil.  A  high  distributed  capac¬ 
ity  is  undesirable,  because  it  tends  to  bypass  the  high  frequency  cur¬ 
rent,  resulting  in  a  loss  of  signal  energy. 

The  coils  of  the  oscillator  and  the  radio-frequency  transformer  are 
astatically  wound.  This  is  shown  in  the  schematic  diagram,  Fig.  204, 
and  also  in  the  photograph,  Fig.  204a.  The  turns  of  both  L3  and  L5 
are  wound  beginning  at  the  center  in  an  outward  direction,  completing 
half  the  winding,  with  the  wire  then  brought  back  to  the  center  again, 
the  second  half  being  wound  in  the  opposite  direction  and  toward  the 
other  end  of  the  coil.  Both  sections  are  connected  in  series,  but  are 
so  placed  that  the  magnetic  field  produced  around  adjoining  sections 
will  be  opposed  in  space  and  neutralize  the  inter-coupling  effects  between 
other  parts  of  the  circuit.  The  coils  have  the  necessary  self-inductance 
to  match  the  condenser  capacity  in  order  to  give  the  circuit  the  elec¬ 
trical  constants  required  to  cover  the  frequency  range  of  the  receiver. 
The  plate  coils  L2  and  La  are  mounted  within  and  toward  the  far  end 
of  the  secondary  coils. 

Due  to  the  inherent  tendency  of  a  radio-frequency  tube  to  oscillate, 
the  first  radio-frequency  tube  and  the  first  intermediate  tube  are  both 
neutralized.  This  arrangement  is  shown  in  Fig.  204  by  the  neutralizing 
condensers  Ca  and  C5-  The  grid  of  the  radio-frequency  tube  is  con¬ 
nected  to  one  side  of  the  loop,  while  the  opposite  end  of  the  loop  is 
connected  back  to  the  plate  through  Ca-  The  grid  return  lead  running 
to  the  negative  “  C  ”  battery  is  connected  to  the  center  tap  on  the  loop. 
Thus  the  loop  is  divided  into  two  equal  parts.  The  inductance  of  each 
portion  of  the  loop  is  balanced  with  both  the  neutralizing  condenser 
capacity  and  the  inter-electrode  capacity  of  the  tube  so  as  to  prevent 
radio-frequency  coupling  between  the  tube  elements.  This  also  explains 
the  use  of  the  so-called  three-tap  loop.  The  arrangement  is  similar  for 
inductance  L7  and  condenser  C5. 

The  8-Tube  Super-heterodyne  Circuit — Outline. — The  circuit 
shown  in  Fig.  204  is  set  into  operation  by  closing  the  filament  switch 
and  adjusting  the  rheostat  until  the  correct  terminal  voltage  is  supplied 
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to  the  filaments.  The  tuning  of  the  circuit  is  accomplished  by  only 
two  controls,  or  drum  dials. 

Variable  condenser  Ci  tunes  the  loop.  Variable  condenser  C2  tunes 
the  radio-frequency  transformer  secondary  inductance  L3.  The  loop 
circuit  and  the  radio-frequency  circuit  are  tuned  simultaneously  to  reso¬ 
nance  with  the  signal  frequency,  because  C\  and  C2  are  connected  in 
tandem  by  attaching  a  shaft  to  each  set  of  rotor  plates  with  coupling 
provided  through  a  universal  joint,  the  latter  permitting  the  mainte¬ 
nance  of  proper  alignment  of  the  shafts. 

Variable  condenser  C3  is  set  to  produce  the  local  oscillator  frequency 
which  will  beat  with,  or  heterodyne  with,  the  incoming  signal  fre¬ 
quency.  The  oscillator  generates  continuous  oscillations  by  the  action 
of  the  plate  coil  L4  feeding  back  energy  into  the  grid  coil  L5. 

The  oscillator  grid  coil  L5  is  inductively  coupled  to  the  first  detector 
grid  coil  L3,  and  it  is  in  this  manner  that  the  local  oscillating  current  is 
introduced  into  the  tuned  circuits  of  the  first  detector.  The  signal  cur¬ 
rent  is  also  induced  in  coil  L3,  which  is  the  secondary  of  the  radio-fre¬ 
quency  transformer.  The  primary  L2  of  this  transformer  receives  the 
output  current  of  the  first  radio-frequency  tube  to  which  the  loop  cir¬ 
cuit  is  connected. 

If  C3  is  set  to  produce  a  frequency  slightly  different  from  the  signal 
frequency  flowing  in  L3,  the  two  currents  will  interact  to  produce  the 
resultant  intermediate  current.  The  intermediate  pulsations  are 
repeated  in  the  plate  circuit  of  the  first  detector  and  flow  through 
primary  coil  Lq  of  the  first  intermediate  transformer.  The  alternations 
of  plate  current  induce  an  alternating  e.m.f.  in  the  secondary  L7  which 
is  applied  to  the  grid  of  the  first  intermediate  tube. 

Again  we  find  that  the  intermediate  current  pulsations  flow  through 
the  primary  Lg  and  induce  an  alternating  e.m.f.  in  amplified  form  in 
secondary  Lg  of  the  second  intermediate  transformer.  The  intermedi¬ 
ate  current  passes  to  the  grid  of  the  second  intermediate  amplifier  tube 
and  the  signal  wave  is  again  amplified  in  the  output  circuit  of  this 
tube.  The  output  current  flows  through  primary  coil  L%o  and  induces 
an  alternating  voltage  in  secondary  L\\  of  the  third  intermediate  trans¬ 
former. 

The  grid  of  the  second  detector  now  receives  the  intermediate  cur¬ 
rent  pulsations,  and,  through  the  action  of  the  grid  condenser  and  grid 
leak,  the  intermediate  energy  is  converted  into  an  audio-frequency 
current  which  flows  through  the  primary  L12  of  the  first  audio  trans¬ 
former.  The  principles  involved  in  the  remainder  of  the  audio  amplify¬ 
ing  system  are  similar  to  those  in  the  intermediate  amplifying  system, 
except  only  that  the  frequency  of  the  current  differs. 
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The  first  detector  can  be  said  to  act  as  a  frequency  changing  device, 
and  this  tube  as  well  as  the  second  (audio)  detector,  is  operated  at  a  low 
plate  voltage. 

Let  us  again  explain  briefly  that  the  tube  which  produces  the  inter¬ 
mediate  current  is  called  the  first  detector  or  a  mixer ,  because  within 
its  circuits  the  radio-frequency  signaling  current  operating  at  low  wave¬ 
length  is  converted  into  intermediate-frequency  current,  that  of  long 
wavelength.  For  example,  if  the  incoming  signal  is  300  meters,  or 
1,000,000  cycles,  the  oscillator  can  be  adjusted  to  produce  an  inter¬ 
mediate  current  of  6666  meters,  which  is  the  equivalent  of  45,000 
cycles.  The  first  detector  acts  to  change  the  low  waves  or  high  fre¬ 
quencies  into  a  current  of  lower  frequency,  which  is  more  suitable  for 
amplifying,  because  of  the  tendency  of  the  radio-frequency  tubes  to 
oscillate  at  comparatively  low  wavelengths  below  600  meters,  as  pre¬ 
viously  explained.  The  self-capacity  between  the  tube  elements  is  not 
at  all  troublesome  from  1000  meters  up. 

Intermediate  Frequency. — To  gain  a  clearer  understanding  of  the 
magnitude  of  the  intermediate-frequency  as  related  to  the  other  fre¬ 
quencies  is  the  purpose  of  the  following  observations. 

There  is  no  line  of  demarkation  to  identify  the  intermediate  from  the 
higher  radio-frequencies.  On  this  account  we  often  observe  that  inter¬ 
mediate  is  followed  by  the  modifying  words  radio-frequency ,  forming  the 
expression  intermediate  radio-frequency.  Radio-frequencies  lie  above 
those  corresponding  to  normally  audible  sound  waves,  which  ordi¬ 
narily  have,  for  the  purpose  of  this  discussion,  an  upper  limit  of  approxi¬ 
mately  10,000  cycles. 

A  modulated  signal  wave  absorbed  either  by  a  regular  antenna  or 
loop  antenna  consists  of  a  radio-frequency  carrier  wave,  modulated  so 
that  the  amplitudes  of  the  continuous  waves  are  varied  in  accordance 
with  a  signal  wave.  There  are  two  frequencies  present: 

(1)  The  frequency  of  modulation.  It  represents  the  intelligence 

to  be  communicated  and  is  usually  shown  as  an  irregular 
curve  forming  an  envelope  enclosing  and  varying  the 
amplitudes  of  the  continuous  radio-frequency  currents. 

(2)  The  frequency  of  the  carrier  wave.  The  radio-frequency 

current  is  called  the  carrier  wave  and  has  the  same  fre¬ 
quency  as  the  original  unmodulated  wave  employed  in 
radio  transmission  for  the  purpose  of  propagating  electric 
waves  through  space. 

Let  us  cover  a  little  more  fully  what  is  meant  by  stating  that  the 
function  of  a  detector  is  to  reproduce  the  original  signal  wave.  The 
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detector  tube  is  operated  on  a  non-linear  portion  (at  the  bend)  of  its 
characteristic  curve,  thereby  converting  a  modulated  radio-frequency 
current  into  a  modulated  direct  current;  the  modulated  direct  current 
is  an  audio-frequency  plate  current  variation  which  coincides  with  the 
contour  which  represents  the  modulation  component  of  the  signal  wave 
of  the  received  carrier  frequency. 

From  the  explanations  given  in  the  super-heterodyne  process  of 
reception  we  know  that  the  local  oscillator  frequency  is  combined  with 
the  received  carrier  frequency,  and,  by  this  interaction,  the  carrier  fre¬ 
quency  is  converted  to  an  intermediate-frequency.  Since  the  carrier 
frequency  is  modulated,  the  intermediate  current  will  also  be  modulated 
and  its  wave  form  (of  pulsations)  will  coincide  with,  and  convey,  the 
original  signal. 

Consequently,  the  function  of  the  audio  detector  is  to  separate  the 
intermediate  radio-frequency  component  from  the  modulated  or  audio 
component.  The  modulated  component  is  repeated  in  the  detector 
plate  circuit  in  the  form  of  audio  pulsations  which  are  suitable  to  operate 
the  telephone  receivers  or  recording  devices,  such  as  a  tape  or  a  relay¬ 
ing  instrument.  Or  an  audio  amplifier  may  be  connected  to  receive 
the  output  of  the  detector. 

We  may  conclude  from  these  facts  that,  while  the  magnitude  of  the 
intermediate-frequency  in  the  commercial  super-heterodyne  receiver,  for 
example,  may  be  45,000  cycles  or  higher,  the  intermediate  frequency  in 
general  can  be  considered  any  frequency  to  which  the  carrier  is  con¬ 
verted  by  the  process  of  heterodyning.  Hence,  the  intermediate-fre¬ 
quency  will  lie  between  that  of  the  modulation  frequency  and  the  carrier 
frequency  employed  by  the  distant  transmitter. 

Regenerative  Amplification. — We  have  already  set  forth  that  the 
three-electrode  vacuum  tube  acts  as  an  amplifier  of  radio-frequency 
current.  A  different  application  of  the  amplifier  principle  is  used  in 
the  regenerative  system  of  amplification  whereby  the  strength  of  the 
incoming  signals  is  increased  within  the  same  tube.  The  circuit  is 
illustrated  in  Fig.  193,  showing  one  vacuum  tube  employed  for  both 
detection  and  regenerative ^amplification.  The  fundamental  theory  is 
similar  to  that  given  in  ^  description  of  the  “  oscillator  ”  in  the  para¬ 
graphs  relating  to  the  regenerative  beat  receiver. 

The  functioning  of  the  regenerative  detector  is  understood  from  the 
consideration  of  a  few  preliminary  facts: 

(1)  The  reaction  of  two  independent  or  neighboring  electrical  cir¬ 
cuits  upon  each  other  is  called  mutual  induction.  The  circuits  must  be 
so  placed  with  respect  to  each  other  that  the  magnetic  field  due  to  the 
current  in  either  of  them  will  produce  an  effect  in  the  other.  In  the 
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case  of  a  regenerative  detector  the  plate  and  the  grid  are  the  respective 
circuits  and  the  magnetic  field  produced  by  the  plate  current  affects  the 
grid  circuit. 

(2)  Through  the  use  of  a  grid  condenser  and  grid  leak  resistance 
in  the  detector  tube,  during  the  reception  of  damped  or  modulated 
c.w.  oscillations,  the  plate  current  varies  simultaneously  at  an  audio 
and  radio-frequency.  The  grid  potential  is  so  regulated  by  the  grid 
condenser  that  the  increase  of  plate  current  for  each  incoming  half¬ 
cycle  of  energy  will  exceed  the  decrease,  or  vice  versa,  resulting  in 
pulsations  of  current  in  the  plate  circuit  capable  of  affecting  the  tele¬ 
phone  receivers. 

(3)  Any  change  in  grid  potential  due  to  signal  oscillations,  no  matter 
how  small,  will  be  repeated  in  the  plate  circuit  by  relatively  large  changes 
in  plate  current.  If,  during  the  reception  of  the  signal,  the  radio-fre¬ 
quency  component  of  the  plate  current  can  be  re-impressed  upon  the 
grid  circuit  in  synchronism  with  tne  incoming  signals,  the  energy  of  the 
signal  will  be  amplified,  or  regeneration  will  result. 

The  fundamental  principle  upon  which  regeneration  is  based  is  the 
phenomenon  of  mutual  induction,  which  in  this  case  is  utilized  as  a 
process  of  supplying  energy  from  one  part  of  the  circuit  to  another  part 
of  the  same  circuit.  The  most  important  requisite  is  that  the  transfer 
of  energy  from  one  circuit  to  the  other  shall  be  in  such  direction  that  it 
will  reinforce  the  original  signal  oscillations.  Otherwise,  regeneration 
will  not  take  place. 

The  diagram  in  Fig.  193  shows  the  feed-back  coil  L3  by  which 
energy  from  the  plate  circuit  is  inductively  conveyed  into  the  grid  cir¬ 
cuit.  When  the  coupling  is  made  variable, 
Coil  as  by  moving  the  plate  coil  L3,  the  coil  is 
then  known  as  a  tickler  coil.  There  are 
PhmJ two  practical  methods  of  varying  the  coup- 

(a)  The  tickler  coil  can  be  mounted  on 
^^BP^\Tickier  a  shaft  connected  to  a  dial  and  placed 
00,1  within  the  secondary  (grid)  coil,  as  shown 

Fig  206.  Showing  how  mu-  in  Fig  206.  The  mutual  inductance  be- 
tual  inductance  is  varied  be-  ,  ,,  ,  ,  ,  .,  .  , 

tween  tickler  coil  (inner  rotor  tween  the  Plate  and  the  ^rld  ClrCUltS 
coil)  and  the  grid  coil  (outer  depends  upon  the  angular  relationship  of 

stator  coil)  by  angular  changes,  the  two  coils,  which  may  be  continuously 

varied  by  rotating  the  plate  or  tickler 
coil  through  a  90-deg.  radius. 

( b )  Another  very  efficient  arrangement  is  to  mount  the  tickler  coil 
outside  of  the  grid  coil.  The  coupling  can  be  varied  by  moving  the 
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tickler  coil  in  a  lateral  direction  toward  or  away  from  the  grid  coil. 
The  bracket  supporting  the  tickler  coil  and  the  leverage  necessary  to 
permit  it  to  be  moved  in  and  out  of  inductive  relation  with  the  grid 
coil  (not  shown)  is  seen  in  Fig.  206a.  When  regeneration  is  not  desired, 
the  tickler  coil  can  be  moved  several  inches 
away  and  entirely  out  of  effective  relation¬ 
ship. 

Practically  all  of  the  explanations  and 
analysis  of  the  regeneration  phenomenon 
may  be  classed  under  two  heads : 

(1)  That  regeneration  is  merely  a  voltage 
amplification,  effected  by  the  condition  of 
the  reimpressed  voltage  and  the  original  sig¬ 
nal  voltage. 

(2)  That  regeneration  produces  an  equiv¬ 
alent  reduction  in  the  resistance  of  the  grid 
circuit.  This  explanation,  which  is  rather 
more  difficult  to  understand  than  the  first 
one,  is  that  the  equivalent  resistance  of  the 
grid  circuit  decreases  as  the  tickler  coupling 
is  increased,  but  not  in  -  a  proportional 
manner.  This  is  obvious,  for  when  operating 
a  circuit  of  this  type  we  find  that  a  different  tickler  adjustment  is 
usually  required  when  shifting  from  one  wavelength  to  another. 

Explaining  classification  (1),  we  can  consider  the  principle  of  utilizing 
some  of  the  energy  liberated  in  the  plate  circuit  to  boost  up  any  oscil¬ 
lating  current  existing  in  the  grid  circuit.  The  oscillations  in  the  grid 
circuit  due  to  the  transfer  of  energy  from  the  plate  circuit  cause  the 
grid  voltage  to  build  up  the  plate  energy  again  and  liberate  a  still 
greater  amount  of  power  to  the  grid.  The  principle  is  somewhat  analo¬ 
gous  to  that  employed  in  a  machine  gun,  where  some  of  the  energy 
liberated  in  the  barrel  by  the  explosion  of  the  cartridge  is  used  to 
eject  the  empty  cartridge  and  replace  it  with  the  next  cartridge  ready 
to  fire. 

Let  us  focus  our  attention  on  the  elementary  diagram  shown  in 
Fig.  193,  where  the  oscillatory  circuit  L2C2  is  shown  connected  to  the 
grid  and  filament  of  the  tube,  and  the  regenerative  (tickler)  coil  L3  is 
inductively  coupled  to  L2.  Owing  to  the  mutual  inductance  between 
L3  and  Z/2,  it  is  evident  that  any  current  oscillations  in  the  former  will 
induce  similar  oscillations  in  the  grid  circuit. 

Let  us  presume  that  the  coupling  between  the  regenerative  coil  L3 
and  the  grid  oscillatory  circuit  is  adjusted  to  zero,  either  by  moving  the 


Fig.  206a.  —  A  tickler  coil 
mounted  to  permit  lateral 
movement.  The  coil  can  be  in 
and  out  of  inductive  relation  to 
the  grid  coil  ( not  shown). 
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coil  L3  to  a  remote  position  or  by  turning  it  at  right  angles  to  L2.  We 
know  that  under  these  conditions  feeble  oscillations  in  the  plate  circuit 
will  induce  similar  oscillations  in  the  oscillatory  circuit,  but  of  greater 
amplitude  than  the  original  signal  oscillations.  For  simplicity,  assume 
that  an  incoming  damped  oscillation,  such  as  would  be  received  from 
a  spark  transmitter,  sets  up  an  oscillatory  current  in  the  antenna  induc¬ 
tance  Li  of  the  same  frequency  and  damping  characteristics  as  the 
original  wave. 

Through  the  magnetic  coupling  between  L\  and  L2,  the  energy  is 
transferred  to  L2,  setting  up  therein  a  damped  oscillatory  current.  The 
induced  e.m.f.  across  C2  will  alternate  and  this  varying  alternating  poten¬ 
tial  applied  to  the  grid  produces  large  alternations  of  plate  current  at 
the  same  frequency  as  the  oscillations  in  circuit  L2C2.  The  alternating 
component  of  the  plate  current  flowing  through  L3  induces  an  alternat¬ 
ing  e.m.f.  in  coil  L2. 

When  the  circuits  of  Lz  and  L2  are  properly  constructed,  this  in¬ 
duced  alternating  e.m.f.  is  in  phase  with  the  oscillatory  e.m.f.  in  L2C2 , 
due  to  the  original  signal.  In  other  words,  power  is  synchronously  sup¬ 
plied  by  the  plate  circuit  to  the  oscillatory  grid  circuit  which  compen¬ 
sates,  in  a  measure,  for  some  of  the  energy  loss  due  to  the  oscillations 
overcoming  the  resistance  of  the  grid  circuit.  The  result  is  that  the 
duration  or  persistency,  and  also  to  some  extent  the  amplitude  of  an 
incoming  signal  oscillation,  will  be  increased. 

Assuming  that  the  strength  and  duration  of  the  impulses  given 
to  the  grid  circuit  by  the  original  signal  is  as  shown  by  curve  M  in 
Fig.  207,  then  the  effect  of  coupling  the  output  to  the  input  might  be 
considered  according  to  classification  (2),  practically  the  same  as  if  the 
damping  in  the  grid  circuit  were  reduced.  From  the  study  of  spark 
transmitters,  it  will  be  recalled  that  if  the  damping  of  a  circuit  is  low¬ 
ered  by  reducing  its  resistance,  then  oscillations  set  up  in  the  circuit  will 
have  a  freer  movement  and  a  greater  persistency  before  they  finally 
diminish  in  strength  and  die  out.  The  resulting  oscillations  in  the  grid 
circuit  with  the  damping  lowered  are  shown  by  curve  N  in  Fig.  207. 

It  should  be  understood  that  the  regenerative  action  is  the  function 
of  the  degree  of  coupling  between  the  grid  and  plate  coils.  If  the  coup¬ 
ling  between  the  plate  circuit  and  grid  is  made  closer,  more  energy  is 
transferred  from  the  plate  circuit  to  the  grid  oscillatory  circuit,  in 
which  case  the  oscillations  are  correspondingly  less  damped. 

If  the  coupling  is  further  increased,  a  stage  will  be  reached  when  the 
plate  circuit  will  furnish  power  to  the  grid  circuit  of  sufficient  magnitude 
to  make  up  all  loss  of  energy  equal  to  that  dissipated  or  lost  as  heat  in 
the  grid  circuit.  Under  these  conditions,  it  is  obvious  that  any  oscilla- 
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tion  started  in  the  grid  circuit  would  continue  indefinitely,  since  there 
would  be  no  resistance  to  overcome.  The  grid  oscillatory  circuit  would 
act  as  though  it  had  no  damping  and  the  smallest  impulse  given  to  the 
plate  current  flowing  through  L3  would  suffice  to  start  the  oscillations. 
Under  these  conditions  the  oscillations  in  the  system  would  no  longer 
be  damped,  but  would  become  undamped  and  the  tube  would  oscillate. 

When  the  critical  value  of  coupling  is  reached,  an  oscillation  started 
in  the  grid  circuit  will  be  sustained  indefinitely  when  the  "necessary 
energy  for  feed-back  is  being  supplied  by  a  “B”  battery  or  a  power 
unit.  If  the  coupling  is  increased  beyond  this  critical  point,  the  plate 
circuit  will  supply  more  power  to  the  grid  circuit  than  the  grid  circuit 
loses,  the  oscillations  will  increase  in  amplitude,  and  the  tube  will  gen- 


Signa!  will  be  Slightly  Distorted) 

Fig.  207. — Graphs  depicting  the  phenomenon  of  regeneration. 

erate  sustained  continuous  oscillations.  This  condition  is  not  desirable 
for  regeneration,  because,  if  the  coupling  is  too  close,  the  oscillations  for 
each  spark  discharge  at  the  transmitter  will  not  decay  to  zero  before  the 
next  group  of  damped  oscillations  is  impressed  upon  the  tube  circuits. 
The  truth  of  this  statement  can  be  recognized  from  the  curve  N  in 
Fig.  207,  where  it  is  shown  that  the  increased  number  of  oscillations  due 
to  regeneration  have  decayed  to  zero  for  each  wave  train  group  at 
points  A  and  B.  This  is  absolutely  essential,  for  it  will  be  remembered 
from  the  discussions  in  the  first  part  of  this  chapter  that  the  greatest 
strength  of  signals  is  obtained  from  the  largest  deflection  of  the  tele¬ 
phone  diaphragms.  This  depends  not  alone  on  the  amount  of  current 
flowing  through  the  telephone  magnet  coils,  but  upon  the  average  change 
or  variation  in  the  strength  of  the  current  as  well.  It  is  obvious  that  the 
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largest  change  of  current  could  not  be  obtained  if  the  oscillations  did 
not  die  out  or  decay  at  the  termination  of  each  group. 

The  coupling  of  the  plate  coil  must  be  such  that  the  regenerative 
system  will  not  be  set  into  self-oscillation,  but  will  build  up  the  signal 
strength  to  maximum  amplification. 

The  theory  of  regeneration  is  very  closely  related  to  that  of  the 
vacuum  tube  oscillator.  In  brief,  regenerative  coupling  may  be  secured 
by  coupling  the  plate  and  grid  circuits  inductively,  conductively,  or 
electrostatically.  Electrostatic  coupling  may  be  furnished  by  the  elec¬ 
trodes  of  the  vacuum  tube. 

It  might  be  said  that  a  regenerative  circuit  controlled  by  a  tickler 
coupling  is  generally  accepted  as  the  most  efficient  type  for  spark  or 
modulated  continuous  wave  signals. 

Regenerative  amplification  should  be  so  limited  that  the  tube  is  kept 
in  a  state  capable  of  regeneratingy  but  never  capable  of  producing  self- 
sustained  oscillations,  the  action  being  governed  entirely  by  the  coupling. 

Three  conditions  have  been  outlined  in  which  the  change  of  tickler 
coupling  affects  the  grid.  These  conditions  are  summarized  thus: 

(a)  Where  the  feed-back  energy  is  sufficient  to  increase  the 

amplitude  of  the  plate  oscillations. 

( b )  Where  the  feed-back  energy  of  the  plate  circuit  reaches 

sufficient  strength  to  equal  the  loss  of  energy  in  the  grid 
circuit. 

(c)  Where  the  power  re-transferred  from  the  plate  to  the  grid 

through  the  tickler  coupling  is  greater  than  the  energy 
lost  in  the  grid  circuit. 

Now  consider  classification  (2)  from  the  viewpoint  of  the  resistance 
being  changed.  This  condition  is  usually  referred  to  in  engineering 
practice  as  supplying  a  negative  resistance  to  the  circuit.  In  simple 
language,  it  may  be  explained  in  the  following  way.  The  normal  grid 
circuit  has  a  definite  resistance  to  the  alternating  current  flowing.  The 
term  'positive  resistance  is  applied  to  the  normal  opposition  which  the 
resistance  offers.  By  progressively  lowering  the  grid  resistance,  it  is 
apparent  that  more  current  will  flow,  until  we  could  reach  the  point 
where  the  circuit  resistance  is  reduced  to  zero.  Then  there  would  be  no 
opposition  to  overcome,  and  the  current  would  flow  continuously.  Now, 
going  beyond  this  point,  wherein  more  energy  flows  in  the  grid  circuit 
than  is  lost,  due  to  overcoming  the  normal  resistance,  the  effect  is 
similar  to  that  encountered  when  reversing  the  resistance  condition  of 
the  circuit,  as  though  it  were  possible  to  make  the  resistance  of  the  grid 
circuit  actually  less  than  zero .  If  the  normal  grid  circuit  resistance  is 
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considered  to  have  a  positive  resistance ,  a  relative  term  must  be  used 
for  the  opposite  effect.  Hence,  any  condition  where  the  circuit  has  the 
effect  of  possessing  less  than  zero  resistance  we  call  negative  resistance . 

In  this  case,  instead  of  the  grid  circuit  absorbing  and  dissipating 
energy,  it  delivers  power  to  the  tube  because  of  the  feed-back  of  energy 
into  this  circuit  from  the  plate  circuit.  Oscillations  and  regeneration 
will  take  place  with  a  so-called  negative  resistance  condition. 

To  sum  up  in  a  few  words,  more  energy  is  added  to  the  grid  circuit 
than  is  absorbed  by  it,  the  energy  being  furnished  by  the  “  B  ”  battery, 
or  power  unit. 

It  is  important  to  note  that  in  operation  the  point  of  critical  regen¬ 
eration  is  just  below  where  the  circuit  falls  into  self-oscillation.  If  the 
coupling  has  been  increased  beyond  critical  regeneration,  where  the 
circuit  breaks  into  oscillation,  it  will  be  necessary  to  reduce  the  tickler 
coupling  and  again  to  readjust  it.  This  condition  is  known  as  spilling. 

Classification  (1)  which  treats  of  regeneration  as  voltage  amplifica¬ 
tion  shows  that  the  ultimate  voltage  applied  on  the  grid  is  the  sum  of 
the  initial  applied  voltage  from  the  signal  and  the  voltage  reintroduced 
in  the  grid  by  the  tickler  coil.  This  theory  assumes  that  when  the 
regenerative  circuit  is  brought  near  the  point  of  oscillation,  any  voltage 
impulse  on  the  grid  will  cause  an  oscillatory  current  of  large  magnitude 
to  flow  in  the  plate  circuit,  but  it  will  die  out  (damp  out)  at  a  rate 
depending  upon  the  resistance  of  the  circuit  and  the  closeness  of  the 
tickler  coupling.  This  is  another  way  of  stating  that  the  voltage  built 
up  on  the  grid  in  this  instance  never  reaches  a  value  large  enough  to 
build  up  sustained  oscillations. 

If  regenerative  action  is  not  obtained,  either  the  connections  to  the 
tickler  coil  or  the  coupling  between  this  coil  and  the  grid  coil  should 
be  reversed.  The  reversal  of  connection  will  change  the  terminals  of 
the  coil  with  respect  to  the  plate  of  the  tube  and  the  positive  terminal 
of  the  “ B  ”  battery  or  other  plate  energizing  source.  The  correct  con¬ 
nection  can  be  determined  only  by  experimentation.  This  matter  of  a 
tickler  coil  connection  is  of  utmost  importance,  because  the  coirs  func¬ 
tion  controls  the  phase  or  direction  in  which  the  plate  energy  is  returned 
to  the  grid  circuit  in  order  to  assist  the  original  signal  oscillations. 

Also,  if  regeneration  is  not  secured,  a  checkup  on  the  bypass  con¬ 
denser  shunted  across  the  telephones  must  be  made,  or  across  the  plate 
winding  of  an  iron-core  audio  transformer  if  the  latter  is  used  in  an 
amplifier  circuit.  If  the  condenser  is  not  used,  the  distributed  capacity 
of  the  windings  and  phone  cords  will  have  to  be  relied  upon  in  order  to 
bypass  the  high  frequency  alternations.  The  bypass  condenser  pro¬ 
vides  a  low  reactance  path  for  this  radio-frequency  alternating  compo- 
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nent  of  the  plate  current.  The  direct  current  component  flows  through 
the  windings  readily. 

Effect  of  Choke  Coil  and  By-pass  Condenser  in  Plate  Circuit. — In 

order  to  produce  the  best  possible  condition  of  regeneration  the  radio¬ 
frequency  alternations  of  the  plate  current  flowing  through  the  tickler 
coil  must  not  be  obstructed  in  any  way.  Remember  that  the  effect  of 
a  condenser  of  a  predetermined  value  in  the  plate  circuit  of  a  regenera¬ 
tive  detector  is  to  pass  a  radio-frequency  current  readily  while  impeding 
the  flow  of  a  direct  current.  The  radio-frequency  current  will  not 
usually  travel  through  the  primary  winding  of  an  audio  transformer,  or 
through  telephone  receivers  because  of  their  high  impedance,  if  a  more 
direct  and  shorter  path  and  one  of  less  opposition  is  provided  by  the 
inclusion  of  the  bypass  condenser.  The  problem,  then,  for  the  best 
reception  of  speech,  is  to  employ  a  condenser  of  such  capacity  that  it 
will  bypass  the  radio-frequencies,  but  will  not  at  the  same  time  be  so 
large  as  to  bypass  the  higher  audio-frequencies.  In  the  latter  case,  if 
not  prevented,  some  of  the  audio-frequencies  necessary  to  good  repro¬ 
duction  would  be  lost  in  this  condenser  channel.  The  value  of  the 
condenser  ranges  from  about  0.0005  mfd.  to  never  greater  than 
0.002  mfd. 

It  will  be  noticed  that  in  the  short-wave  beat  receivers  (they  employ 
regeneration)*  a  radio-frequency  choke  coil  is  inserted  in  the  plate  circuit 
before  the  phones  or  primary  winding  of  the  audio  transformer,  as 
explained  in  the  following  paragraphs.  The  position  of  the  choke  coil 
in  the  plate  circuit  is  shown  in  Fig.  194.  Its  inductance  value  when 
used  in  the  detector  is  of  the  order  of  100  millihenrys.  While  the  use 
of  the  bypass  condenser  will  offer  a  low  reactance  path  for  the  radio¬ 
frequencies,  yet  there  is  a  possibility  that  this  energy  might  flow  through 
the  transformer  winding  because  of  its  distributed  capacity. 

Therefore  some  feature  must  be  incorporated  in  the  plate  circuit 
that  will  absolutely  choke  out  or  actually  oppose  the  radio-frequency 
current  from  entering  any  other  part  of  the  circuit  than  the  part  where 
it  is  required  to  produce  the  desired  results.  In  this  case,  the  object 
sought  is  to  produce  the  best  condition  for  regeneration.  The  choke 
coil  will  impede  the  flow  of  the  r.f.  alternations  and  force  them  through 
the  resonant  condenser  path,  in  this  way  building  up  the  highest  radio¬ 
frequency  voltage  across  the  condenser. 

Another  basic  reason  for  excluding  radio-frequency  current  from  the 
amplifier  circuits  adjacent  to  the  detector  is  that  sometimes  audio  cir¬ 
cuits  are  placed  in  an  unstable  condition  by  the  effects  of  intercoupling. 
An  oscillatory  condition  is  likely  to  develop  whenever,  in  addition  to 
the  normal  direct  current  carrying  the  audio  signal,  there  is  present  also 
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a  radio-frequency  current  allowing  the  latter  to  circulate  through  the 
power  leads  supplying  the  different  tubes. 

Receiver  selectiveness  and  efficiency  are  not  as  high  on  the  very 
short  waves  as  they  are  on  the  long  waves.  Hence  a  plate  choke  coil 
(or  a  resistor  element,  which  is  sometimes  used)  is  absolutely  essential 
in  the  short-wave  regenerative  beat  circuit. 

If  the  tickler  coil  is  adjusted  beyond  the  critical  point,  it  is  mani¬ 
fested  by  the  tube  circuit  oscillating,  and  the  observer  can  determine 
this  condition  by  touching  the  grid  terminal  of  the  tube  with  the  finger. 
If  oscillations  are  present,  this  will  cause  them  to  cease  and  a  click  will 
be  heard  in  the  telephone  receivers. 

An  oscillating  circuit  will  destroy  the  musical  tone  of  spark  signals 
and  cause  the  signals  to  change  their  characteristic  to  a  rough  note. 

It  is  assumed  that,  in  a  vacuum  tube,  any  variation  of  plate  current 
occurs  instantly  (without  time  lag)  for  a  given  change  in  the  grid  volt¬ 
age,  that  is,  there  is  no  lag  in  which  the  energy  is  transformed  through 
the  tube  action.  This  would  indicate  that  the  magnetic  field  varying 
around  the  tickler  coil  will  induce  an  e.m.f.  in  the  secondary  circuit 
approximately  at  the  same  instant  the  original  signal  current  is  flow¬ 
ing.  It  should  now  be  clear  why  the  tickler  coupling,  or  rather  feed¬ 
back  of  energy  from  the  plate  circuit,  should  be  in  phase  with  the  origi¬ 
nal  signal  oscillations. 

The  regenerative  receiver  shown  in  the  diagram  is  a  combination  of 
a  two-circuit  tuner  comprising  primary  and  secondary  coils  L\  and  L2 
and  regenerative  (tickler)  coil  L3.  The  whole  coil  assembly  is  gener¬ 
ally  known  as  a  three-circuit  tuner.  The  amplification  obtainable  by 
this  method  magnifies  the  signal  about  25  to  50-fold,  and  is  equivalent 
to  a  well-designed  one  or  two-stage  radio-frequency  cascade  amplifier. 
Very  weak  signals  are  amplified  many  more  times  than  strong  signals, 
and  herein  lies  the  efficiency  of  the  regenerative  circuit. 

The  number  of  turns  required  on  the  tickler  coil  L3  will  vary  for 
different  transformers.  Due  to  the  many  variable  factors,  the  pre¬ 
determination  of  the  size  of  a  tickler  coil  by  formula  would  be  quite 
complicated.  For  all  practical  purposes  it  may  be  approximated  from 
the  following  suggestion:  For  a  wavelength  range  of  150  to  550  meters, 
the  tickler  should  consist  of  about  25  turns  of  No.  26  d.c.c.  wire  wound 
on  3-in.  tubing;  then,  for  different  sized  coils,  the  correct  effect  may  be 
obtained  by  adding  or  taking  off  turns  experimentally. 

The  tuned  plate  circuit  method  of  regeneration  does  not  differ 
materially  from  that  of  the  inductively  coupled  or  tickler  coil  method. 
Usually  a  variometer,  or  some  other  form  of  variable  inductance  or 
fixed  inductance  when  used  with  a  variable  condenser,  is  inserted  in 
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the  plate  circuit.  The  plate  and  grid  inductances  are  not  in  inductive 
relation.  With  this  arrangement  the  necessary  coupling  for  feed-back 
is  obtained  from  the  internal  capacity  of  the  tube,  that  is,  regenerative 
coupling  is  secured  electrostatically. 

TYPES  OF  COUPLING— TRANSFORMER— RESISTANCE— IMPEDANCE.1 

THEORY  AND  APPLICATION— KINDS  OF  COUPLING  UTILIZED 
IN  RECEIVING  AND  TRANSMITTING  CIRCUITS 

Three  Types  of  Coupling.  Cascade  Amplifiers. — This  section  will 
be  devoted  to  the  three  recognized  ways  in  which  the  vacuum  tube 
may  be  connected  for  amplification  of  radio  signals: 

(1)  Resistance  Coupled  Amplifier. 

(2)  Impedance  Coupled  Amplifier. 

(3)  Transformer  Coupled  Amplifier. 

When  the  plate  alternations  of  one  vacuum  tube  are  amplified 
through  the  medium  of  a  second  vacuum  tube  the  tubes  are  said  to  be 
operated  in  cascade.  That  is,  in  the  cascade  system  either  a  resistance, 
an  inductance  (impedance  coil)  or  a  transformer  serves  to  impress  the 
alternating  component  of  the  plate  current  of  the  first  tube  as  an  alter¬ 
nating  e.m.f.  between  the  grid  and  filament  of  the  second  tube;  or, 
stating  it  otherwise,  the  output  circuit  of  the  first  tube  is  coupled  to 
the  input  circuit  of  the  next  tube,  and  so  on,  if  more  than  one  tube  is 
thus  used. 

Another  method  by  which  vacuum  tubes  may  be  coupled  together 
is  known  as  the  push-pull  arrangement.  Here  the  input  signal  energy 
is  impressed  simultaneously  upon  the  grids  of  two  tubes  connected  in 
parallel  arrangement,  and  the  output  current  of  both  tubes  flows 
through  the  same  transformer  system.  A  circuit  of  this  type  is  illus¬ 
trated  in  the  diagram  of  the  Radio  Direction  Finder,  Fig.  433,  where 
it  is  shown  that  the  two  radio-frequency  amplifiers  are  operated  in 
push-pull. 

We  shall  consider  in  the  following  discussions  the  circuits  and  func¬ 
tioning  of  the  cascade  amplifiers. 

Resistance  Coupled  Amplifier. — The  method  of  utilizing  a  resistance 
in  common  with  two  associated  circuits  for  the  purpose  of  transferring 
a  signal  current  to  be  amplified  from  the  plate  of  one  tube  to  the  grid 
of  the  next  tube,  is  shown  in  Fig.  208.  This  is  called  resistance  coupling. 

A  three-stage  amplifier,  in  which  the  coupling  is  effected  by  resistors 
Ri,  R2  and  Rz  inserted  in  the  plate  circuits,  is  shown.  The  operation 

1  Both  resistance  and  impedance  (choke  coil)  coupling  utilize  capacity  take-off 
or  coupling  condenser. 
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of  this  system  is  based  upon  the  variable  voltage  drop  produced  across 
the  resistance  when  the  plate  current  varies  in  strength.  In  accordance 
with  Ohm’s  Law  for  direct  current  circuits  we  find,  if  a  varying  current 
flows  through  a  resistance  of  constant  value,  that  the  voltage  across  the 
resistance  will  vary  in  direct  proportion  to  the  current  changes  in  it. 
Since  the  alternating  component  of  the  plate  current  varies  in  accord¬ 
ance  with  the  signal  wave  form,  this  energy  is  applied  as  an  alternating 
voltage  to  the  grid  of  succeeding  tubes  in  the  following  way: 

The  filaments  of  tubes  1,  2  and  3  are  heated  by  one  “A”  battery 
and  controlled  by  one  filament  rheostat.  Three  individual  batteries 
and  rheostats  have  been  shown  to  simplify  the  wiring  of  the  diagram. 
The  plate  circuit  of  the  detector  tube  comprises  “  B  ”  battery,  B\ ,  and 


1st  Stage  2nd  Stage  3rd  Stage 


plate  resistor,  R\  having  a  high  ohmic  resistance  value,  usually  of 
100,000  ohms. 

The  voltage  across  R\  changes  with  the  alternations  of  plate  current 
flowing  through  it.  This  variation  in  e.m.f.  is  impressed  as  an  alter¬ 
nating  e.m.f.  between  grid  G\  and  the  filament  of  the  first  stage  amplifier 
tube.  It  can  be  seen  from  the  diagram  that  in  order  to  impress  the 
e.m.f.  between  grid  and  filament,  the  filament  of  this  tube  is  connected 
to  one  end  of  R\  through  B\}  and  the  grid  G\  to  the  opposite  end  of  R\. 
The  actual  connection  from  the  grid  to  R\  includes  the  insertion  of 
blocking  condenser  Ci,  in  order  to  prevent  the  positive  potential  of 
battery  B\  from  being  directly  applied  to  the  grid.  This  condenser 
effectively  blocks  a  pure  direct  current,  but  its  capacity  is  sufficiently 
high  to  allow  it  to  act  as  a  low  reactance  path  for  the  alternations  of 
signal  e.m.f.  Remember  that  the  plate  current  changes  are  really  not 
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alternating,  as  they  do  not  reverse  polarity,  the  current  merely  rises 
and  falls  in  value.  Due  to  their  rapid  changes  in  value,  however,  they 
have  the  same  effect  as  an  alternating  current  in  producing  a  fluctuat¬ 
ing  voltage  across  the  plates  of  the  condenser  Ci,  this  fluctuating  e.m.f. 
being  applied  to  the  grid  G\, 

The  fact  that  condenser  C\  is  interposed  in  the  grid  circuit  G\  neces¬ 
sitates  the  use  of  the  grid  leak  resistance  n,  which  is  shown  connected 
directly  between  Gi  and  the  filament.  This  high  resistance  provides  a 
path  for  electrons  which  accumulate  on  the  grid  to  leak  back  to  the 
filament;  that  is,  the  grid  resistance  permits  a  withdrawal  of  direct 
current  from  the  grid  to  maintain  it  at  its  proper  working  voltage. 

In  the  action  thus  far,  it  is  apparent  that  the  output  energy  of  the 
detector  tube  feeds  into  and  furnishes  the  input  energy  for  the  first 
amplifying  tube,  with  the  coupling  for  this  transfer  of  energy  provided 
by  resistor  Ri. 

The  first  and  second  stage  amplifiers  are  coupled  by  resistor  R2  and 
the  action  is  similar  to  that  between  the  detector  and  first  stage.  The 
alternating  e.m.f.  impressed  between  G\  and  the  filament  of  the  first 
amplifier  will  be  repeated  in  the  plate  Pi  circuit  as  pulsating  current 
which  flows  through  resistor  R2.  The  alternating  component  of  the 
plate  current  will  establish  a  varying,  voltage  across  R2  which  is 
carried  to  grid  G2  of  the  second  stage  through  the  blocking  condenser 
C 2.  Condenser  C2  blocks  the  direct  potential  of  B2  from  being  applied 
directly  to  and  7*2  provides  the  requisite  grid  leak. 

As  a  result  of  this  arrangement  the  varying  e.m.f.  across  R2  is 
now  equal  to  the  e.m.f.  developed  across  Pi  times  the  amplification  of 
the  signal  through  the  first  amplifier  tube;  that  is,  the  audio-frequency 
gain  between  the  first  and  second  stages  of  audio  amplification  is  that 
practically  given  by  the  tube  amplification  factor,  as  no  voltage  increase 
is  derived  from  the  coupling. 

The  plate  current  alternations  flowing  from  the  output  P2  of  the 
second  stage  are  transferred  to  the  input  G3  of  the  third  and  last  stage 
through  the  variation  in  voltage  drop  obtained  across  coupling  resistor 
R3.  The  last  tube  requires  blocking  condenser  C3  and  grid  leak  resist¬ 
ance  7*3,  for  reasons  previously  mentioned. 

Four  “B”  batteries  are  illustrated  in  the  diagram,  but  as  previously 
mentioned  only  one  is  required,  with  suitable  taps,  to  provide  proper 
working  potential  for  the  various  tubes.  The  pulsating  current  flow¬ 
ing  from  output  P3  of  the  last  tube,  which  actuates  the  loudspeaker,  will 
have  increased  in  strength  over  the  input  signal  current  in  the  first 
amplifier  tube  by  as  many  times  as  approximately  the  sum  of  the 
amplification  ratio  of  the  tubes.  The  effect  on  amplification  varies  for 
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different  sizes  of  blocking  condensers  and  grid  leaks.  The  blocking 
condensers  Ci,  C2  and  C3  are  generally  called  coupling  condensers . 

In  a  typical  3-stage  resistance-coupled  amplifier,  various  values  are 
suggested.  The  capacity  of  the  coupling  condensers  is  of  the  order  of 
0.1  to  1.0  mfd.  The  capacity  of  the  condenser  determines  the  amount 
of  reactance  voltage  that  will  be  developed  by  it  at  the  audio-frequencies 
for  application  to  the  grid. 

In  order  to  keep  the  grid  of  each  tube  at  a  normal  potential  suffi¬ 
ciently  negative  to  prevent  it  from  becoming  positive  with  respect  to 
the  filament  on  the  positive  half-alternations  of  the  incoming  cycle,  it 
is  suggested  that  the  following  values  of  grid  leak  be  used:  n  of  the 
first  stage,  1,000,000  ohms  (1.0  megohm);  r<i  of  the  second  stage,  500,000 
ohms  (0,5  megohm);  and  r3  of  the  third  stage,  250,000  ohms  (0.25 
megohm). 

The  plate  resistors  in  the  various  stages  are  usually  of  exactly  the 
same  ohmic  value,  namely,  100,000  ohms  (0.1  megohm)  each.  Induc¬ 
tance  of  a  plate  resistor  should  be  practically  negligible. 

The  plate  of  the  detector  calls  for  a  voltage  of  from  22.5  to  45  volts; 
the  first  and  second  amplifiers,  if  they  are  of  the  same  type,  that  is, 
having  similar  amplification  factors  (or  Mu),  usually  carry  90  to  135 
volts,  whereas  the  last  tube  generally  receives  135  to  157.5  volts. 

It  is  imperative  that  the  grids  be  isolated  from  the  d-c,  plate  voltage 
by  the  three  blocking  or  coupling  condensers.  While  the  grid  resist¬ 
ances  are  shown  connected  directly  to  the  filament,  they  may  be  con¬ 
nected  to  a  “  C  ”  biasing  battery  to  maintain  the  grids  at  their  proper 
negative  working  potential. 

Maximum  gain  is  usually  obtained  from  three  stages  of  resistance 
coupled  amplification,  that  being  the  point  at  which  the  signals  may 
be  amplified  without  distortion  when  employing  the  ordinary  tube. 
Any  further  increase  in  signal  strength  would  require  the  use  of  a  power 
tube. 

Due  to  the  high  voltage  drop  across  the  resistors,  the  normal  “  B  ” 
voltage  must  be  increased  beyond  that  required  in  either  the  impedance 
or  transformer-coupled  systems.  Resistance  coupling  may  be  used 
between  the  radio-frequency  stages  as  well  as  for  audio  amplification, 
but  in  the  modern  receiver  it  is  found  in  the  audio  system. 

The  principles  of  resistance  coupling  are  the  same  whether  used  in 
the  audio  amplifying  system  of  a  receiver  or  in  a  commercial  tube 
transmitter  for  broadcasting.  For  instance,  in  the  transmitter  proper 
of  a  certain  modern  1-kw.  broadcast  transmitter,  three  stages  of  audio 
amplification  are  of  the  resistance  type.  Here  we  find  that  between 
the  microphone  and  the  high  power  modulator  tube  five  stages  of 
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straight  audio  amplification  are  required  to  enlarge  the  feeble  micro¬ 
phone  current  to  a  suitable  strength  to  be  applied  to  the  modulator 
grid.  The  five  cascade-amplifier  circuits  are  divided  as  follows:  First, 
the  microphone  circuit,  which  is  external  to  the  transmitter  proper, 
works  through  transformer  coupling  in  the  first  stage.  Next,  three 
resistance  coupled  stages  are  employed  in  the  transmitter  proper.  The 
last  stage  of  the  impedance  coupled  type  utilizes  an  iron  core  reactor 
in  its  plate  circuit.  Thus,  three  types  of  coupling  are  employed. 

The  values  of  the  plate  resistors,  grid  resistors  and  coupling  con¬ 
densers  vary  according  to  the  size  and  power  of  the  transmitting  tubes 
and  will  differ  from  the  values  suggested  in  the  foregoing  paragraphs, 
which  concern  only  the  ordinary  receiving  tube. 

Impedance  Coupled  Amplification. — The  method  for  obtaining  volt¬ 
age  amplification 
through  vacuum 
tubes  by  associat¬ 
ing  one  circuit 
with  another  by 
utilizing  a  n  in¬ 
ductance  or  choke 
coil  common  to 
both  circuits  is 
called  impedance 
coupling.  This 
method  is  illus¬ 
trated  schemati¬ 
cally  in  Fig.  209. 

It  can  be  readily  seen  that  the  arrangement  is  similar  to  the  use  of  an 
auto  transformer.  This  is  treated  in  our  discussion  of  the  Single  Circuit 
Tuner,  in  this  chapter,  showing  that  energy  is  transferred  from  one 
circuit  to  another  through  the  self-inductance  of  a  single  coil. 

The  actual  difference  in  the  circuit  construction  from  that  described 
in  the  preceding  resistance  method  is  merely  that  the  impedance  coil  L 
is  replaced  by  the  resistor  unit  in  the  plate  circuit  and  different  voltages 
are  used. 

The  device  L  is  called  an  impedance  coil  for  the  reason  that  when 
the  plate  current  varies  in  strength,  as  it  flows  through  the  windings, 
the  self-inductance  of  the  coil  being  large  tends  to  build  up  a  strong 
changing  flux  which  generates  or  induces  an  e.m.f.  in  the  circuit.  That 
is,  the  voltage  generated  across  the  coil  is  a  reactance  voUage  due  to  the 
inductive  reactance  of  the  coil.  Hence,  we  find  such  a  coil  known  by 
various  names,  impedance  coil ,  plate  reactor  or  sometimes  as  choke  coil. 


.£  Output 


Fig.  209. — A  circuit  illustrating  the  principles  of  impedance 
coupled  amplification. 
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The  term  “plate  reactor”  more  nearly  signifies  the  use  of  the  device  and 
also  the  circuit  in  which  it  functions.  The  term  “choke  coil”  is  often 
used  to  identify  this  coil  when  connected  in  the  plate  of  the  last  ampli¬ 
fier  tube  to  furnish  coupling  with  the  circuit  of  the  loudspeaker.  Choke 
coil  really  means  that  the  audio  variations  would  be  blocked  or  opposed 
by  the  high  reactance  voltage.  This  is  not  actually  true,  for  the  coil 
should  be  of  such  inductive  value  that  the  audio  variations  will  pass 
through  readily,  but  in  so  doing  build  up  the  highest  reactance  voltage 
possible  for  direct  application  to  the  coupling  condenser.  Plate  reactor 
is  the  term  always  used  to  identify  this  unit  when  it  is  employed  for 
coupling  purposes  in  the  circuits  of  a  tube  transmitter. 

For  example,  the  induced  e.m.f.  across  impedance  coil  L  is  an 
amplified  reproduction  of  the  grid  input  e.m.f.  of  the  grid  Gi  of  the  first 
tube;  that  is,  the  current  in  the  plate  circuit  Pi  carrying  the  signal  wave 
form  is  amplified  to  the  extent  of  the  amplification  factor  of  the  tube. 

The  signal  energy  is  transferred  to  grid  G2  of  the  second  tube  or 
first  audio  amplifier  through  blocking  condenser  C .  Condenser  C  is 
necessary  to  isolate  the  positive  plate  potential  furnished  by  battery 
B\}  preventing  the  plate  positive  voltage  from  being  directly  applied 
to  the  grid.  Grid  resistance  r  provides  the  conductive  path  for  the 
flow  of  electrons  received  by  the  grid. 

The  alternating  e.m.f.  impressed  upon  G2  is  repeated  in  the  output 
P2  of  the  first  audio  stage  as  a  pulsating  direct  current  and  the  signal 
will  be  intensified  practically  to  the  extent  of  the  amplification  factor 
of  this  tube.  Another  plate  reactor  may  be  inserted  in  the  plate  P2 
circuit.  The  general  arrangements  for  successive  stages  of  amplification 
are  similar  to  the  connections  shown  in  the  resistance  coupled  amplifier. 

The  efficiency  of  coupling  amplifying  tubes  by  this  method  of  self¬ 
inductance  common  to  both  circuits  depends  upon  the  relation  of  the 
choke  coil  reactance  to  the  total  circuit  impedance.  If  the  audio-fre¬ 
quency  current  variations  flowing  through  L  are  of  a  very  low  order, 
then  practically  no  e.m.f.  will  be  induced  across  its  own  windings  unless 
the  coil  is  wound  on  an  iron  core  and  a  large  number  of  turns  used  to 
increase  its  self-inductance.  Therefore,  when  this  type  of  coupling  is 
used  in  audio-frequency  circuits  an  iron  core  reactor  is  required,  but 
when  used  to  couple  radio-frequency  amplifying  tubes,  the  plate  reactor 
coil  will  not  require  an  iron  core  because  the  increase  in  the  frequency 
of  the  currents  in  the  radio-frequency  circuits  provides  the  necessary 
increase  in  reactance  to  generate  an  alternating  e.m.f.  of  large  value 
across  the  coil.  In  the  latter  case,  the  reactance  of  the  plate  circuit  may 
be  controlled  by  shunting  a  variable  condenser  across  L» 

The  values  of  plate  potential  and  grid  leak  resistance  of  the  audio 
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amplifier  tube  are  determined  by  the  type  of  tube  that  is  used.  As 
previously  pointed  out,  a  vacuum  tube  to  give  maximum  amplification 
requires  that  the  grid  potential  be  so  adjusted  that  the  tube  will  operate 
on  the  straight  or  linear  part  of  its  characteristic  curve.  With  regard 
to  the  amplification  factor  (or  “Mu”),  it  may  be  repeated  that  the 
amplification  factor  is  a  measure  of  the  effectiveness  of  the  grid  poten¬ 
tial  relative  to  that  of  the  plate  potential  in  affecting  the  plate  current. 

Three  stages  of  impedance  coupled  amplification  will  furnish  maxi¬ 
mum  input  operating  voltages  for  the  ordinary  amplifier  tube  as  in  the 
case  of  resistance  coupling. 

Since  all  of  the  turns  of  the  impedance  coil  are  connected  in  common 
to  both  circuits,  that  is,  an  equal  number  of  turns  is  used  in  plate  circuit 
Pi  and  in  grid  circuit  G2 ,  it  becomes  a  one  to  one  (1:1)  ratio  transformer, 
as  no  voltage  increase  is  derived  through  the  action  of  the  coil.  How¬ 
ever,  there  are  types  of  coils  which  are  tapped,  and  less  turns  may  be 
used  in  the  plate  circuit  than  in  the  grid  circuit.  This  results  in  a 
slight  voltage  increase  in  the  secondary  turns  (turns  included  in  the 
grid  circuit).  In  practical  use  the  1:1  ratio  coil  is  generally  found,  and 
the  plate  reactor  is  utilized  simply  as  an  effective  means  of  coupling. 

An  amplifier  system  may  be  made  up  of  both  impedance  and  resist¬ 
ance  methods  of  coupling  in  combination.  Also,  a  single  coupling  cir¬ 
cuit  may  comprise  a  plate  resistor  of  about  100,000  ohms,  or  less, 
inserted  in  series  with  the  plate  reactor,  thus  providing  an  output  which 
has  the  characteristics  partly  of  impedance  and  resistance  coupling. 

To  simplify  the  schematic  diagram,  Fig.  209,  two  separate  “  B  ” 
batteries  for  positive  plate  voltage  and  two  “A”  batteries  to  heat  the 
filaments,  are  shown.  In  the  actual  wiring  of  the  circuit  the  two 
filaments  are  connected  in  parallel  and  to  the  same  “A”  battery. 
One  “  B  ”  battery  could  supply  the  plate  potential  to  all  tubes,  or  if 
the  last  tube  be  operated  at  a  higher  voltage  than  a  preceding  tube,  a 
tap  on  the  battery  would  permit  regulating  the  individual  e.m.f/s. 

Transformer  Coupled  Amplifier. — A  third  method  of  cascade  ampli¬ 
fication  is  the  transformer  coupled  amplifier,  shown  in  Fig.  210.  By 
carefully  observing  the  diagram,  we  see  that  the  coupling  is  obtained  by 
means  of  mutual  inductance  (purely  electromagnetic),  which  permits 
the  secondary  to  be  connected  directly  to  the  grid.  In  this  system,  the 
plate  or  output  of  one  tube  is  inductively  coupled  to  the  grid  or  input 
of  the  next  tube  so  that  the  circuit  does  not  require  the  use  of  the  grid 
blocking  condenser,  as  in  the  case  of  the  impedance  and  resistance 
amplifier. 

The  elimination  of  the  grid  blocking  condenser  is  always  desirable, 
for  if  it  is  not  operated  at  the  correct  capacity,  in  conjunction  with  the 
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correct  grid  leak  resistance,  it  may  be  a  probable  source  of  trouble  in 
distorting  the  signal  wave. 

The  transfer  of  energy  from  the  primary  P  of  the  transformer  to 
secondary  S  is  similar  to  any  process  whereby  an  alternating  e.m.f.  is 
induced  in  the  secondary  windings  by  the  phenomenon  of  electromag¬ 
netic  induction  due  to 

a  varying  current  f-Gn^Tp] - )  I - cTZXSW 

flowing  through  the  '  l  1  '  G2.HS.P2 

primary  winding.  The 
simple  action  of  the 
circuit  is  as  follows: 

Let  us  suppose  that 
the  grid  G\  of  the  first 
tube  receives  an  alter¬ 
nating  voltage  carry¬ 
ing  the  signal  wave 
form.  The  variation 
in  plate  current  flow¬ 
ing  in  Pi  circuit  will 
repeat  the  signal 
wave,  but  in  magnified 

form.  The  pulsating  plate  current  passing  through  P  will  produce  a 
changing  magnetic  field  surrounding  P  and  the  magnetic  lines  of  force 
as  they  vary  and  cut  through  the  turns  of  S  will  induce  an  alternating 
e.m.f.  in  S .  This  induced  voltage  is  impressed  between  grid  G2  and 
the  filament  of  the  second  tube,  resulting  in  a  variation  of  the  output 
current  in  P2  circuit,  which  again  carries  the  signal  wave,  but  of 
larger  magnitude  than  output  current  in  Pi  of  the  first  tube. 

Additional  tubes  may  be  connected  in  the  same  cascade  arrange¬ 
ment  to  further  amplify  the  original  alternating  e.m.f.,  in  which  event 
a  transformer  would  be  used  to  couple  the  output  or  plate  of  one  tube 
to  the  input  or  grid  of  the  next  tube,  using  the  same  method  of  coupling 
as  is  illustrated  in  the  diagram. 

The  transformer  method  is  employed  almost  universally  to  couple 
radio-frequency  amplifier  tubes. 


Fig.  210 - 


A  circuit  illustrating  the  principles  of  trans¬ 
former  coupled  amplification. 


In  the  commercial  receiver,  the  radio-frequency  transformer  is  used 
simply  as  a  resonant  coupling  device  between  each  radio-frequency  tube, 
and  the  gain  in  signal  strength  is  brought  about  by  the  inherent  ampli¬ 
fication  characteristics  (amplification  factor)  of  the  tubes  themselves. 
The  incoming  signal  is  stepped  up  in  magnitude  in  proportion  to  the 
number  of  radio-frequency  stages  employed,  as  it  is  found  in  practice 
that  three  or  four  stages  can  be  supplied  with  a  convenient  single  dial 
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tuning  control.  The  actual  number  of  radio-frequency  stages  is  pri¬ 
marily  governed  by  the  maximum  amount  of  grid  voltage  which  may 
be  supplied  to  the  detector  tube. 

In  order  to  build  an  efficient  amplifier,  it  is  apparent  from  foregoing 
explanations  that  the  design  of  the  transformer  is  governed  not  only 
by  the  characteristics  of  the  tube  used,  but  also  depends  upon  the  duty 
to  which  the  tube  is  put.  The  tube  can  be  used  to  handle  radio-fre¬ 
quency,  intermediate-frequency,  or  audio-frequency  currents.  Hence, 
we  find  transformers  classified  into  three  groups: 

(1)  Radio-frequency  transformers,  by  means  of  which  the  signal 

is  amplified  before  detection. 

(2)  Intermediate-frequency  transformers,  by  means  of  which  the 

signal  is  increased,  also  before  passing  to  the  second 

detector. 

(3)  Audio-frequency  transformers,  which  function  to  step-up  the 

signal  strength  after  detection. 

In  general  the  inductance  of  the  primary  coil  of  the  transformer, 
including  the  external  plate  impedance,  should  be  equal  to  the  internal 
impedance  of  the  tube,  for  it  will  be  remembered  that  the  maximum 
current  values  will  flow  in  the  given  circuit  whenever  the  impedance  of 
a  device  which  furnishes  power  (the  tube  in  this  instance)  is  equal  to 
the  impedance  of  the  load  circuit  (represented  by  a  transformer  and 
any  other  apparatus  in  the  plate  circuit). 

Before  giving  a  general  description  of  the  three  types  of  transformers 
let  us  again  refer  to  the  diagram  of  Fig.  210.  The  plate  circuits  of  the 
tubes  are  shown  energized  by  the  batteries  B\  and  B2,  which  may  be 
contained  in  one  unit.  The  filaments  are  heated  by  one  “ A ”  bat¬ 
tery,  two  being  shown  in  the  diagram  for  clearness,  and  the  current 
flow  is  regulated  by  the  amount  of  resistance  in  rheostats  Ri  and  #2, 
respectively.  By  varying  the '  rheostats  in  the  filament  circuits,  the 
filament  temperature  is  changed,  and  it  follows  that  the  electron  emis¬ 
sion  and  the  plate  current  in  each  tube  also  will  change.  The  amount 
of  amplification  of  the  signal  could  be  varied  in  this  manner,  that  is,  by 
changing  the  filament  terminal  e.m.f.  of  one  or  more  of  the  radio-fre¬ 
quency  tubes. 

Radio-Frequency  Transformer. — After  extensive  experimentation 
the  manufacturers  of  radio  apparatus  generally  have  accepted  as 
standard  the  solenoid  type  radio-frequency  transformer.  In  Fig.  211 
there  are  two  solenoid-wound  transformers,  one  with  the  primary 
(inside  coil)  loose-coupled  to  the  secondary  (outside  coil),  and  the  other 
with  the  respective  coils  close-coupled.  A  cross-sectional  view  of  the 
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transformer  in  Fig.  212  shows  the  correct  connections  indicated  for  the 
output  and  input  terminals. 

In  some  receiving  circuits  the  mutual  inductance  between  the  pri¬ 
mary  and  secondary  is  fixed  in  the  manner  shown  in  the  photographs 
primary  Primary  of  Fig.  211,  while,  on  the 

other  hand,  the  unit 

nmy  cons^ructec^ 
permit  variable  coupling 
for  the  different  wave¬ 
lengths  to  which  the  set 
is  being  tuned.  To  pro¬ 
vide  for  this  variation 
the  primary  coil  is 
mounted  on  a  shaft  to 
Fig.  211.— Showing  on  the  left  a  loosely  coupled  radio-  be  rotated  simultaneous- 
frequency  transformer;  on  the  right  a  closely  coupled  jy  condenser 

r.f.  transformer.  that  tunes  the  secondary 

coil.  The  coils  are  loosely  coupled  for  the  short  waves,  or  high  fre¬ 
quencies,  and  more  closely  coupled  for  the  longer  waves,  or  lower 
frequencies.  The  coupling  is  tight,  or  maximum,  when  the  coils  lie  in 
the  same  plane  (with  their 
center  axes  parallel),  while  the 
coupling  is  loose  or  minimum 
when  one  coil  is  in  a  position 
at  right  angles  (90  deg.)  to  the 
other  coil. 

The  ratio  of  the  number  of 
turns  used  in  the  primary  and 
secondary  is  such  that  the 
proper  degree  of  coupling  be¬ 
tween  the  two  circuits  may  be 
secured  in  order  to  establish 
resonance  between  them  for 
the  maximum  transfer  of  radio¬ 
frequency  power.  From  the 
above  explanations  it  is  evident 
that  in  a  radio-frequency  transformer  the  ratio  of  turns  in  the  primary 
to  those  in  the  secondary  are  not  calculated  with  the  view  of  increasing 
amplification  by  stepping  up  the  voltage  in  the  secondary. 

The  values  of  plate  and  grid  inductance  and  coupling  for  several 
stages  of  amplification  are  determined  by  exactly  the  same  conditions 
as  those  which  exist  for  the  single  radio-frequency  stage  herein  described. 


Secondary 


Secondary 


Primary  Winding- 


Grid  Connection 


W  Plate 
Connection 


Connection 
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Shielding  the  Radio-Frequency  Units. — The  radio-frequency  trans¬ 
formers  may  be  enclosed  in  individual  shielded  compartments  to  isolate 
completely  the  several  radio-frequency  tuned  stages  and  to  prevent  their 
magnetic  fields  from  intercoupling,  or  to  eliminate  static  coupling 
between  the  coils  and  other  parts  of  the  circuit  which  might  cause  either 
oscillations  or  loss  of  signal  energy.  Frequencies  close  to  the  frequency 
at  which  the  transformer  happens  to  be  tuned  cannot  impinge  directly 
on  the  tuning  coils  or  wiring  at  that  particular  part  of  the  circuit,  and 
do  not  afford  a  direct  means  of  pick-up  because  of  the  shielding. 

The  shield  box  is  generally  made  of  stamped  sheets  of  aluminum 
or  of  copper  and  electrically  grounded.  Each  box  may  enclose  one 
radio-frequency  unit  comprising  the  transformer  coils  and  tuning  con¬ 
denser,  or  it  may  enclose  only  the  transformer  itself,  or  even,  on  the 
other  hand,  it  may  be  large  enough  to  house  one  complete  radio-fre¬ 
quency  unit,  including  the  tube.  A  small  removable  cover  permits 
inspection  of  the  tube  and  provides  an  opening  sufficiently  large  for 
tube  replacements. 

The  metal  housing  must  be  large  and  the  coils  correspondingly 
small  to  prevent  abnormal  losses  due  to  absorption  of  the  radio-fre¬ 
quency  energy  by  the  shield.  A  circuit  of  this  type  must  be  very 
accurately  designed,  or  it  will  require  the  use  of  an  additional  stage  of 
radio  amplification  to  compensate  for  possible  losses  and  the  receiver 
will  then  be  less  efficient  than  one  which  has  a  similar  number  of  radio¬ 
frequency  stages  but  has  no  shielding. 

Receivers  that  do  not  employ  shielding  to  aid  in  minimizing  the 
undesirable  effects  of  intercoupling  between  fields  have  the  adjacent 
radio  transformers  mounted  with  their  center  axes  in  a  plane  at  90 
deg.  to  each  other,  or  at  other  predetermined  angles  and  distances 
between  centers  according  to  the  design  of  the  circuit. 

The  tuning  requirements  for  a  stage  of  radio  amplification  are  the 
same  as  those  for  the  inductively  coupled  receiving  circuits  described  in 
the  early  part  of  this  section. 

Intermediate-Frequency  Transformer. — The  intermediate  trans¬ 
former  is  used  in  the  amplifying  circuits  of  the  super-heterodyne  receiver. 
These  circuits  differ  from  the  radio-frequency  circuits  only  because  of 
the  lower  frequency  current  handled.  The  intermediate  is  not  a  very 
high  frequency,  yet  it  is  classified  as  a  radio-frequency  because  it  lies 
above  the  normal  audio  range.  In  order  to  increase  the  impedance  of 
the  intermediate  circuit,  a  transformer  with  a  small  magnetic  (iron) 
core  may  be  used.  Or  an  air-core  type  may  be  found  satisfactory  when 
it  is  wound  with  the  correct  number  of  turns. 

From  the  discussions  of  the  elementary  theory  of  electromagnetic 


398 


RECEIVING  CIRCUITS— THEORY  AND  PRACTICE 


induction  we  found  that  an  iron  core  composed  of  soft  iron  (silicon 
steel)  laminations  increases  the  density  of  the  magnetic  flux  and  thus 
builds  up  sufficient  opposition  (reactance)  to  the  rapid  reversals  of  alter¬ 
nating  current  at  intermediate-frequency  without  the  necessity  of  add¬ 
ing  very  many  turns  of  wire  which  would  increase  the  distributed 
capacity  of  the  coil.  The  insertion  of  the  iron  core  for  the  lower  fre¬ 
quency  current  provides  for  the  maximum  induced  alternating  e.m.f. 
to  be  delivered  to  the  grid  of  any  succeeding  tube. 

The  increase  in  the  self-inductance  of  the  transformer  by  the  use 
of  the  iron  core  has  the  advantage  of  giving  the  circuit  sufficient  induc¬ 
tive  reactance  to  oppose  the  alternating  current  changing  at  a  higher 
frequency  than  that  in  the  intermediate  range.  In  effect,  the  trans¬ 
former  acts  as  a  filter  to  exclude  frequencies  other  than  those  which  the 
circuit  is  designed  to  pass. 

By  careful  design  the  transformer  may  be  peaked  at  any  desired 
intermediate  frequency,  and  made  critical  to  a  narrow  band  of  fre¬ 
quencies  to  include  the  audio  range,  thus  giving  selectivity  to  the  cir¬ 
cuit.  If  the  electrical  constants  of  the  circuit  as  determined  by  the 
inductance  of  the  transformer  coil  and  its  distributed  capacity  happen 
to  be  resonant  to  the  intermediate-frequency,  the  current  will  oscillate 
through  this  resonant  path  and  dissipate  some  of  the  signal  energy,  thus 
lowering  the  amount  of  useful  voltage  available  for  application  between 
grid  and  filament.  It  is  to  be  observed  that  distributed  capacity  in  a 
winding  together  with  its  inductance  is  just  as  effective  in  forming  an 
oscillatory  circuit  as  though  a  condenser  having  similar  capacity  is  con¬ 
nected  across  (in  shunt  with)  the  coil.  To  prove  this  in  a  practical  way, 
connect  a  small  condenser  momentarily  across  the  secondary  winding 
of  a  transformer  in  a  circuit  which  is  operating  efficiently  and  note  the 
reduction  in  signal  strength  each  time  the  condenser  is  connected  in. 

Audio-Frequency  Transformer. — The  audio  transformer  is  used  as 
a  coupling  device  between  two  vacuum  tubes  to  receive  current  changes 
carrying  a  signal  wave  from  the  output  of  one  vacuum  tube,  and  to 
deliver  the  highest  variation  of  voltage,  without  distorting  the  wave 
form,  to  the  secondary  and  the  grid  of  the  next  amplifier  tube. 

An  audio-frequency  transformer  is  called  upon  to  amplify  uniformly 
all  of  the  audio-frequencies  which  flow  through  its  windings.  The  amount 
of  iron  in  the  core  must  be  sufficient  to  handle  the  flux  changes  due  to  the 
variations  in  the  current  strength.  These  variations  at  the  lowest  audible 
frequencies  are  of  the  order  of  20  cycles  per  second ;  the  upper  fre¬ 
quencies  of  pure  tones  are  approximately  5000  per  second  and  the  har¬ 
monics  and  over-tones  reach  frequencies  upward  and  greater  than  10,000 
per  second.  An  audio  transformer  is  designed  to  give  uniform  ampli- 
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fication  at  all  of  these  frequencies,  which,  in  practice,  cannot  be  accom¬ 
plished  entirely,  but  which  will  closely  approach  the  ideal  objective. 

If  a  transformer  lacks  uniformity,  certain  frequencies  will  be  accen¬ 
tuated  and  produce  sounds  louder  than  notes  of  other  frequencies,  and 
the  reproduction  in  the  loudspeaker  will  not  be  pleasing.  The  ampli¬ 
fication  of  a  low  frequency  current  is  obtained  by  increasing  the  num¬ 
ber  of  primary  turns  to  increase  the  self-inductance  of  the  coil,  or  by 
enlarging  the  size  of  the  core  and  constructing  it  from  a  good  grade  of 
soft  magnetic  iron  (known  as  permalloy)  having  a  high  permeability. 

An  audio  transformer  is  designed  especially  so  that  the  impedance 
of  the  primary  winding  will  match  the  output  impedance  or  plate 
resistance  of  the  tube  with  which  it  is  used,  for  reasons  already  stated 
in  other  paragraphs  of  this  chapter. 

A  high-grade  audio  transformer  will  produce  nearly  a  flat  charac¬ 
teristic  curve,  which  means  that  it  will  amplify  all  of  the  necessary 
audio-frequencies  equally  well;  that  is,  it  will  give  a  uniform  balance 
between  the  amplification  of  high  and  low  frequency  currents  and  not 
impair  the  quality  by  side  band  cutting.  If  a  transformer  shows  a 
sharp  rise  at  about  150  cycles  and  thereafter  the  amplification  remains 
constant  up  to  about  5000  cycles,  it  denotes  a  condition  suited  to 
modern  requirements. 

The  Iron  Core — Saturation  Point. — In  the  foregoing  paragraphs  it 
has  been  stated,  but  not  in  these  exact  words,  that  the  core  of  an  audio 
transformer  should  be  capable  of  handling  all  of  the  magnetic  flux 
changes  produced  by  the  varying  plate  current  without  becoming  sat¬ 
urated.  If  the  core  becomes  saturated,  or  nearly  so,  by  the  ordinary 
steady  flow  of  plate  current  when  no  signals  are  received,  then  for  any 
instantaneous  changes  or  increases  in  this  current  caused  by  a  signal 
charging  the  grid,  the  resulting  increase  in  magnetizing  force  of  the 
plate  current  will  actually  produce  very  little  additional  flux.  Since 
the  source  of  voltage  and  audio-frequency  currents  induced  in  the  sec¬ 
ondary  is  through  the  fluctuating  magnetic  lines  of  force  in  the  core, 
we  will  find  that  if  the  magnitude  of  this  flux  is  limited  above  a  certain 
point  it  will  not  register  all  of  the  plate  current  variations.  This  will 
seriously  affect  the  quality  of  the  signal,  especially  if  voice  or  musical 
renditions  are  being  received.  If  a  large  core  of  good  magnetic  material 
is  used  a  much  larger  d-c,  plate  current  will  be  required  than  the  ordi¬ 
nary  tube  handles  to  reach  this  point  of  saturation.  A  large-sized  core 
is  always  used  in  an  audio  transformer  when  it  is  connected  to  the  out¬ 
put  of  a  power  tube  where  the  magnetizing  force  of  the  plate  current  is 
great.  In  broadcast  transmitters  the  coupling  transformers  carrying 
speech  or  audio-frequencies  also  are  built  with  large  cores. 
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We  may  sum  up  this  general  information  by  stating  that  the  factors 
which  govern  the  magnetizing  force  for  a  given  primary  coil  are  the 
value  of  the  current  flowing  through  the  primary  winding,  the  mate¬ 
rial,  shape  and  size  of  the  iron  core.  Also  the  magnetic  field  is  depend¬ 
ent  upon  the  number  of  turns. 

The  fundamental  principle  upon  which  an  audio  transformer  func¬ 
tions  is  similar  to  that  in  any  transformer  insofar  as  the  transference 
of  energy  from  primary  to  secondary  through  a  changing  magnetic  field 
is  concerned.  Hence,  the  discussion  naturally  centers  only  around  its 
physical  parts,  the  windings  and  the  core.  It  will  be  apparent  that,  in 
order  to  obtain  equal  efficiency  from  currents  which  change  very  slowly 
at  times  and  very  rapidly  at  other  times  (undergoing  a  continuous  series 
of  instantaneous  changes  in  the  same  piece  of  apparatus),  much  will 
depend  upon  the  nature  and  design  of  the  core  which  acts  as  the 
medium  through  which  the  energy  is  delivered  to  the  secondary 
circuit. 


-Terminal 

Block 


Amplification. — Audio-frequency  transformers  are  generally  of  the 
shell  core  type  constructed  somewhat  like  the  one  shown  in  Fig.  213, 

and  are  designed  to  obtain  amplification  of 
TBiockal  signal  energy.  This  is  accomplished  by 
fm  winding  the  secondary  with  a  greater  number 

of  turns  than  the  primary.  For  instance,  in 
Jtl  the  electrical  characteristics  of  a  typical 

- iron  transformer  the  ratio  of  secondary  to  primary 

Sh'e,d  turns  *s  giyen  as  3  to  1.  The  d-c.  resistance 
secon(^aiT  *s  approximately  9000 
QF  lljj  ohms,  and  the  primary  approximately  2000 

ohms.  Under  test  such  a  transformer  gave 
Laminations  an  audibility  amplification  of  about  20 

Fig.  213— Audio  transformer  times,  and  using  two  stages  of  amplification 
showing  the  iron  laminations  ,  .  ,  ,  ,  ,  r 

,  ,  •  , ,  i  .  j  which  required  two  transformers,  gave  an 

and  shield  enclosing  the  wind-  n  i 

ings  audibility  amplification  of  400  times.  The 

turns  ratio,  however,  differs  according  to 
the  design  of  the  circuit,  but  in  general  is  rated  from  3  :  1  up  to  a  limit 
of  about  9:1.  It  must  be  understood  that  transformers  having  any 
ratio  from  1:1  to  the  limit  mentioned  may  be  used,  depending 
upon  the  circuit  requirements.  The  allowable  current  in  the  primary 
when  used  with  the  ordinary  vacuum  tube  is  about  10  milliamperes 
(maximum).  In  order  not  to  increase  the  bulk  of  the  secondary, 
it  is  layer-wound  with  several  thousand  turns  of  very  small  enameled 
copper  wire  of  about  No.  39  or  No.  40  gauge.  The  secondary 
winding  with  its  large  number  of  turns  must  be  made  to  give  a  low  dis- 


Laminations 

Fig.  213. — Audio  transformer 
showing  the  iron  laminations 
and  shield  enclosing  the  wind¬ 
ings. 
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tributed  capacity  to  insure  freedom  from  losses  due  to  bypassing  and 
dissipation  of  the  higher  audio-frequencies  through  this  self-capacity  of 
the  winding.  A  minimum  loss  of  energy  from  this  cause  permits  the 
maximum  potential  to  be  applied  to  the  grid  of  the  tube  at  all  audio¬ 
frequencies.  Audio  transformers  used  to  couple  the  output  of  a  power 
tube  to  a  loudspeaker  most  generally  have  a  1  :  1  ratio. 

The  photograph  (Fig.  213)  shows  the  laminated  iron  core  and  the 
iron  shield  which  completely  encloses  the  windings,  whereas  the  ter¬ 
minals  are  connected  to  the  four  lugs  at  the  top  insulating  strip.  In 
addition  to  this,  the  transformer  may  be  completely  enclosed  by  a 
sheet-iron  housing  and  then  grounded  by  the  connection  to  any  part 
of  the  circuit  which  may  have  been  grounded.  Audio  transformers 
should  not  be  mounted  too  close  a  separation  of  at  least  4  or  5  in. 


Fig.  214.— Showing  how  an  audio-frequency  transformer  is  used  to  couple  two 

vacuum  tubes. 

should  be  allowed;  or,  when  two  transformers  are  mounted  close  together, 
they  ought  to  be  turned  to  place  the  cores  at  right  angles  to  each  other. 
This  arrangement  and  also  the  shielding  construction  will  obviate  the 
difficulties  sometimes  due  to  the  inductive  effects  set  up  by  intercoupling 
of  the  magnetic  fields,  with  resultant  oscillations  at  audio-frequencies 
that  cause  “  howling  ”  in  the  output  of  the  amplifier. 

The  complete  assembly  of  core  and  coil  is  shown  in  Fig.  214,  with 
the  primary  and  secondary  windings  connected  respectively  to  the  out¬ 
put  of  one  tube  and  to  the  input  of  the  next  tube. 

The  primary  turns  are  wound  first,  and  after  suitable  insulation  is 
placed  over  the  last  layer,  the  secondary  turns  are  then  completed. 
Iron  laminations  are  inserted  in  the  center  of  the  finished  windings  and 
this  iron  core  is  now  assembled  with  the  main  laminations  comprising 
the  outer  shell.  This  provides  for  a  complete  or  continuous  magnetic 
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circuit.  There  are  other  types  of  construction  where  the  coils  are 
wound  in  separate  sections  and  placed  side  by  side  on  the  core. 

Purpose  of  Iron  Core — Laminations. — It  is  by  means  of  the  con¬ 
tinuous  magnetic  path  furnished  by  the  iron  core  that  we  are  able  to 
obtain  from  an  audio  transformer  a  large  audio  amplification,  with 
resulting  volume  increase,  when  there  is  a  higher  number  of  secondary 
turns  as  compared  to  primary  turns.  The  voltages  generated  in  the 
secondary  winding  by  the  fluctuating  magnetism  set  up  by  the  current 
in  the  primary  winding  must  necessarily  be  high,  for  the  reason  that 
all  of  the  secondary  turns  fall  within  and  are  acted  upon  by  all  of  the 
magnetic  lines  of  force,  being  carried  through  by  means  of  the  iron 
core. 

The  turns  ratio  and  voltage  increase  possible  in  an  audio  trans¬ 
former  will  not  apply  in  the  case  of  a  radio-frequency  transformer  which 
does  not  have  an  iron  core.  The  air  surrounding  the  radio-frequency 
transformer  is  the  medium  which  carries  the  fluctuating  field  produced 
by  the  primary.  All  of  the  magnetic  flux  cannot  be  utilized  by  forcing 
it  to  take  a  certain  path,  as  through  iron  (because  of  its  higher  perme¬ 
ability  than  air),  but  the  magnetic  field  assumes  its  normal  shape  as  it 
encircles  in  the  space  entirely  surrounding  the  primary  coil.  Only  as 
much  of  this  field  as  will  act  naturally  upon  the  secondary  turns  which 
are  nearest  to  it  will  be  effective  in  inducing  alternating  voltages  in 
them.  Any  turns  of  the  secondary  which  lie  outside  of  the  primary 
field  or  in  a  more  remote  position,  where  the  field  is  weaker,  would 
serve  only  to  provide  the  coil  with  the  proper  inductance  in  order  that 
it  may  be  tuned  with  a  variable  condenser  of  a  particular  size.  It  has 
already  been  mentioned  that  a  radio-frequency  transformer  is  designed 
to  provide  a  form  of  resonant  coupling  between  tuned  or  untuned  oscil¬ 
latory  circuits. 

The  iron  core  of  an  audio  transformer  is  made  up  of  thin  sheets  of 
stampings  of  silicon  steel,  called  laminations,  for  the  purpose  of  reducing 
eddy  currents,  Eddy  currents  are  small  whirlpools  of  induced  energy  in 
the  iron  core  (due  to  the  flux  variations  therein),  which  produce  losses 
due  to  the  heat  generated.  While  the  eddy  currents  can  flow  in  a 
negligible  quantity  in  each  of  the  laminations,  this  induced  energy 
will  not  build  up  to  abnormal  values,  being  prevented  from  flowing 
through  the  entire  mass  of  iron  by  electrically  insulating  the  laminations. 
This  is  done  by  applying  shellac  to  the  laminations  (coating  with  insu¬ 
lating  varnish),  or  by  an  oxidizing  process  which  is  effective  in  prevent¬ 
ing  metal-to-metal  contact  between  them. 

The  new  transformer  core  material  used  extensively  is  known  as 
permalloy,  consisting  of  20  per  cent  iron  and  80  per  cent  nickel.  This 
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special  metal  reduces  eddy  currents  to  a  minimum  without  appreciably 
lowering  the  permeability  of  the  core. 

The  primary  wire  should  be  well  insulated  from  the  core  and  the 
transformer  as  a  whole  ought  to  stand  up  under  a  test  voltage  of  at 
least  300  volts,  at  60  cycles,  between  windings  and  between  core  and 
windings. 

How  the  Four  Transformer  Wires  Brought  to  the  Terminal  Strip 
Should  Be  Connected  in  the  Circuit — The  general  rule  for  connecting 
the  four  leads  is  shown  in  the  diagram,  Fig.  214.  First,  consideration 
must  be  given  to  the  grid  G  connection.  The  lead  from  terminal  G 
should  be  kept  reasonably  short  and  should  come  from  the  outside  or 
finishing-off  wire  of  the  secondary  winding.  The  inside  or  beginning 
of  the  secondary  coil  is  connected  either  to  the  negative  filament  ter¬ 
minal  F  or  to  the  negative  post  on  a  “  C  ”  battery,  if  one  is  used.  The 
inside  or  start  of  the  primary  is  often  connected  to  the  plate  P  and  the 
last  turn  connected  to  “  +  BP  However,  a  reversal  of  this  primary 
order  may  be  found  in  certain  circuits. 

It  is  very  important  to  have  the  extreme  outside  ending  wire  of  the 
secondary  connected  to  the  grid,  as  stated  above.  The  turns  of  the 
secondary  winding  nearest  the  iron  core  have  a  greater  capacity  to 
earth  (ground)  than  the  turns  which  are  toward  the  outside  of  the 
winding.  Therefore,  the  inside  turns  should  be  kept  as  far  as  possible 
from  the  grid.  This  requirement  is  made  necessary  because  the  vacuum 
tube  is  a  voltage-operated  device  and  it  will  be  found  that  the  highest 
potential  side  of  the  secondary  is  that  portion  of  the  winding  farthest 
from  any  influence  with  respect  to  the  ground.  While  all  transformers 
are  not  marked  in  this  way,  it  is  easy  to  determine  the  connections  by 
examining  the  transformer  and  observing  which  leads  come  from  the 
inside,  or  the  start  of  the  winding,  and  which  come  from  the  outside, 
or  end  of  the  winding. 

If  the  quality  of  the  speech  or  music  is  to  be  maintained,  it  is  usually 
necessary  to  connect  a  “  C  ”  battery  in  the  grid  circuit,  or  in  the  elec¬ 
trically  operated  sets,  to  connect  the  grid  return  lead  to  some  portion 
of  the  circuit  resistance  which  will  provide  the  necessary  drop  in  voltage 
to  supply  the  proper  negative  bias  to  the  grid.  The  negative  bias  keeps 
the  grid  negative  at  all  times  with  respect  to  the  filament,  and  the  signal 
voltages  will  then  act  to  cause  the  grid  potential  to  swing  equal  dis¬ 
tances  on  either  side  of  its  normal  voltage,  the  grid  never  actually 
becoming  positive.  If  the  tube  is  operated  on  the  straight-line  portion 
of  its  characteristic  curve,  distortionless  amplification  is  secured,  because 
the  plate  current  will  vary  equally  on  both  sides  of  its  average  current 
in  accordance  with  the  alternating  signal  voltage  applied  to  the  grid. 
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The  values  of  grid  bias  and  plate  voltage  required  to  bring  about 
this  condition  depends  upon  the  type  of  amplifier  tube  that  is  employed. 
A  safe  value  of  negative  bias  for  almost  any  audio  amplifier  (not  a  power 
tube)  is  about  4.5  volts,  in  conjunction  with  a  plate  potential  of  90 
volts.  A  complete  list  of  values  is  given  in  the  table  of  “  Vacuum  Tube 
Characteristics  ”  in  the  Appendix. 

Volume  Control. — The  amount  of  amplification  may  be  varied  by 
changing  the  terminal  voltage  of  one  or  more  of  the  radio-frequency 
tubes,  or  by  varying  the  filament  voltage  of  the  detector.  However,  it 
is  advisable  to  utilize  the  detector  filament  control,  if  one  is  provided, 
only  as  a  means  for  adjusting  the  detector  to  maximum  sensitiveness  to 
receive  weak  signals,  or  to  improve  the  quality  and  naturalness  of  voice 
signals. 

The  amount  of  audio  volume  may  be  regulated  by  another  method 
where  a  variable  resistance,  similar  to  a  potentiometer  of  a  few  hundred 
thousand  ohms,  is  shunted  across  the  secondary  of  the  first  audio  trans¬ 
former.  The  negative  potential  on  the  grid  is  controlled  in  the  follow¬ 
ing  way. 

The  variable  potentiometer  resistance  is  connected  in  parallel  with 
the  transformer  winding,  the  latter  representing  a  fixed  d-c.  resistance. 
Thus  two  paths  are  provided  for  the  grid  current  flow.  If,  for  instance, 
we  cut  in  resistance  in  one  leg  of  a  parallel  circuit,  at  the  potentiometer, 
the  total  circuit  resistance  is  decreased,  permitting  more  d-c.  grid  cur¬ 
rent  to  flow.  Additional  current  to  the  grid  will  make  it  more  negative 
and  act  to  increase  the  deflection  of  the  electrons  which  form  the  space 
charge.  This  results  in  a  reduction  in  plate  current  and  a  consequent 
lowering  of  the  volume.  It  also  holds  true  that  by  again  reducing  the 
resistance  to  certain  practical  limits  the  volume  may  be  gradually 
restored  to  normal. 

Two  stages  of  audio-frequency  amplification  seem  to  be  the  practical 
limit  to  which  an  amplifier  circuit  can  be  operated  efficiently  when 
employing  transformer  coupling  and  using  the  ordinary  vacuum  tube 
(one  not  listed  under  the  classification  of  a  power  tube). 

Six-Tube  Tuned  Radio-Frequency  Circuit.  Single  Dial  Control. — 
The  circuit  illustrated  in  Fig.  215  shows  a  modern  six-tube  tuned  radio¬ 
frequency  receiver  employing  five  tubes  of  the  direct  current  type,  five 
201-A’s,  and  one  power  tube,  UX-112. 

The  tuning  range  extends  from  550  to  1500  kilocycles  (kc.),  or 
approximately  546  to  200  meters. 

The  control  is  simplified  by  providing  only  one  dial  for  a  change  of 
wavelength.  This  is  accomplished  by  linking  together  the  rotor  shafts 
of  the  three  tuning  condensers,  so  that  when  one  rotor  is  moved  the 
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others  turn  with  it. 
Tuning  condensers 
which  are  thus  arranged 
in  tandem  are  said  to 
be  r ‘  ganged  ”  together. 

The  volume  is  ad¬ 
justed  by  the  rheostat 
in  series  with  the  fila¬ 
ment  lead  supplying  the 
three  radio  -  frequency 
tubes.  A  smooth  con¬ 
trol  is  obtained  by  vary¬ 
ing  the  terminal  e.m.f. 
of  these  three  filaments. 

The  circuit  charac¬ 
teristics  are  as  follows: 
All  of  the  three  tuning 
condensers  are  of  similar 
capacity  and  tune  re¬ 
spectively  the  three  sec¬ 
ondary  circuits  of  radio¬ 
frequency  transformers 
A,  B  and  C.  The  re¬ 
actances  of  the  three 
oscillatory  circuits  are 
balanced  simultaneously 
at  any  one  frequency, 
that  is,  at  the  frequency 
of  the  signal  being  re¬ 
ceived,  by  employing 
the  three-gang  con¬ 
denser. 

By  inserting  a  wind¬ 
ing  of  about  2000-ohms 
resistance  in  the  antenna 
circuit  the  natural 
damping  of  the  open 
circuit  is  increased  and 
made  aperiodic  (having 
no  definite  period  of 
oscillation),  thereforere- 
quiring  no  separate 


Fig.  215. — Conventional  type  six-tube  tuned  radio-frequency  receiving  circuit  utilizing  single-dial  control. 
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tuning  control  or  antenna  condenser.  Hence,  the  antenna  is  not 
made  critical  to  any  one  frequency,  but  will  respond  to  all  of  the 
frequencies  in  the  broadcast  range.  The  oscillating  e.m.f.  across  the 
antenna  winding  is  applied  directly  between  grid  and  filament  of  the 
first  radio-frequency  tube,  number  1,  as  can  be  understood  by  observing 
the  schematic  diagram.  It  functions  merely  as  a  coupling  tube. 

Grid  resistances  are  placed  in  the  radio-frequency  amplifier  tubes, 
2  and  3,  to  prevent  any  self-oscillation  that  might  occur.  The  grid 
resistances  are  800  and  600  ohms  respectively,  one  in  each  radio-fre¬ 
quency  stage  of  amplification,  and  they  act  to  dissipate  in  the  form  of 
heat  any  oscillating  currents  due  to  feed-back  of  radio-frequency  energy 
through  the  self-capacity  of  the  plate  and  grid  elements.  Neutralizing 
condensers  are  not  required.  This  grid  resistance  method,  sometimes 
called  the  losser  method  or  grid  suppressor  method,  of  combating  the  tend¬ 
ency  of  a  radio-frequency  amplifier  tube  to  oscillate  at  the  low  wave¬ 
lengths,  has  been  found  to  be  practical  and  effective.  Moreover,  it 
affords  a  simple  circuit  arrangement. 

The  plate  e.m.f.  of  67  volts  is  used  on  all  radio-frequency  stages 
without  a  “  C  ”  battery,  as  this  simplifies  the  battery  circuits  without 
any  loss  of  sensitivity,  and  the  lower  plate  voltage  is  also  another 
expedient  for  preventing  self-oscillations. 

The  plate  e.m.f.  of  135  volts  is  used  in  both  audio  tubes,  namely, 
5  and  6,  in  conjunction  with  the  negative  grid  bias  of  9  volts.  A  greater 
amplification  is  obtained  in  the  first  audio  stage  by  giving  this  tube  a 
high  operating  characteristic,  which,  when  used  with  the  power  amplifier 
tube  UX-112  in  the  last  stage,  results  in  greater  volume  with  minimum 
distortion  delivered  to  the  loudspeaker. 

Radio-frequency  transformers  A,  B  and  C  are  mounted  with  their 
center  axes  at  right  angles  to  each  other,  to  prevent  interstage  coupling. 
The  magnetic  lines  of  force  surrounding  each  coil  when  signal  currents 
flow  will  thread  through  a  neighboring  coil  in  the  same  plane  or  parallel 
with  the  turns  of  wire,  and  it  follows  that  no  induction  of  e.m.f.  from 
one  coil  system  to  another  will  take  place.  (See  Fig.  211a.) 

The  grid  leak  resistance  is  not  shunted  across  the  grid  condenser  of 
the  detector  tube,  number  4,  but  it  is  connected  directly  to  the  filament 
circuit  through  a  tapped  resistance,  the  latter  being  shunted  across  the 
filament  circuit.  The  grid  return  lead  is  connected  to  the  cathode 
(filament)  in  the  usual  way.  A  plate  e.m.f.  of  45  volts  in  conjunction 
with  the  proper  leak  resistance  to  maintain  the  grid  at  the  correct 
working  negative  potential  will  give  the  greatest  sensitivity  for  the  201-A 
type  tube  when  used  as  a  detector. 

A  bypass  condenser  is  connected  from  the  output  of  the  detector 
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between  plate  and  filament  to  furnish  a  path  of  low  reactance  for  the 
alternating  component  of  the  plate  current.  The  high  frequency  alter¬ 
nations  are  dissipated  through  this  condenser  circuit,  wdiereas,  the  audio 
variations  or  d-c.  component  carrying  the  signal  wave  form  flow  through 
the  primary  of  the  first  audio  transformer. 

Bypass  condensers  are  connected  between  negative  “  B  ”  and  plus 
67  and  plus  135,  or  across  the  power  source. 

A  fixed  resistor  is  used  in  the  filament  circuit  to  control  the 
input  voltage  to  the  tubes  instead  of  the  usual  variable  rheostat 
and  as  a  precaution  against  excessive  filament  voltage  when  the 
total  load  is  not  in  the  circuit.  Since  the  filament  voltage  is  definitely 
established  within  the  correct  range  by  the  use  of  the  fixed  resistor, 
it  is  important  to  make  sure  that  all  of  the  tubes  (representing 
the  full  load)  are  in  place  before  closing  the  “  Off-On  ”  operating 
switch. 

Five-Tube  Tuned  Radio-Frequency  Receiver  Employing  Regenera¬ 
tion, — The  five-tube  receiver  illustrated  in  Fig.  216  consists  of  two 
stages  of  balanced  tuned  radio-frequency  amplification,  a  regenerative 
detector,  and  two  stages  of  audio-frequency  amplification. 

The  operation  of  the  receiver  and  the  function  of  the  various  ele¬ 
ments  may  be  easily  understood  by  reference  to  the  treatment  through¬ 
out  this  chapter  of  the  three  divisions  just  indicated. 

The  three  main  tuning  condensers  C\,  C$  and  Cs,  are  of  the  straight- 
line  frequency  type  with  their  rotor  shafts  mechanically  coupled  together 
and  adjusted  in  phase,  so  that  the  three  tuned  circuits  are  resonated 
simultaneously  to  the  signal  frequency  by  the  operation  of  only  one 
control  dial.  In  order  to  permit  very  fine  tuning  adjustments,  two 
small  auxiliary  vernier  condensers  C2  and  C4,  each  having  only  two 
stator  plates  and  a  single  rotor  plate,  are  shunted  across  the  main 
variable  condensers  C\  and  C3.  This  arrangement  is  especially  desirable 
in  circuits  which  provide  for  tuning  the  antenna  coupler.  The  first  and 
second  tuning  condensers  do  not  always  track  in  absolute  synchronism, 
owing  to  a  slight  change  in  the  mutual  inductance  or  coupling  between 
the  coils  of  the  antenna  coupler  when  used  with  different  sizes  and  types 
of  antennas.  The  vernier  condensers  allow  for  any  very  slight  varia¬ 
tions  in  the  circuit  constants  of  the  first  and  second  radio-frequency 
stages  to  be  compensated  for,  and  by  their  use  the  sensitivity  of  the 
receiver  is  enhanced  as  will  be  noticed  especially  when  tuning  in  weak 
signals  from  distant  stations.  The  three  radio-frequency  circuits  are 
substantially  identical  circuits  and  lack  of  agreement  in  the  circuit  con¬ 
stants  is  not  usually  noticeable  when  receiving  signals  from  nearby 
stations. 
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Methods  to  check  up  any  discrepancy  in  the  alignment  of  the  main 
tuning  condensers  will  be  the  subject  of  further  observations. 

The  antenna  stage  employs  an  antenna  coupler  usually  provided 
with  a  three-tapped  primary  allowing  the  use  of  a  long,  medium  or  short 
antenna,  at  will,  by  means  of  suitable  pin  jacks. 

The  sensitivity  of  the  circuit  is  further  increased  and  a  large  gain 
in  amplification  is  secured  by  regeneration.  The  tickler  coil  in  the 
detector  plate  circuit  is  inductively  coupled  to  the  grid  coil  of  the 
third  radio-frequency  transformer,  or  input  coil  to  the  detector.  The 
amount  of  regeneration  is  under  full  control  at  all  wavelengths  by  means 
of  the  variable  coupling  which  provides  for  a  lateral  movement  of  the 
tickler  coil.  For  extreme  loose  coupling  (zero  setting  on  the  dial)  the 
tickler  may  be  moved  several  inches  away  from  the  grid  coil.  Regen¬ 
eration  may  or  may  not  be  used  at  any  particular  frequency. 

The  grid  return  of  the  detector  is  connected  to  the  positive  filament 
in  order  to  operate  the  grid  at  the  proper  potential  when  the  grid  con¬ 
denser  and  leak  are  used.  A  point  in  the  detector  characteristic  curve 
is  thus  found  where  the  maximum  sensitivity  is  secured,  or,  in  other 
words,  where  the  best  detection  is  obtainable.  The  grid  to  filament 
resistance  is  much  lower  when  the  grid  is  connected  to  positive  filament 
than  when  connected  to  negative  filament.  A  slight  loss  in  amplifica¬ 
tion  results  because  this  low  resistance,  between  grid  and  filament,  is 
connected  across  the  secondary  of  the  radio  transformer  or  interstage 
coupling  transformer.  The  effects  of  regeneration,  however,  more  than 
offset  any  loss  in  amplification  in  order  to  give  the  detector  a  good 
operating  characteristic. 

The  inter-electrode  capacities  of  the  radio-frequency  tubes  have  been 
compensated  for  by  the  two  small  neutralizing  or  balancing  condensers 
indicated  as  Si  and  S2.  If  the  neutralizing  condensers  get  out  of 
adjustment  they  will  cause  uncontrolled  oscillations,  manifested  usually 
throughout  the  tuning  range  of  the  receiver.  The  process  outlined  in 
the  following  paragraph  for  condenser  adjustment  is  in  general  appli¬ 
cable  to  any  receiver  utilizing  the  combination  of  capacity  and  induc¬ 
tance  for  suppressing  undesired  oscillations  due  to  the  self-capacity  of 
the  tubes.  The  theory  involved  in  balancing  out  the  capacity  of  the 
tubes  by  means  of  the  capacity  of  the  condensers  Si  and  S2  is  explained 
in  Chapter  XX. 

Procedure  for  Balancing  or  Neutralizing. — The  equipment  required 
consists  of  the  following:  a  modulated  oscillator  having  an  audio¬ 
frequency  output  to  supply  the  radio  signal,  a  screw-driver  made  from 
a  piece  of  bakelite  to  fit  the  slot  in  the  adjusting  screw,  and  a  specially 
prepared  vacuum  tube  similar  to  the  type  used  in  the  set.  One  of  the 
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filament  pins  (large  pin)  is  sawed  off  close  to  the  base  so  that  when  the 
tube  is  seated  in  the  socket  the  filament  will  not  light,  but  it  is  impera¬ 
tive  that  the  tube  otherwise  be  perfect.  The  modulated  oscillator 
affords  a  more  reliable  means  of  determining  the  point  of  minimum,  or 
no  signal,  upon  which  the  accuracy  of  the  whole  process  depends  than 
could  be  obtained  if  the  neutralizing  was  carried  out  when  listening  to 
an  actual  broadcast  signal.  A  buzzer  excitation  circuit  may  be  used 
instead  of  the  modulated  oscillator  as  a  convenient  source  of  damped 
oscillations  for  testing  purposes. 

STEP  BY  STEP  NEUTRALIZING  PROCEDURE 

(1)  Always  use  head  phones  instead  of  a  loudspeaker.  With  the  antenna  and 

ground  leads  attached,  all  regular  tubes  in  sockets  and  the  set  in  condition 
for  normal  operation,  close  the  filament  switch. 

(2)  Place  the  modulated  oscillator  into  operation  at  one  of  the  low  wavelengths, 

about  1000  kc.  (kilocycles)  and  locate  the  apparatus  close  to  the  antenna 
wire  to  afford  a  means  of  pick-up,  at  least  twenty  feet  from  the  receiver, 
to  prevent  a  direct  pick-up  through  the  coils  of  the  set.  It  is  important 
that  the  signal  shall  come  through  to  the  set  by  means  of  the  antenna. 

(3)  Tune  the  receiver  carefully  until  the  oscillator  signal  is  heard  with  maxi¬ 

mum  intensity. 

(4)  Now  remove  the  first  radio-frequency  tube  and  replace  it  with  the  special 

tube.  It  will  be  observed  that  all  the  tubes  light  with  the  exception  of 
the  special  one. 

a.  If  no  signal  is  heard,  it  indicates  that  the  first  stage  is  perfectly 

neutralized,  meaning  that  the  tube  elements  of  the  special  tube  are 
not  passing  the  signal  current.  Keep  in  mind  that  the  special  tube 
is  inoperative  because  the  filament  does  not  emit  electrons,  and  that 
when  this  tube  is  inserted  in  any  perfectly  neutralized  stage  it  should 
'block  the  signal. 

b.  If  the  signal  is  heard  even  in  decreased  volume  as  compared  to  the 

signal  strength  when  the  regular  tube  was  in  place  in  the  first  socket, 
then  the  balancing  condenser  for  this  tube  should  be  adjusted.  In 
the  diagram  of  the  receiver  (Fig.  216),  condenser  Bi  must  be  adjusted 
for  the  first  stage.  This  is  accomplished  by  turning  the  adjust¬ 
ing  screw  with  the  insulated  screw-driver  until  no  signal  is  obtained. 
It  should  be  understood  that  a  zero  condition  cannot  always  be  found, 
because  the  adjustment  is  very  critical  at  this  point.  Hence,  for  all 
practical  purposes,  a  minimum  signal,  which  is  nearly  inaudible,  is 
allowable  in  determining  the  final  adjustment  of  the  balancing  con¬ 
denser. 

(5)  After  the  first  stage  is  thus  neutralized,  the  special  tube  is  removed  from 

the  first  socket  and  replaced  with  a  regular  tube.  The  signal  will  now 
come  in  with  normal  volume. 
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(6)  Next  remove  the  second  tube  from  its  socket  and  replace  it  with  the  special 

tube,  and  adjust  balancing  condenser  B 2  in  the  same  manner  as  Bx  for 
minimum,  or  no  signal.  The  second  stage  is  neutralized  when  the  special 
tube  blocks  the  signal  current. 

(7)  Now  replace  the  special  tube  with  the  regular  tube  and  the  set  is  again  in 

normal  condition  with  maximum  signal.  The  set  will  not  oscillate  if 
instructions  are  carefully  followed  and  the  sensitiveness  of  the  receiver 
will  be  greatly  increased. 

(8)  When  neutralizing  the  radio-frequency  stages  of  receivers  employing  regen¬ 

eration  the  tickler  coil  should  be  coupled  as  loosely  as  possible  with  the 
detector  grid  coil,  the  tickler  control  dial  being  set  on  zero. 

Procedure  for  Lining  up  the  Main  Tuning  Condensers. — With  sin¬ 
gle  dial  control,  all  of  the  rotor  plates  of  the  tuning  condensers  move 
simultaneously.  While  a  large  deviation  in  the  position  of  the  plates 
may  be  readily  ascertained  by  inspection,  a  small  degree  of  difference 
will  be  noticeable  only  by  tuning  characteristics.  The  general  recep¬ 
tion  may  appear  normal  on  local  or  strong  signals,  but  results  are  below 
normal  on  distant  or  weak  signals. 

The  method  of  checking  up  the  alignment  of  the  condensers  in 
receivers  which  are  designed  to  permit  adjustment  is  very  simple, 
requiring  only  the  use  of  a  modulated  oscillator  to  supply  the  signal 
energy. 

In  general  the  operation  consists  of  passing  the  signal  through  the 
set,  at  first  beginning  directly  with  the  detector  and  then  utilizing  only 
one  stage  of  radio-frequency  amplification  (in  each  case  note  setting 
on  the  dial  scale),  then  adding  other  stages  of  amplification  in  progres¬ 
sive  order  and  for  each  change  comparing  the  dial  settings  for  maximum 
signal.  Lack  of  agreement  in  the  position  of  the  tuning  dial  when 
tuning  the  set  as  each  stage  is  added  denotes  that  the  radio-frequency 
circuits  are  not  in  phase,  that  is,  not  all  adjusted  to  the  same  frequency. 
Certain  circuits  when  out  of  adjustment  will  then  offer  more  or  less 
reactance  (opposition)  to  the  particular  signal  frequency  received  than 
others. 

PROCEDURE  TO  BE  FOLLOWED 

(1)  Locate  the  modulated  oscillator  about  twenty  feet  from  the  receiver.  The 

signal  is  carried  to  the  set  by  means  of  a  pick-up  wire  connecting  the  test 
oscillator  and  one  of  the  radio-frequency  transformers.  The  arrangement 
is  illustrated  in  Fig.  217,  showing  how  one  end  of  the  pick-up  wire  is 
wound  cnce  around  the  transformer  coil  and  the  other  end  wound  around 
the  oscillator  coil,  or,  in  some  cases,  this  wire  is  laid  about  a  foot  from 
the  oscillator  coil. 

(2)  Place  the  receiver  in  operation  by  closing  the  filament  switch  and  also  place 

the  oscillator  in  operation  at  one  of  the  lower  wavelengths,  about  1500  kc. 
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(3)  Remove  both  radio-frequency  tubes  shown  in  Fig.  216.  Place  the  pick-up 

wire  around  the  third  radio  transformer,  connected  to  the  input  of  the 
detector  tube.  Tune  in  the  signal  to  maximum  intensity  and  note  the 
point  of  resonance  on  the  tuning  dial  with  a  pencil.  Observe  that  only 
the  detector  and  audio  amplifier  are  being  used. 

(4)  Replace  the  second  r.f.  tube  only,  remove  the  pick-up  wire  from  the  third 

transformer  and  place  it  around  the  second  transformer.  One  stage  of 
radio-frequency  amplification  is  now  used,  and  as  before,  tune  in  the  sig¬ 
nal,  mark  the  resonant  point  and  note  if  the  point  of  maximum  signal  as 
marked  on  the  dial  is  the  same  as  the  first  marking  when  the  pick-up 
was  on  the  third  transformer.  If  the  dial  markings  do  not  coincide  the 
condenser  C*,  which  controls  the  frequency  of  the  second  radio-frequency 
stage,  should  be  slipped  slightly  at  the  shaft  coupling. 


Fig.  217. — One  of  the  uses  of  a  modulated  oscillator.  The  pick-up  wire  delivers  the 
test  signal  to  the  radio-frequency  coil. 

(5)  Replace  the  first  r.f.  tube  in  its  socket,  thus  returning  all  tubes  to  the  cir¬ 

cuit.  Remove  the  pick-up  wire  from  the  second  transformer  and  place  it 
around  the  first  radio-frequency  transformer  or  antenna  coupler.  Now 
observe  whether  the  resonant  point,  when  the  circuit  is  tuned  to  maximum 
signal,  coincides  with  the  original  point  when  the  third  transformer  and 
condenser  C6  setting  was  noted.  If  not,  the  rotor  plates  of  the  first  con¬ 
denser  Ci  should  be  slipped  at  the  coupling  and  adjusted.  It  is  essential 
that  the  preceding  circuit  be  accurately  adjusted  and  left  at  its  resonant 
point  before  making  any  changes  in  the  condenser  controlling  the  circuit 
under  test. 

(6)  After  the  three  circuits  are  tested  and  adjusted  in  this  manner  the  resonant 

points  should  be  identical  for  any  given  frequency.  It  is  often  found  in 
practice  that  while  the  condensers  will  check  at  one  end  of  the  frequency 
range  of  the  receiver  they  will  not  check  at  the  opposite  end  of  the  fre- 
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quency  scale.  Therefore,  to  verify  the  adjustments,  the  oscillator  should 
be  set  at  one  of  the  higher  wavelengths,  about  550  kc.,  and  the  foregoing 
procedure  repeated  at  this  frequency. 


When  adjusting  the  main  tuning  condensers  in  receivers  provided 
with  vernier  condensers,  the  vernier  con¬ 
densers  should  be  set  at  their  center 
points,  midway  between  maximum  and 
minimum  capacity.  If  it  is  found  during 
normal  reception  that  one  or  both  of  the 
verniers  tune  to  either  extreme  throughout 
the  frequency  range,  it  is  an  indication 
that  the  main  tuning  condensers  are  out  of 
alignment.  It  is  true  that  at  certain  fre¬ 
quencies  the  verniers  may  require  a  maxi¬ 
mum  amount  of  variation  to  establish 
resonance,  but  it  is  not  always  necessary 
that  this  should  be  the  case. 

Extreme  caution  must  be  observed 
whenever  making  tests  in  a-c.  operated 
receivers  which  require  the  removal  of  one 
or  more  of  the  a-c.  tubes  while  the  circuit 
is  in  operation.  A  resistance  of  value 
equal  to  that  of  the  filament  of  the  tube 
to  be  removed  should  be  connected  across 
the  socket  terminals.  With  the  external 
resistor  in  place  to  compensate  for  the 
filament  resistance,  the  load  on  the  trans¬ 
former  winding  supplying  the  heating  cur¬ 
rent  is  not  altered,  and  the  other  tubes  in 
the  circuit  will  not  be  overloaded  with 
excess  voltage. 

Broad  and  Sharp  Tuning.  Straight- 
Line  Frequency  (S.L.F.)  Tuning. — The 

measure  of  broad  and  sharp  tuning  as  it 
directly  affects  the  person  when  adjusting 
a  receiver  to  a  particular  signal  is  shown 
graphically  in  Fig.  218.  The  upper  tuning 
dial  A  illustrates  the  readability  of  the 
received  signals  when  the  dial  is  rotated  through  a  band  of  wave 
lengths  equal  in  range  to  about  80  kc.  (kilocycles).  It  shows,  while  the 
receiver  is  primarily  adjusted  to  resonance  with  a  750-kc.  signal,  that 
the  energy  is  broad  enough  to  be  readable  at  710  or  810  kc.  In  this  case 


Fig.  218. — Showing  the  fre¬ 
quency  range  over  which  sig¬ 
nals  might  be  received  with 
respect  to  signal  volume  when 
manipulating  the  tuning  dials 
of  two  different  receivers.  The 
lower  view  depicts  the  desired 
selectivity. 
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the  intensity  of  an  interfering  wave  will  be  sufficiently  strong  on 
either  side  of  the  10-kc.  band  to  cause  overlapping  and  confusion  of 
signals. 

The  lower  dial,  B ,  shows  the  effect  of  selective  tuning  as  defined  by 
the  Radio  Commission,  which  requires  that  the  transmitted  frequencies 
of  each  station  include  a  band  not  over  10  kc.  wide,  the  purpose  of  select¬ 
ing  this  limited  range  being  to  allow  the  transmission  of  the  voice  fre¬ 
quencies,  and  music,  necessary  to  preserve  tone  quality  and  give  natural 
reproduction. 

To  obtain  perfect  audio-tone  reproduction  from  the  output  of  a 
receiver,  it  is  imperative  that  the  10-kc.  frequency  band  radiated  by  the 
transmitting  station  be  not  altered  in  any  way,  so  to  speak,  by  side 
band  cutting,  that  is,  by  cutting  off  and  rejecting  upper  or  lower  audio¬ 
frequencies  by  a  too  highly  selective  circuit.  The  circuit  nevertheless 
must  not  be  too  broad,  as  in  A,  to  permit  interference  from  signals  not 
desired.  Selectivity  and  tone  quality  must  both  be  taken  into  consid¬ 
eration  in  the  design  of  the  receiver. 

Many  of  the  present-day  receivers  are  tuned  by  straight-line  fre¬ 
quency  (s.l.f.)  condensers.  It  is  evident  that  the  tuning  dials  shown  in 
Fig.  218  are  attached  to  the  rotor  plates  of  variable  condensers,  of  the 
straight-line  frequency  type,  because  the  graduations  on  each  dial  scale 
show  that  all  of  the  marked  divisions  are  equally  spaced,  and  between 
each  line  the  same  number  of  kilocycles  is  included.  The  stations  are 
not  crowded  at  one  end  of  the  dial,  but  are  evenly  distributed  over  the 
control  dial  scale,  thus  permitting  greater  selectivity. 

Selectivity  is  the  degree  to  which  a  receiving  set  is  capable  of  differentiat¬ 
ing  between  signals  of  different  frequencies.  This  measure  of  the  tuning 
qualities  of  a  set  is  not  to  be  confused  with  sensitivity ,  which  refers  to 
the  degree  to  which  a  set  responds  to  signals  of  a  frequency  to  which 
its  circuits  are  tuned.  Sensitivity  is  usually  associated  with  the  reach¬ 
ing  out  or  distance-getting  capabilities  of  the  receiver. 

The  separation  of  the  stations  in  uniform  steps  of  10  kc.  is  made 
possible  by  the  design  of  the  condenser  plates.  A  curve  plotted  to 
show7  the  relation  of  capacity  changes  to  frequency  variations  through 
the  range  of  the  condenser  would  be  a  straight  line. 

If  a  condenser  is  made  to  give  the  moving  plates  the  proper  shape 
the  effective  area  can  be  varied  as  the  square  of  the  angle  of  rotation. 
The  fixed  plates  usually  are  cut  to  form  perfect  half-circles  while  the 
rotor  plates  are  shaped  somewhat  like  a  half-ellipse,  and  besides,  the 
shaft  carrying  the  rotor  plates  is  mounted  to  one  side  of  the  center  of 
the  fixed  plates  in  an  offset  position.  The  capacity  of  a  condenser  of 
this  design  will  vary  in  such  a  way  that  for  each  rotation  of  the  dial 
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through  one  division  on  the  scale  the  frequency  of  the  circuit  will  be 
changed  10  kc. 

Wave  Trap  in  Antenna  Circuit. — A  wave  trap  is  a  device  consisting 
of  a  coil  shunted  by  a  variable  condenser  to  form  a  tuned  oscillatory 
circuit  and  is  used  to  eliminate  the  signals  from  interfering  stations. 

The  inductance  and  capacity  values  are  usually  the  same  as  those 
employed  in  the  tuned  radio-frequency  circuits  of  the  receiver  in  order 
that  the  wave  trap  circuit  will  cover  the  same  frequency  band  as  the 
receiver.  One  type  of  wave  trap  is  inductively  coupled  to  the  antenna 
through  a  small  coil  inserted  in  the  antenna  and  used  as  a  coupler. 

The  wave  trap  is  tuned  to  resonance  with  the  frequency  of  an  inter¬ 
fering  signal  picked  up  by  the  antenna.  The  circuit  then  absorbs  and 
dissipates  this  energy.  The  interfering  energy  will  not  flow  through 
the  receiver  because  its  oscillatory  circuits  are  tuned  to  a  different  fre¬ 
quency;  namely,  that  of  the  carrier  current  of  the  desired  station.  As 
far  as  its  effect  upon  the  receiver  is  concerned,  the  wave  trap  acts  as  a 
rejector  circuit  for  only  that  particular  frequency  to  which  it  is  reso¬ 
nant,  and  the  receiver  then  acts  to  accept  some  other  frequency,  the 
one  to  which  its  circuits  are  attuned.  An  ordinary  tuned  circuit  has  its 
reactances,  capacity  reactance  and  inductive  reactance,  balanced  at 
only  one  frequency 

The  process  of  tuning  a  set  lowers  the  opposition  (impedance)  to 
current  flow  to  a  minimum  for  one  particular  frequency,  but  the  oppo¬ 
sition  or  impedance  to  frequencies  other  than  the  one  to  which  its  cir¬ 
cuits  are  tuned  is  not  made  a  maximum.  In  other  words,  tuning  makes 
the  signals  of  one  station  maximum  in  strength  and  weakens  the  others, 
but  does  not  actually  eliminate  or  cut  out  the  weaker  stations,  although 
the  latter  may  have  been  reduced  to  the  point  of  inaudibility.  The 
signal  currents  are  always  present  from  a  great  many  stations,  but  in 
varying  degrees  of  intensity. 

Hence,  the  wave  trap  finds  its  principal  usefulness  when  a  receiver 
is  situated  close  to  a  transmitter  emitting  a  powerful  signal  on  an 
adjoining  wavelength  to  the  signal  desired. 

A  circuit  which  has  often  proven  effective  in  combating  strong  local 
interference,  but  which  is  not  strictly  a  separate  wave  trap  circuit,  is 
one  in  which  a  variometer  is  inserted  in  series  with  the  antenna  circuit 
and  the  primary  of  the  antenna  radio-frequency  transformer  is  made 
variable.  By  varying  the  inductance  of  the  variometer  and  changing 
the  coupling  between  primary  and  secondary  of  the  transformer,  inter¬ 
ference  is  generally  eliminated. 

It  must  be  remembered  that  a  tuned  circuit  can  be  made  ultra- 
selective,  which  is  sometimes  desirable,  as,  for  instance,  when  used  for 
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the  reception  of  radio  signals  on  the  very  short  waves ;  for  here  a  5-kc. 
separation  between  stations  may  be  all  that  is  necessary  to  separate 
signals  whose  notes  are  not  too  broad.  But,  as  explained  several  times, 
a  radio  circuit  used  for  broadcast  work  must  not  be  so  selective  as  to 
discriminate  against  the  lower  or  higher  audio-frequencies  and  thus  cut 
off  some  of  the  modulation  necessary  to  perfect  tone  quality. 

It  is  readily  seen  that  occasionally  it  may  be  necessary  to  sacrifice 
some  of  the  high  tones  of  music  in  order  to  gain  selectivity  and  prevent 
interference.  Distortionless  reception  of  a  modulated  wave  and  its 
relation  to  selectivity  is  understood,  but  the  practical  methods  for 
obtaining  the  highest  percentage  of  both  is  the  subject  of  continual 
research  and  investigation.  A  circuit  to  be  placed  in  front  of  each 
radio-frequency  stage  that  has  the  property  of  balanced  reactances  at 
all  of  the  frequencies  within  a  band  of  twenty  kilocycles  has  been  devel¬ 
oped  by  Dr.  F.  H.  Yreeland.  When  tuning  the  balanced  circuits,  they 

act  as  a  band  selector 
or  band  filter  and 
allow  the  wave  to 
come  through  corre¬ 
sponding  to  the  dial 
setting  at  the  exclu¬ 
sion  of  all  others.1 

Checking  Values 
of  Resistance  Units. 
— If  a  Wheatstone 
bridge  is  not  avail¬ 
able,  the  following 
method,  called  the 
volt-ampere  method , 
may  be  used  to 
check  any  resistance 
unit. 

The  set-up  for 
the  circuit  is  illus¬ 
trated  in  Fig.  219 
and  it  shows  a 
6-volt  power  source, 
which  may  be  obtained  from  either  dry  cells  or  a  storage  battery. 
The  d-c.  voltmeter,  with  scale  0-7  volts,  and  the  d-c.  milliammeter, 
with  scale  0-5  m.a.,  are  used  to  obtain  readings  when  the  circuit  is  con¬ 
nected  across  the  resistance  to  be  measured.  It  would  be  desirable  to 
lSee  the  Proceedings  of  the  Institute  of  Radio  Engineers,  Vol.  16,  No.  3. 


Fig.  219. — How  a  circuit  may  be  connected  for  practical 
resistance  measurements. 
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insert  a  rheostat,  as  shown,  in  series  with  the  circuit  when  first  con¬ 
nected  to  .the  apparatus  to  be  measured,  for  it  may  be  possible 
that  the  unit  being  tested  is  short-circuited  and  therefore  defective. 
This  opens  up  the  possibility  of  burning  out  the  milliammeter.  To 
safely  operate  this  circuit  add  all  of  the  resistance  in  the  rheostat  at  first, 
then  gradually  cut  out  resistance  until  it  is  quite  positive  that  the  meter 
needle  will  not  move  beyond  the  upper  limits  of  the  scale.  Then  this 
rheostat  may  be  removed  and  the  circuit  connected  as  usual. 

The  resistance  is  calculated  by  applying  Ohm’s  Law: 


where  R  equals  ohms,  I  equals  current  in  amperes,  and  E  equals  volts. 

The  current  indication  on  the  d-c.  meter  is  in  units  of  a  milliampere; 
therefore  it  will  be  necessary  to  multiply  the  reading  obtained  on  the 
voltmeter  by  1000,  and  then  divide  by  the  reading  obtained  on  the 
milliammeter  as  indicated  by  the  formula  in  the  diagram. 

A  milliammeter  with  a  larger  reading  scale  can  be  used  when  resistors 
are  to  be  measured  having  low  resistance  values.  It  is  inadvisable  to 
lower  the  voltage,  because  this  may  affect  the  accuracy  of  the  compu¬ 
tation.  When  using  the  small  0-5  milliammeter  scale  connect  the  test 
circuit  only  across  complete  voltage  divider  resistors  and  not  across  the 
individual  units. 


CHAPTER  XIII 


ALTERNATING  CURRENT  RECEIVERS— RECEIVING  AND 
RECTIFYING  TUBES 

A-C.  Operated  Superheterodyne  Receiver. — The  schematic  dia¬ 
gram  of  an  a-c.  operated  super-heterodyne  receiver  is  given  in  Fig.  220. 
A  top  view  of  the  receiver  chassis  is  shown  in  Fig.  220a.  The  types  of 
tubes  required  in  each  socket  and  the  electrical  rating  of  various  parts 
are  indicated  on  the  diagram.  An  electrical  description  of  this  circuit, 


Fig.  220.— Schematic  diagram  of  an  a-c.  operated  superheterodyne  receiver.  It 
employs  the  new  super-control  screen-grid  tubes  in  the  r-f  and  i-f  stages.  A  tube  of 
this  type  is  also  known  as  a  variable  mu  tetrode. 


which  is  a  typical  one  showing  the  modern  trend  in  radio  receivers, 
is  given  as  follows:  The  grid  coil  of  the  r.f.  stage  is  coupled  to  the  antenna 
through  a  coil  of  high  inductance  connected  from  antenna  to  ground. 
Variations  in  the  antenna  system  have  but  a  slight  effect  on  the  tuning 
of  the  adjacent  circuit  because  this  coil  has  a  sufficiently  high  value  of 
inductance.  The  tube  used  in  the  tuned  radio-frequency  stage,  marked 

418 


A-C.  OPERATED  SUPER-HETERODYNE  RECEIVER 


419 


235,  is  a  super-control  screen-grid  tube,  also  called  a  variable 
mu  tube.  This  tube  has  a  grid-potential  plate-current  curve  that  has 
no  pronounced  “  knee.”  This  characteristic  reduces  the  tendency 


Fig.  220a. — Top  view  of  an  a-c.  operated  superheterodyne  receiver  chassis  show¬ 
ing  location  of  tubes  and  parts. 

of  the  tube  to  become  a  detector  when  the  control  grid  voltage  is  raised 
by  the  volume  control.  A  characteristic  of  this  kind  means  that 
secondary  modulation  effects  will  not  be  obtained  and  distortion  due 
to  high  signal  intensities  will  not  develop,  and  also,  improved  volume 
control  action  and  elimination  of  the  local-distant  switch  are  obtained 
through  the  use  of  this  tube.  Other  characteristics,  such  as  gain  and 
so  forth,  are  approximately  the  same  as  those  of  a  224  tube. 

The  output  of  the  r.f.  stage  is  inductively  coupled  to  the  grid  coil 
of  the  first  detector.  At  this  point  note  that  the  oscillator’s  output 
is  also  coupled  inductively  to  the  grid  coil  of  the  first  detector.  This 
forms  a  tuned  grid  circuit  oscillator  using  a  227  tube  and  having  a 
closely  coupled  plate  coil  that  gives  sufficient  feed-back  to  provide 
stable  operation.  The  grid  circuit  is  so  designed  that  by  means  of  a 
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correct  combination  of  capacity  and  inductance  a  constant  frequency 
difference  between  the  oscillator  and  the  tuned  r.f.  circuits  throughout 
the  tuning  range  of  the  receiver  is  obtained. 

The  first  detector,  which  employs  a  224,  is  now  to  be  considered. 
This  circuit  is  tuned  by  means  of  one  of  the  ganged  condensers  to  the 
frequency  of  the  incoming  signal  so  that  in  the  grid  circuit  there  is 
present  the  incoming  signal  and  the  oscillator  signal,  the  latter  being 
at  a  175-kc.  difference  from  the  former.  The  first  detector  is  biased  so 
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Fig.  2206. — Rear  view  of  a  midget  size  a-c.  receiver  of  the  superheterodyne  type. 


as  to  operate  as  a  plate  rectification  detector  or  power  detector,  and  its 
purpose  is  to  provide  the  beat  frequency  which  results  by  combining 
the  signal  and  oscillator  frequencies.  The  beat  frequency,  or  175  kc., 
flows  in  the  plate  circuit  of  the  first  detector  which  is  accurately  tun  3d 
to  175  kc. 

After  the  first  detector  there  is  the  intermediate  frequency  (i.f.) 
amplifier  which  uses  only  a  single  stage  of  amplification  to  build  up  the 
i.f.  energy.  This  requires  two  i.f.  transformers  consisting  of  four 
tuned  circuits.  The  plate  circuit  of  the  first  detector,  the  grid  and 
plate  circuits  of  the  i.f.  amplifier  and  the  grid  circuit  of  the  second 
detector  are  all  tuned  to  175  kc.  The  transformers  are  peaked,  no 
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attempt  being  made  for  flat-top  tuning.  A  variable  mu  tube  is  used 
in  this  stage,  and  its  control  grid  voltage  is  also  varied  by  means  of 
the  volume  control. 

The  second  detector,  or  the  so-called  audio  detector,  is  a  high-plate 
voltage,  grid-biased  type,  operating  as  a  power  detector.  It  uses  a 
227,  which  gives  sufficient  output  to  drive  two  245  tubes  connected  in 
push-pull  without  an  intermediate  audio  stage.  The  purpose  of  the 
second  detector  is  to  extract  the  audio-frequency  component  of  the  r.f. 
signal  which  represents  the  voice  or  musical  modulations  produced  in 
the  studio  of  the  broadcasting  station.  The  audio  component  is  deliv¬ 
ered  to  the  grids  of  the  power  tubes  while  the  r.f.  current  is  by-passed 
and  does  not  enter  the  audio  system.  To  further  reduce  any  small 
a-c.  hum  voltages  that  may  be  present  in  the  detector  stage  there  is 
a  filter  circuit  consisting  of  a  0.05-mfd.  condenser  and  1-megohm 
resistor  included  in  the  second  detector  grid  circuit. 

A  push-pull  amplifier  is  used  for  the  power  a.f.  stage  which  consists 
of  two  245  tubes  and  coupling  transformer  used  between  the  detector 
and  the  grids  of  the  245's  and  between  the  tube  plates  and  the  cone 
coil  of  the  reproducer  unit. 

A  tone  control,  which  functions  to  reduce  the  high-frequency  output 
as  the  resistance  is  reduced,  is  connected  across  the  two  grids  of  the 
245’s.  This  tone  control  consists  of  a  0.0024-mfd.  condenser  in  series 
with  a  500,000-ohm  variable  resistor.  At  the  extreme  low  position, 
the  condenser  and  secondary  of  the  a.f.  transformer  resonate  at  a  low 
frequency  and  thereby  further  accentuate  the  bass  response,  thus  par¬ 
tially  compensating  for  the  lack  of  a  large  speaker  baffle  surface. 

A  full-wave  280  rectifier  serves  to  rectify  the  high-voltage  alternating 
current  and  supplies  the  direct  plate  and  grid  voltages  used  by  all  the 
tubes  in  the  receivers.  The  filter  used  is  of  the  “  brute  force  ”  type 
employing  the  field  of  the  reproducer  unit  as  the  reactor  or  choke  coil. 
In  the  filter  system  we  find  electrolytic  type  condensers  of  10-  and 
4-mfd.  capacity  respectively  used  before  and  after  the  reactor  as  indi¬ 
cated  on  the  diagram,  also  two  0.5-mfd.  condensers  in  the  filter  circuit 
function  to  by-pass  any  r.f.  current  that  may  be  present.  The  bias 
voltage  required  for  the  grids  of  the  245's  is  obtained  by  using  half  the 
voltage  drop,  or  about  100  volts,  across  the  field  coil  of  the  reproducer 
unit  which  provides  bias  voltage  of  about  50  volts.  The  two  100,000- 
ohm  resistors  shunted  across  the  field  coil  act  as  the  voltage  dividing 
resistor  from  which  this  bias  voltage  is  obtained. 

Alternating-current  Tubes  and  their  Requirements — Filament 
Type  . — When  alternating  current  is  supplied  to  the  filaments  of  the 
conventional  battery  operated  tube  a  hum  will  result,  due  to  the  cur- 
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rent  changing  through  an  alternating  current  cycle.  The  temperature 
of  the  filament  depends  upon  the  strength  of  the  current  flowing  through 
it.  Since  an  alternating  current  continuously  increases  and  decreases 
in  value  from  zero  to  a  certain  maximum  during  each  half-cycle,  the 
change  in  filament  temperature  results  in  a  hum  at  twice  the  frequency 
of  the  supply. 

The  capacity  effect  between  the  grid  and  filament  and  the  voltage 
drop  along  the  filament  contribute  to  the  hum. 

When  direct  current  is  supplied  to  the  filament,  the  conditions  of 
filament  temperature  are  stable  and  the  effect  of  the  grid  at  either  end 
of  the  filament  causes  no  disturbance.  However,  when  an  alternating 
current  is  supplied  to  the  filament,  the  grid  effect  is  continuously  vari¬ 
able.  While  the  current  increases  through  the  filament  during  an 
alternation  (half-cycle),  one  end  of  the  filament  is  increasingly  negative 
with  respect  to  the  other,  and  the  emission  of  electrons  therefore  will 
reduce  from  that  end  of  the  filament,  while  the  other  end  is  more  posi¬ 
tive  and  will  attract  a  part  of  its  emission  current.  At  each  half-cycle 
this  effect  is  reversed,  resulting  in  a  hum  twice  the  frequency  of  the  a-c. 
supply. 

In  order  to  minimize  the  hum  effect,  and  reduce  it  to  a  value  less  than 
the  noise  level  of  the  signals  received,  a  short  and  thick  filament  wire  is 
used  in  the  a-c.  tube.  More  current  is  required  to  raise  its  temperature, 
but  it  retains  the  heat  longer  and  there  is  less  cooling  as  the  alternat¬ 
ing  current  goes  through  the  parts  of  its  cycle  when  diminishing  to 
zero.  Sufficient  heat  is  produced  to  maintain  a  uniform  temperature 
from  one  cycle  to  another.  The  oxide-coated  filament  of  this  type 
requires  a  longer  time  to  reach  its  operating  temperature,  but,  being 
insensitive  to  varying  potentials  applied  to  the  filament  terminals,  it 
remains  at  a  constant  temperature. 

In  order  to  eliminate  the  hum  due  to  the  non-uniform  voltage  drop 
across  the  filaments,  the  grid  is  connected  to  the  average  potential  of 
the  filament,  which  is  the  potential  at  its  center  point.  It  is  obvious 
that  no  center  connection  is  made  at  the  filament  wire  within  certain 
types  of  tubes,  so  that  the  most  satisfactory  means  of  obtaining  this 
electrical  balance  is  by  shunting  a  resistance  across  the  filament  ter¬ 
minals  and  then  connecting  the  grid  to  a  center  tap  on  this  resist¬ 
ance.  As  found  in  typical  circuits,  the  transformer  heater  or  filament 
winding  is  supplied  with  a  mid-tap  which  is  electrically  centered. 

The  center  point,  or  mid-tap,  on  the  winding  is  at  the  same  potential 
as  the  center  of  the  filament.  This  is  called  the  electrical  center  of  the 
filament.  The  electrical  center  is  really  that  point  in  a  filament  (cath¬ 
ode)  wire  which  when  heated  by  alternating  current  is  taken  as  the 
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datum  of  potential  in  comparing  the  magnitude  of  the  electric  potential 
on  either  the  plate  or  the  grid  relative  to  the  filament.  A  datum  point 
or  line  is  a  base  line  (or  it  might  be  called  a  zero  point)  from  which  other 
potential  levels  are  calculated.  The  negative  terminal  of  the  filament 
is  usually  taken  as  the  datum  of  potential  when  the  cathode  is  heated 
by  direct  current. 

Rectifying  (Power)  Transformer. — To  secure  the  necessary  plate 
voltages  to  operate  the  receiving  tubes  under  load  at  their  maximum 
plate  voltages,  the  rectifying  transformer,  in  Fig.  220,  called  the  power 
transformer,  has  a  high  voltage  secondary  coil  Si,  or  plate  coil,  and 
two  low  voltage  secondaries,  &  and  £3.  Winding  S2  feeds  the  fila¬ 
ments  of  rectifier  tube  UX-280,  and  winding  S3  supplies  current  to  all 
receiver  tube  filaments,  heaters  and  dial  lamp. 

Full-wave  Rectifier  Tubes. — The  CX-380  and  UX-280  tubes  are 
full-wave  rectifiers  of  the  filament  type  designed  for  circuits  requiring 
greater  d-c.  output  than  is  afforded  by  the  standard  rectifier  UX-213. 
The  UX-280,  shown  in  Fig.  221,  gives  a  d-c.  output  current  of  .125  milli- 


Fig.  221.— A  full- wave  rectifier  tube,  type  UX-280,  which  is  used  in  the  power  unit 
of  an  a-c.  operated  receiver  to  convert  alternating  current  to  direct  current. 


amperes,  and  may  be  used  interchangeably  in  a  radio  circuit  designed 
for  the  UX-213,  rated  at  65  m.a.  output,  but  the  increased  d-c.  output 
of  the  larger  tube  will  be  secured  only  in  circuits  especially  designed 
for  it. 

The  CX-380  (UX-280)  has  two  filaments  connected  in  series  heated 
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by  alternating  current  from  section  S2  coil  on  the  transformer,  Fig.  220. 
Two  plates  are  used  to  obtain  complete  rectification,  each  one  being 
connected  respectively  to  opposite  ends  of  winding  Si,  the  mid-tap  of 
which  represents  the  negative  side  of  the  d-c.  circuit.  The  action  of 
the  tube  briefly  is  that  when  the  filament  is  heated  to  normal  tempera¬ 
ture  the  emission  of  electrons  in  large  quantities  is  brought  about.  The 
electrons  are  attracted  only  toward  the  plate  upon  which  a  positive 
electric  charge  exists.  An  alternating  e.m.f.  is  induced  across  coil  Si 
when  alternating  current  flows  through  the  primary  coil.  Hence, 
plates  Pi  and  P2  are  charged  alternately  with  a  positive  and  negative 
potential.  When  Pi  is  positive,  electrons  move  toward  it  and  the  con¬ 
duction  of  current  is  through  the  upper  half  of  Si,  and  then  to  the  exter¬ 
nal  d-c.  circuit  by  the  mid-tap  connection. 

On  the  next  swing  of  the  alternating  e.m.f.  across  Si,  plate  Pi 
becomes  negative  and  electrons  are  repelled  because  of  the  similarity  of 
the  charged  bodies  (electrons  and  plate  both  being  negative),  resulting 
in  no  current  flow  through  the  upper  half  of  Si,  but  plate  P2  at  this 
instant  is  charged  positive  and  electrons  will  be  attracted  toward  it. 
The  movement  of  electrons,  which  constitutes  a  current  flow,  will  cause 
current  to  pass  through  the  lower  half  of  Si  and  thence  to  the  external 
circuit  through  mid-tap  on  Si.  The  output  current  flows  in  only  one 
direction  (direct  current),  owing  to  the  one-way  conductivity  of  the  ther¬ 
mionic  rectifier  tube.  The  electron  movement  is  from  filament  to  plate 
within  the  tube.  It  will  be  noticed  that  the  leads  from  the  filament 
coil  and  plate  coil  of  the  rectifier  output  are  marked  respectively 
+  and  —  according  to  convention. 

Half-wave  Rectifier  Tubes. — The  UX-281  is  a  half-wave  rectifier, 
having  one  filament  and  one  plate,  and  is  similar  in  appearance  to  the 
UX-216-B,  although  of  increased  physical  dimensions.  The  plate, 
which  is  blackened,  is  tall  and  narrow.  The  tube  is  interchangeable 
mechanically  and  electrically  with  the  UX-216-B  in  all  “  B  ”  battery 
eliminators  or  radio  rectifying  devices  primarily  designed  to  use  the 
latter  tube.  The  UX-281  has  a  d-c.  output  of  110  millliamperes  as  com¬ 
pared  to  an  output  of  60  m.a.  for  the  UX-216-B.  The  increased  out¬ 
put  of  the  larger  tube  will  be  secured  only  in  circuits  especially  designed 
for  it. 

Filter  System. — The  two  plates  of  the  rectifier  tube,  working  alter¬ 
nately  on  successive  alternations  of  the  a-c.  cycle,  produce  full  wave 
rectification  and  deliver  a  pulsating  or  undulating  direct  current  to  the 
filter  system.  The  filter  system  shown  in  Fig.  220  consists  of  a  choke 
coil  (field  coil)  shunted  by  condensers  in  the  manner  indicated  in  the 
diagram.  The  function  of  the  filter  is  to  smooth  rectified  pulsations 
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and  deliver  a  steady  and  unvarying  direct  current  to  the  tube  circuits. 
The  choke  coil  has  a  large  self-inductance  and  acts  to  prevent  any 
changes  in  current.  It  is  wound  with  wire  of  adequate  size  to  prevent 
heating  and  to  lower  the  normal  resistance  of  the  winding  to  the  steady 
direct  current  flow. 

CX-326  and  UX-226  A~C.  Amplifier  (Filament  Type)  Characteristics. 

— The  UX-226  a-c.  tube  has  operating  characteristics  similar  to  those 
of  the  201-A  type,  but  uses  unrectified  alternating  current  obtained 
from  a  step-down  transformer  to  energize  the  filament,  thus  eliminating 
the  usual  “  A  ”  battery. 

The  a-o.  filament  of  the  tube  is  of  the  oxide-coated  type  which 
operates  at  a  red  heat  and  does  not  glow  brightly.  The  filament  is 
made  with  a  large  size  wire  to  maintain  constant  temperature,  drawing 
1.05  amperes  at  1.5  volts  alternating  current.  The  filament  temperature 
is  not  greatly  affected  by  the  varying  strength  of  the  alternating  current 
which  makes  it  generally  suited  for  use  in  any  amplifier  stage  with  the 
exception  of  the  last  stage,  but  the  power  tube  has  now  become  standard 
equipment  in  the  output  stage  because  of  its  greater  efficiency  in  han¬ 
dling  enormous  signal  voltage  variations  applied  to  the  grid.  Also,  the 
heater-type  a-c.  tube,  UY-227,  explained  below,  has  a  distinct  advantage 
over  the  UX-226  when  used  in  the  detector  stage.  The  detector  is  quite 
sensitive  to  grid  potential  variatons  and  is  apt  to  produce  a  hum 
when  the  filament  itself  is  the  cathode  member,  as  in  the  UX-226.  On 
the  other  hand,  in  the  heater  type,  UY-227  there  is  less  likelihood 
of  the  grid  being  affected  and  producing  a  hum,  because  the  cathode 
is  more  or  less  isolated  from  the  a-c.  filament  circuit. 

The  filaments  of  all  UX-226  tubes  in  the  receiver  should  be  connected 
in  parallel  and  the  windings  of  the  power  transformer  supplying  the 
filaments  should  be  capable  of  delivering  1.05  amperes  at  1.5  volts  as 
measured  at  the  socket  to  each  tube  used. 

UY-227  A-C.  Cathode  Heater  Type. — The  UY-227  a-c.  tube  contains 
a  separate  heater  element,  equipped  with  five  prongs  on  the  tube  base 
and  requiring  a  special  socket.  In  place  of  the  usual  filament,  the 
electron  emitting  element,  or  cathode,  in  this  tube  consists  of  an  oxide- 
coated  metal  sheath  on  a  cylinder  of  insulated  material  similar  to 
porcelain.  Inside  the  cylinder  element  (cathode)  is  placed  the  heater 
filament  wire  which  draws  1.75  amperes  of  current  at  an  a-c.  terminal 
voltage  of  2.5  volts.  The  cathode  is  indirectly  heated  through  the 
insulating  material  and  thus  made  active  by  the  high  temperature  of 
the  filament. 

The  electron  emitting  cathode  being  heated  indirectly  will  require 
a  longer  time  for  it  to  reach  its  normal  operating  temperature  than 
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with  the  ordinary  tube  in  which  the  cathode  is  its  own  filament.  This 
proves  to  be  the  case,  for  there  is  appreciable  time  between  the  turning 
on  of  the  heating  current  and  the  reception  of  the  signal,  being  a  matter 
of  about  10  seconds  or  more.  The  heater  type  tube  has  been  brought 
to  the  point  of  practicability  by  the  use  of  the  oxide-coated  strip  outside 
and  insulating  cylinder  which  surrounds  the  filament  instead  of  the 
inverted  thimble  which  was  employed  in  the  early  experiments. 

The  UY-227  is  satisfactory  as  a  detector  tube,  because  of  its  freedom 
from  ripple  voltage  at  low  plate  currents.  During  operation  all  parts 
of  the  cathode  surface  remain  at  uniform  potential  with  regard  to  the 
grid  and  for  this  reason  the  heater  type  is  said  to  have  an  equi-potential 
cathode. 

The  use  of  the  expression  “  equi-potential  ”  should  be  easy  to 
understand  when  it  is  remembered  that  a  wire  or  body  (the  cathode 
cylinder  in  this  case)  cannot  be  considered  as  being  either  positive  or 
negative  when  standing  alone.  In  order  to  have  a  definite  polarity,  the 
grid  must  be  considered  with  respect  to  some  other  part  of  the  same 
circuit.  For  example,  in  a  regular  tube  where  the  filament  wire  is  the 
cathode  itself,  a  voltage  gradient  exists  along  this  wire  with  regard  to 
the  grid.  It  is  obvious  that  in  the  latter  case  such  a  condition  must 
prevail,  for  when  we  say  that  one  end  of  a  filament  is  negative  it  is 
apparent  that  we  mean  in  respect  to  its  opposite  or  positive  end. 

The  UY-227  will  operate  efficiently  as  a  radio-  or  audio-frequency 
amplifier.  In  the  last  audio  stage  of  all  electrically  operated  receivers 
the  regular  filament-type  power  amplifier  tube  is  generally  used  because 
it  gives  satisfactory  performance. 

Screen  Grid  Vacuum  Tube.  Four-electrode  Tube.  UX-222  and 
UY-224  Self-neutralized. — The  salient  feature  of  this  tube  is  that 
the  need  of  neutralization  is  eliminated.  The  purpose  in  designing  the 
four-element  tube  was  to  neutralize  the  effective  inter-electrode  capacity 
within  the  tube  rather  than  in  the  circuits  external  to  the  tube.  Other 
forms  of  neutralizing  or  balancing  methods  employed  are  unnecessary 
because  this  effective  capacity  is  appreciably  reduced  between  elements 
of  the  tube.  This  reduction  is  accomplished  by  the  addition  of  a  second 
grid,  called  the  fourth  element,  which  acts  as  a  shield  or  screen  inserted 
between  the  usual  control  grid  and  plate  of  the  tube.  The  shield  grid 
is  made  simply  of  a  fine  meshed  wire  and  it  is  maintained  at  a  low 
radio-frequency  positive  potential  with  respect  to  the  normal  operating 
grid  and  plate  e.m.f.’s. 

The  ordinary  three-element  tube,  when  used  in  a  radio-frequency 
circuit,  requires  some  form  of  neutralizing  or  balancing  of  circuits  to 
prevent  the  generation  of  oscillations  caused  by  the  small  capacity 


SCREEN  ELECTRODE  VACUUM  TUBE 


427 


existing  between  the  plate  and  grid  when  these  respective  bodies  are 
electrically  charged.  This  inter-electrode  capacity  in  the  ordinary 
201-A  type  tube  is  about  10  micro-microfarads,  being  sufficiently  large 
to  furnish  a  path  of  low  reactance  (opposition)  to  the  passage  of  radio¬ 
frequency  energy  from  the  plate  to  the  grid  circuits,  resulting  in  a 
feed-back  of  energy  which  sets  the  tube  into  oscillation.  Uncontrolled 
oscillations  are  manifested  by  squealing,  howling,  and  other  undesirable 
effects,  reproduced  in  the  loudspeaker. 

The  simple  circuit  diagram  in  Fig.  222  shows  the  plate  supplied  with 
a  higher  potential  than  the  screen  grid.  There  is  a  negligible  space 


Fig.  222. — An  elementary  diagram  of  the  circuit  connections  of  the  four-electrode 
screen  grid  vacuum  tube. 

charge  between  the  screen  (due  to  its  positive  potential)  and  the  plate. 
The  electrons  emitted  by  the  filament  move  toward  the  plate  passing 
through  the  control  grid  and  on  their  way  to  the  plate  they  encounter 
the  screen  grid  with  its  positive  charge.  Only  a  few  electrons  are 
caught  by  the  screen  grid  because  at  this  point  the  higher  positive 
potential  on  the  plate  accelerates  the  electrons,  causing  greater  quanti¬ 
ties  of  them  to  pass  through  the  screen  (they  are  actually  pulled 
through  by  the  positive  charge  on  the  plate)  to  be  collected  by  the  plate. 

As  a  result  of  the  radio-frequency  current  variations  in  the  plate 
circuit  of  a  three-electrode  r.f.  amplifier  tube,  the  pfltential  existing  on 
the  plate  also  varies  and  is  reimpressed  back  upon  the  control  grid  by 
the  electrostatic  lines  of  force  set  up  between  the  plate  and  the  control 
grid.  This  effect,  due  to  variations  in  plate  voltage,  constitutes  a  feed¬ 
back  of  energy  upon  the  regular  control  grid  and  is  the  direct  cause  of 
the  generation  of  uncontrolled  oscillations,  thus  making  neutralization 
necessary.  Although  the  capacity  between  grid  and  plate  cannot  be 


428 


ALTERNATING-CURRENT  RECEIVERS  AND  TUBES 


entirely  eliminated  even  by  the  shield  grid,  because  of  the  fact  that  both 
the  control  and  shield  grids  are  charged  bodies  occupying  a  position  in 
the  electronic  stream  which  flows  from  filament  to  plate,  it  is  said  that 


Fig.  223. — An  exposed  view  of  the  electrodes  in  a  four-element  vacuum  tube.  Note 
particularly  the  location  of  the  outer  and  inner  screen  grids. 

the  effective  capacity  is  practically  canceled,  being  reduced  to  the  order 
of  a  hundredth  part  of  a  micro-microfarad. 

The  shield  grid  cannot  be  made  solid,  like  the  plate  construction, 
nor  can  a  potential  of  negative  character  be  applied  to  it,  for  in  either 
case  the  normal  flow  of  electrons  to  the  plate  would  be  obstructed.  It 
is  seen  that  the  shield  is  of  open  mesh-like  construction  in  the  form  of 
a  coil  which  allows  electrons  to  pass  between  its  turns  of  wire  and  reach 
the  plate. 
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The  four-element  tube  differs  from  the  ordinary  tube  in  its  external 
physical  appearance  by  the  addition  of  a  metal  cap  at  the  top  of  the 
glass  envelope.  This  small  cap  forms  the  connection  to  the  regular 
control  grid.  Being  located  at  the  top  of  the  tube  it  decreases  the 
capacity  effect  which  would  otherwise  exist  between  the  leads,  if  the 
lead  were  brought  down  through  the  base  in  the  customary  way.  The 
screen  grid  is  connected  to  one  of  the  base  prongs.  This  arrangement 
permits  the  standard  four-prong  UX-type  base  to  be  used  for  the  fila¬ 
ment-type  screen-grid  tube,  and  the  standard  five-prong  base  for  the 
heater-cathode  type  screen-grid  tube,  or  type  UY-224. 

It  was  found  necessary  to  form  the  screen  electrode  of  two  members 
in  order  not  to  block  the  normal  electron  flow  between  the  filament  and 
the  plate.  The  plate  is  enclosed  by  the  screen  grid,  the  latter  being 


Fig.  224. — This  simple  schematic  diagram  is  given  only  to  show  the  relation  between 
tuned  r.f.  circuits  and  the  electrodes  of  screen-grid  tubes  of  the  d-c.  or  UX-222  type. 
Fig.  220  shows  the  use  of  a-c.  screen-grid  tubes  and  how  a  by-pass  condenser,  marked 
1  mfd.,  is  connected  between  screen  grids  and  the  ground  side  in  a  practical  circuit. 

connected  to  a  lead  running  through  the  base  of  the  tube,  and  finally 
connected  to  the  prong  which  ordinarily  serves  as  the  grid  connection 
in  standard  vacuum  tubes.  The  screen  grid  is  connected  to  the  positive 
terminal  of  the  “B”  battery,  or  voltage  divider  system,  depending  upon 
the  source  of  voltage.  The  “  B  ”  battery  or  voltage  divider  system  may 
be  the  same  one  that  supplies  the  e.m.f.  to  the  plates  of  other  tubes  in 
the  receiver.  Since  the  positive  electric  charge  on  the  screen  grid  tends 
to  neutralize  the  negative  space  charge  the  screen  grid  thus  acts  to  a 
limited  extent  like  a  positive  plate.  Consequently,  when  the  regular 
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control  grid  receives  a  signal  voltage  it  will  act  more  effectively  in  vary¬ 
ing  the  plate  current,  than  would  a  control  grid  operating  in  a  strong 
negative  field  where  the  space  charge  had  not  been  partially  neutralized. 
The  effectiveness  of  any  electric  charge  on  the  control  grid  in  controlling 
the  plate  current  accounts  for  the  high  amplification  possible  with 
this  tube. 

A  circuit  arrangement  using  a  screen-grid  tube  as  a  radio-frequency 
amplifier,  with  transformer  coupling,  is  shown  in  Fig.  224.  The  external 
grid  and  plate  circuits  (coils,  condenser  and  leads)  may  be  separately 
enclosed  in  metal  housings  or  compartments,  which  are  grounded, 
acting  as  a  shield  between  the  oscillatory  circuits  to  prevent  coupling 
effects.  The  metal  cap  at  the  top  of  the  tube  completing  the  control 
grid  is  in  some  cases  connected  to  the  external  circuit  with  a  shielded 
wire.  A  special  metal  shield  covering  the  tube  is  necessary  because  of 


Fig.  225. — UX-222  four-electrode  tube.  Views  show  the  electrodes,  complete  assem¬ 
bly,  and  metal  cap  in  position. 


the  tube’s  sensitivity  to  external  influences.  A  view  of  the  shield  is 
given  at  the  right  in  Fig.  225.  The  view  of  the  tube  without  the  special 
shield  shows  the  fine  grid  coil  forming  the  outer  screen  grid. 

Pentode  Tube. — The  pentode  tube  is  constructed  with  five  elec¬ 
trodes,  shown  in  the  sketches,  Figs.  226a  and  2265,  which  consists  of 
three  grids  and  the  usual  plate  and  filament  electrodes,  as  in  other  tubes. 
A  good  understanding  of  the  purpose  of  the  extra  grids  in  pentode  tubes 
will  be  obtained  by  reviewing  a  few  points  on  the  detrimental  effect 
caused  by  electrons  that  constitute  the  space  charge  in  a  tube.  It 
should  be  recalled  that  electrons  which  reach  the  plate  are  in  fact  the 
so-called  plate  current  and  also  that  all  electrons  are  negative  particles 
and  hence  set  up  a  strong  repulsion  for  one  another. 

In  the  chapter  on  vacuum  tubes  it  was  explained  that  the  cloud  of 
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electrons  that  congregate  in  the  space  between  filament  and  grid  con¬ 
stitute  what  is  known  as  the  space  charge.  These  electrons  tend  to 
oppose  other  electrons  which  might  come  near  them,  as,  for  instance, 
the  electrons  which  reach  the  plate  and  constitute  the  plate  current. 
Hence,  all  electrons  on  their  way  to  the  plate  are  interfered  with 
by  the  presence  of  the  space  charge  electrons.  Now,  if  we  could  get 
rid  of  all  space  charge  electrons,  that  is,  remove  the  opposition  caused 
by  the  space  charge,  then  more  electrons  would  reach  the  plate  for  a 
given  plate  voltage  and  thus  increase  the  flow  of  plate  current.  So, 
by  placing  an  additional  grid  in  a  screen-grid  type  tube  and  supplying 
it  with  a  positive  potential  of  some  value  less  than  the  plate  potential, 


Fig.  226a. — This  sketch  shows  the 
arrangement  of  the  connections  be¬ 
tween  the  electrodes  within  a 
cathode-heater  type  pentode  tube 
and  the  prongs  and  terminal  on  the 
tube  base;  also  the  metal  cap  on  top 
of  the  glass  envelope. 


Control  Grid.  Cathode  Grid 


Fig.  2266. — Showing  in  a  general 
way  the  relation  of  the  electrodes  of 
an  a-c.  filament  type  pentode  tube 
and  the  principles  of  voltage  supply. 


the  extra  grid  will  either  attract  the  space  charge  electrons  or  neu¬ 
tralize  their  effects.  This  is  the  purpose  of  the  screen-grid  tube.  In 
any  event  the  net  result  of  its  use  is  the  removal  of  the  unwanted 
space  charge  electrons.  But  this  brings  about  another  condition.  It 
allows  the  other  electrons  to  go  rushing  toward  the  plate  at  a  high 
velocity  and  consequently  they  strike  it  with  such  force  that  new  elec¬ 
trons  are  released  from  the  plate  by  the  impact.  These  new  electrons 
are  known  as  secondary  electrons  and  the  action  is  called  secondary 
emission .  The  secondary  electrons  having  been  freed  from  the  plate 
move  toward  the  positively  charged  grid,  or  in  a  direction  which  is 
opposite  to  the  normal  flow  of  electrons.  It  is  obvious  that  any  reverse 
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flow  of  electrons  within  the  tube  will  buck  or  oppose  the  normal  flow 
of  electrons  and  hence  reduce  the  plate  current. 

As  previously  explained,  in  the  screen-grid  tube  the  extra  grid  or 
screen  grid  which  is  located  between  the  control  grid  and  plate  operates 
with  a  high  d-c.  positive  potential  but  a  low  r.f.  potential  relative  to  the 
filament  or  cathode,  or  in  other  words  the  screen  grid  shields  the  control 
grid  from  the  plate  and  reduces  the  grid-plate  capacity  which  effectively 
prevents  oscillation.  Moreover,  the  extra  screen  grid  tends  to  reduce 
the  space  charge  and  any  reduction  in  the  opposition  set  up  by  space 
charge  electrons  accounts  for  the  increased  plate  current  variations  for 
given  amounts  of  signal  voltage  applied  to  the  grid.  That  is  to  say, 
the  lowering  of  the  space  charge  by  the  action  of  the  screen  grid  accounts 
for  the  extremely  high  amplification  factor  of  these  tubes.  So  much 


Fig.  226c. — Schematic  diagram  of  a  screen-grid  radio-frequency  receiver  employing  a 
pentode  tube  for  the  output  and  a  screen-grid  tube  in  the  power  detector  circuit. 


for  the  regular  type  screen-grid  tube.  Note  that  it  does  not  do  away 
with  secondary  electrons. 

This  is  where  the  pentode  tube  with  its  extra  grid  inserted  between 
the  plate  and  the  screen  grid  goes  a  step  further;  this  grid  serves  to 
eliminate  the  troublesome  secondary  electrons  as  we  will  explain. 
Observe  the  schematic  diagram  in  Fig.  226c  and  the  fundamental  tube 
circuit  in  Fig.  22 6d  which  show  the  location  of  the  extra  grid  and  con¬ 
nection  to  the  filament;  this  connection  places  the  grid  at  ground  zero 
potential.  The  effect  of  all  this  is  to  cause  any  electrons  released  by  the 
plate  to  be  drawn  back  to  the  plate  for  two  reasons,  first  because  of 
its  attractive  force  and  second  because  the  extra  grid  does  not  offer 
any  attraction  for  them  on  account  of  its  zero  potential  characteristic. 

Now  let  us  trace  the  movement  of  electrons  from  filament  to  plate 
in  a  pentode  tube  to  explain  the  effect  of  the  extra  grid  on  the  second¬ 
ary  electrons.  The  first  thing  to  consider  is  that  electrons  are  emitted 
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by  the  filament  and  next  that  these  electrons  as  they  move  outward 
encounter  the  control  grid  which  during  reception  of  a  signal  has  a  vary¬ 
ing  voltage  impressed  on  it  while  at  the  same  time  it  is  continually  sup¬ 
plied  with  a  negative  bias  voltage,  or  “C”  bias.  The  wide  spaces 
between  the  turns  of  the  grid  coil  allow  a  large  number  of  electrons  to 
pass  on  through  and  they  travel  toward  the  screen  grid  and  plate  because 
these  electrodes  are  supplied  with  a  positive  potential  and  offer  a  strong 
attraction  for  them.  Assume  now  that  the  electrons  arrive  in  the 
region  of  the  screen  grid,  with  its  positive  potential.  Owing  to  the 
high  velocity  at  which  the  electrons  are  moving  and  the  widely  spaced 
openings  of  the  screen  grid,  the  electrons  will  either  be  attracted  to 
this  grid,  or  will  be  neutralized  by  it,  or  will  rush  on  toward  the  plate, 
but  in  any  event  they  will  not  remain  in  this  region  to  form  a  space 


Fig.  226d.  Another  way  of  representing  the  arrangements  of  the  electrodes  in  a 
pentode  tube.  F  is  the  filament,  it  being  heated  by  a-c.  from  the  power  transformer 
to  which  it  is  connected,  (71  the  control  grid,  (72  the  screen  grid,  (73  the  cathode  grid, 
and  P  the  plate.  This  is  a  fundamental  diagram  showing  the  relation  of  the  tube’s 

external  circuits. 


charge.  Now  assume  that  the  electrons  arrive  at  the  pentode’s  extra 
grid  or  the  cathode  grid,  also  called  zero  potential  grid.  They  will  con¬ 
tinue  on  to  the  plate  because  of  its  attractive  force,  preferring  to  do  so 
because  the  zero  potential  grid  does  not  attract  them.  Next,  suppose 
that  the  plate  has  been  hit  so  hard  by  these  electrons  that  new  ones  are 
released,  that  is,  we  have  secondary  electrons  around  the  plate.  These 
secondary  electrons  will  be  immediately  pulled  back  by  the  plate  since 
the  zero  potential  grid  has  little  or  no  attraction  for  them,  as  just  stated. 
Naturally  then,  if  secondary  electrons  return  to  the  plate  from  whence 
they  came  there  will  be  no  loss  of  plate  current.  Remember  that  when¬ 
ever  electrons  are  attracted  to  the  grids  in  the  tube  they  flow  as  direct 
current  through  the  grid  circuits  and  this  represents  a  loss  in  plate  current. 

The  practical  purpose  behind  all  the  experimental  work  on  pentode 
tubes,  or  tubes  of  the  five-element  type,  is  to  construct  a  power  tube 
that  will  deliver  considerably  more  a-c.  power  for  a  given  d-c.  power 
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than  is  possible  to  get  from  the  usual  type  of  power  tube.  For  example, 
such  a  tube  to  be  practical  must  give  the  necessary  1  or  2  watts  of  power 
needed  to  drive  a  loudspeaker  circuit  with  only  comparatively  low 
values  of  grid  excitation.  Because  of  its  special  grid  construction  the 
tube  will  have  a  high  mu  or  high  amplification  factor. 

Variable-Mu  Tetrode  or  Super-Control  Screen  Grid  Tube. — This 
tube  is  unlike  ordinary  tubes  in  structure;  it  may  have,  for  example, 
electrodes  with  variable  diameter,  cathodes  placed  in  tilted  and  eccen¬ 
tric  positions,  control  grids  of  variable  pitch  where  the  spacing  between 
turns  is  wider  at  one  point  than  at  some  other,  and  so  on.  The  electrons 
emitted  from  various  elements  of  the  cathode  surface  cause  the  mu  factor 
to  vary.  Hence,  with  a  low  grid  bias,  as  for  example,  a  bias  which  is 
nearly  zero,  current  flows  from  all  of  these  elements,  but  with  increasing 
negative  bias  the  mu  factor  decreases  continuously  because  the  current 


Fig.  226c. — Curve  A  is  a 
low-mu  tube  characteristic 
and  curve  B  a  high-mu  char¬ 
acteristic.  The  long  curve 
in  solid  line  is  a  variable-mu 
tube  characteristic  and  is  a 
combination  of  the  A  and  B 
characteristics. 
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Fig.  226/. — Curves  showing  that  cross¬ 
talk  is  due  to  the  operating  point  shift¬ 
ing  along  different  locations  on  the 
lower  knee  by  the  grid  bias  from  an 
unwanted  signal  which  modulates  the 
desired  signal. 


from  those  parts  having  the  higher  mu  factors  is  gradually  cut  off. 
Thus  the  mu  factor  of  this  tube  decreases  continuously  with  increasing 
negative  bias  and  varies  from  point  to  point  of  the  cathode  area,  whereas 
for  the  ordinary  tube  a  uniform  mu  factor  results  because  the  action 
occurs  similarly  over  the  whole  cathode  area. 

The  tube  functions  in  such  a  manner  that  when  signal  current  flows 
in  the  grid  or  input  circuit  in  effect  the  current  selects  a  particular  part 
of  the  tube's  characteristic  curve  to  operate  on,  called  the  working 
point,  this  action  being  governed  by  the  carrier  voltage  of  the  signal. 
Thus  the  grid  may  be  biased  as  low  as  30  or  more  volts  negative  by  a 
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strong  local  signal,  whereas  the  working  point  selected  by  a  certain 
desired  signal  whose  signal  voltage  is  comparatively  low  may  be  in  the 
neighborhood  of  only  a  few  volts  or  perhaps  have  some  value  less  than 
a  volt  negative. 

The  variable  mu  screen-grid  tube  has  a  very  practical  application  in 
radio  receivers.  It  allows  stronger  signals  to  be  fed  into  the  r.f.  ampli¬ 
fier  without  causing  cross-talk  and  the  ratio  of  the  desired  signal  to  the 
noise  level  is  raised,  which  eliminates  the  hissing  sound  common  in  sets 
which  use  several  stages  of  pre-selection.  The  ability  of  the  tube  to 
function  as  it  does  is  used  to  advantage,  because  sets  designed  for  this 
tube  do  not  require,  for  example,  either  an  antenna-ground  potentiome¬ 
ter  shunt  or  a  local-distant  switch  to  compensate  for  the  difference  in 
the  strength  of  signals. 

A  simple  way  to  explain  the  action  of  a  variable-mu  tube  is  to  assume 
that  we  have  two  different  types  of  tubes  at  hand,  one  being  a  low-mu 
and  the  other  a  high-mu  tube.  Now  suppose  that  each  tube’s  control 
grid  is  connected  together,  that  is,  in  parallel  arrangement  and  the  twTo 
grids  are  then  connected  to  the  r.f.  grid  circuit  in  which  the  signal  alter¬ 
nating  current  flows.  With  this  arrangement  each  grid  will  receive  an 
a-c.  signal  voltage.  Then  if  each  tube’s  plate  circuit  connects  to  a 
separate  plate  coil  and  these  two  coils  are  coupled  to  the  secondary  of 
an  r.f.  transformer  (which  would  in  turn  connect  to  the  grid  of  the  fol¬ 
lowing  amplifying  tube)  the  secondary  would  receive  the  amplified 
signal  energy  in  accordance  with  the  individual  action  of  each  tube  as 
follows: 

Refer  to  Fig.  226c.  Note  how  each  tube’s  characteristic  curve 
differs  as  indicated  by  the  dotted  lines,  curve  A  giving  the  low-mu 
tube’s  characteristic  and  curve  B  the  high-mu  tube’s  characteristic. 
Now  the  purpose  is  to  show  how  it  is  possible  to  have  one  tube  func¬ 
tioning  alone  combine  the  characteristics  of  both  a  high-mu  and  low-mu 
tube.  The  single  tube  would  have  a  curve  similar  to  the  one  shown 
by  the  solid  line.  This  is  the  typical  curve  of  a  variable-mu  tube 
and  it  is  given  this  effect  by  special  design  of  the  tube  elements  as 
already  mentioned.  Curve  A  shows  that  a  comparatively  high  value 
of  negative  grid  voltage  must  be  applied  to  the  control  grid  to  reach 
the  point  where  electrons  are  completely  blocked  by  this  negative 
potential  and  hence  the  flow  of  plate  current  is  entirely  cut  off.  Curve 
B  is  different,  showing  that  it  requires  only  a  relatively  lower  value  of 
negative  grid  voltage  on  the  control  grid  to  cause  the  complete  stoppage 
of  electrons,  that  is,  cause  the  plate  current  to  be  cut  off.  Two  such 
tubes,  A  and  B,  working  together  in  parallel  would  in  effect  give  the 
solid  line  curve  of  the  variable-mu  tube;  this  curve  indicates  that  at 
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higher  values  of  grid  bias  tube  A  would  provide  most  of  the  amplifica¬ 
tion  and  hence  this  tube  would  be  the  most  effective  under  such  condi¬ 
tions,  whereas  at  lower  values  of  grid  bias  tube  B  would  provide  most  of 
the  amplification.  The  long  curve  plainly  shows  that  after  the  cut-off 
point  of  tube  B  is  reached  the  signal  is  then  amplified  entirely  by  the 
action  of  tube  A  and  in  this  case  tube  B  would  not  be  effective.  A  vari¬ 
ation  of  the  grid  bias  caused  by  the  a-c.  voltage  of  an  incoming  signal 
changes  the  amplification  factor  of  the  tube. 


CHAPTER  XIV 


TELEPHONE  RECEIVERS— LOUDSPEAKER  REPRODUCING 

UNITS 

Telephone  Receivers. — The  telephone  receiver  is  an  electrically 
operated  device  designed  to  convert  alternating  or  pulsating  direct 
current  of  audio-frequency  carrying  a  signal  wave  form  into  correspond¬ 
ing  sound  waves.  It  changes  electromagnetic  energy  into  acoustic 
energy. 

The  radio  telephone  receiver  is  somewhat  similar  in  construction  to 
an  ordinary  land  wire  telephone  receiver,  consisting  essentially  of 
an  electromagnet  and  a  diaphragm,  as  well  as  a  small  permanent 
magnet. 

The  diaphragm  is  a  circular  disk  of  very  thin  soft  iron  mounted  in 
the  rim  of  the  outer  case  or  “  ear-piece,”  so  that  its  surface  is  held  at 
a  small  distance  from  the  pole  faces  of  the  magnet  to  form  a  small  air 
gap.  The  diaphragm  must  not  actually  touch  the  ends  or  face  of  the 
magnet.  Two  such  “  ear-pieces  ”  or  units  are  connected  in  series,  so 
that  the  current  flows  through  both  sets  of  magnet  windings.  A  head 
band  connects  the  two  units,  and  the  construction  is  such  that  the 
receiver  caps  may  be  adjusted  in¬ 
stantly  to  fit  the  ear  comfortably. 

A  simple  bi-polar  telephone  re¬ 
ceiver  unit  is  shown  diagrammatically 
in  Fig.  227.  The  sectional  view  shows 
the  mechanical  relation  of  the  parts 
where  D  is  the  diaphragm,  M  the 
permanent  steel  magnet,  AA  project¬ 
ing  soft  iron  pole  pieces  which  serve 
as  the  cores  of  the  electromagnet  coils 
CCy  and  F  the  hard  rubber  or  alumi¬ 
num  outer  case,  supporting  the  diaphragm  all  around  its  edge  and  also 
housing  the  magnets. 

The  receiver  ear-cap  is  made  of  a  moulded  composition,  usually 
hard  rubber,  and  screws  on  to  the  retaining  case,  thus  serving  to  hold 
the  diaphragm  in  place.  The  cap  is  perforated  with  small  holes  or  one 
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Fig.  227. — An  exposed  view  of  the 
bi-polar  type  receiver  illustrating  the 
operating  principles. 
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large  single  hole  in  the  center,  to  allow  the  sounds  produced  by  the 
diaphragm  to  reach  the  ear. 

Owing  to  the  magnetic  attraction  of  the  permanent  magnet  the 
diaphragm  normally  will  be  strained,  that  is,  pulled  slightly  towards 
the  magnet.  The  bulge  at  the  center  is  indicated  by  the  heavy  line  Z>, 
which  is  called  its  mean  position.  Coils  CC  must  be  so  wound  that  the 
electromagnetic  fields  they  produce,  when  current  flows,  will  make  the 
pole  faces  of  A  and  A  respectively  of  opposite  polarity. 

The  action  of  the  simple  bi-polar  telephone  receiver  is  as  follows: 
When  the  receiver  is  connected  in  the  plate  circuit  of  the  vacuum  tube, 
at  a  time  when  no  signals  are  received,  a  normal  steady  current  will 
flow  through  windings  C  and  C  which  energizes  the  electromagnet 
poles  A  A  addition  to  the  pull  exerted  by  the  magnetic  field  of  the  main 
magnet  M.  If,  when  signals  are  received,  a  current  of  larger  value 
than  normal  passes  through  the  coils  in  such  a  direction  that  the  lines 
of  force  set  up  by  it  assist  the  lines  of  force  emanating  from  magnet  M , 
the  total  magnetic  strength  of  the  combined  forces  will  be  increased,  and 
the  diaphragm  will  be  attracted  still  closer  to  the  magnet  from  its 
normal  (or  mean)  position  to  occupy  the  position  as  shown  by  the 
dotted  line  D\. 

On  the  other  hand,  if  the  plate  current  is  decreased  to  less  than  its 
normal  or  average  value  the  flux  set  up  by  coils  CC  will  also  diminish 
in  strength  and  the  total  number  of  lines  of  force,  those  of  the  perma¬ 
nent  magnet  combined  with  the  electromagnet  CC,  will  be  decreased 
and  the  diaphragm,  being  thin  and  flexible,  will  spring  farther  away 
from  the  pole  faces  of  A  A  and  take  up  a  position  shown  by  the  dotted 
line  Z>2 . 

There  is  an  unsymmetrical  displacement  of  the  diaphragm  from  its 
mean  (normal)  position  D,  as  it  moves  away  from  and  toward  the  poles 
when  deflected  by  the  change  of  magnetic  flux  in  the  electromagnet. 
This  is  easy  to  understand,  because  the  permanent  magnet  is  exerting 
a  pull  on  the  diaphragm  at  all  times. 

With  a  comparatively  small  displacement  of  the  diaphragm  at  its 
center,  the  displacement  of  air  will  produce  a  large  sound,  in  just  the 
same  way  that  the  head  of  a  drum,  when  hit  with  a  drumstick,  will 
produce  a  loud  sound  for  a  slight  movement  at  its  center. 

If  an  alternating  current  which  is  modulated  to  carry  a  signal  wave 
flows  through  the  coils  CC  at  an  audio-frequency,  the  diaphragm  will 
be  deflected,  as  in  the  case  when  a  pulsating  direct  current  (one  which 
rises  and  falls  in  value,  but  does  not  reverse  in  direction)  passes  through, 
as  explained  in  the  above  action.  When  an  alternating  current  is  sup¬ 
plied  to  coils  CC,  the  current  is  sent  through  at  one  alternation  in  such 
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a  direction  that  the  lines  of  force  surrounding  the  coils  assist  those  of 
the  permanent  magnet,  thus  increasing  the  attraction  for  the  diaphragm. 
At  the  next  alternation,  the  current  will  flow  through  the  coils  in  the 
opposite  direction,  thus  setting  up  magnetic  lines  of  force  opposing 
those  of  the  permanent  magnet  M,  and  resulting  in  a  weakening  of  the 
magnetic  pull  on  the  diaphragm.  Also,  an  alternating  current  carrying 
a  signal  not  only  reverses  in  direction  at  every  half-cycle,  but  the  ampli¬ 
tudes  of  the  successive  alternations  vary  in  strength,  according  to  the 
form  of  the  signal  wave.  The  magnet  coils  of  a  reproducing  unit  are 
supplied  with  alternating  current  when  connected  to  the  output  of  a 
vacuum  tube  audio  amplifier  through  a  coupling  system  consisting  of 
either  an  output  transformer  or  a  choke  (impedance)  coil  and  condenser, 
of  which  a  description  is  given  in  a  subsequent  section. 

Dependence  of  Signal  Strength  upon  the  Resistance  and  Ampere- 
Turns  of  the  Magnet  Coils. — It  has  been  shown  that  the  magnetic 
attraction  of  the  electromagnet  acts  to  move  the  diaphragm  in  propor¬ 
tion  to  the  strength  of  the  current  flowing  through  the  magnet  coil 
windings,  but  it  must  be  understood  that  the  magnetization  force  or 
magnetomotive  force  generated  by  the  electromagnet  depends  upon  two 
conditions:  (1)  The  strength  of  the  current  (in  amperes)  passing  through 
the  coils,  and  (2)  the  number  of  turns  of  wire  comprising  the  coils. 

The  product  of  these  two  factors  determines  the  flux  produced  by 
the  coils.  For  instance,  when  only  a  feeble  current  is  available,  a 
magnet  wound  with  a  great  number  of  turns  of  fine  wire  will  generate 
a  large  magnetizing  flux.  The  product  of  the  foregoing  two  factors 
(1)  X  (2),  is  generally  referred  to  as  ampere-turns. 

The  bulk  of  the  coil  windings  is  limited  because  of  the  small  space 
available  in  the  retaining  case,  and  the  only  way  of  increasing  the 
number  of  turns  that  can  be  wound  on  the  magnet  cores  is  to  decrease 
the  size  of  the  wire.  In  practice,  the  coils  are  wound  with  the  very  finest 
enameled  copper  wire  manufactured,  ranging  in  gauge  from  about  No. 
36  B  &  S  to  No.  40,  and  a  few  sizes  above.  The  bobbins  (coils)  wound 
with  wire  smaller  than  No.  40  require  special  care  because  the  wire  is 
almost  as  small  as  a  human  hair  and  very  delicate. 

Such  a  winding  has  a  considerable  resistance,  but  a  greater  mag¬ 
netizing  force  will  result  from  it  than  could  be  obtained  from  a  winding 
of  fewer  turns  using  a  heavier  wire,  when  connected  in  a  circuit  tra¬ 
versed  by  feeble  current. 

It  is  obvious  that  as  the  size  of  the  wire  is  reduced  the  resistance  per 
turn  of  the  wire  will  be  increased  and  also  as  we  increase  the  total 
number  of  turns,  so  do  we  increase  the  resistance  of  the  coil  in  pro¬ 
portion.  This  would  seem  to  be  an  unfortunate  condition  when  such 
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limited  current  values  are  available,  but  it  will  be  found  that  telephone 
receivers  are  always  connected  in  circuits  in  which  there  is  already  a 
high  resistance.  For  example,  the  plate  resistance  of  a  vacuum  tube 
may  be  several  thousand  ohms  and  the  insertion  of  the  high  resistance 
magnet  coils  in  series  with  this  circuit  will  not  have  so  great  an  effect 
upon  the  total  circuit  resistance  (therefore,  the  amount  of  current  at 
our  disposal  gained  by  the  increased  magnetization  force  due  to  the 
large  number  of  turns  of  wire),  as  might  be  expected.  In  other  words, 
the  total  flux  is  raised  by  the  increase  in  ampere-turns  to  a  greater 
extent,  or  greater  proportion,  than  it  is  decreased  by  the'  increase  of 
resistance  of  that  circuit. 

High-resistance  telephones  have  a  resistance  of  approximately  1000 
to  2000  ohms  per  ear-piece,  and  when  two  units  are  used  and  connected 
in  series,  the  total  resistance  of  a  pair  of  telephone  receivers  will  be 
about  2000  to  4000  ohms. 

Although  telephone  head-sets  are  rated  according  to  their  resistance 
it  must  be  understood  clearly  that  their  high  resistance  is  not  the  pri¬ 
mary  reason  for  using  them  in  radio  circuits.  Since  they  are  wound 
with  a  much  greater  number  of  turns  than  low-resistance  telephones, 
their  resistance  must  necessarily  be  large.  A  magnet  coil  having  a  very 
high  resistance  could  be  wound  with  less  than  the  usual  large  number 
of  turns  by  employing  a  wire  of  a  material  which  would  possess  a  higher 
specific  resistance  than  the  ordinary  soft  drawn  copper,  but  this  condi¬ 
tion  is  not  desirable.  The  large  number  of  turns  is  most  effective  in 
results. 

Telephone  receivers  wound  with  a  large  number  of  turns  will  have 
a  high  impedance,  making  them  especially  suitable  for  use  with  a 
vacuum  tube.  When  the  external  impedance  matches  the  tube  impe¬ 
dance,  the  maximum  current  is  available. 

As  stated  above,  the  gain  in  magneto-motive  force  is  proportionally 
increased  by  winding  a  coil  with  a  large  number  of  turns  of  fine  wire, 
even  if  at  the  same  time  the  resistance  of  the  coil  is  raised.  This  may 
be  explained  in  the  following  way:  Let  us  suppose  that  the  external 
resistance  of  the  circuit  in  which  the  receivers  are  connected  is  8000 
ohms,  and  that  magnet  coils  wound  with  1000  turns  of  a  certain  size 
wire  will  have  a  resistance  of  500  ohms.  The  total  resistance  of  the 
circuit  is  then  8500  ohms.  If  the  voltage  across  this  circuit  is  50  volts, 
by  substituting  these  values  in  Ohm’s  Law  formula  for  direct  current, 
it  will  be  found  that  the  current  through  the  circuit  will  equal  the 
voltage  divided  by  the  resistance  or  the  current  will  be  approximately 
0.006  ampere. 

The  product  of  the  number  of  turns  times  the  strength  of  the  cur- 
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rent  in  amperes  equals  the  magnetomotive  force;  or  expressed  as  an 
equation  and  inserting  in  it  the  foregoing  values,  we  have 

Magnetomotive  force  (ampere-turns)  =  X  1000  turns  =  6  units. 

Note — Units  give  a  numerical  value  of  a  ratio  by  which  the  magnitude  of  two 
or  more  effects  can  be  understood. 

Now,  to  compare  the  effect  on  the  circuit  by  increasing  the  number 
of  turns  and  the  resistance:  let  us  wind  the  magnet  coils  with  a  wire 
having  one-fourth  the  former  cross-sectional  area  and  consequently  we 
shall  be  able  to  crowd  approximately  four  times  as  many  turns  on  the 
bobbin  as  before,  or  4000  turns.  It  follows  that  the  resistance  of  the 
coils  will  have  increased  about  four  times.  Assuming  the  resistance  of 
the  coils  to  be  2000  ohms  and  adding  this  to  the  external  circuit  resist¬ 
ance  of  8000  ohms,  we  get  a  total  resistance  in  the  circuit  of  10,000 
ohms.  For  the  same  50  volts  applied  across  the  circuit,  we  will  now 
get  0.005  ampere  of  current,  and  by  again  applying  Ohm's  Law  we  find 
that  the  current  flow  is  0.005  ampere.  By  substituting  these  known 
values  for  number  of  turns  and  current  strength  respectively  in  the 
same  equation  for  expressing  magnetomotive  force,  we  get 

ToViT  X  4000  turns  =  20  units 

It  is  thus  seen  that  the  magnetic  flux  or  magnetomotive  force  is 
increased  more  than  three  times  by  winding  the  coils  with  the  smaller 
size  wire,  despite  the  fact  that  the  resistance  of  the  circuit  was  raised 
and  the  actual  current  lowered. 

General  Statement. — The  sensitivity  of  the  receiver  is  not  deter¬ 
mined  solely  by  the  ampere-turns  of  the  coils,  but  includes  the  physical 
characteristics  of  the  diaphragm,  particularly  its  weight  and  flexibility. 
The  average  telephone  head-set  produces  the  greatest  volume  of  sound 
when  the  frequency  of  the  current  change  in  the  coils  varies  from  about 
300  to  1000  cycles  per  second.  Frequencies  in  excess  of  this  rate 
decrease  the  amplitude  of  vibration  of  the  diaphragm,  and  consequently 
produce  less  sound. 

It  is  known  that  the  magnetic  flux  crosses  the  small  air  gap  and 
saturates  the  metal  diaphragm,  exerts  a  pull  on  the  latter  and  causes  it 
to  bulge  in  the  middle.  In  the  simple  receiver,  there  is  a  limit  in  the 
amount  of  flux  that  can  be  utilized  to  saturate  the  diaphragm.  The 
thickness  of  the  diaphragm  may  be  increased  to  allow  the  use  of  more 
flux,  but  this  is  objectionable  because  it  increases  the  mass  and  rigidity 
of  the  diaphragm,  making  it  less  responsive  to  the  higher  audio-fre¬ 
quency  currents. 

The  telephone  receiver  has  a  high  degree  of  sensitiveness  when  used 
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in  a  circuit  where  moderate  intensity  of  signal  current  flows,  but  where 
large  current  values  are  required  the  displacement  of  the  diaphragm 
from  its  mean  position  becomes  so  great  that  distortion  of  the  sound 
waves  takes  place.  To  obviate  this  difficulty,  experienced  when  han¬ 
dling  a  signal  of  large  volume,  the  receivers  may  be  built  according  to 
a  special  construction,  known  as  the  balanced  armature  type,  which,  for 
its  operation,  takes  into  account  neither  the  extreme  accuracy  necessary 
in  the  thickness  of  a  diaphragm,  nor  its  flexing  ability. 

Balanced  Armature  Type  Receiver  Unit. — A  telephone  receiver  of 
the  balanced  armature  type  is  shown  in  Figs.  228  and  229.  The  two 
constructions  are  slightly  different,  the  magnet  coils  being  mounted  in 


Fig.  228. — A  balanced  armature-type  receiver  showing  the  coils  mounted  over  the 

armature. 

Fig.  229. — A  balanced  armature-type  receiver  with  the  coils  mounted  over  the  soft 
iron  pole  extension  pieces. 

the  first  figure  over  the  armature,  whereas  in  the  second  figure  the  coils 
are  mounted  directly  pn  the  four  poles. 

The  action  of  both  types  and  the  principle  of  operation  are  as  fol¬ 
lows:  Let  us  suppose  that  when  current  supplied  from  the  receiving  set 
passes  through  the  coils  in  a  certain  direction,  the  poles  1  and  4  are 
both  strengthened  because  the  flux  produced  by  the  coils  assists  the 
magnetic  lines  of  force  issuing  from  the  permanent  magnet,  whose 
respective  poles  are  designated  N  and  S .  If  poles  1  and  4  are  made 
stronger  at  any  given  instant,  the  poles  2  and  3  are  weakened,  causing 
the  armature  to  be  attracted  in  the  direction  of  the  stronger  pair  of 
poles.  Conversely,  if  poles  2  and  3  are  both  strengthened,  then  1  and 
4  are  weakened. 

When  no  current  flows  through  the  coils,  the  soft  iron  armature 
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carries  little  or  no  flux,  and  the  armature  occupies  a  mid-position  with 
equal  spacing  of  the  four  air  gaps  between  the  pole  tips.  If  the  electro¬ 
magnetic  field  produced  by  the  coils  is  very  strong,  the  armature  will 
have  a  tendency  to  rotate  clockwise,  since  the  armature  is  supported  in 
the  middle  by  a  bearing. 

Either  poles  1  and  4  will  offer  a  greater  attraction  for  the  armature 
than  poles  2  and  3,  or  vice  versa,  because  of  the  reduction  of  the  air 
gap  between  the  armature  and  the  faces  of  the  poles  when  the  armature 
moves.  The  magnetic  reluctance  of  the  air  gap  being  lowered  allows 
a  larger  magnetizing  flux  to  saturate  the  armature. 

The  armature  will  be  pulled  over  to  poles  1  and  4  (or  2  and  3,  depend¬ 
ing  upon  which  pair  is  the  strongest  at  any  instant)  if  the  force  called 
into  play  by  the  deflection  of  the  diaphragm  D  is  not  greater  than  the 
force  carried  by  the  flux.  The  latter  statement  refers  to  the  transfer 
of  the  energy  in  the  moving  armature  to  the  load  upon  it.  The  force 
expended  by  the  armature  is  used  not  only  in  overcoming  the  stiffness 
and  inertia  of  the  vibrating  diaphragm  D  of  the  reproducing  unit,  but 
part  will  be  spent  in  overcoming  the  radiation  pressure  of  the  air. 
Part  of  the  load  on  the  armature  is  governed  by  the  volume  of  air  dis¬ 
placed. 

All  movements  of  the  armature  are  conveyed  to  the  diaphragm  D 
by  the  driving  rod  R ,  the  latter  forming  a  rigid  connection  between  the 
end  of  the  armature  and  the  center  of  the  diaphragm. 

The  soft  iron  armature  will  be  deflected  continually  from  its  mid¬ 
position  according  to  changes  in  the  strength  of  the  current  in  the 
magnet  coils,  but  it  cannot  exceed  a  certain  value  without  causing  dis¬ 
tortion  or  rattling,  if  the  armature  actually  strikes  the  pole  faces.  The 
saturation  of  a  metal  diaphragm  is  not  involved  in  this  type,  as  in  the 
case  of  the  simple  receiver  unit;  therefore  coils  producing  much  stronger 
fields  can  be  utilized  in  this  type,  thus  increasing  the  sensitivity  of  the 
unit. 

The  fact  that  the  four-pole  arrangement  permits  the  deflections  of 
the  armature  to  be  symmetrical  with  its  mean  position,  and  capable  of 
handling  large  variations  of  flux  with  increased  movements  of  the 
armature,  makes  it  suitable  for  loudspeaker  work  because  of  the 
resulting  large  diaphragm  displacements. 

The  diaphragm  can  be  made  of  a  non-magnetic  material,  which 
should  not  readily  be  set  into  vibration,  being  actuated  only  indirectly 
by  the  impulses  of  the  armature  transmitted  through  the  driving  rod 
or  pin  R . 

Papier  mach6,  balsam  wood,  certain  fibers,  specially  treated  cloths 
and  compositions  are  the  materials  generally  used  for  the  diaphragm. 
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Fig.  230. — The  action  of  the  balanced  armature  type  loudspeaker  may  be  visual¬ 
ized  by  observing  the  constructional  details  shown. 


Fig.  231. — Step-by-step  explanation  showing  how  the  distribution  of  the  varying 
flux  through  the  pole  pieces  caused  by  a  signal  current  acts  upon  the  soft  iron  arma¬ 
ture  of  the  balanced  armature  type  receiver  to  cause  the  non-magnetic  diaphgram 

to.  vibrate. 
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The  diaphragm  at  its  outer  edge  may  be  supported  by  a  ring.  It  may 
be  glued  to  soft  material,  such  as  buckskin,  to  allow  freedom  of  motion. 

The  diaphragm  may  be  shaped  like  a  large  disk,  having  only  a  slight 
conical  shape,  with  the  apex  in  the  center  or  offset  to  one  side.  In  Figs. 
228  and  229  the  diaphragm  is  shown  as  a  flat  disk  whereas  it  may  be 
conical  in  shape.  The  outer  edge  need  not  be  exactly  round  or  circular. 
A  paper  diaphragm  having  a  longer  taper  and  several  corrugations  in 
its  surface  is  shown  in  the  constructional  details  of  Fig.  230. 

Detailed  Explanation  of  Action  of  the  Balanced  Armature  Type 
Receiving  Unit. — The  telephone  receiver  developed  by  Nathaniel  Bald¬ 
win  operates  similarly  to  the  principles  just  outlined,  and,  owing  to  the 
general  use  of  the  balanced  armature  type  reproducing  unit,  a  detailed 
explanation  of  the  action  is  presented. 

The  essential  parts  of  the  receiver  are  shown  diagrammatically  in 
Fig.  231.  The  permanent  steel  horseshoe  magnet  M  with  the  poles 
indicated  N  and  S  is  fitted  with  two  U-shaped  soft-iron  pole  shoes  Pi 
and  P2,  which  form  extensions  to  the  poles  of  the  main  magnet.  The 
permanent  magnet  really  forms  more  than  a  complete  circle  since  the 
ends  overlap.  This  is  not  shown  in  the  diagram. 

The  magnet  winding  WW,  concentrated  in  a  single  spool,  is  mounted 
longitudinally  between  the  pole  pieces,  having  a  separation  in  the  center 
in  which  is  placed  a  soft  iron  armature  Ay  balanced  on  its  bearing  point 
B .  This  armature  is  the  main  part  which  is  affected  by  the  energizing 
current  in  the  magnet  coil.  The  end  marked  A  of  the  armature  is  con¬ 
nected  by  a  stiff  wire  R  (also  called  a  link  or  driving  pin)  to  the  center 
of  a  round  thin  mica  disk  diaphragm,  D .  The  latter  is  mounted  under 
the  receiver  cap,  occupying  a  position  similar  to  the  metal  disk  dia¬ 
phragm  in  the  ordinary  telephone  receiver. 

When  a  fluctuating  current  carrying  either  telegraph  or  voice  signals 
passes  through  the  winding,  the  changing  magnetic  field  that  is  pro¬ 
duced  sets  the  soft  iron  armature  into  vibratory  motion,  which  is  in 
turn  transferred  by  the  driving  pin  to  the  mica  diaphragm  D .  The 
diaphragm,  being  made  of  thin  mica,  is  very  light  and  sensitive  to  the 
impulses  from  the  armature. 

By  this  method  of  construction  the  force  generated  (by  the  magnetic 
lines  of  force  produced  by  the  coil)  acts  at  both  ends  of  the  armature 
and  on  both  sides  at  each  end.  The  force  due  to  polarization  is  thus 
utilized  to  the  fullest  extent. 

The  magnetic  circuit  has  comparatively  little  reluctance  because 
the  air  spaces  between  the  armature  and  pole  faces  are  very  thin  and  a 
double  path  for  the  flux  is  provided  between  the  U-shaped  pole-pieces. 

The  armature  A  is  under  no  magnetic  strain  until  a  variation  of 
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current  flows  through  the  magnet  winding,  as  supplied  from  the  receiving 
set. 

The  diagram  in  B ,  Fig.  231,  shows  the  direction  of  the  lines  of  force 
of  the  permanent  magnet  through  the  pole  pieces,  and  it  is  apparent 
that  the  flux  does  not  have  to  pass  lengthwise  through  the  armature, 
but  that  it  divides  equally  between  both  sides  of  the  U-shaped  poles, 
crosses  the  gap  between  the  pole  pieces,  and  continues  through  the 
magnet. 

It  is  due  to  this  division  of  the  flux  from  the  permanent  magnet  that 
there  is  no  strain  on  the  armature.  This  is  a  condition  opposed  to  that 
found  in  the  ordinary  receiver,  where  the  metal  disk  diaphragm  is 
attracted  toward  the  permanent  magnet  and  held  under  a  tension  at 
all  times,  because  it  forms  part  of  the  magnetic  circuit. 

The  short  path  for  the  continuation  of  the  flux  between  the  U-shaped 
poles  minimizes  magnetic  losses  and  thus  favors  a  strong  flux  and  per¬ 
manency  of  magnetization  of  the  main  magnet.  This  insures  com¬ 
parative  freedom  from  troubles  experienced  when  the  main  magnet 
becomes  weak. 

Let  us  suppose  that  the  permanent  magnet  is  removed  from  the 
pole  pieces.  If  the  current  flows  through  the  winding  in  a  given  direc¬ 
tion  to  produce  a  flux  in  the  soft  iron  pole  pieces,  the  general  direction 
of  this  flux  can  be  indicated  by  the  arrows  shown  at  C  in  Fig.  231. 
The  direction  of  the  flux  from  the  coil  would  be  lengthwise  with  the 
coil  winding  and  would  circulate  through  the  armature  and  pole  pieces 
as  shown  by  the  arrows.  Under  such  conditions,  the  armature  wouldjbe 
equally  attracted  to  the  upper  and  lower  pole  pieces,  remaining  unmoved 
in  a  mid-position. 

Now  replace  the  permanent  magnet  and  pass  a  direct  current  through 
the  coil  winding  from  some  external  source,  as  from  the  output  of  a 
radio  receiver.  As  shown  in  Dy  Fig.  231,  the  current  in  the  coils  will 
produce  an  electromagnetic  field  at  the  same  time  that  lines  of  force 
are  emanating  from  the  permanent  magnet.  It  is  apparent  from  the 
arrows  indicating  the  direction  of  the  component  magnetic  fluxes  that 
in  some  parts  of  the  magnetic  circuit  they  will  flow  in  the  same  general 
direction,  and  in  other  parts  they  will  oppose. 

In  the  illustration,  it  is  shown  that  the  fluxes  will  oppose  on  the  left 
side  of  the  upper  pole  piece  and  from  that  point  circulate  through  the 
core  of  the  permanent  magnet,  as  shown  by  the  long  arrows.  The 
effect  of  this  will  be  to  attract  the  armature  A  to  the  left  side  of  the 
lower  pole  piece  and  to  the  right  side  of  the  upper  pole  piece  as  shown 
in  view  E.  Since  the  diaphragm  is  connected  to  the  armature,  it  will 
be  deflected  upwards. 
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When  current  flows  through  the  coil  in  the  opposite  direction,  the 
motion  of  the  armature  will  be  reversed  and  the  diaphragm  will  be 
pulled  down,  being  deflected  in  the  opposite  direction.  The  sensitivity 
of  this  type  receiver  is  accounted  for  by  the  fact  that  the  magnetic 
circuit  is  one  of  low  reluctance,  as  previously  stated,  because  the  dis¬ 
tance  between  the  opposing  pole  pieces  is  made  very  small,  and  the 
soft  iron  armature  is  under  no  strain  until  current  flows  through  the 
coil  winding.  These  features  of  the  magnetic  circuit  increase  to  a 
maximum  the  force  due  to  the  varying  flux. 

Furthermore,  it  is  seen  that  the  armature  is  attracted  or  repelled 
at  both  ends  because  it  is  free  to  move  in  a  clockwise  direction  in 
its  bearing  point.  The  magnetic  flux  produced  by  the  coil  flows 
through  each  end  of  a  pole  piece  differentially.  This  is  shown  by  the 
opposite  direction  of  the  arrows  1  and  2  in  the  lower  pole  piece  in  Dy 
Fig.  231,  and,  similarly,  by  the  arrows  3  and  4  in  the  upper  pole  piece. 
For  a  given  magnetizing  current  in  the  coil,  the  distance  of  the  arma¬ 
ture  deflection  and  consequently  the  diaphragm  movement  is  greatly 
increased. 

How  the  flux  varies  in  strength  may  be  readily  understood  by  com¬ 
paring  B  and  C  and  E  in  Fig.  231  simultaneously.  The  flux  from 
magnet  M  flows  upward  in  3  of  illustration  B  and  the  flux  produced 
by  current  in  the  coil  flows  downward  in  3  as  indicated  in  C.  The 
opposing  forces  weaken  the  resultant  flux  in  3  as  shown  in  E.  On  the 
other  hand,  the  magnetic  flux  circulating  in  4  of  B  is  in  the  same  direc¬ 
tion  as  the  coil  flux  in  4  of  (7,  resulting  in  a  larger  total  flux  as  shown  in 
4  of  illustration  E  and  also  by  the  attraction  of  the  armature  to  this 
pole.  The  pole  marked  1  is  strengthened  and  the  pole  2  is  weakened 
for  the  same  reasons. 

Loudspeaker. — The  cone  type  loudspeaker  illustrated  in  Fig.  230 
is  representative  of  the  application  of  the  balanced  armature  principle. 
The  constructional  details  clearly  show  that  the  magnet  winding  con¬ 
sists  of  two  individual  coils  mounted  at  either  end  of  the  armature. 
These  coils  are  connected  in  series. 

The  bearing,  or  pivot,  on  which  the  armature  moves  is  a  thin  strip 
with  elongated  holes  at  the  ends,  permitting  a  slight  change  in  the 
position  of  the  bearing  in  order  to  allow  for  adjustment  and  the  proper 
centering  of  the  armature.  The  armature  is  positioned  between  the 
pole  extension  with  a  small  air  gap,  and  by  reference  to  Fig.  228  and 
previous  descriptions  it  is  seen  that  there  are  four  small  air  gaps  which 
provide  the  proper  clearance  so  that  the  armature  will  not  strike  the 
faces  of  the  pole  pieces  and  cause  distortion  and  rattle. 

The  principle  difference  in  the  construction  of  the  loudspeaker  in 
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Fig.  230  from  those  illustrated  in  the  diagrams  pertaining  to  the  previous 
explanations  is  that  the  driving  pin  is  soldered  to  a  thrust  lever  which 
acts,  as  its  name  implies,  as  a  leverage  in  imparting  any  vibratory 
movements  of  the  armature  to  the  driving  rod  which  in  turn  actuates 
the  cone-shaped  diaphragm.  The  elongated  hole  in  the  end  of  the 
thrust  lever  is  for  the  purpose  of  slight  adjustments  to  maintain  align¬ 
ment  of  the  pin  and  rod,  thus  eliminating  any  twisting  strains. 

When  a  loudspeaker  of  this  type  is  operated  from  two  power- 
amplifier  tubes  connected  in  parallel,  that  is,  in  push-pull  arrangement, 
or  from  a  single-power  amplifier  tube  such  as  the  UX-171,  giving  a 
resultant  plate  current  of  less  than  10  milliamperes,  the  loudspeaker 
may  be  connected  directly  into  the  plate  circuit,  or  output  of  the 
receiving  set.  When  higher  voltages  are  applied  to  the  amplifier  tubes, 
giving  a  resultant  plate  current  of  more  than  10  m.a.,  it  is  recommended 
that  the  instrument  be  connected  to  a  coupling  system  consisting  of 


4  to  8  mfd. 


i 


Impedance  (Choke)  Coil  is 
30  Henries  or  more  and 
not  over  1000  Ohms  D.C. 
Resistance 


Symbol  for 
Audio  Transformer 
1  to  1  Ratio 


Audio  Transformer 
1  to  1  Ratio 


Fio.  232.*- -Two  methods  commonjy  used  for  coupling  a  loudspeaker  to  a  power  tube. 


either  an  output  transformer  or  a  combination  of  choke  coil  and  con¬ 
denser,  as  shown  in  Fig.  232. 

When  transformer  coupling  is  utilized,  a  one  to  one  ratio  is  sug¬ 
gested  from  the  output  of  the  receiver  to  the  input  of  the  loudspeaker. 
The  choke  coil  method  of  coupling  is  often  referred  to,  and  more  prop¬ 
erly  so,  as  impedance  coupling  with  capacity  takeoff.  This  is  because 
a  pulsating  direct  current  flowing  through  an  impedance  coil  of  30 
henrys  or  more,  and  not  exceeding  about  1000  ohms  d-c.  resistance,  will 
build  up  a  large  reactance  voltage  which  charges  the  condenser  con¬ 
nected  to  it.  The  discharge  of  the  energy  in  the  condenser  causes  an 
alternating  current  carrying  the  signal  current  to  flow  through  the  mag¬ 
net  coils  of  a  loudspeaker  unit. 

This  is  one  of  the  many  ways  in  which  the  charge  and  discharge  of 
a  condenser  is  utilized  as  a  practical  means  of  transferring  energy  from 
one  circuit  to  another.  Wlien  a  condenser  is  being  charged,  displace- 
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ment  current  is  said  to  flow  in  the  dielectric,  thus  building  up  an  e.m.f. 
across  the  plates  of  the  condenser.  The  e.m.f.  furnished  by  the  con¬ 
denser  will  cause  current  to  flow  in  any  conducting  (metallic)  circuit 
which  may  be  connected  to  it.  This  action  is  fully  described  under  the 
caption  “  Displacement  Current.”  It  should  be  reviewed  frequently. 

The  current  carrying  the  signal  wave  flows  through  the  magnet  coils, 
tending  to  change  the  magnetic  attraction  acting  between  the  pole 
pieces  extending  from  the  main  magnet  and  the  armature  will  be  tilted 
one  way  or  the  other,  causing  vibrations  of  the  diaphragm  in  accordance 
with  the  variations  of  current.  The  direct  current  in  the  plate  circuit 
of  the  output  or  power  tube  does  not  flow  through  the  windings  of  the 
loudspeaker  in  either  of  the  two  types  of  coupling  shown  in  Fig.  232. 


Fig.  233. — A  partly  exploded  view  of  the  motor  mechanism  of  a  cone-type  loud¬ 
speaker. 


A  large  condenser  of  from  4  to  8  mfd.  (microfarads)  is  most  suitable 
for  this  work,  for  it  will  not  act  to  oppose  the  transfer  of  the  lower  audio¬ 
frequency  current  (the  reactance  voltage  in  a  condenser  increases  with 
any  decrease  in  the  frequency  of  the  current  charging  it,  because  of  the 
longer  time  given  to  build  up  an  e.m.f.  across  the  dielectric).  For  any 
decrease  in  the  frequency  of  the  current  handled  by  a  condenser  its 
capacity  should  be  increased  to  keep  at  a  minimum  the  reactance  or 
opposition  voltage. 

General  and  Mechanical  Adjustments. — A  complete  assembly  of 
magnet  coils,  armature,  bearing  and  pole  extension  pieces,  sometimes 
called  pole  shoes,  is  known  as  the  motor  mechanism;  a  diagram  of  one 
partly  exploded  to  illustrate  more  clearly  the  relation  of  the  parts  is 
shown  in  Fig.  233. 

When  the  motor  mechanism  is  disassembled  for  any  reason  it  is 
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important  to  place  a  keeper ,  such  as  a  nail  or  any  other  iron  substance, 
between  the  poles  of  the  magnet  to  prevent  loss  of  magnetic  energy, 
so  as  not  to  weaken  the  magnet. 

To  center  the  armature  for  proper  clearance  between  it  and  the  pole 
pieces,  it  is  advisable  to  insert  four  thickness  gauges  to  occupy  positions 
in  the  four  air  spaces.  The  gauge  may  be  made  of  heavy  paper,  but 
preferably  a  piece  of  copper  or  brass,  for  instance,  not  over  0.010  in. 
thick.  The  thickness  depends,  of  course,  upon  the  normal  spacing 
required  for  the  particular  unit  under  adjustment.  By  bending  one 
thin  strip  in  the  middle  to  form  a  U-shape,  the  opposite  ends  are  made 
to  take  the  place  of  two  separate  pieces  of  material.  Hence  only  two 
such  spacer  tools  are  necessary.  One  spacer  tool  is  placed  in  one  end 
of  the  armature  and  the  other  tool  in  the  opposite  end,  the  two  filling 
the  four  air  spaces. 

By  loosening  the  screws  on  the  bearing  or  pivot  rod  the  elongated 
holes  permit  the  bearing  to  move  and  thus  release  any  tension  in  either 
direction  that  may  have  been  in  the  armature.  In  this  way  the  arma¬ 
ture  really  adjusts  itself,  the  spacer  guages  providing  the  correct  clear¬ 
ance  or  spacing. 

With  the  spacer  tools  in  place,  a  hot  soldering  iron  is  applied  to  the 
drive-pin  thrust  lever  connecting  point.  The  solder  is  heated  only 
sufficiently  to  allow  the  drive  pin  to  find  its  normal  position  with  regard 
to  the  thrust  lever.  After  the  solder  cools,  the  screws  through  the 
elongated  holes  of  the  pivot  or  bearing  rod  are  tightened  and  the  spacer 
tools  then  removed. 

The  armature  is  thus  aligned  and  balanced  so  that  no  abnormal 
strain  is  imposed  upon  it  in  any  direction  which  would  possibly  be  the 
cause  for  distortion  or  imperfect  modulation. 

The  thrust  lever  acts  as  the  connecting  point  between  the  driving 
pin  and  the  driving  rod,  and,  if  it  is  loose,  noisy  reception  will  result. 
The  set  screw  holding  the  thrust  lever  in  position  should  be  loosened 
only  when  making  an  adjustment  of  the  lever  action  with  the  driving 
rod  to  remove  any  side  strains  on  the  latter. 

Filter  Circuit. — A  special  filter  circuit  designed  to  improve  tone 
reproduction  is  often  used  in  conjunction  with  a  loudspeaker.  The 
filter  unit  may  consist  of  an  iron  core  impedance  coil  connected  in  one 
leg  of  the  loudspeaker  circuit  in  series  with  the  magnet  windings,  with 
two  condensers,  each  one  shunted  respectively  between  either  end  of 
the  choke  or  impedance  coil  and  the  opposite  leg  of  this  circuit.  In  a 
loudspeaker  designed  to  include  a  filter  system,  it  is  imperative  that 
the  iron  core  impedance  coil  be  used  and  not  shorted  or  cut  out  of  the 
circuit  in  the  event  of  damage  to  this  part. 
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The  filter  is  a  separate  and  independent  unit  mounted  close  to  the 
motor  mechanism.  It  is  not  to  be  confused  with  the  apparatus  com¬ 
prising  the  transformer  or  impedance  coupling.  The  special  filter  coil 
supplies  the  speaker  circuit  with  the  correct  impedance.  The  impe¬ 
dance  of  the  magnet  coils  alone  is  considerably  less  than  the  primary 
impedance  of  an  audio  transformer  and  also  less  than  the  impedance 
of  a  choke  coil  such  as  is  used  for  coupling.  It  will  be  seen,  therefore, 
that"  unless  an  equalizing  impedance  is  used  in  conjunction  with  the 
magnet  coils,  reproduction  will  be  poor  both  from  lack  of  volume  and 
quality,  for  only  in  the  case  of  matched  impedances  is  it  possible  to 
secure  a  maximum  transfer  of  energy. 

Exponential  Horn. — The  exponential  horn  is  designed  to  reproduce 
with  large  volume  all  movements  of  the  diaphragm  of  the  reproducing 
unit. 

The  form  of  the  exponential  horn  is  calculated  from  known  laws  and 
derives  its  name  from  the  proportional  rate  at  which  the  cross-sectional 
area  of  the  horn  increases  with  an  increase  in  length.  The  mathemati¬ 
cal  theory  upon  which  the  present  practical  developments  of  this  type  of 
horn  are  based,  results  from  the  investigations  of  Clinton  R.  Hanna  and 
Dr.  Joseph  Slepian  of  the  Westinghouse  Electric  Co.  The  exponential 
horn  is  built  to  reproduce  and  radiate  a  wide  range  of  sound  wave  fre¬ 
quencies  with  substantially  equal  intensity  throughout  the  scale.  This 
requires  a  gradually  increasing  taper  of  the  horn,  and  this  ratio  is  called 
the  exponential  rate  when  the  cross-sectional  area  doubles  with  each 
unit  increase  in  length. 

How  this  proportion  of  area  to  length,  or  exponential  rate,  is  com¬ 
puted  may  be  better  understood  by  the  following  example.  For 
instance,  suppose  that  the  cross-section  of  a  horn  at  its  mouth  is  1  sq.  in. 
and  the  expansion  of  the  horn  is  such  that  at  a  distance  measured  1  ft. 
from  the  mouth  the  area  increases  to  2  sq.  in.,  and  continuing  to  a 
location  3  ft.  distant,  the  area  still  further  increases  to  4  sq.  in.  Now, 
then,  at  a  point  4  ft.  from  the  mouth  the  area  will  be  8  sq.  in.,  and  so 
on.  Thus  we  see  that  at  every  foot  the  area  of  the  horn  is  doubling. 
Any  rate  of  taper  can  be  chosen  according  to  the  desires  of  the  designer, 
but  keeping  in  mind  that  in  the  practical  construction  of  a  horn  of  this 
kind  certain  low  frequencies  are  cut  off  in  a  direct  ratio  for  any  increase 
in  the  exponential  rate. 

In  more  definite  terms  we  can  explain  this  frequency  cut-off  by 
stating  that  a  certain  horn  which  will  reproduce,  let  us  say,  audio¬ 
frequencies  down  to  approximately  60  cycles  will  not  respond  to  fre¬ 
quencies  below  approximately  120  cycles  if  the  expansion  rate  is  doubled. 
Losses  in  audio-frequencies  become  a  serious  matter  when  there  is  a 
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noticeable  lack  of  realism  in  either  the  voice  or  musical  sounds  issuing 
from  the  loudspeaker. 

Because  of  the  gradual  increase  the  exponential  horn  is  usually  no 
less  than  6  ft.  in  length.  The  reproducing  unit  is  attached  to  a  fairly 
small  throat  to  enable  the  diaphragm  to  displace  the  air  efficiently,  or, 
as  often  expressed,  to  allow  the  diaphragm  to  get  a  better  grip  on 
the  column  of  air  in  the  horn.  A  large  mouth  is  essential  to  eliminate 
horn  resonance,  which  would  tend  to  accentuate  certain  frequencies 
and  distort  the  sound.  Suitable  materials  and  correct  design  aid  in 
this  direction. 

The  diameter  at  the  mouth  of  the  horn  is  calculated  by  dividing  the 
velocity  of  sound  by  the  lowest  frequency  the  horn  will  radiate.  This 
result  is  again  divided  by  4.  Note  that  after  a  temporary  compression 
of  the  air  by  a  vibrating  diaphragm,  the  propagation  of  the  sound  waves 
is  assumed  to  have  a  velocity  between  1090  and  1132  ft.  per  second  at 
75°  Fahr.  For  the  following  example,  let  us  place  the  velocity  at  1120  ft. 
per  second.  If,  as  in  the  case  just  cited,  the  lowest  cut-off  frequency 
equals  120  cycles,  then  1120  divided  by  120  will  give  a  resultant  quo¬ 
tient  of  9.3,  and  this  value  divided  by  4  will  equal  approximately  2  ft. 
3  in.,  the  required  horn  diameter. 

The  area  of  the  mouth  can  be  determined  by  multiplying  the  radius 
squared  by  tt  or  3.1416.  Radius  equals  one-half  the  diameter,  in  this 
instance  about  1.1  ft.;  and  this  value,  squared  (1.1), 2  is  1.21.  Multi¬ 
plying  1.21  by  3.1416  gives  for  the  area,  3.80  sq.  ft. 

The  cross-section  of  the  horn  need  not  be  round  in  shape,  provided 
it  has  the  required  area. 

Electrodynamic  Loudspeaker. — The  electrodynamic  speaker  will 
produce  a  large  volume  of  sound  with  fidelity,  because  it  does  not  depend 
upon  the  movement  of  a  soft  iron  armature  or  metal  diaphragm  to 
impart  a  vibratory  action  to  the  paper  cone.  The  electrodynamic 
principle  of  sound  reproduction  is  simple,  for  the  reason  that  its  func¬ 
tions  are  explained  according  to  the  laws  of  electromagnetic  induction. 

Let  us  suppose  that  a  strong  stationary  magnetic  field  is  set  up  by  a 
large  electromagnet  similar  to  the  one  illustrated  in  Fig.  234.  To 
accomplish  this  requires  a  steady  direct  current  flow  through  its  wind¬ 
ings.  In  some  receivers  direct  current  necessary  to  energize  the  coil  is 
conveniently  obtained  by  connecting  this  coil  in  the  d-c.  output  of  the 
rectifier  tube  in  place  of  and  to  occupy  the  same  position  in  the  circuit 
as  the  ordinary  filter  reactor  (choke  coil).  Hence,  the  large  magnet 
winding  will  serve  a  double  purpose. 

Another  means  for  obtaining  the  d-c.  energizing  current  is  by  the 
use  of  a  dry  metal  rectifier  connected  to  a  110  volt  a-c.  outlet. 


cation  of  the  alternating  current.  The  magnet  coil 
junction  with  large  filter  condensers  shunted  across 
shown  in  the  fall 
diagram  of  a  cir¬ 
cuit  in  Fig.  234a. 

Second,  the  size 
and  shape  of  this 
magnet  allows  a 
high  state  of  mag¬ 
netization,  produc¬ 
ing  a  very  dense 
and  powerful  field 
across  the  turns  of 
wire  constituting  a 
small  coil,  called 
the  cone  coil.  This 
small  coil  is  wound 
on  a  paper  collar 
which  is  part  of 
the  paper  cone,  the 
collar  being,  of 
course,  at  the 
smaller  end,  or 
apex.  The  outer 
edge  of  the  paper 
cone  is  glued  to  a 
soft  material,  like 
leather  or  buck¬ 
skin.  This  is 
clamped  by  a 
metal  ring  to  the  housing  of  the  unit.  The  individual  parts  and  com¬ 
plete  assembly  are  clearly  shown  in  the  photograph. 

The  photograph,  Fig.  234,  shows  the  three  essential  parts  of  the 
speaker  arranged  in  the  order  in  which  they  are  assembled.  First, 
there  is  the  large  magnet  winding,  consisting  of  scores  of  turns  and 
layers  of  wire.  Next  is  the  iron  core,  inserted  within  the  magnet  coil 
to  intensify  the  field.  The  copper  flange  on  the  end  of  the  iron  core 
rests  against  the  end  of  the  winding,  hence  a  small  shoulder  on  the  end 
of  the  iron  core  extends  beyond.  The  last  essential  part  is  the  cone 
coil  and  cone.  The  shoulder  on  the  iron  core  allows  the  collar  of  the 
cone  coil  to  be  mounted  over  it.  With  proper  clearance  between  them, 
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Fig.  234a. — A  schematic  diagram  of  a  complete  socket  power  unit,  including  the  power  amplifier  circuit  of  a  receiver.  The 
diagram  clearly  shows  how  the  field  winding  of  an  electrodynamic  speaker  is  energized  by  the  output  of  the  rectifier. 
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the  cone  collar  cannot  strike  this  iron  extension  when  mechanical  vibra¬ 
tions  are  set  up  by  the  small  coil.  The  small  coil  consists  of  several 
layers  of  fine  wire  glued  to  the  paper  collar,  as  illustrated,  and  its  ter¬ 
minals  are  connected  to  the  output  transformer  of  the  receiving  set 
operated  by  the  amplifier  tube. 

Neither  end  of  the  paper  cone  may  be  considered  as  absolutely 
rigid,  because  the  outer  edge  at  the  flange  is  glued  to  the  soft  leather, 
and  secured  to  the  metal  flange  which  supports  the  front  of  the  cone. 
The  collar  of  the  paper  cone  upon  which  the  small  coil  is  wound  is  sup¬ 
ported  by  a  thin  perforated  paper  diaphragm  in  certain  types,  through 
the  middle  of  which  is  inserted  a  round-headed  screw  threading  into  the 
end  of  the  iron  core.  The  screw  allows  slight  adjustments  to  be  made 
when  centering  the  collar  in  order  to  provide  equal  clearance  on  all 
sides  between  it  and  the  shoulder  extension  of  the  iron  core.  This 
construction  insures  free  movement  at  both  ends  of  the  paper  cone. 

The  electrical  action  is  explained  as  follows:  According  to  the  laws 
of  electromagnetic  induction,  if  a  magnetic  field  produced  by  a  coil 
carrying  current  cuts  another  magnetic  field  at  right  angles,  a  force  is 
exerted  upon  the  conductors  composing  the  coil,  tending  to  push  it  at 
right  angles  to  both  the  current  and  the  flux  of  the  stronger  field  in 
order  to  accommodate  the  greater  number  of  lines  of  force. 

The  strong  magnetic  field  surrounding  the  magnet  coil  does  not 
change  or  vary  in  magnitude.  However,  the  current  passing  through 
the  cone  coil  does  vary,  for  it  is  an  alternating  current  carrying  the 
speech  or  voice  frequencies,  that  is,  varying  with  the  modulation  of  the 
received  signal. 

Whenever  two  magnetic  fields  lie  in  the  same  plane  and  are  under 
the  influence  of  each  other,  a  variation  in  the  strength  of  the  flux  of 
either  will  tend  to  move  or  displace  one  of  the  fields.  This  is  stated  in 
the  law  given  in  the  previous  paragraph.  This  displacement  cannot 
occur  at  the  large  magnet,  due  to  its  size  and  weight,  but  it  can  take 
place  at  the  small  cone  coil,  for  the  latter  is  free  to  move.  Hence,  a 
changing  magnetic  flux  encircling  the  cone  coil  causes  it  to  move  in  and 
out  of  the  plane  of  the  permanent  flux  of  the  magnet — of  course,  within 
certain  limits.  Because  the  cone  coil  is  glued  to  the  collar  of  the  paper 
diaphragm,  it  imparts  a  vibratory  motion  to  the  collar  which  results 
in  sound  production. 

Large  condensers  of  about  3  and  7  microfarads  are  connected  from 
either  end  of  the  magnet  coil  and  thence  to  the  negative  side  of  the 
output  of  the  filter  circuit.  The  high  impedance  of  the  coil,  function¬ 
ing  in  conjunction  with  the  filter  condensers,  will  prevent  voltage  varia¬ 
tions*  at  the  input  of  the  voltage  divider  resistors  from  which  the  oper- 
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ating  voltages  of  the  receiving  set  are  obtained.  In  some  types  of  loud¬ 
speakers  only  one  filter  reactor  is  required  in  the  filter  when  the  magnet 
coil  is  made  a  part  of  this  system.  This  is  because  the  magnet  coil  is 
such  an  immensely  large  one. 

Let  us  observe  how  a  large  electromagnet,  sometimes  called  a  pot 
magnet  or  field  winding,  may  perform  two  distinct  functions  in  the 
circuit,  Fig.  234a,  namely: 

(1)  It  furnishes  the  permanent  electromagnetic  field  necessary  to 

operate  the  loudspeaker. 

(2)  It  is  part  of  the  filter  system  used  to  smooth  out  the  d-c. 

pulsations,  due  to  rectification  of  the  alternating  current. 
The  electrodynamic  loudspeaker  may  be  designed  to 
operate  directly  from  a  source  of  d-c.  supply  independently 
of  a  rectifier  and  filter  circuit  such  as  the  one  explained  in 
the  foregoing  paragraphs. 

Phonograph  Pick-up. — The  music  or  voice  impressions  on  a  pho¬ 
nograph  record  may  be  reproduced  electrically  through  the  amplifier 
of  the  radio  receiver,  instead  of  through  the  sound  chamber  of  the 
phonograph  horn,  by  a  device  which  is  installed  in  place  of  the  usual 
phonograph  reproducer.  The  needle  of  the  device  is  fastened  rigidly 
and  mechanically  to  a  metal  diaphragm,  and  as  the  needle  traces  through 
the  grooves  of  the  phonograph  record  in  intimate  contact  with  the 
humps  and  hollows,  it  imparts  a  vibratory  motion  to  the  diaphragm. 

The  diaphragm  is  in  the  strong  magnetic  field  produced  by  the  pole 
pieces  of  the  unit.  Its  movements  generate  currents  of  electricity  in 
the  small  coils  mounted  on  the  magnets.  The  action  is  often  referred 
to  as  magnetic  pick-up ,  and  it  might  be  said  that  the  function  of  the 
diaphragm  of  the  unit  is  exactly  opposite  to  that  of  an  ordinary  tele¬ 
phone  receiver. 

The  minute  current  induced  in  the  magnet  coils  is  generally  sent 
through  the  primary  of  the  first  audio  transformer  of  the  amplifying 
system.  The  alternating  e.m.f.  induced  in  the  secondary  is  introduced 
to  the  input  circuit  of  the  first  audio  amplifier  tube  as  a  varying  poten¬ 
tial  between  its  grid  and  filament  and  the  reproduction  of  the  sound  is 
accomplished  by  the  audio  circuits  in  the  usual  way. 

In  the  electrical  pick-up,  either  the  ordinary  iron  diaphragm  type 
may  be  used,  as  just  mentioned,  or  the  armature  of  the  armature  type 
unit  can  be  utilized. 
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Type  IP-601  Commercial  Receiver. — The  Type  IP-501  receiver  is 
designed  for  operation  as  a  regenerative  detector  circuit  to  receive  the 
signals  sent  out  by  spark  stations,  and  for  regenerative  beat  reception 
to  respond  to  continuous  wave  signals. 

The  vacuum  tube  detector  is  mounted  on  the  panel  with  the  tuning 
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Fig.  235. — Rear  view  of  the  IP-501  receiver. 


apparatus,  a  rear  view  of  which  appears  in  Fig.  235.  The  complete 
wiring  diagram  is  shown  in  Fig.  236  and  the  schematic  diagram  in  Fig. 
236a.  A  front  view  of  the  panel  showing  the  tuning  controls,  filament 
voltmeter  and  filament  rheostat  control  is  shown  in  Fig.  237. 
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A  crystal  detector  may  be  connected  to  the  two  binding  posts  marked 
“  crystal  ”  for  the  reception  of  spark  signals  or  modulated  continuous 
waves  and  the  four-pole  double-throw  switch  permits  a  quick  change¬ 
over  from  crystal  to  vacuum  tube  operation.  When  the  switch  handle 
is  in  the  center  position  marked  “  Send  ”  the  receiving  circuits  are  dis¬ 
connected  from  the  detector.  This  should  be  the  adjustment  when  the 
transmitter  apparatus  is  in  operation. 

The  wavelength  range  of  the  receiver  is  from  300  to  8000  meters. 
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Fig.  236. — Wiring  diagram  of  the  IP-501  commercial  receiver. 

External  loading  inductance  coils  may  be  inserted  in  the  primary, 
secondary  and  tickler  circuits  to  reach  the  maximum  range  of  the 
receiver.  The  long  wave  loading  unit  is  shown  mounted  over  the  main 
receiver  cabinet  in  Fig.  238;  the  unit  on  the  right  in  this  photograph 
is  a  two-stage  audio  amplifier.  The  schematic  wiring  diagram  of  the 
long-wave  loading  unit  is  shown  in  Fig.  239.  The  binding  posts  on 
both  panels  are  placed  exactly  opposite  to  allow  convenient  and  accu¬ 
rate  connection  between  the  circuits.  When  the  loading  coils  are  used, 
the  metal  straps  attached  to  the  three  pairs  of  binding  posts  on  the 
receiver  panel  must  be  removed.  Connection  between  the  lower 
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Fia.  238. — Type  IP-501  commercial  receiver  with  long- wave  loading  coil  unit  and 

two-step  audio  amplifier. 
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Fig.  237. — Commercial  long-short  wave  receiver  containing  detector.  Type  IP-501. 
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antenna  post  of  the  loading  unit  and  the  antenna  post  of  the  receiver 
is  required. 

A  three-position  rotary  switch  on  the  loading  unit  panel  connects 
the  circuit  to  a  low,  medium  and  high  wavelength  range.  When  the 
switch  is  in  “  Low  ”  position,  all  of  the  loading  coils  are  short-circuited 
and  the  receiver  is 
then  in  a  condition 
for  the  regular  ad¬ 
justments,  which 
are  carried  out  when 
additional  induc¬ 
tance  is  not  used.  In 
“  Medium  ”  posi¬ 
tion  the  primary 
and  tickler  coils  are 
added  to  the  cir¬ 
cuit,  while  only  a 
portion  of  the  sec¬ 
ondary  loading  in¬ 
ductance  is  cut  in. 

On  the  “  High  ” 
position  all  of  the 
loading  coils  are 
added  to  the  re¬ 
spective  circuits. 

The  coupling  be¬ 
tween  the  primary 
and  secondary  load¬ 
ing  coils  is  variable, 
with  a  lock  pro¬ 
vided  to  hold  the  adjustment.  The  tickler  coil  coupling  is  also  variable 
and  likewise  provided  with  a  lock. 

The  receiver  is  of  the  inductively  coupled  type,  having  independent 
primary  and  secondary  circuits  which  must  be  tuned  with  the  wave¬ 
length  of  the  signals  desired. 

At  the  right  of  the  main  receiver  cabinet  in  Fig.  238  is  shown  the 
two-step  audio  amplifier  unit.  Vacuum  tubes  of  the  201- A  type  are 
employed  in  the  detector  and  amplifier  circuits.  The  filaments  are 
energized  by  a  6-volt  storage  battery.  The  receiver  and  amplifier  units 
are  electrically  connected  by  attaching  a  jumper  wire  from  each  “  tele¬ 
phone  ”  binding  post  to  each  “  input  ”  binding  post,  the  corresponding 
binding  posts  of  the  two  instruments  being  exactly  opposite.  Separate 


Fig.  239.— Schematic  diagram  of  the  loading  unit  for  the 
IP-500  and  IP-501  commercial  receivers. 
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filament  rheostat  controls  are  provided  for  each  tube,  and  each  plate 
circuit  is  equipped  with  a  phone  jack,  to  allow  for  reception  of  signals 
directly  from  the  detector,  or  after  the  signals  have  passed  through  one 
or  two  stages  of  amplification. 

The  amplifier  unit  is  provided  with  terminals  for  connecting  the 
6-volt  “  A  ”  battery,  the  “  C  ”  battery  to  furnish  a  negative  bias  to  the 
grid  circuits,  and  the  “  B  ”  battery  to  supply  the  positive  plate  poten¬ 
tials.  The  e.m.f.  of  the  “  B  ”  battery  may  range  from  90  to  135  volts 
and  the  potential  of  the  “C”  battery  should  be  between  4.5  and  9 
volts,  depending  upon  the  amount  of  “B”  voltage  used. 

The  main  receiver  unit  is  also  provided  with  battery  terminals  for 
the  detector  tube  only.  Leads  can  be  connected  to  the  filament  posts 
from  the  storage  battery  supplying  the  amplifier.  The  “  B  ”  battery 
may  be  tapped  at  the  45-volt  terminal  and  a  lead  carried  to  the  “  posi¬ 
tive  plate  battery  ”  binding  post. 

A  small  protective  spark  gap  is  mounted  on  the  extreme  left  of  the 
receiver  panel  directly  in  the  center,  and  a  thin  card  should  be  slipped 
in  occasionally  between  the  two  angle-shaped  posts  as  a  test  to  make 
sure  that  the  gap  is  not  short-circuited. 

Antenna  Circuit — or  Primary  Circuit.— The  antenna  or  open  oscil¬ 
latory  circuit  consists  of  the  antenna,  the  primary  cylindrical  loading 
coil,  the  primary  inductance  bank  wound  on  threaded  tubing,  the 
antenna  inductance  switch,  the  variable  air  type  condenser  and  the 
ground  conductor. 

The  primary  (antenna)  inductance  is  tapped  and  made  variable  in 
six  steps  with  connections  to  the  rotary  control  switch  indicated  on  the 
panel  from  A  to  F.  This  switch  is  equipped  with  an  arrangement  for 
dead-ending  the  unused  portions  of  the  inductance.  The  end  switch 
automatically  connects  and  opens,  or  entirely  disconnects  and  short- 
circuits  the  sections  of  inductance  when  the  five  switch  blades  make 
different  contact  with  the  studs. 

The  primary  inductance  is  mounted  at  an  angle  to  the  main  sec¬ 
ondary  inductance  with  a  heavy  sheet-metal  shield  placed  between  the 
coils  to  neutralize  electrostatic  coupling  effects.  This  metal  shield  is 
grounded.  The  coupling  between  the  circuits  is  purely  electromagnetic, 
as  provided  by  a  movable  coupling  coil,  which  is  part  of  the  total 
inductance  of  the  secondary. 

By  the  switch  arrangement  for  short-circuiting  the  unused  sections 
of  the  inductance,  interference  is  minimized.  If  the  unused  turns  were 
allowed  to  remain  in  the  circuit,  the  self-capacity  (distributed  capacity) 
and  inductance  of  these  turns  would  of  themselves  form  an  oscillatory 
circuit,  and  there  would  be  a  loss  of  high  frequency  current.  At  the 
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same  time,  the  resulting  magnetic  field  would  react  upon  the  main 
inductance  to  change  its  self-inductance.  This  would  tend  to  destroy 
the  resonant  setting  of  the  circuit  and  broaden  the  tuning. 

The  primary  condenser  remains  in  series  with  the  antenna  circuit 
at  all  times.  It  has  a  capacity  of  between  0.00008  mfd.  and  0.0045 
mfd.,  being  also  of  the  self-balanced  type  with  suitable  gearing  to  pro¬ 
vide  a  vernier  motion. 

When  the  condenser  is  rotated  between  0°  and  180°  a  very  fine 
variation  in  capacity  is  obtainable  by  means  of  the  vernier  control. 
When  the  inductance  switch  is  moved,  a  mechanism  attached  to  it 
moves  a  pointer  to  successive  circles  which  are  engraved  on  the  con¬ 
denser  dial,  and  the  wavelength  calibrations  may  then  be  marked  on 
the  dial  for  future  identification. 

Secondary  or  Closed  Circuit. — The  secondary  oscillatory  circuit  con¬ 
sists  of  the  secondary  inductance,  bank-wound  on  a  form  of  threaded 
tubing.  The  secondary  variable  air  type  condenser  is  shunted  between 
one  end  of  the  inductance  and  the  inductance  switch.  The  secondary 
loading  inductance  is  used  only  when  the  receiver  is  operated  in  con¬ 
junction  with  the  “  long- wave  unit.”  A  small  coil  which  is  part  of  the 
secondary  is  inserted  within  the  primary  tubing  in  order  to  provide 
the  necessary  coupling  between  both  of  these  circuits. 

The  secondary  inductance  is  tapped  and  made  variable  in  six  steps, 
the  sections  being  added  to  the  circuit  in  progressive  order  when  the 
secondary  inductance  switch  is  rotated  from  point  1  to  point  6.  This 
switch  also  is  equipped  with  the  automatic  arrangement  for  cutting  out 
and  short-circuiting  the  unused  sections  of  the  coil. 

The  capacitance  of  the  secondary  condenser  is  rated  from  about 
0.00006  mfd.  to  0.0032  mfd.,  and  it  is  also  equipped  with  vernier  con¬ 
trol.  The  condenser  dial  is  engraved  with  rows  of  concentric  circles 
across  which  the  pointer  moves  when  the  inductance  switch  is  rotated, 
similar  to  the  mechanical  arrangement  of  the  primary  (antenna)  con¬ 
denser. 

Coupling  the  Primary  and  Secondary. — The  transfer  of  radio-fre¬ 
quency  oscillations  from  the  primary  to  the  secondary  is  secured  by  the 
mutual  inductance  between  a  movable  coupling  coil  which  is  part  of  the 
secondary  inductance  and  the  low  wavelength  end  of  the  primary  induc¬ 
tance.  The  photograph  of  Fig.  235  shows  the  movable  coil,  marked 
“secondary  coupling  coil,”  mounted  within  and  toward  one  end  of  the 
primary  inductance.  The  variable  magnetic  coupling  between  the  two 
circuits  enables  the  primary  and  secondary  to  be  adjusted  individually 
to  a  given  wavelength,  thus  affording  sharp  tuning  to  one  wavelength. 

When  the  windings  of  the  two  coils  are  parallel,  the  coupling  is 
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maximum,  and  it  is  then  that  the  induced  signal  oscillations  reach 
their  highest  current  strength,  but  under  these  conditions  selectivity  is 
reduced.  If  the  coupling  coil  is  rotated  to  occupy  a  position  where 
its  windings  are  in  a  plane  at  right  angles  to  the  primary  turns,  then 
the  coupling  is  loosest,  or  at  minimum  (zero). 

The  coupling  coil  may  be  rotated  a  few  degrees  beyond  this  point 
of  zero  coupling,  where  the  respective  windings  are  at  an  angle  of 
90  deg.,  to  what  is  called  a  small  reverse  coupling.  By  utilizing  reverse 
coupling  it  is  possible  in  practice  to  secure  a  point  of  minimum  coupling 
between  the  primary  and  secondary  circuits  on  all  wavelengths  within 
the  range  of  the  receiver. 

Capacity  coupling  between  the  circuits  is  neutralized  by  means  of 
the  small  reverse  coupling  which  has  the  effect  of  sharpening  the  tuning 
considerably,  thereby  reducing  interference.  As  previously  explained, 
the  capacity  coupling  between  the  circuits  is  entirely  eliminated  by 
enclosing  the  elements  forming  the  primary  and  secondary  in  separate 
heavy  sheet-copper  boxes.  The  metal  sheets  act  as  a  shield  in  blocking 
and  absorbing  static  energy  and  are  grounded  as  indicated  by  the 
diagram. 

The  coupling  between  the  circuits  is  purely  electromagnetic  and 
depends  upon  the  degree  of  coupling  as  determined  by  the  angular 
relationship  existing  between  the  movable  secondary  coupling  coil  and 
the  primary  inductance. 

Tickler  Coil  for  Regeneration  and  Beat  Reception. — The  tickler  coil 
is  connected  in  series  with  the  detector  tube  plate  circuit  and  is  mounted 
at  the  short  wavelength  end  of  the  secondary  inductance.  The  tickler 
inductance  is  wound  on  a  ball-shaped  form,  sometimes  known  as  a  rotor 
form ,  small  enough  in  diameter  to  rotate  within  the  tubing  on  which 
the  secondary  turns  are  wound.  The  coil  is  mounted  on  a  shaft  con¬ 
trolled  by  the  rotary  switch  knob  on  the  panel  marked  “  Tickler,”  with 
the  scale  graduated  from  0  deg.  to  180  deg. 

The  inductive  relation  between  the  tickler  and  secondary  being  con¬ 
trollable  and  being  dependent  upon  the  relative  position  of  the  two 
windings  allows  a  close  regulation  of  the  amount  of  energy  which 
feeds  back,  or  is  transferred  back,  from  the  plate  circuit  to  the  grid 
circuit. 

The  action  of  the  tickler  coil  briefly  is:  When  signal  oscillations  are 
induced  into  the  secondary  circuit  from  the  primary,  the  grid  is  charged 
with  an  alternating  voltage  causing  the  plate  current  to  pulsate  at  the 
same  frequency.  The  rise  and  fall  of  plate  current  in  the  tickler  coil 
induces  an  alternating  e.m.f.  in  the  secondary  because  of  the  mutual 
inductance  existing  between  the  two  circuits.  The  mutual  inductance 
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is  variable  by  means  of  the  changing  angular  positions  between  the  coils 
when  the  tickler  is  rotated. 

The  signal  energy  is  now  reintroduced  into  the  grid  circuit.  The 
e.m.f.,  induced  in  the  secondary,  charges  the  grid  with  an  alternating 
e.m.f.,  causing  the  plate  current  again  to  rise  and  fall,  but  at  a  much 
greater  value;  for  we  know  that  a  small  grid  voltage  variation  will  be 
repeated  in  the  plate  circuit  with  correspondingly  large  plate  current 
pulsations.  This  is  due  to  the  inherent  amplification  characteristics  of 
the  vacuum  tube. 

The  functions  of  the  tickler  coil  may  be  classified  according  to  the 
two  processes  that  take  place,  namely : 

First ,  to  provide  for  amplification  of  the  signal  by  transferring  part 
of  the  power  in  the  plate  current  alternations  produced  by  the  incoming 
oscillations  back  into  the  grid  circuit.  This  process  is  called  regenera¬ 
tive  amplification  and  the  circuit  will  respond  efficiently,  when  in  this 
condition,  to  damped  waves  of  the  spark  transmitter,  modulated  con¬ 
tinuous  waves  (either  tone  modulation  or  a.c.c.w.),  and  interrupted  con¬ 
tinuous  waves  fi.c.w.). 

If  a  regenerative  detector  is  set  in  self-oscillation  when  damped 
oscillations  (such  as  those  generated  by  spark  transmitters)  are  being 
received,  only  partial  beats  are  formed  by  the  combining  of  the  two 
sets  of  oscillations.  Although  amplification  is  secured,  complete  beat 
formations,  such  as  produced  from  continuous  wave  signals,  cannot  be 
obtained  because  of  the  damping  and  discontinuity  of  the  spark  wave. 
The  normal  note  of  the  spark  transmitter  is  distorted,  and  a  beat  note 
of  a  rough  quality  is  heard. 

Therefore  when  spark  signals  are  to  be  received,  the  coupling  should 
be  adjusted  carefully  to  the  verge  of  oscillation,  that  is,  only  close  enough 
to  reinforce  the  plate  current  alternations  through  the  feed-back  action, 
but  not  sufficiently  to  set  the  tube  into  oscillation.  In  other  words, 
the  circuit  should  be  operated  as  a  regenerative  amplifier,  and  not  as  a 
regenerative  beat  receiver. 

Second ,  if  the  tickler  coupling  is  increased  to  a  point  where  the  plate 
energy  transferred  to  the  grid  is  greater  than  the  energy  which  is  lost 
in  the  grid  circuit,  due  to  its  oppositions,  such  as  resistance,  etc.,  then 
the  tube  will  become  retroactive,  and  generate  oscillations  of  radio¬ 
frequency. 

If  the  frequency  of  these  locally  generated  oscillations  is  slightly 
different  from  the  signal  frequency,  the  two  frequencies  will  combine 
or  heterodyne  to  produce  a  beat  current ,  which  will  set  up  vibrations 
in  the  telephone  diaphragms.  This  process  is  known  as  regenerative 
beat  reception ,  and  enables  the  receiver  not  only  to  carry  out  the 
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function  of  regenerative  amplification,  but  permits  reception  of  contin¬ 
uous  wave  signals. 

The  explanations  and  suggestions  relating  to  primary  and  secondary 
coupling  and  proportions  of  inductance  and  capacity  used  to  secure 
selective  tuning,  which  have  been  discussed  in  the  chapter  on  “  Receiv¬ 
ing  Circuits,”  are  equally  applicable  to  this  circuit. 

The  buzzer  circuit  consists  of  the  push-button  switch,  the  buzzer 
mounted  at  the  left  of  the  panel,  an  external  battery  of  about  three 
volts  connected  to  the  binding  posts  marked  “  Buzzer  Battery,”  and  a 
small  coil  of  inductance  coupled  to  the  antenna  lead,  as  shown  in  the 
diagram,  Fig.  236a.  When  the  current  flowing  in  the  buzzer  circuit  is 
interrupted  at  each  make-and-break  of  the  circuit,  as  by  the  opening 
and  closing  of  the  contact  points,  the  induced  e.m.f.  of  self-inductance 
excites  the  circuit  carrying  the  buzzer  inductance,  causing  the  latter 
coil  to  radiate  groups  of  damped  oscillations  sufficiently  strong  to  affect 
the  antenna  circuit. 

Each  impulse  causes  the  antenna  or  primary  circuit  to  oscillate  at 
its  own  natural  frequency,  which  of  course  depends  upon  the  tuning 
adjustments,  and  a  buzz  or  note  will  be  heard  in  the  receivers.  The 
buzzer  may  then  be  employed  to  adjust  a  crystal,  if  one  is  used,  as  in 
the  case  of  an  emergency,  or  it  will  serve  to  indicate  when  the  vacuum 
tube  is  oscillating,  in  which  case  a  low  hissing  sound  will  be  heard. 

The  stopping  or  telephone  condenser  is  a  mica  condenser,  variable  in 
five  steps  by  the  rotary  control  switch  mounted  on  the  panel,  and  its 
location  is  shown  in  Fig.  236.  When  the  correct  capacity  is  found,  the 
groups  of  damped  oscillations  from  a  spark  transmitter  will  discharge 
through  the  telephones  with  a  large  cumulative  effect. 

The  grid  condenser  of  0.00025  mfd.  capacity  and  the  grid  leak  resist¬ 
ance  shunted  across  the  condenser  allow  the  excess  accumulation  of 
electrons  stored  up  on  the  grid  during  a  group  of  oscillations  to  leak 
off  and  restore  the  grid  to  its  normal  negative  potential.  The  function 
of  the  grid  condenser  is  to  place  a  negative  potential  bias  on  the  grid 
to  produce  a  larger  audio-frequency  average  variation  of  plate  current, 
resulting  in  a  greater  deflection  of  the  telephone  diaphragms. 

The  impedance  or  iron-ore  reactance  coil  shown  in  the  diagram,  Fig. 
236,  is  connected  in  series  with  the  telephone  windings  and  it  acts  to 
build  up  the  e.m.f.  of  self-induction  caused  by  the  audio  variation  of  cur¬ 
rent  passing  through  the  telephone  circuit,  thus  giving  a  stronger  sig¬ 
nal.  However,  with  very  high  grade  high  resistance  telephone  receivers 
it  is  possible  to  accomplish  this  result  without  the  reactance  coil,  but 
such  head-sets  possessing  the  proper  impedance  are  not  always  available. 

A  small  fixed  condenser  acting  as  a  bypass  condenser  is  shown  in  the 
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diagram,  Fig.  236,  to  the  right  of  the  variable  stopping  condenser. 
Following  out  the  continuity  of  the  circuit  it  can  be  seen,  when  the 
four-pole  double-throw  control  switch  is  in  the  “Crystal”  position,  that 
the  fixed  condenser  and  stopping  condenser  are  connected  in  series  and 
shunted  across  the  reactance  coil.  The  function  of  this  small  con¬ 
denser  in  building  up  a  charge  and  then  discharging  during  the  reception 
of  signal  oscillations  has  been  explained  under  the  section  “Crystal 
Detectors.” 

Let  us  observe  the  circuit  arrangement  when  the  control  switch  is 
moved  to  the  “  Tube  ”  position.  Both  condensers  are  still  connected 
in  shunt  with  the  reactance  coil,  but  from  the  common  point  which 
joins  them  another  connecting  lead  is  carried  to  the  filament  circuit.  This 
places  the  condensers  across  all  of  the  external  impedance  in  the  plate 
circuit  represented  by  the  reactance  coil  and  the  magnet  windings  of 
the  receivers.  The  function  of  the  condensers  is  to  provide  a  low 
reactance  path  for  the  high-frequency  alternating  component  of  the 
plate  current  to  flow  through  and  dissipate  this  energy.  By  removing 
this  oscillating  energy  (or  high-frequency  alternating  component)  imme¬ 
diately  after  the  incoming  signal’s  oscillations  have  acted  upon  the 
detector  tube,  it  allows  only  the  direct  current,  carrying  the  audio-fre¬ 
quency  variations,  to  pass  through  either  the  telephone  receivers  or  a 
two-stage  audio  amplifier  unit,  if  one  is  employed. 

Unless  provision  is  made  for  the  dissipation  of  this  high-frequency 
component  it  will  seek  the  path  formed  by  the  distributed  capacity  of 
the  windings.  In  this  case  it  becomes  a  parasitic  current,  which  may 
be  carried  along  with  the  audio-frequency  current  and  perhaps  mar  the 
perfect  reproduction  of  the  original  signal  wave,  or  create  disturbance 
in  the  audio  circuits. 

Practical  Operation  of  the  IP-601  Receiver. — The  method  of  operat¬ 
ing  the  IP-501  receiver  if  a  crystal  detector  is  employed  is: 

Operation:  Crystal  Detector  for  Spark  Signals,  Modulated  C.W. 

and  I.  C.W. 

(1)  When  a  crystal  detector  is  employed  move  the  control  switch  on  the  panel 

to  the  left,  to  the  position  marked  “Crystal.”  Depress  the  buzzer  test 
button  while  exploring  the  surface  of  the  crystal  with  the  opposing 
whisker  wire  to  secure  maximum  sensitivity. 

(2)  For  pick-up  work  (or  stand-by  adjustment)  set  the  stopping  condenser  at 

its  maximum  value,  at  point  6  on  the  scale.  All  of  the  small  condensers 
are  then  connected  in  parallel. 

(3)  Set  the  coupling  switch  at  about  100  deg.  For  short  wave  signals  set  the 

secondary  inductance  at  point  2  and  for  long  waves  at  point  4. 

(4)  Adjust  the  antenna  inductance  progressively  from  point  A  to  F  and  for 
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every  change  vary  the  capacity  of  both  the  antenna  and  secondary  con¬ 
densers  by  moving  the  dials  slowly  across  the  scale. 

(5)  After  a  signal  is  picked  up,  loosen  the  coupling  by  moving  the  pointer 

toward  zero  and  readjust  the  tuning  of  the  secondary  circuit  and  primary 
circuit,  then  reduce  the  capacity  of  the  stopping  condenser  to  a  minimum 
value.  First  one  change  and  then  another  should  be  made  in  a  delib¬ 
erate  and  thoughtful  manner  until  the  signal  comes  in  with  good 
audibility. 

(6)  When  using  the  crystal  detector  set  the  tickler-coil  coupling  at  zero  to 

lessen  the  possibility  of  this  coil  extracting  any  of  the  high-frequency 
signal  energy  from  the  secondary  inductance. 

Operation:  When  Vacuum  Tube  is  Employed  as  a  Non-regenerative 
Detector  for  Reception  of  Spark,  Modulated  C.W.  and  I.  C.W. 

(1)  When  the  vacuum  tube  detector  is  employed  move  the  control  switch  to 

the  right,  to  “Tube”  (sometimes  marked  “Audion”). 

(2)  The  rheostat  should  be  in  the  “Off”  position  before  operation  (1)  is  per¬ 

formed.  Now  increase  the  filament  current  by  moving  the  control 
handle  in  the  direction  marked  “Increase”  until  the  filament  voltmeter 
indicator  is  on  5  volts. 

(3)  For  short  wave  work  set  the  secondary  inductance  pointer  at  division  2, 

and  for  long  waves  at  division  4.  For  the  reception  of  spark  signals  the 
“Tickler”  should  be  set  at  about  120  deg.  In  any  event,  the  tube  should 
not  be  oscillating,  but  in  a  condition  for  regenerative  amplification  when 
receiving  “Spark,”  “Modulated  C.  W.”  or  “I.C.W”  signals. 

(4)  To  pick  up  a  signal,  increase  the  coupling  and  adjust  the  “Antenna  Induc¬ 

tance”  in  steps.  For  every  change  slowly  swing  the  “Antenna  Con¬ 
denser”  entirely  across  the  scale.  After  the  signal  is  heard,  loosen  the 
coupling,  and  tune  the  secondary  circuit  to  resonance  with  the  primary 
by  means  of  the  “Secondary  Inductance”  and  “Secondary  Condenser,” 
following  the  procedure  given  under  “Crystal  Operation.” 

(5)  Adjust  the  telephone  condenser  until  maximum  signal  is  heard,  bearing  in 

mind  that  the  highest  selectivity  on  spark  signals’  is  secured  by  using  a 
minimum  amount  of  capacity  in  this  condenser. 

(6)  Note  that  for  “Stand-by”  adjustment,  or  pick-up  work,  the  coupling 

between  primary  and  secondary  should  be  close,  but  for  selectivity  the 
coupling  should  be  reduced  to  a  point  consistent  with  satisfactory 
reception. 

Operation :  When  Vacuum  Tube  is  Employed  as  a  Regenerative  Detector 
for  the  Reception  of  Continuous  Waves  (C.W.) 

(1)  Throw  the  control  switch  to  “Tube”  and  increase  the  filament  current 

until  the  voltmeter  reads  5.0  volts. 

(2)  Adjust  the  Tickler  coupling  control  to  about  45  deg.  and  set  the  stopping 

or  telephone  condenser  at  point  3  or  4,  cutting  in  about  half  its  capacity 
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(3)  The  tube  should  now  generate  oscillations,  which  can  be  easily  determined 

when  a  clicking  sound  is  heard  in  the  receivers  while  applying  the  follow¬ 
ing  tests: 

(a)  When  the  push-button  marked  “Oscl'n  Test”  is  depressed,  the 

tickler  coil  is  shorted  and  consequently  no  inductive  feed-back 
action  will  take  place.  Hence,  every  time  the  button  is  pressed 
the  oscillations  will  cease,  being  manifested  by  the  phone  click. 

(b)  When  the  antenna  circuit  is  brought  into  resonance  with  the  sec¬ 

ondary  by  tuning  with  a  medium  amount  of  inductance  coupling 
between  the  circuits. 

(c)  When  the  tickler  coupling  is  tightened  (periodic  clicks). 

(d)  If  the  tube  is  oscillating  and  the  test  buzzer  is  operated,  a  soft  hissing 

sound  will  be  heard. 

(4)  Set  the  coupling  control,  marked  “Coupling,”  at  about  80  deg. 

(5)  Adjust  the  “Antenna  Inductance”  and  vary  the  “Antenna  Condenser” 

until  the  antenna  system  is  in  resonance  with  the  desired  signal  wave, 
following  the  general  procedure  for  tuning  in  spark  signals.  However, 
in  c.w.  reception  the  signal  is  often  tuned  in  and  out  with  a  small  varia¬ 
tion  in  capacity  and  therefore  the  condenser  should  be  rotated  very 
slowly.  For  every  change  in  the  capacity  of  the  primary  or  antenna 
condenser,  the  secondary  condenser  should  be  slowly  rotated  back  and 
forth.  Each  time  the  point  is  reached,  when  the  secondary  is  tuned  to 
resonance  with  the  primary,  it  will  be  marked  by  a  slight  click  heard  in 
the  phones.  Continue  varying  the  primary  capacity  slowly  and  for 
every  change  swing  the  secondary  condenser  back  and  forth  past  the 
resonant  point  until  the  characteristic  c.w.  note  of  the  station  is  tuned 
in.  The  pitch  of  the  note  can  be  altered  to  suit  the  individual  ear,  but 
in  practice  it  is  found  that  the  best  note  (one  that  is  not  too  highly 
pitched)  is  heard  at  a  setting  slightly  above  or  below  the  resonant  point. 

(6)  Loosen  the  tickler  coupling  as  much  as  possible  to  secure  selective  recep¬ 

tion  of  c.w.  signals  and  also  use  the  loosest  (minimum)  inductive  coup¬ 
ling  between  the  primary  and  secondary. 

(7)  Failure  to  obtain  oscillations  may  be  due  to  insufficient  tickler  coupling  or 

the  polarity  of  the  “B”  battery  connection  may  be  reversed  or  the  “A” 
battery  may  have  dropped  below  normal.. 

Amplification  Control  (Tickler  Coil). — The  tickler  coil  is  so  designed 
that  the  regeneration  is  under  complete  control  throughout  the  tuning 
range.  That  is,  regeneration  may  or  may  not  be  used  at  any  particular 
frequency.  There  is  a  point  just  before  oscillation  occurs  that  gives 
the  greatest  amplification  and  should  be  used  especially  on  distant 
reception.  The  point  varies  according  to  the  frequency  of  the  incom¬ 
ing  signal,  but  the  general  rule  of  a  greater  setting  of  the  amplification 
dial  with  a  decrease  of  frequency  will  be  true. 
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No  Regeneration. — If  oscillations  cannot  be  obtained,  or  stop  at 
lower  frequencies,  trouble  may  be  due  to  any  of  these  causes: 

(1)  Filament  voltage  low. 

(2)  “  B  ”  battery  voltage  on  detector  low. 

(3)  The  detector  tube  has  low  emission,  or  is  otherwise  subnormal. 

(4)  Shorted  turns  in  “  Tickler  ”  coil. 

(5)  “  Tickler  ”  coil  leads  reversed. 

(6)  Open  by-pass  condenser. 

TYPE  IP-501-A  RECEIVER 

Placing  the  IP-601-A  Receiver  in  Operation. — This  receiver  was 
designed  for  the  reception  of  radio  telegraphic  signals  over  the  wave¬ 
length  band  of  250  to  8000  meters  (1200  to  37.5  kc.).  This  band  may 
be  extended  to  include  18,000  meters  (16.7  kc.)  by  the  addition  of  a 
type  IP-503  Loading  Unit.  The  circuit  diagram  is  shown  in  Fig.  239a, 
and  a  front  view  of  the  receiver  in  Fig.  2396. 

The  receiver  comprises  an  inductively-coupled  tuner,  a  vacuum 
tube  detector  and  two-stage  audio  amplifier.  Except  for  the  compact 
grouping  of  these  components  in  one  cabinet,  this  set  differs  only 
slightly  from  the  well-known  IP-501  receiver. 

Tuning  to  a  Known  Wavelength. — Assuming  that  the  wavelength  of 
the  desired  station  is  known:  Throw  the  transfer  switch  to  the  “Tube” 
position.  Place  the  telephone  plug  in  the  desired  jack  and  adjust  the 
filament  voltage- to  5  volts  by  means  of*  the  rheostat. 

(1)  Set  Secondary  Tuning  Condenser  at  this  wavelength. 

(2)  Coupling  pointer  at  maximum,  180  deg. 

(3)  Advance  Tickler  control  until  detector  just  oscillates. 

(4)  Place  Primary  Inductance  switch  on  same  point  as  Secondary  Inductance 

switch.  Rotate  Primary  Condenser  until  a  “ double  click”  is  heard 
in  the  telephones  which  indicates  that  the  antenna  circuit  is  in  tune 
with  the  secondary  circuit.  The  “double  click”  is  explained  in  a  later 
paragraph. 

(5)  If  autodyne  reception  is  not  desired,  stop  the  detector  from  oscillating  by 

reducing  the  tickler  setting. 

(6)  Slowly  move  both  primary  and  secondary  condensers  back  and  forth  for 

the  loudest  signals. 

If  sharper  tuning  is  desired,  decrease  the  coupling  to  a  range  of  60  to  90 
deg.  and  retune  both  the  primary  and  secondary  condensers. 

Proper  Adjustment  of  Coupling. — Radio  operators  know  that  loose 
coupling  gives  greater  selectivity  and  sharper  tuning.  Many  of  them 
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believe  loose  coupling  also  means  reduction  in  signal  strength.  This  is 
not  necessarily  true.  For  every  wavelength  within  the  range  of  the 
receiver  there  is  a  degree  of  coupling  which  will  give  the  most  satisfac¬ 
tory  results  from  the  combined  viewpoint  of  signal  strength  and  sharp¬ 
ness  of  tuning.  This  is  called  Critical  Coupling.  Figure  307  illustrates 
how  selectivity  and  received  signal  vary  for  different  degrees  of  coup¬ 
ling.  These  curves  were  taken  with  the  tickler  at  zero  and  with  both 


Fig.  2396. — Commercial  long-short  wave  receiver,  type  IP-501-A,  containing 
detector  and  audio-amplifier  system. 


primary  and  secondary  circuits  tuned  to  800  meters,  then  coupled  as 
marked  on  each  curve.  The  conclusions  drawn  from  Fig.  307  are: 

(1)  The  looser  the  coupling,  the  sharper  the  resonance  curve  (the  greater  the 

selectivity),  but  looser  than  critical  coupling  considerably  reduces  the 
signal  strength. 

(2)  Close  coupling  makes  the  receiver  resonant  to  two  wavelengths  at  the  same 

time;  one  below  and  one  above  the  desired  wavelength. 

Critical  coupling  occurs  at  that  adjustment  at  which  the  primary  circuit 
produces  no  reaction  on  the  secondary.  This  fact  fortunately  makes  it 
easy  for  the  operator  to  test  the  receiver  adjustment  to  ascertain  if  the 
coupling  is  approximately  at  this  desired  critical  value. 

To  Test  for  Critical  Coupling.— Assume  that  the  secondary  condenser 
is  set  at  the  desired  wavelength.  Advance  the  tickler  slightly  beyond 
the  oscillating  point.  Rotate  the  primary  condenser  slowly  back  and 
forth,  noting  the  “  double  click  ”  in  the  telephones  as  the  primary 
passes  through  resonance  with  the  secondary  circuit.  As  the  coupling 
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is  loosened  these  “  double  clicks  ”  will  merge  into  one  faint  click.  At 
this  setting  the  receiver  is  adjusted  for  critical  coupling.  Observe  that 
the  value  of  critical  coupling  changes  with  wavelength. 

The  “  double  click  ”  is  familiar  to  operators  of  oscillating  receivers. 
This  sound  in  the  telephones  results  from  the  sudden  change  of  plate 
current  when  the  detector  stops  and  starts  oscillating,  due  to  the  pri¬ 
mary  wavelength  being  varied  from  that  at  which  the  oscillating  sec¬ 
ondary  is  set.  The  greater  the  distance  on  the  primary  condenser 
dial  between  these  “  clicks,”  the  closer  the  coupling  between  the 
circuits. 

Before  we  obtain  this  “double  click”  indication,  we  must  have: 
(a)  the  antenna  connected  so  that  the  primary  circuit  is  complete  and 
can  be  resonated  to  the  secondary ;  (b)  the  tickler  so  set  that  the  detector 
oscillations  are  neither  too  strong  nor  too  weak;  and  (c)  the  coupling 
adjusted  to  be  at  least  greater  than  critical. 

TYPE  106-D  COMMERCIAL  RECEIVER 

The  Type  106-D  receiver  is  of  the  inductively  coupled  type,  having 
independent  primary  and  secondary  circuits,  both  of  which  must  be 
tuned  to  resonance  with  the  wave-length  of  the  desired  signal.  The 
fundamental  diagram  of  the  receiver  is  shown  in  Fig.  240.  The  front 
panel  view  showing  the  tuning  controls  is  illustrated  in  Fig.  241.  The 
rear  view  photograph,  in  Fig.  242,  and  the  sketch,  Fig.  242a,  of  the 
tuning  elements  shows  the  mechanical  arrangement  of  the  various 
pieces  of  apparatus. 

The  vacuum  tube  detector  and  two-step  audio  amplifier  unit  is 
mounted  in  a  separate  cabinet,  connections  being  made  from  the  main 
receiver  panel  to  the  vacuum  tube  circuits  by  the  four  leads  indicated 
on  the  fundamental  diagram  with  letters  F,  G ,  T\  and  To. 

Antenna  or  Primary  Circuit. — The  primary  circuit  consists  of  the 
antenna,  an  inductance  made  variable  by  two  multi-point  switches,  a 
variable  air  type  condenser  (which  may  be  automatically  connected  in 
and  disconnected  from  the  circuit),  the  secondary  coil  of  the  buzzer 
transformer  and  the  ground  conductor. 

Inserting  the  primary  condenser  in  the  antenna  system  shortens  the 
wavelength  of  the  antenna  to  a  value  less  than  its  fundamental  wave¬ 
length. 

The  winding  of  the  primary  inductance  is  tapped  at  each  of  the 
first  ten  turns  with  the  leads  connecting  to  the  “  Units  ”  switch.  The 
remainder  of  the  coil  is  tapped  in  steps  of  ten  turns  and  leads  are  car¬ 
ried  to  the  “  Tens  ”  switch.  The  main  primary  inductance  is  included 
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l  240. — Fundamental  diagram  of  type  106-D  commercial  receiver  with  detector  and  two-stage  amplifier. 
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between  contact  studs  0  and  190  indicated  by  the  “  Tens  ”  switch. 
When  this  switch  blade  is  placed  on  studs  marked  from  190  to  290  a 


Fig.  241. — Type  106-D  commercial  receiver. 


separate  loading  coil  is  inserted  in  the  circuit.  This  coil  is  shown 
mounted  on  the  bottom  board  in  the  rear  view  panel  photograph. 


Primary  inductance 
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Dead  End  Switch  .  Coupling  Coil 


Tickler  Coil 
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Board  . 
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Fig.  242. — Rear  interior  view  of  the  type  106-D  commercial  receiver. 

By  manipulating  both  the  “  Units  ”  and  “  Tens  ”  switches  of  the 
transformer  primary  any  number  of  turns  may  be  used  on  the  entire 
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inductance,  as  well  as  the  loading  coil.  The  “  Tens  ”  switch  is  equipped 
with  three  copper  segments  or  drums  which  rotate  with  the  shaft. 
These  drums  act  to  disconnect  and  open  entirely  the  individual  sections 
of  the  inductance  which  are  unused.  A  switch  of  this  type  is  called 
an  “  end-turn  ”  or  “  dead-end  drum  ”  switch.  Its  use  aids  in  mini¬ 
mizing  losses  of  radio-frequency  current  which  occur  when  the  unused 
portions  of  the  inductance  remain  in  the  circuit,  and  it  also  tends  to 
lessen  interference.  Sharper  tuning  results,  because  the  self-inductance 
of  the  used  portions  is  only  slightly  altered  by  the  presence  of  the 
unused  sections  of  the  coil. 

The  end-turn  switch  breaks  the  winding  into  groups  for  different 
ranges  of  frequencies.  Such  a  switch,  however,  does  not  wholly  elimi¬ 
nate  all  the  losses  incurred,  due  to  the  presence  of  the  unused  turns. 
The  undesirable  effects  of  the  unused  turns  can  be  overcome  only  by 
removing  them  completely  from  the  magnetic  field  set  up  around  the 
used  turns.  This  is  an  impractical  consideration  in  a  commercial 
short-  and  long-wave  receiver. 

The  copper  segments  (drums)  are  staggered  on  the  shaft,  as  shown 
in  Fig.  242a,  in  such  a  way  that  when  the  “Tens”  switch  is  on  stud  30, 
(Fig.  240)  the  three  segments  1,  2,  and  3  are  disconnected  from  the  pri¬ 
mary  inductance  sections  S ,  T ,  and  U}  and  consequently  at  this  time 
only  section  R  and  the  “Units”  section  remain  in  the  antenna  circuit. 
When  the  “  Tens  ”  switch  is  on  stud  60,  segment  1  is  then  in  a  position 
to  connect  section  R  with  S ,  but  segments  2  and  3  will  be  in  a  position 
to  disconnect  sections  T  and  U. 

Now  let  us  again  refer  to  the  schematic  diagram,  Fig.  240.  With  the 
“  Tens  ”  switch  on  190,  sections  R}  S  and  T  are  connected  in  the  circuit 
while  the  loading  coil,  section  U,  is  disconnected.  With  the  switch  on 
stud  290,  segments  1,  2  and  3  are  making  contact  with  the  respective 
ends  of  every  section  and  the  entire  inductance  is  then  cut  in,  that  is, 
added  to  the  circuit. 

The  primary  condenser  is  connected  in  series  with  the  antenna  cir¬ 
cuit  and  provides  a  fine  variation  of  tuning.  It  is  often  used  on  the 
longer  waves,  even  at  a  sacrifice  in  signal  strength,  in  order  to  increase 
the  selectivity  of  the  receiver.  To  disconnect  the  primary  condenser 
from  the  circuit,  the  dial  should  be  rotated  to  the  position  marked 
“  Out  ”  on  the  front  of  the  panel. 

Secondary  Circuit. — The  secondary  circuit  consists  of  the  secondary 
inductance  mounted  on  the  base  board  of  the  receiver  in  a  position  at 
right  angles  to  the  primary  inductance,  and  the  secondary  tuning  con¬ 
denser,  which  is  shunted  across  the  used  portions  of  the  secondary  coil 
and  the  detector. 
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The  secondary  is  wound  in  four  separate  sections  or  groups,  as  the 
photograph  clearly  shows,  and  these  sections  are  connected  together 
only  when  increasing  the  wavelength  by  the  segments  of  the  “  dead¬ 
end  ”  switch,  which  is  mounted  on  the  shaft  of  the  “  transformer  sec¬ 
ondary  ”  switch. 

Coupling. — The  mutual  inductance  between  the  primary  and  sec¬ 
ondary  is  effected  by  a  30-turn  movable  coupling  coil  which  forms  part 
of  the  secondary  inductance.  The  coupling  coil  is  mounted  at  the 
short  wavelength  end  of  the  primary  inductance,  the  movement  of  the 
coil  being  controlled  by  the  smaller  of  the  two  coupling  knobs  on  the 
panel.  The  inductive  relationship  of  the  primary  and  secondary  is 
dependent  upon  the  angular  relationship  between  the  two  inductances. 
To  secure  minimum  coupling  the  coupling  coil  is  turned  at  right  angles 
to  the  primary  indicated  by  “  0  ”  on  the  dial  scale.  The  position  the 
coupling  coil  occupies  in  the  photograph  is  one  very  near  to  that  of 
minimum  coupling. 

To  secure  maximum  coupling  the  coil  is  rotated  to  occupy  a  position 
within  the  cylindrical  tubing  upon  which  the  primary  is  wound.  The 
electromagnetic  induction  between  the  two  circuits  will  be  maximum 
when  the  center  axes  of  the  two  coils  lie  in  the  same  plane. 

At  the  position  of  maximum  or  close  coupling  it  can  be  seen  that 
the  winding  on  the  coupling  coil  will  be  parallel  to  and  closest  to  the 
primary  winding,  indicated  by  “  4  ”  on  the  dial  scale. 

The  secondary  inductance  is  not  tapped  between  the  sections  Af  B> 
C,  and  D.  Each  section  is  added  to  the  circuit  in  progressive  order 
by  the  segments  a,  6,  and  c  of  the  “  dead-end  ”  drum  switch  when  the 
switch  arm  of  the  transformer  secondary  is  placed  on  contact  studs  1, 
3  and  5  respectively,  indicated  on  the  panel.  Although  there  are  ten 
studs  to  permit  smooth  rotation  of  the  lever  arm,  only  the  three  marked 
studs  actually  cut  in  the  four  sections  of  the  inductance.  Studs  1  and 
2  are  shorted  together,  acting  in  effect  as  one  stud,  as  are  3  and  4;  also 
5,  6  and  7,  and  similarly  8,  9  and  10.  With  this  arrangement  the  wave¬ 
length  value  is  not  changed  when  moving  the  secondary  switch  arm 
from  one  stud  to  another  stud,  if  the  studs  are  connected  by  a  short- 
circuiting  jumper.  The  extra  studs  are  used  as  terminal  lugs,  making 
convenient  connection  of  leads  running  from  the  ends  of  the  secondary 
coil  sections  to  the  brushes  resting  on  the  segments  of  the  mechanical 
“  dead-end  ”  switch. 

The  three  segments  on  the  secondary  switch  used  to  disconnect  the 
unused  sections  of  the  secondary  inductance  are  shown  in  the  rear  view 
photograph  of  the  receiver,  Fig.  242.  In  the  photograph  the  primary 
“  dead-end  ”  switch  is  obscured  by  the  primary  inductance. 
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The  secondary  tuning  condenser  remains  in  the  circuit  at  all  times 
and  permits  a  close  and  continuous  variation  of  the  frequency  of  the 
secondary. 

Tickler  Coil  for  Regeneration  and  Beat  Reception. — The  tickler 

system  shown  in  Fig.  242a  consists  of  a  movable  coil  mounted  at  the 
top  of  the  secondary  inductance,  close  to  the  first  section  A>  which  is  the 
short  wavelength  end  of  the  coil.  The  sketch  shows  that  this  section 
always  forms  part  of  the  secondary  inductance,  being  connected  to  the 
first  contact  on  the  transformer  secondary  switch. 

The  tickler  coil  is  connected  in  series  with  the  plate  circuit  of  the 
vacuum  tube  detector,  through  binding  posts  T\  and  T2,  on  the  ter¬ 
minal  board  of  the  receiver,  as  shown  in  the  wiring  diagram,  Fig.  242a. 
The  inductive  relationship  between  the  tickler  coil  and  secondary  is 
controlled  by  the  larger  of  the  two  coupling  knobs  on  the  front  of  the 
panel.  The  feed-back  of  energy  from  the  plate  circuit  to  the  grid  cir¬ 
cuit  is  maximum  when  the  tickler  is  parallel  and  closest  to  the  second¬ 
ary,  indicated  by  “  4  ”  on  the  dial  scale. 

On  the  other  hand,  loosest  coupling  between  the  circuits  is  secured 
when  the  tickler  coil  is  rotated  to  occupy  a  position  where  its  windings 
are  at  right  angles  to  the  secondary  winding,  indicated  by  “0”  on  the 
dial  scale.  The  tickler  coil  is  shown  in  the  position  of  minimum  coup¬ 
ling  in  the  photograph,  Fig.  242. 

Buzzer  Circuit. — The  buzzer  circuit  is  especially  useful  for  testing 
the  adjustment  of  a  crystal  detector,  if  one  is  used,  as  it  might  be  in 
an  emergency.  It  will  be  noted  that  the  circuit  provides  for  the  con¬ 
nection  of  a  crystal  and  is  equipped  with  a  stopping  (telephone)  con¬ 
denser  and  phone  jack. 

The  buzzer  circuit  may  also  be  used  to  indicate  when  the  vacuum 
tube  is  oscillating,  in  which  case  a  low  hissing  sound  will  be  heard  in 
the  receivers.  If  the  tuning  buzzer  is  set  into  operation  by  depressing 
the  push-button,  the  buzzer  circuit  is  rapidly  opened  and  closed  by  the 
make-and-break  at  the  contact  points  of  the  armature.  The  magnetic 
field  expanding  and  contracting  about  the  buzzer  coil  of  the  buzzer 
transformer  will  induce  oscillations  into  the  antenna  circuit,  at  the 
natural  frequency  of  the  antenna.  The  secondary  may  then  be  tuned 
to  resonance  with  the  primary  to  receive  the  buzzer  signal.  On  account 
of  the  energy  which  is  liberated  each  time  the  magnetic  field  around  *the 
magnet  coils  of  the  buzzer  itself  is  changed,  it  is  rather  difficult  to  obtain 
a  clear  note  when  using  the  vacuum  tube  detector. 

Vacuum  Tube  Circuits. — The  vacuum  tube  apparatus  is  mounted 
inside  a  separate  case  and  when  connections  are  made  with  the  main 
receiver,  as  shown  in  Fig.  240,  care  should  be  exercised  to  obtain  the 
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correct  tickler  coil  relation  with  the  secondary.  The  tickler  leads  Ti 
and  T2  should  be  reversed  and  tests  made  if  there  is  any  failure  to 
obtain  oscillations  when  the  tickler  is  set  at  maximum  coupling. 

Each  tube  is  provided  with  a  current-control  filament  rheostat,  and 
each  plate  circuit  is  equipped  with  a  phone  jack  to  permit  weak  signals 
to  be  amplified  through  one  or  two  stages  of  audio  amplification.  If 
the  signals  have  good  audibility,  however,  they  may  be  read  directly  in 
the  output  of  the  detector.  When  the  telephone  plug  is  inserted  in 
either  one  of  the  double-circuit  jacks,  the  outer  two  leaves  will  spread, 
breaking  contact  with  the  two  inside  leaves,  thus  disconnecting  the  pri¬ 
mary  of  the  audio  transformer  from  the  plate  circuit.  The  telephone 
receivers  are  then  inserted  in  the  plate  circuit  because  the  tip  and  shank 
of  the  plug  make  connection  respectively  with  the  outer  leaves  of  the 
jack. 

Operation  of  the  Receiver. — If  the  crystal  detector  is  to  be  used,  the 
phones  should  be  plugged  in  the  jack,  at  the  front  lower  right  side  of  the 
receiver  panel,  provided  for  that  purpose.  The  crystal  should  be 
adjusted  to  maximum  sensitivity  by  means  of  the  test  buzzer.  The 
filament  switch  for  each  vacuum-tube  circuit  is  to  be  in  the  “  Off  ” 
position.  When  a  crystal  which  does  not  require  a  battery  is  used,  the 
potentiometer  must  be  set  at  zero.  However,  when  a  battery  operated 
crystal  is  used,  such  as  carborundum,  the  potentiometer  pointer  is 
moved  either  to  one  side  or  to  the  other  past  zero  position  until  loudest 
signals  are  heard,  either  from  a  distant  sending  station,  or  from  the 
test  buzzer  circuit.  The  critical  point  in  the  characteristic  curve  of 
the  detector  is  reached  when  the  potential  applied  to  the  crystal  will 
cause  the  largest  change  in  the  current  flowing  through  the  tele¬ 
phone  magnet  coils  for  a  given  intensity  of  the  incoming  signal  oscilla¬ 
tions. 

The  sensitive  spot  of  the  crystal  is  found  by  exploring  its  surface 
with  the  fine  whisker  wire. 

If  the  vacuum  tube  detector  is  to  be  used,  the  crystal  detector  cir¬ 
cuit  must  be  open,  the  phone  plug  removed  from  the  jack  in  the  receiver 
panel  and  inserted  in  the  detector  jack  in  the  vacuum  tube  panel.  The 
detector  filament  rheostat  is  now  turned  to  the  right,  cutting  out  resist¬ 
ance  gradually,  until  the  filament  is  lighted  to  normal  brilliancy.  The 
vacuum  tubes  employing  the  thoriated  filament  are  operated  at  a  lower 
temperature  than  the  oxide  coated  filament  type  and  it  is  difficult  some¬ 
times  to  determine  if  the  specified  normal  voltage  has  been  applied  to 
the  filament  terminals  when  a  voltmeter  is  not  available.  In  order  not 
to  subject  the  filament  wire  to  an  excess  current  flow,  it  is  suggested 
that  the  rheostat  be  adjusted  until  a  hissing  sound  is  heard,  after  which 
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the  current  should  be  reduced  by  increasing  the  rheostat  resistance 
until  the  hissing  disappears  and  a  clarified  sound  is  heard  in  the  tele¬ 
phones. 

Reception  of  Spark  Signals.  Regenerative  Amplification. — To 

receive  spark  signals  (damped  oscillations)  or  any  modulated  continu¬ 
ous  oscillations  such  as  modulated  continuous  wave  of  telegraphy  or 
telephony,  the  tube  circuit  should  not  be  in  an  oscillating  condition. 
Hence,  the  tickler  coil  coupling  is  gradually  increased,  after  the  signals 
from  a  spark  transmitter  are  picked  up  to  increase  amplification  by  the 
phonomenon  of  regeneration,  but  this  amplification  of  the  signal  unfor¬ 
tunately  can  be  carried  up  only  to  the  region  just  below  the  point  at 
which  critical  coupling  between  the  plate  and  grid  circuits  will  cause 
the  tube  to  break  into  oscillation.  The  tube  circuit  then  will  generate 
continuous  oscillations  and  the  spark  signals  will  be  slightly  distorted 
into  mushy  sounds. 

The  receiver  is  in  a  “  stand-by  ”  adjustment  to  pick  up  the  signals 
from  a  distant  transmitter  when  the  primary  and  secondary  are  closely 
coupled,  affording  broad  tuning,  indicated  when  the  coupling  pointer  is 
set  at  “  4  ”  on  the  dial  scale.  The  primary  condenser  is  then  set  at 
“  Out  ”  and  the  amount  of  inductance  in  the  primary  and  secondary 
is  found  by  adjusting  the  multi-point  switches. 

In  adjusting  the  receiver  circuits  to  resonance  with  the  signal  fre¬ 
quency  it  should  be  borne  in  mind  that  the  primary  and  secondary  may 
have  exactly  the  same  fundamental  frequency,  although  using  different 
proportions  of  inductance  and  capacity. 

The  loudest  signals  are  obtained  ordinarily  when  the  secondary  cir¬ 
cuit  is  formed  with  a  minimum  amount  of  capacity  and  a  correspond¬ 
ingly  larger  amount  of  inductance.  It  is  possible  at  times  to  secure 
greater  selectivity,  and  avoid  interfering  signals.  This  can  be  done  by 
working  with  the  loosest  coupling  practicable  between  primary  and 
secondary  and  then  using  small  amounts  of  secondary  inductance  while 
tuning  the  circuit  to  resonance  by  means  of  the  secondary  condenser 
until  an  easily  readable  signal  is  brought  in. 

It  should  always  be  remembered  that  selectivity  and  maximum  sig¬ 
nal  strength  are  factors  of  prime  importance. 

In  practice,  it  is  found  that  selectivity  may  be  further  increased  by 
utilizing  the  primary  condenser.  The  capacity  of  this  condenser  is 
placed  in  series  with  the  distributed  capacity  of  the  antenna  system, 
and  consequently  the  total  capacity  used  for  a  given  wavelength  must 
be  compensated  for  by  using  a  larger  amount  of  primary  inductance. 
The  intensity  of  the  signal  will  be  lowered  somewhat,  as  will  be 
experienced  whenever  the  natural  frequency  of  an  antenna  circuit  is 
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artificially  altered  by  means  of  capacity  inserted  in  series  with  the 
circuit. 

The  receiver  has  a  range  of  wavelengths  from  200  to  3500 
meters. 

The  lowest  wavelength  range  is  obtainable  when  the  primary  con¬ 
denser  is  used  and  the  primary  “  tens  ”  switch  is  set  at  zero,  while  the 
primary  “  units  ”  switch  is  placed  on  stud  10,  and  at  the  same  time  is 
using  the  lower  points  of  secondary  inductance.  The  primary  con¬ 
denser  is  slowly  rotated  until  the  signal  is  heard.  If  at  180  deg.  the  sig¬ 
nal  is  still  weak  it  may  be  necessary  to  add  primary  inductance  in  steps 
of  “  ten  turns  ”  as  indicated  by  the  “  tens  ”  switch.  A  good  rule  to 
follow  with  each  change  in  the  primary  inductance  is  to  swing  the 
secondary  condenser  slowly  back  and  forth  once  across  the  scale,  for 
we  must  at  some  time  pass  the  point  of  resonance  where  the  circuit  will 
respond  to  the  signals. 

The  primary  and  secondary  must  be  in  absolute  resonance  to  receive 
the  loudest  signal,  and  since  the  strength  of  the  signals  is  the  only  indi¬ 
cation  we  have  that  the  receiver  is  in  tune  with  the  incoming  signal 
wave,  it  is  imperative  to  understand  fully  the  effects  of  close  and  loose 
coupling  and  the  proportions  of  capacity  and  inductance  used  in  the 
two  oscillatory  tuned  circuits. 

Reception  of  Continuous  Waves  (C.W.).  Regenerative  Beat  Recep¬ 
tion. — To  receive  continuous  wave  (C.W.)  signals  from  either  an  arc 
transmitter,  or  vacuum  tube  transmitter,  the  tickler  coupling  is  adjusted 
to  the  point  where  the  “  feed-back  ”  energy  from  the  plate  circuit  to 
the  grid  circuit  is  sufficient  to  maintain  oscillations.  The  coupling, 
however,  should  not  be  any  closer  than  is  consistent  with  a  good  audible 
signal.  Upon  reaching  this  point  of  oscillation  the  usual  indication  is 
a  pronounced  click  in  the  telephone  receivers. 

The  antenna  circuit  is  adjusted  to  resonance  with  the  wave-length 
of  the  signals  we  wish  to  receive  by  the  methods  already  explained  for 
picking  up  spark  signals. 

The  process  of  continuous  wave  reception  is  based  upon  the  hetero¬ 
dyning  or  combining  of  two  sets  of  r.f.  oscillations  having  slightly  differ¬ 
ent  frequencies,  thereby  providing  the  necessary  beat  current  to  which 
the  telephone  diaphragms  will  respond. 

The  frequency  of  the  incoming  oscillations  is  governed  by  the  induc¬ 
tance  and  capacity  of  the  distant  transmitting  antenna,  and  the  maxi¬ 
mum  signal  oscillations  are  induced  in  the  receiving  antenna  when  its 
circuits  are  in  tune  with  the  transmitter.  In  the  case  of  continuous 
wave  reception  we  know  that  the  secondary,  which  is  generating  con¬ 
tinuous  oscillations  at  a  frequency  determined  by  its  L  C  values  (being 
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its  inductance  and  capacity  values),  must  be  tuned  slightly  out  of  reso¬ 
nance  with  the  primary  to  produce  the  beat  note. 

As  the  secondary  condenser  is  slowly  rotated,  it  will  be  found,  in 
practice,  that  a  slight  click  will  be  heard  when  the  resonant  point  is 
reached,  that  is,  when  the  frequency  of  the  locally  generated  oscillations 
coincide  with  the  frequency  of  the  signal  oscillations. 

Having  accomplished  this,  we  should  now  rotate  the  condenser  dial 
to  a  setting  slightly  below  or  above  the  resonant  point,  until  the  clearest 
note  is  received.  The  pitch  of  the  note  is  varied  for  each  change  in 
capacity,  and  the  note  best  suited  to  the  individual  ear  should  be 
selected.  Furthermore,  interference  may  be  minimized  by  changing 
the  note  or  by  loosening  the  coupling  by  means  of  the  secondary  coup¬ 
ling  coil  after  we  have  picked  up  the  desired  station. 

For  any  change  in  coupling  between  two  oscillatory  circuits,  the 
mutual  inductance  is  altered  and  the  magnetic  fields  react  upon  the 
respective  inductance  coils  in  such  a  manner  as  to  cause  a  variation  in 
the  self-inductance  of  each  circuit.  This,  of  course,  throws  the  cir¬ 
cuits  slightly  out  of  resonance  and  the  signals  are  weakened.  It  is  a 
simple  matter  to  retune  the  set  by  adjusting  first  one  circuit,  then  the 
other,  until  all  circuits  are  again  in  resonance,  which  is  manifest  when 
the  signals  are  at  their  loudest. 

The  failure  to  obtain  oscillations  may  be  due  to  reversed  tickler  coil 
connections,  or  insufficient  tickler  coupling  to  maintain  the  tube  in  a 
state  of  continuous  oscillation.  After  reaching  the  critical  point  where 
a  tube  just  slides  into  oscillation  we  should  tighten  the  coupling,  that  is, 
increase  the  coupling,  with  an  adjustment  of  a  few  degrees  beyond  this 
point  to  promote  a  stable  condition. 

To  test  for  oscillations,  the  tickler  coil  coupling  is  varied  from  mini¬ 
mum  to  maximum  several  times  and  it  should  be  accompanied  by 
periodic  clicks  in  the  head  phones.  Also,  the  secondary  switch  may  be 
tapped  with  the  finger,  preferably  moistened,  when  the  added  body 
capacity  will  destroy  the  resonance  of  the  circuit. 

If  the  tube  is  oscillating,  a  click  will  be  heard  each  time  the  finger 
makes  contact  with,  or  is  removed  from  the  switch  blade. 

It  is  advisable  always  to  check  up  on  the  polarity  of  the  “  B  ”  bat¬ 
tery  connections  which  supply  the  positive  plate  potentials  for  the 
vacuum  tubes,  and  also  to  test  the  voltage.  A  partially  run-down 
“  A  ”  battery  may  not  supply  sufficient  voltage  to  the  tube  for  obtain¬ 
ing  oscillations. 

It  is  necessary  in  any  receiver  equipped,  with  switch  blades  and 
contact  studs  to  make  an  occasional  inspection  for  perfect  contact  and 
a  good  firm  pressure  between  them.  A  weak  pressure  can  be  remedied 
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by  removing  the  screw  in  the  center  of  the  knob,  pulling  the  knob  off 
the  shaft,  and  removing  the  screws  which  hold  the  switch  blades  in 
place.  The  blades  may  be  bent  to  secure  the  proper  tension  and 
replaced.  Undue  tension  should  not  be  brought  to  bear  between  the 
blade  and  studs  because  a  groove  will  be  rapidly  cut  in  the  studs,  caus¬ 
ing  unnecessary  wear. 


CHAPTER  XVI 


RECTIFIER  DEVICES— RECTIFIER  CIRCUITS— VOLTAGE 
DIVIDER  RESISTORS— FILTER  CIRCUITS 

Theory  and  Practice. — The  rectifier  unit  supplied  with  a  receiving 
set  is  designed  to  furnish  direct  current  obtained  from  rectified  alternat¬ 
ing  current  for  plate  excitation  of  the  receiving  tubes  and  also  the 
requisite  grid  bias  voltages.  The  rectifier  unit  operates  from  an  alter¬ 
nating  current  supply  of  105  to  125  volts  and  50  to  75  cycles.  In  cer¬ 
tain  sections  of  the  country  where  the  frequency  of 
the  alternating  current  supply  is  less  than  45  cycles, 
for  instance  25  cycles,  it  is  necessary-  that  the  trans¬ 
former  windings  be  of  different  design.  A  60-cycle 
rectifier  unit  should  never  be  connected  in  a  25- 
cycle  supply,  and  vice  versa. 

By  the  addition  of  a  suitable  amount  of  resist¬ 
ance  in  the  voltage  divider  resistors,  the  apparatus 
may  be  used  also  to  provide  filament  current  for 
the  smaller  type  receiving  tube  of  the  199  variety, 
providing  the  filaments  are  arranged  in  series  drive 
as  found  in  certain  types  of  receivers. 

The  rectifier  apparatus  and  circuit  diagram 
shown  in  Fig.  243  is  employed  only  for  plate  and 
grid  excitation,  and  consists  of  three  essential  parts. 

(1)  The  Alternating  Current  Power  Transformer. 

— One  type  is  shown  in  Fig.  244.  With  the  proper 
relation  of  primary  and  secondary  turns,  any  desired 
voltage  may  be  obtained  to  operate  a  given  circuit. 

The  primary  winding  connects  directly  to  the  a-c.  Fjg  243ff  _Xype 
lighting  circuit  through  the  “  Off-On”  switch.  As  an  XJV-876  current 
additional  feature,  a  current  regulator  tube  as  shown  regulator  tube, 
in  the  photograph,  Fig.  243a,  may  be  connected 
in  series  with  the  primary  of  the  power  transformer.  This  tube  will 
tend  to  compensate  for  any  slight  variations  in  the  line  current,  because 
its  filament  resistance  rises  and  falls  rapidly  with  any  increase  or  decrease 
of  current  flowing  through  it.  The  secondary  of  the  transformer  con- 
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.  2  mfd  Each 

Fig.  243. — Illustrating  the  essential  parts  of  a  full-wave  rectifier  unit,  namely,  the  power  transformer,  two  half-wave  rectifier  tubes  of 
the  filament  (thermionic)  type,  filter  system  and  voltage  divider.  The  principles  are  explained  by  the  curves. 
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nects  to  a  full-wave  rectifier  utilizing  two  half-wave  rectifier  tubes  as 
shown  in  Fig.  243.  Full- wave  rectification  is  obtained  because  each 
plate  is  connected  to  either  end  of  the  high  voltage  side  (secondary) 
and  each  plate  upon  which  a  positive  potential  is  applied  at  any  par¬ 
ticular  time  will  be  active  in  passing  current  (direct  current)  through 
the  tube,  and  thence  to  the  voltage-divider  units  which  are  connected 
as  illustrated.  Each  tube  is  alternately  active  during  successive  cycles 
of  the  alternating  current, 
thus  utilizing  the  energy 
in  the  full  wave  or  com¬ 
plete  cycle.  The  rectifier 
tube  converts  the  alter¬ 
nating  current  into  pulsat¬ 
ing  current,  which  is 
smoothed  out  by  the  filter 
system  to  non-fluctuating 
(steady)  direct  current. 

(2)  The  Filter  Sys¬ 

tem. — Each  pulsation  or 
alternation  of  direct  cur¬ 
rent  flowing  from  the  out-  _  ^  .  „  ,  .  , 

.  ,  ®  ..  Fig.  244. — A-C.  power  transformer  used  with  a 

put  of  the  full-wave  recti-  reetifying  device  for  suppiying  “A,”  “B,”  and  “C” 

fier  is  as  widely  fluctuating  voltages  to  electrically  operated  receivers, 
in  magnitude  as  the 

energy  in  the  a-c.  alternation,  as  shown  by  the  curves  in  Fig.  243.  The 
direct  current  in  this  form  is  unsuited  for  plate  excitation  because  the 
variations  in  current  strength  will  be  repeated  as  a  purring  or  humming 
sound  in  the  loudspeaker.  The  function  of  the  filter  system  is  to  smooth 
out  these  pulsations  and  to  deliver  a  substantially  uni-directional 
steady  direct  current  to  the  voltage-divider  resistors.  A  filter  system 
may  be  arranged  to  consist  of  one  or  two  filter  reactors  or  choke  coils, 
and  one  or  more  condensers  of  suitable  capacitance  and  dielectric 
strength.  The  action  of  the  choke  coils  and  condensers  combined  is  to 
prevent  any  increase  or  decrease  of  the  direct  current  passing  to  the 
voltage  dividers.  This  action  is  explained  fully  in  a  subsequent  para¬ 
graph. 

A  voltage  regulator  tube  also  may  be  used  in  conjunction  with  the 
voltage  divider  section  of  a  power  unit  to  maintain  at  all  times  a  constant 
voltage  on  the  plates  of  the  receiving  tubes.  The  voltage  regulator 
tube  is  shown  connected  between  positive  90  volts  and  neg~*ive  B. 

(3)  The  Voltage  Divider. — The  direct  current  from  the  output  of 
the  filter  system  flows  through  the  voltage-divider  resistors,  one  type  of 
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which  is  shown  in  Fig.  245.  One  unit  of  this  voltage  divider  is  shown 
in  Fig.  245a.  By  making  suitable  taps  at  points  along  the  resistance 
(see  Fig.  243),  any  desired  voltages  may  be  obtained  for  plate  excitation 
below  the  maximum  of  the  rectifier,  to  voltages  as  low  as  three  or  more 
volts  for  grid  biasing. 

The  principles  involved  in  obtaining  the  working  voltages  for  the 
receiving  tubes  are  similar  to  those  already  explained  in  connection  with 
the  use  of  a  potentiometer.  From  Ohm's  Law  we  know  that  the 
voltage  drop  across  a  resistance  is  proportional  to  the  current  passing 
through  the  resistance  multiplied  by  the  size  of  the  resistance  in  ohms. 
Then,  by  applying  this  rule  and  knowing  the  current  values  in  the 


Fig.  245.  Fig.  245a. 

Fig.  245. — One  method  of  tapping  resistor  units  to  obtain  d-c.  voltages  for  the  plates 

of  receiving  tubes. 

Fig.  245a. — Voltage  divider  resistor. 


various  circuits,  any  one  can  ascertain  the  exact  values  of  resistance 
necessary  to  obtain  the  desired  voltages  at  the  various  taps. 

In  case  of  the  breakdown  of  the  rectifier  unit,  the  possible  location 
of  the  trouble  may  be  quickly  determined  by  the  following  simple  tests. 

First:  With  the  circuit  in  its  usual  operating  condition  place  a 
screwdriver  against  each  choke  coil  in  the  unit  in  succession.  This  is 
done  in  order  to  test  the  magnetic  pull.  If  more  than  one  choke  or 
reactor  is  used  and  the  same  pulling  force  is  exerted  on  the  screwdriver 
by  each,  it  is  apparent  that  the  direct  current  flowing  through  each 
reactor  is  uniform  in  strength.  Also,  there  may  be  a  magnetic  pull  on 
one  reactor  and  not  on  the  other,  indicating  whether  current  is  passing 
through  both  reactors.  The  trouble  may  be  isolated  in  this  way.  Do 
not  permit  the  screwdriver  to  touch  other  parts  or  wiring  in  the  circuit. 
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It  is  advisable  always  to  ascertain  first  that  the  tube  or  tubes  are  per¬ 
fect  and  the  circuit  from  the  a-c.  lighting  supply  is  properly  connected. 

Second:  By  unsoldering  each  filter  condenser  in  successive  order 
and  noting  the  results  and  resoldering,  a  punctured  condenser  may 
usually  be  located.  The  circuit  will  function  when  the  damaged  con¬ 
denser  is  cut  out.  The  circuit,  however,  should  not  be  placed  in  ser¬ 
vice  without  replacing  the  damaged  condenser  with  one  of  correct  capac¬ 
ity  and  voltage  rating  and  known  to  be  perfect  by  previous  test. 

Third:  If  the  trouble  is  thought  to  rest  in  the  resistor  elements, 
these  may  be  unsoldered  from  the  wiring  and  a  test  applied  to  the 
resistors,  either  across  the  whole  resistor  bank,  or  across  individual 
units,  according  to  the  explanation  under  the  caption  “  Checking  Values 
of  Different  Units,”  in  a  previous  chapter  (see  Fig.  219). 

Rectifier  Devices. — It  is  quite  evident  that  an  eliminator  or 
rectifier  unit  consists  of  a  rectifying  element,  a  filter  system  and  a 
voltage-divider  resistor  bank  from  which  the  d-c.  voltages  are  supplied 
to  the  receiving  set.  We  shall  now  discuss  individually  four  types 
of  rectifiers.  They  are,  namely: 

(1)  Hot  cathode  type  (thermionic  or  filament  type). 

(2)  Gaseous  type  (filamentless  type). 

(3)  Electrolytic  type,  which  does  not  employ  a  tube. 

(4)  Dry  metal  rectifier  which  does  not  employ  a  tube. 

(1)  Hot  Cathode  Rectifier. — This  type  depends  for  its  rectification 
properties  upon  the  utilization  of  a  heated  body  which  will  emit  nega¬ 
tive  electrons.  When  a  filament  is  lighted  to  incandescence,  electrons 
are  emitted  in  great  quantities.  When  a  second  positively  charged  body 
(the  plate)  is  placed  within  the  electron  field,  the  electrons  will  move 
toward  the  plate  under  the  attraction  of  its  positive  electric  force  and 
thus  the  conduction  of  current  is  brought  about. 

For  all  practical  purposes  current  will  flow  from  the  positive  body, 
called  the  anode  or  plate,  to  the  negative  body  or  heated  body,  called 
the  cathode.  However,  if  the  potential  at  the  plate  is  reversed  and 
made  negative,  the  electron  stream  will  be  repelled.  Without  an  elec¬ 
tronic  movement  toward  the  plate  conduction  current  will  not  flow. 
This  briefly  outlines  the  rectifying  properties  or  one-way  conduction  of 
the  two-element  hot  cathode  type  vacuum  tube. 

A  uni-directional  current  will  flow  in  the  voltage  divider  circuit  when 
properly  connected  to  the  rectifier  tube.  If  a  tube  having  two  plates 
and  two  filaments  is  employed  and  each  plate  is  connected  to  opposite 
terminals  of  a  transformer  secondary  winding,  full-wave  rectification 
may  be  obtained.  At  a  time  when  one  plate  is  charged  positive,  the 
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other  plate  is  charged  negative,  as  the  alternating  e.m.f.  reverses  poten¬ 


tial  every  half-cycle. 
Therefore,  two  plates 
utilized  in  this  manner 
and  working  alternately 
will  supply  a  current 
flowing  through  the  out¬ 
put  circuit  in  only  one 
direction,  or  direct  cur¬ 
rent. 

(2)  Gaseous  Tube 
Rectifier  (Filamentless 
Type). — A  full  wave 
gaseous  tube  rectifier  is 
shown  connected  in  a 
standard  circuit  in  Fig. 
246.  The  output  of  the 
tube  is  connected  to  the 
filter  system  as  illus¬ 
trated.  The  difference 
between  a  full  wave  gas 
tube  rectifier  and  the 
filament  type,  that  is,  the 
hot  cathode  type,  is  that 
the  latter  construction 
requires  an  individual 
filament  heating  coil 
wound  on  the  power 
transformer. 

If  two  electrodes  are 
separated  a  predeter¬ 
mined  distance  in  ordi¬ 
nary  air  and  a  high 
enough  voltage  is  im¬ 
pressed  across  the  elec¬ 
trodes,  a  spark  discharge 
will  occur  between  the 
points.  This  is  due  to 
the  fact  that  the  air 
molecules  in  the  inter¬ 
vening  space  between  the 
charged  electrodes  are 
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agitated.  Air,  as  we  have  learned,  consists  of  many  available  elec¬ 
trons,  usually  termed  free  electronsy  which  may  be  forced  to  move 
from  one  electrode  to  the  other,  always  seeking  to  equalize  the  high 
and  low  potentials  existing  on  the  respective  electrodes.  In  their 
movement  from  one  electrode  to  the  other,  or  from  negative  to 
positive,  free  electrons  crash  into  any  gas  atoms  that  may  lie  in  their 
path,  and,  due  to  this  collision,  the  gas  atoms  are  broken  up  and  one 
or  more  electrons  are  liberated  from  each  gas  atom.  The  electrons 
which  have  been  knocked  off,  as  it  were,  augment  the  original  electron 
stream  moving  from  one  electrode  to  the  other,  thus  producing  a  spark 
discharge.  It  requires  a  very  high  voltage  at  the  electrodes  in  order 
to  produce  this  action  in  ordinary  air.  This  is  called  ionization  of  the 
air  and  the  air  becomes  a  good  conductor  after  its  resistance  has  been 
broken  down  in  this  way. 

Now,  depending  upon  the  medium  in  the  space  between  any  two 
electrically  charged  electrodes,  whether  it  is  air,  or  a  particular  kind  of 
gas,  the  characteristics  of  this  discharge  are  subject  to  change. 

Ionization  Principle. — The  gaseous  tube  rectifier  operates  under 
what  is  known  as  an  ionization  principle.  A  normal  gas,  such  as 
helium,  under  certain  conditions  is  a  non-conductor  and  under  other 
conditions  it  will  become  an  almost  perfect  conductor.  It  was  stated 
in  the  “Electron  Theory”  section  that  a  normal  gas  atom  shows,  on 
the  whole,  no  charge  of  electricity  because  the  atom  is  composed  of 
equal  values  of  positive  and  negative  electricity.  The  negative  quan¬ 
tity  is  composed  of  the  electrified  particles  called  the  electrons.  Ioniza¬ 
tion  consists  of  liberating  one  or  more  electrons  from  each  gas  atom, 
and,  since  there  are  countless  billions  of  atoms  in  a  small  quantity  of 
gas,  there  will  be  released  large  quantities  of  negative  electrons  which 
will  seek  and  move  toward  an  electrode  (anode)  upon  which  rests  a 
positive  electric  charge.  The  atoms,  after  being  ionized,  are  positively 
charged  and  they  will  seek  a  negative  electrode  (cathode).  The  move¬ 
ment  of  electrons  represents  and  is  a  flow  of  electrical  current. 

In  all  gaseous  atmospheres  there  are  a  certain  number  of  electrons 
(perhaps  one  or  two  in  each  atom)  which  may  be  easily  forced  away 
from  a  normal  atom  when  a  difference  of  electric  potential  exists  upon 
two  electrodes  spaced  at  a  predetermined  distance.  There  is  consider¬ 
able  activity  among  the  atoms  caused  by  the  electric  potential  on  the 
electrodes.  This  agitation  of  gas  atoms  causes  them  to  collide  with 
one  another  and  one  or  two  electrons  of  each  atom  are  knocked  off  as 
previously  mentioned.  These  electrons,  upon  being  freed,  rush  toward, 
or  really  are  attracted  toward,  the  positive  electrode.  These  electrons 
are  often  referred  to  as  loose  or  free  electrons,  although  they  are  not 
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actually  free  until  they  have  been  released,  due  to  the  above  action. 
While  the  electrons  in  limited  numbers  are  en  route  to  the  positive 
electrode,  they  collide  with  gas  atoms  that  lie  in  their  path  with  such 
force  or  impact  that  additional  electrons  are  released,  thus  ionizing  the 
gas.  The  gas  atoms,  being  deficient  in  negative  electrons,  become 
positively  charged  atoms. 

The  positive  atoms,  which  may  be  simply  called  ions ,  are  attracted 
toward  the  negative  electrode  because  these  ions  are  deficient  in  a  cer¬ 
tain  number  of  electrons  and  seek  to  acquire  an  equal  number  of  elec¬ 
trons  (at  the  negative  electrode)  to  restore  them  to  their  original  normal 
state.  These  atoms  will  again  be  ionized  (i.e.,  re-ionized)  by  collision 
with  their  neighboring  atoms  and  electrons  again  will  be  released,  flow¬ 
ing  toward  the  positive  electrode.  The  positive  ions  will  rush  toward 
and  crowd  around  the  negative  electrode  searching  for  and  taking  on 
electrons  from  the  negative  electrode  in  amounts  necessary  to  restore 
them  to  their  normal  state.  It  can  now  be  seen  that  the  positively 
charged  atoms,  or  ions,  build  up  around  the  negative  electrode,  and, 
by  the  process  of  ionizing  and  re-ionizing  atoms,  the  electrons  move 
from  cathode  to  anode.  The  ionization  of  the  gas  and  flow  of  electrons 
has  made  the  path  between  the  electrodes  electrically  conductive. 
Although  current  flow  and  electron  flow  are  coincident,  nevertheless  in 
practical  usage  of  the  term  of  current  flow,  it  would  be  said  that  current 
will  flow  through  the  tube  from  anode  to  cathode  and  in  the  external 
circuit  from  cathode  to  anode.  As  previously  explained,  current  flow 
is  merely  a  term  and  its  direction  only  a  relative  one  with  regard  to  the 
electronic  flow.  This  will  be  evident  by  following  the  mechanics  of 
what  happens  within  a  gas  medium  between  two  separated  electrically 
charged  electrodes. 

Gases. — Other  gases,  such  as  neon  and  mercury  vapor,  could  be 
used  instead  of  helium  for  the  rectification  of  high  voltages.  But  the 
latter  gas  possesses  certain  advantages  over  the  others  when  employed 
as  the  conducting  medium  in  tubes  of  ordinary  power,  such  as  those 
being  used  in  “  B  ”  eliminators.  The  helium  gas  is  put  through  several 
purifying  processes  before  a  certain  amount  (which  determines  the  gas 
pressure)  is  finally  introduced  in  the  tube  and  the  metal  elements  and 
wires  are  treated  in  a  furnace  for  a  certain  period  of  time  to  remove 
the  last  trace  of  gases  in  those  elements  that  might  tend  to  prevent 
normal  action  of  the  tube  after  it  is  placed  in  service.  Any  cleanup  or 
exhaustion  of  the  helium  gas  content  (called  gas  fatigue)  will  shorten 
the  life  of  the  tube.  This  may  occur,  after  many  hours  of  operation, 
through  natural  causes,  such  as  a  dilution  of  the  helium  by  impurities 
given  off  from  the  metal  elements  due  to  heat  or  by  air  leakage,  that 
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is,  air  entrance  into  the  tube  through  the  glass  stem  through  which  the 
wires  are  drawn  to  connect  with  the  prongs  on  the  base.  There  is, 
no  doubt,  a  certain  coefficient  of  the  expansion  between  the  wire  and 
the  glass,  and  the  stems  are  made  quite  long  to  minimize  the  air  leak¬ 
age.  Due  to  the  terrific  bombardment  of  electrons  on  the  small  sur¬ 
face  of  the  anodes  these  elements  are  specially  treated  to  remove  all 
impurities  and  prevent  rapid  deterioration. 

Tungar  Type  Rectifier. — The  ionization  of  gas  molecules  by  the 
force  possessed  by  electrons  in  their  flight  toward  a  positive  electric 
attraction  will  put  the  gas  into  a  state  in  which  it  will  have  the  prop¬ 
erties  of  an  electrical  conductor.  This  action  is  known  as  ionization, 
or  disruption  of  gas  atoms  by  impact,  as  previously  stated.  Further¬ 
more,  when  a  filament  wire  is  heated  to  incandescence,  electrons  will 
emerge  from  or  will  be  emitted  by  the  hot  wire.  The  atoms  of  the 
filament  material  have  been  ionized,  the  process  being  known  as  thermal 
or  thermionic ,  due  to  heat.  The  Tungar 
rectifier  tube  consists  of  a  heated  filament 
and  a  relatively  cold  plate  which  is  charged 
alternately  positive  and  negative  by  con¬ 
necting  it  to  the  secondary  of  a  trans¬ 
former,  with  argon  gas  injected  into  the 
glass  chamber.  Here  we  have  two  processes 
of  ionization,  namely  heat  and  impact, 
employed  in  the  same  tube  in  order  to 
obtain  the  necessary  electrons  to  make  a 
conductive  path  between  the  filament 
(cathode)  and  plate  (anode).  Electrons 
flow  to  the  plate  during  every  half-cycle 
when  the  plate  receives  a  charge  on  the 
positive  alternation  from  the  power  trans¬ 
former. 

Gaseous  Tube  (Filamentless  Type). 

Full  Wave  Rectification. — Figure  247  shows 
one  electrode  with  a  large  surface,  called 
the  cathode,  while  the  two  smaller  elec¬ 
trodes  A  and  B  are  shown  protruding 
through  an  insulating  block  of  lava  into 
the  space  in  which  a  rarefied  gas  is  con¬ 
tained  under  a  low  pressure.  The  cathode 
is  connected  to  one  prong  on  the  base  of  the 
tube.  Anodes  A  and  B  are  connected  respectively  to  two  other  prongs. 
The  fourth  prong  on  the  base  makes  no  electrical  connection  and  is  blank. 


Fig.  247. — A  sketch  of  a  gaseous 
tube  rectifier  to  show  generally 
the  mechanical  relation  between 
the  large  cathode  and  the  two 
smaller  anodes. 
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When  two  anodes  are  used,  full  wave  rectification  may  be  obtained. 
The  smaller  anodes  A  and  B  are  connected  to  opposite  terminals  of  the 
secondary  winding  of  the  step-up  transformer  as  shown  in  Fig.  246,  and 
consequently  they  will  be  at  opposite  polarities  to  each  other  at  any 
instant.  During  one  alternation,  electrode  A ,  for  example,  is  positive 
and  passes  current  while  electrode  B  at  that  time  is  negative  and  opposes 
current  flow.  Each  electrode  is  active  in  passing  current  at  every  other 
alternation  of  an  a-c.  cycle;  hence,  for  a  60-cycle  supply  a  total  of  120 
alternations  of  current  will  flow,  always  in  the  same  direction,  through 
the  voltage  divider  resistors  of  the  eliminator.  Of  course,  the  120  alter¬ 
nations  or  pulsations  of  direct  current  will  be  smoothed  out  by  the  filter 
system  composed  of  choke  coils  and  condensers  to  provide  a  substan¬ 
tially  steady,  non-fluctuating  direct  current  suitable  for  energizing  the 
plates  of  the  vacuum  tube. 

A  gas  tube  with  two  anodes  is  similar  in  its  full  wave  rectifying 
properties  to  a  hot  cathode  type  tube,  employing  two  plates  and  two 
filaments.  In  either  case,  if  only  one  anode  and  one  cathode  is  used, 
we  have  half  wave  rectification,  but  if  two  anodes  are  used  we  have 
full  wave  rectification. 

Rectification  Principle  Explained  in  Detail.  Filamentless  Gas  Rec¬ 
tifier  Tube  Utilizing  a  Large  and  a  Small  Electrode. — Suppose  two  elec¬ 
trodes,  spaced  a  predetermined  distance,  are  placed  in  a  glass  envelope 
and  the  pressure  within  lowered  by  exhausting  the  air  from  the  tube. 
When  voltage  is  applied  to  the  electrodes,  conduction  current  cannot 
flow.  This  is  accountable  because  a  (commercial)  vacuum  is  almost 
free  from  gases  and  does  not  contain  very  many  loose  or  free  electrons 
which  can  be  set  into  motion. 

If,  however,  the  chamber  contains  a  slight  trace  of  gas,  for  example, 
neon  or  helium,  with  all  conditions  similar  to  those  mentioned  above, 
a  flow  of  conduction  current  will  take  place  from  one  electrode  to  the 
other.  This  is  manifested  by  a  peculiar  purplish  glow. 

When  two  large  electrodes  are  of  equal  size  the  electrons  released 
from  ionized  atoms  by  the  collision  of  free  electrons  will  allow  conduc¬ 
tion  current  to  flow  with  equal  facility  in  either  direction,  the  direction 
of  flow  depending  upon  the  polarity  of  the  electrodes.  However,  if 
electrons  could  be  liberated  in  larger  quantities  from  one  electrode  and 
allowed  to  move  freely  toward  the  other  electrode,  the  electrodes  then 
would  possess  the  property  of  rectification.  A  larger  flow  of  current 
would  pass  one  way  through  the  tube  and  a  lesser  value,  or  none  at  all, 
in  the  opposite  direction. 

We  have  shown  how  the  gas  is  put  into  a  state  to  make  it  readily 
conductive;  the  following  explanation  deals  with  the  construction  of 
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the  electrodes  by  means  of  which  rectification  is  obtained.  Many 
years  ago  Sir  Oliver  Lodge  developed  a  gaseous  rectifier  utilizing  ordi¬ 
nary  air  and  two  electrodes,  one  being  a  large  cathode  and  the  other  a 
very  small  anode  for  obtaining  one  way  conduction.  Figure  248  shows 
how  one  electrode  is  made  very  much  smaller  than  the  other.  Elec¬ 
trode  A  has  a  minute  surface  area,  and  electrode  C  a  large  area.  When 
A  receives  a  positive  charge  and  C  a  negative  charge,  electrons  will 
move  from  the  larger  surface  C  toward  the  smaller  surface  A,  due  to 
the  positive  attraction  at  the  latter  point. 

Now,  when  an  alternating  e.m.f.  is  applied  to  the  electrodes,  the 
polarity  changes  at  each  electrode  twice  every  cycle.  At  no  time  is 
there  any  difficulty  in  great  masses  of  electrons  attaching  themselves  on 
the  large  electrode  C  because  of  the  infinitely  small  magnitude  of  an 
electron.  When  the  gas  is  ionized  and  electrons  move  toward  A ,  as 


Cathode  (Q  — 


Cathode  (C) 


Showing  Conduction  from  C  io  A  when 
Small  Electrode  is  Charged  Positive 


'f-  Gas  Atoms  Prevent 
Electrons  from 
Leaving  the 
Surface  of  A 


Practically  no  Conduction  takes  Place  when 
Small  Electrode  is  Charged  Negative 


Fig.  248. — A  diagrammatical  explanation  of  the  one-way  conduction  principle  in  a 

gaseous  rectifier  tube. 


shown  by  the  arrows,  the  positive  atoms  move  toward  electrode  C, 
seeking  to  pick  up  a  few  electrons  in  order  to  restore  their  balance. 
The  foregoing  action  may  be  better  understood  by  studying  the  left- 
hand  view  in  Fig.  248. 

Now  refer  to  the  right-hand  view.  When  the  polarity  reverses,  and 
electrons  attempt  to  leave  the  region  of  the  smaller  electrode  and  move 
toward  the  larger  one,  they  will  meet  with  an  obstacle  in  the  form  of 
the  positive  atoms  which  in  the  meantime  have  collected  around  the 
smaller  electrode  surface  A  because  A  is  negatively  charged.  Due  to 
the  larger  size  of  the  positive  gas  atoms  as  compared  to  electrons,  the 
atoms  literally  cover  the  small  surface  area,  forming  a  sort  of  shroud, 
or  barrier,  through  which  electrons  cannot  pass  in  any  appreciable 
quantity.  This  action  does  not  permit  the  positive  atoms  to  reach  the 
small  surface  A  in  sufficient  numbers  to  take  on  the  requisite  amount 
of  electrons  in  order  to  re-establish  their  normal  or  balanced  state. 
Hence,  the  electrons  leaving  the  small  body  are  greatly  reduced.  Such 
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a  condition  could  not  prevail  on  the  larger  surface  C  because  there  is 
sufficient  area  to  prevent  a  large  concentration  of  gas  atoms  at  one 
point.  Large  quantities  of  the  positive  atoms  gather  around  the  large 
electrode  as  they  seek  to  take  on  the  same  number  of  electrons  by 
which  they  became  deficient  through  their  ionization  in  the  first  place. 

The  rectifying  action,  then,  depends  chiefly  upon  the  difference  in 
size  of  the  two  electrodes.  If  equal  in  size,  current  would  flow  as  readily 
in  one  direction  as  the  other.  The  action  may  be  summed  up  in  a  few 
words  by  saying  that  when  one  electrode  is  large  in  comparison  to  the 
other  the  positive  atoms  will  find  their  way  readily  to  the  large  surface 
C  and  take  on  electrons  when  this  electrode  is  negatively  charged  by 
the  alternating  voltage  from  the  transformer  to  which  the  electrodes 
are  connected.  However,  with  the  reversal  of  voltage,  the  smaller  sur¬ 
face  A  becomes  negative  and  its  ability  to  furnish  electrons  to  the  posi¬ 
tive  atoms  is  greatly  lessened  because  the  positive  atoms  cannot  gather 
in  large  quantities  around  the  small  surface. 

The  Raytheon  gas  rectifier  tube,  with  specifications,  is  listed  in  the 
Appendix. 

(3)  Electrolytic  Rectifier. — In  Fig.  249  a  step-up  transformer  is 
shown  connected  to  eight  rectifier  jars  and  the  jars  in  turn  connected  to 
a  smoothing  out  circuit  or  filter  system  and  the  latter  to  the  voltage 
divider  resistor  units. 

Two  banks  of  four  jars  each  are  connected  respectively  to  opposite 
terminals  of  the  secondary  winding,  as  shown.  A  mid-tap  taken  from 
the  secondary  coil  forms  the  negative  side  of  the  circuit.  The  magni¬ 
tude  of  the  alternating  voltage  induced  in  Si  and  in  &  will  depend 
principally  upon  the  ratio  of  turns  in  S,  and  S2  to  the  primary  winding. 

Let  us  assume  that  the  number  of  turns  of  wire  wound  on  the  two 
secondary  coils  is  sufficient  to  provide  an  e.m.f.  of  150  volts  across  each 
winding.  The  output  voltage  of  the  rectifier  will  then  be  approximately 
150  volts  as  marked  on  the  diagram. 

Each  jar  consists  of  an  aluminum  plate  A  and  a  lead  plate  L, 
immersed  in  an  electrolytic  solution.  Certain  materials  have  the  prop¬ 
erty  of  one-way  conductivity;  that  is,  the  current  in  one  direction  is 
met  by  a  normal  resistance  of  the  jar  (the  jar  may  be  called  a  cell),  but, 
in  the  other  direction,  the  resistance  may  be  50  or  100  times  as  great. 
When  a  cell  of  this  kind  is  connected  in  an  a-c.  line  it  substantially  cuts 
off  one-half  of  the  wave  and  permits  the  other  half  to  go  through ;  that 
is,  a  pulsating  uni-directional  current  will  flow  from  the  output  of  a 
rectifier  cell. 

It  can  be  seen  that  one  cell  will  rectify  alternating  current  into  direct 
current.  When  it  is  desired  to  supply  the  d-c.  circuit  with  a  larger 


Gas  Film  Layer  of 
Afuminum  Oxide 


ELECTROLYTIC  RECTIFIER 


497 


Fig.  249.  Circuit  arrangement  showing  how  several  electrolytic  jars  are  connected  to  provide  full  wave  rectification.  The  upper  sketch 

illustrates  the  principle  upon  which  an  electrolytic  rectifier  operates. 
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current,  several  cells  must  be  connected  in  series  to  divide  the  load 
among  them. 

A  group  of  cells  may  be  arranged  with  respect  to  another  group  of 
cells  so  that  both  halves  of  the  wave  are  rectified,  which,  when  filtered 
and  smoothed  out,  will  produce  a  steady  direct  current.  The  actual 
theory  involved  in  this  action  has  long  been  disputed,  but  it  is  assumed 
in  general  that  the  operation  depends  upon  a  gas  film  which  surrounds 
one  of  the  metal  plates  and  acts  as  an  insulator  when  the  cell  is  func¬ 
tioning. 

When  pure  aluminum  is  used  in  a  dilute  borax  or  boric  acid  solution, 
it  has  been  found  that  a  maximum  of  over  1500  volts  can  be  impressed 
across  the  electrodes  without  breaking  down  the  resistance  formed  by 
the  gas  film  between  the  electrolyte  solution  and  the  electrode.  These 
jars  can  be  used  in  high  voltage  circuits. 

The  action  is  somewhat  as  follows:  the  positive  plate  is  aluminum 
and  the  negative  plate  is  lead.  The  negative  plate  has  no  reaction, 
and  simply  acts  as  a  terminal  for  the  electrolyte  solution,  which  is 
negative.  When  current  flows  to  the  positive  aluminum  plate,  the 
metal  is  oxidized  and  a  thin  layer  of  aluminum  oxide  forms  a  gas  film 
around  the  plate,  as  shown  in  the  small  drawing  accompanying  Fig. 

249.  Current  will  not  flow  through  the  cell  under  the 
high  resistance  of  the  gas  film.  However,  when  the 
current  reverses,  as  it  would  in  an  alternating  current 
circuit,  it  can  flow  from  the  positive  to  the  negative 
electrode.  This  jar  is  used  then  as  a  rectifier,  as  it  will 
not  permit  the  passage  of  the  positive  alternations,  but 
only  those  of  the  negative  alternations. 

Electrolytic  Condenser/ — An  electrolytic  jar  may  be 
employed  as  a  condenser  providing  both  plates  are  made 
of  a  material,  such  as  aluminum,  which  becomes  oxi¬ 
dized  when  current  flows  to  the  cell.  (See  Fig.  250.) 
The  voltage  applied  across  the  cell  will  determine  the 
thickness  of  the  gas  film  of  aluminum  oxide  which  sur¬ 
rounds  both  plates.  Current  cannot  pass  through  a  jar 
in  either  direction  when  so  constructed  because  of  the 
high  resistance  offered  by  the  gas  film. 

(4)  Dry  Metal  Rectifiers. — The  dry  metal  contact 
rectifier  has  proven  to  be  very  efficient,  and  is  used 
chiefly  for  charging  storage  batteries  and  supplying  the  requisite  direct 
current  for  electrodynamic  loudspeaker  operation.  The  theory  involved 
in  its  action  is  thought  to  be  as  follows : 

In  a  metal  body  there  are  always  a  certain  number  of  free  or  loose 
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thought  that  the 
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built  up  around 
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shown  makes  it 
possible  to  use 
this  device  as  a 
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electrons  in  each  unit  of  volume  which  may  be  readily  detached  or 
moved  under  some  influence.  Some  metals  have  more  free  electrons 
than  others,  as  disclosed  in  the  study  of  vacuum  tubes.  It  is  assumed 
that  the  free  electrons  can  move  a  short  distance  from  the  surface  of  a 
metal,  perhaps  only  a  millionth  part  of  an  inch.  The  electrons  are 
then  pulled  back  to  the  metal  from  which  they  emanated  under  the 
attraction  of  the  positive  ions  with  which  the  electrons  were  associated. 
This  action,  then,  may  be  thought  of  as  the  movement  of  loose ‘electrons 
around  the  surface.  Copper  oxide  and  other  materials  have  long  been 
thought  to  possess  this  inherent  characteristic. 


Fig.  251. — A  conventional  diagram  of  a  rectifier  circuit  for  the  purpose  of  explaining 
the  approximate  ratio  of  primary  to  secondary  turns  in  a  power  transformer  supply¬ 
ing  both  high  and  low  voltages. 

When  two  metals  are  in  very  close  contact,  this  electron  energy 
acts  to  pass  current  at  the  junction  point.  If  the  electron  field  sur¬ 
rounding  one  metal  has  a  greater  density  than  the  other,  the  field 
which  has  the  greatest  magnitude  will  facilitate  the  passage  of  elec¬ 
trons  (or  current)  toward  its  metal  surface  more  readily  than  toward 
the  metal  which  has  a  field  of  less  density.  This  is  a  rectifying  action. 
The  use  of  liquids,  electrolyte  solutions,  or  tubes,  is  not  required. 

Power  Transformer  Employed  with  Full  Wave  Rectifier. — The  fol¬ 
lowing  suggestion  will  enable  the  reader  to  acquire  a  practical  idea  of 
the  approximate  number  of  turns  of  wire  and  gage  of  wire  used  in 
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winding  the  power  transformer  of  a  “  B  ”  eliminator.  Refer  to  Fig. 
251.  The  primary  coil  is  usually  wound  next  to  the  laminated  iron 
core,  while  the  secondary  coils  are  wound  over  the  primary  winding. 
This  construction  provides  highest  magnetic  field  changes  in  the  iron 
core.  If  the  voltage  applied  to  the  plates  of  the  rectifying  tubes  is 
approximately  270  volts  each,  and  the  input  voltage  from  the  a-c.  light¬ 
ing  mains  110  volts,  the  turns  ratio  will  be  a  little  over  2  to  1.  That 
is,  the  secondary,  Si  £2,  will  consist  of  more  than  twice  as  many  turns  of 
wire  as  the  primary  coil  in  order  to  obtain  this  step-up  transformation. 

The  secondary  winding  F\  used  to  heat  the  filaments  of  the  rectifying 
tubes  are  wound  with  fewer  turns  of  wire  than  the  primary  coil.  The 
ratio  of  turns  is  approximately  as  follows: 

Let  the  voltage  at  the  filament  terminals  be  7.5  volts  and  the  input 
e.m.f.  to  the  primary  side  from  the  lighting  socket  110  volts  a-c.  The 
ratio  of  number  of  turns  on  the  filament  coil  Fi  to  the  primary  coil  will 
decrease  in  the  same  proportion  that  the  voltage  decreases,  or  from 
approximately  110  volts  input  to  7.5  volts  output. 

To  obtain  these  results,  the  primary  winding  will  consist  of  about 
550  turns  of  No.  22  B  &  S  double  cotton-covered  wire  which  should  be 
carefully  insulated  from  the  iron  core  with  several  layers  of  heavy 
insulating  linen  (impregnated  with  insulating  varnish  and  called  Empire 
cloth).  Empire  cloth  is  wrapped  around  it  before  beginning  the  second¬ 
ary  windings. 

Next,  plate  section  Si  is  wound  with  about  1300  turns  of  No.  30 
B  &  S  enameled  wire,  the  end  of  which  is  brought  out  to  furnish  a 
mid-tap  connection.  This  plate  section  winding  is  also  insulated  with 
several  layers  of  Empire  cloth  before  beginning  plate  section  S2.  The 
beginning  of  S2  is  spliced  to  the  end  of  S\.  This  splice  affords  a  mid¬ 
tap  between  the  two  plate  coils  and  represents  the  negative  potential 
side  of  the  d-c.  circuit.  Plate  section  S2  is  also  wound  with  about  1300 
turns  of  similar  sized  wire.  The  beginning  of  Si  is  connected  to  the 
plate  of  rectifying  tube  No.  1,  and  the  end  or  finishing-off  wire  of  S2  is 
connected  to  the  plate  of  the  second  rectifying  tube,  No.  2.  Note:  One 
tube  employing  two  plates  would  be  connected  in  a  similar  way.  There 
are  several  more  layers  of  Empire  cloth  wrapped  over  the  last  plate  coils. 

The  two  filament  heating  coils  are  next  wound  on  the  transformer. 
The  first  section  F 2  supplies  alternating  current  to  heat  the  power  audio 
amplifier  tube  filament  and  it  should  supply  approximately  7.5  volts 
alternating  current  for  the  210  type  tube.  It  will  require  about  25 
turns  of  No.  16  TCC  (triple  cotton  covered)  wire  to  obtain  this  drop  in 
voltage.  Several  more  layers  of  Empire  cloth  are  wrapped  around 
the  amplifier  filament  coil. 


VOLTAGE  REGULATOR  TUBE 


The  last  winding  to  be  mounted  is  the  filament  heating  coil  for  the 
rectifier  tubes.  They  require  a  terminal  e.m.f.  of  7.5  volts  to  supply 
the  normal  electronic  emission.  This  winding  also  will  consist  of  about 
25  turns  of  No.  16  B  &  S  TCC  wire. 

A  tap  taken  from  the  center  of  the  last  25  turns  is  connected  to  the 
voltage  divider  resistor,  forming  the  positive  potential  side  of  the 
d-c.  circuit. 

The  iron  core  is  made  of  thin  stampings  or  sheets  of  silicon  iron 
(laminations)  which  have  been  either  lacquered  or  oxidized.  The  pur¬ 
pose  of  the  laminated  iron  core  is  to  reduce  the  heat  caused  by  the  con¬ 
tinuous  change  in  flux  in  the  iron  when  alternating  currents  flow  through 
the  several  coil  sections.  This  is  known  as  the  iron  loss  in  a  transformer, 
or  hysteresis . 

Voltage  Regulator  Tube  (Glow  Tube). — The  voltage  regulator  tube, 
type  874  (see  Fig.  252),  consists  of  two 
elements,  an  anode  and  a  cathode,  and 
contains  a  low  pressure  mixture  of  gases. 

It  has  been  explained  elsewhere  how 
current  conduction  is  accomplished  by 
the  ionization  of  gases.  The  most  useful 
property  of  a  tube  of  this  kind  is  that 
the  voltage  drop  across  the  tube  remains 
nearly  constant  at  about  90  volts  for  any 
value  of  current  passing  through  it  up  to 
its  maximum  rating  of  50  milliamperes. 

The  current  will  increase  through  the 
tube  when  no  current  is  being  drawn 
by  the  radio  receiver  from  the  voltage- 
divider  resistors  or  the  output  of  the 
rectifier.  For  this  reason  the  tube  should 
be  suitably  protected  by  inserting  suf¬ 
ficient  resistance  in  series,  if  used  for 
any  great  length  of  time,  when  carrying  more  than  .( 

(50  m.a.). 

The  voltage  regulator  tube  is  connected  as  shown  in 
between  the  +  90  and  negative  side  of  the  d-c.  circuit,  thereby  placing 
it  across  a  section  of  the  voltage  divider  which  is  connected  to  the  usual 
form  of  filter  or  smoothing-out  circuit  of  the  rectifier. 

The  action  of  the  tube  is  somewhat  of  a  reciprocating  nature,  because 
the  plate  current  drawn  by  the  tubes  in  the  receiving  set  results  in 
lowering  by  a  like  amount  the  current  flowing  through  the  regulator 
tube.  The  voltage  will  be  maintained  approximately  constant  at  90 
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Fig.  252. — Voltage  regulator  tube, 
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volts  until  the  receiving  tubes  reduce  the  current  through  the  regulator 
tube  to  a  low  value. 

The  cylindrical  element  is  the  cathode  (negative)  and  the  wire  ele¬ 
ment  inside  of  the  cylinder  is  the  anode  (positive),  its  shape  and  position 
being  shown  by  the  dotted  outline. 

To  explain  this  action  more  fully,  let  us  assign  numerical  values  both 
for  the  current  consumed  in  the  plate  circuit  and  for  the  direct  current 
furnished  from  the  output  of  the  full  wave  rectifier.  Suppose  the  regu¬ 
lator  tube  is  connected  between  +  90  and  —  d-c.  as  shown  in  Fig.  243 
and  let  the  output  of  a  rectifier  circuit  equal  50  milliamperes.  Let  the 
draw  of  plate  current  by  the  receiver  tubes,  and  that  which  flows 
through  the  resistors,  equal  30  milliamperes.  Since  the  voltage  regu¬ 
lator  tube  is  shunted  between  +  90  and  —  d-c.,  then  30  milliamperes 
will  flow  through  the  resistors  and  the  tubes  in  the  receiving  circuit, 
while  the  remainder,  or  20  milliamperes,.  will  flow  through  the  regulator 
tube.  The  tube,  the  resistors  and  plate  circuits  of  the  receiver  form  a 
parallel  or  divided  circuit  (see  Fig.  243).  Now,  let  us  change  the  load 
condition  by  adjusting  the  receiving  tubes.  Suppose  resistors  and 
receiving  tubes  together  draw  35  m.a.,  then  only  15  m.a.  will  flow 
through  the  path  furnished  by  the  regulator  tube.  Again,  if  the  load 
conditions  are  altered  and  the  receiver  and  resistors  draw  40  milliam¬ 
peres,  the  current  through  the  regulator  tube  will  drop  to  10  m.a.  In 
brief,  the  current  in  the  d-c.  line  is  maintained  constant  at  50  m.a.,  for 
either  an  increase  or  decrease  of  current  drawn  by  the  receiving  tubes 
will  be  taken  up  by  the  regulator  tube. 

The  line  current  of  50  m.a.  is  divided  into  that  part  which  flows  to 
the  receiving  set  and  through  the  resistors  and  that  portion  passing 
through  the  regulator  tube.  The  direction  of  the  direct  current  through 
these  channels  is  indicated  on  the  drawing.  Only  one  amplifier  tube  is 
shown  connected  to  the  terminal  of  the  voltage  divider  in  order  to  trace 
out  the  path  of  the  current  flow  and  to  simplify  the  explanation.  The 
efficiency  of  the  tube  is  very  high  in  that  the  e.m.f.  supplied  to  the 
receiving  tubes  will  vary  approximately  only  5  volts  between  no  load 
and  full  load  conditions.  By  the  reciprocating  action  of  the  regulator 
tube,  the  current  is  maintained  practically  constant  between  +  90  and 
—  d-c.;  therefore,  the  voltage  will  remain  approximately  constant 
between  these  two  points. 

Action  of  a  Condenser  and  Choke  Coil  in  a  Filter  Circuit. — A  filter 
system  consisting  of  one  condenser  and  one  reactance  (choke  coil)  is 
illustrated  in  Fig.  253.  Above  the  iron  core  reactor  L  there  is  graphi¬ 
cally  illustrated  a  pulsating  current,  as  shown  by  the  undulations 
of  fluctuations  in  the  line  drawn  from  M  to  N.  For  a  simple  explana- 
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Fig.  253. — A  simple  filter  circuit  consisting  of  a  condenser  and 
a  reactance  (choke  coil).  The  curve  clearly  illustrates  how 
the  filter  acts  to  smooth  out  a  pulsating  current. 


tion,  these  pulsations  may  either  be  due  to  a  ripple  in  the  direct  current 
output  of  a  d-c.  generator,  or  may  result  from  the  rectification  of  an 
alternating  to  a  direct  current. 
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O  pow  r  U  S.  the  filter  acts  to  smooth  out  a  pulsating  current. 

The  filter  system 

in  this  case  need  not  be  so  large,  that  is,  the  choke  coils  may  be 
wound  with  less  turns  of  wire  and  on  a  small  laminated  iron  core. 

However,  in  the  case  of  alternating  current  a  step-up  transformer 
is  used  to  produce  any  desired  a-c.  voltage  and  this  alternating  current 
is  converted  into  a  direct  current  by  the  use  of  a  rectifier.  The  rectifier 
will  deliver  a  direct  current  as  widely  fluctuating  in  magnitude  as  the 
current  in  any  one  alternation  of  the  a-c.  cycle.  The  output  of  the 
rectifier  is  insufficient  in  so  far  as  it  does  not  provide  a  steady  d-c.  flow 
suitable  for  plate  excitation.  The  filter  apparatus  required  for  smooth¬ 
ing  out  the  fluctuations  in  direct  current,  following  the  action  of  the 
rectifier  in  changing  alternating  current  to  direct  current,  must  in  this 
case  be  quite  large.  The  inductance  of  the  choke  coils  and  capacity  of 
the  condensers  must  be  large  enough  to  reduce  the  amount  of  the 
fluctuating  direct  current  to  prevent  any  modulation  effects  which 
would  be  reproduced  and  heard  in  the  loudspeaker  as  a  hum  or  purring 
sound. 


The  purpose  of  the  filter  system,  Fig.  253,  is  to  smooth  out  these 
pulsations  and  provide  a  steady,  non-fluctuating  direct  current  suitable 
for  energizing  the  plates  of  vacuum  tubes.  The  fluctuations  must  be 
reduced  in  amplitude  to  an  amount  necessary  to  prevent  a  modulation 
effect  which  is  received  as  a  hum  as  previously  mentioned. 

The  filter  system  illustrated  is  only  a  part  of  the  complete  rectifier 
apparatus.  The  two  elements  shown,  condenser  and  reactor,  are  used 
in  this  case  merely  to  describe  their  combined  action. 

The  action  is  as  follows;  When  current  in  the  d-c.  line  increases,  the 
magnetic  flux  in  the  iron  core  of  choke  coil  L  increases,  building  up 
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in  the  coil  a  high  reactance  voltage  because  of  the  large  inductance  of 
the  coil.  Because  its  inductance  is  in  the  vicinity  of  50  henrys  it  will 
tend  to  oppose  this  current  rise  in  the  circuit,  due  to  the  high  counter 
voltage  induced  in  direction  of  arrow  A .  This  counter  voltage  is  applied 
to  condenser  C  indicated  by  arrow  D,  because  C  is  connected  to  L  as 
shown. 

The  condenser  receives  this  charge,  and  would  ordinarily  hold  it,  if 
no  further  change  of  voltage  occurred  in  the  line.  But  the  current  in 
the  line  is  fluctuating,  and  during  one  of  the  d-c.  pulsations  the  self 
inductance  of  L  will  cause  an  e.m.f.  to  be  generated  in  the  direction  of 
arrow  B.  This  is  the  action  of  all  inductances,  for  they  tend  to  pre¬ 
vent  any  current  changes  in  the  circuit. 

When  the  voltage  in  the  line  decreases,  the  condenser  will  release 
part  of  the  charge  it  received  when  the  current  increased  in  the  line. 
Therefore,  the  condenser  supplies  a  new  voltage  to  the  circuit.  This 
compensates  for  the  decrease  in  the  line  voltage.  The  discharge  of  the 
condenser,  which  is  shown  by  the  arrow  Ef  is  clearly  in  the  same  direction 
and  aiding  the  line  or  applied  e.m.f. 

Since  the  condenser  tends  to  maintain  a  constant  voltage  in  the 
line,  current  will  flow  uniformly  through  the  circuit. 

The  condenser  functions  somewhat  like  a  reservoir  in  storing  up  an 
electrical  pressure.  It  receives  a  charge  when  the  line  voltage  increases 
and  gives  up  some  of  its  charge  when  the  line  voltage  decreases,  always 
trying  to  equalize  the  changes  and  thus  maintain  a  steady  flow  of  cur¬ 
rent  in  the  circuit. 

Although  this  explanation  is  fundamental  in  regard  to  the  filtering 
action,  it  is  not  complete,  inasmuch  as  it  has  been  found,  in  practice, 
that,  when  only  one  condenser  and  one  choke  coil  are  used,  they  will 
not  always  completely  filter  out  or  smooth  out  pulsations  caused  by 
rectified  alternating  current. 

We  have  shown,  however,  in  the  line  N  0  that  the  amplitude  of  the 
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Fig.  254. — How  a  filter  system  of  the 
“brute  force ”  type  is  arranged. 


either  side  of  the  filter  reactor  L. 
lar  to  the  one  just  described.  B 


pulsations  is  lowered  considerably 
through  the  action  of  the  reactor  in 
combination  with  the  condenser, 
and  from  0  to  P  it  is  shown  that 
a  reasonably  steady  direct  current 
is  supplied  to  the  output  circuit. 

Figure  254  illustrates  two  con¬ 
densers  Ci  and  <?2,  each  connected  to 
The  action  of  this  system  is  simi- 
r  the  addition  of  condenser  C2  the 


process  of  smoothing  out  the  pulsations  is  more  complete,  because  con- 
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denser  C2  will  charge  and  discharge  as  shown  by  arrows  C  and  D  pro¬ 
vided  there  is  a  slight  ripple  or  fluctuation  of  the  direct  current  flowing 
from  the  reactor,  which  sets  up  an  e.m.f.,  as  shown  by  arrows  A  and  B. 

Figure  255  shows  two  choke  coils,  L\  and  £2,  and  three  filter  condensers 
Ci,  C2  and  C3.  The 
filter  condensers  may 
have  a  capacity  of 
approximately  four 
or  more  microfarads 
and  the  filter  reac¬ 
tors  of  the  order  of 
30  or  of  50  henrys  of 
inductance.  This 
network  usually  con¬ 
stitutes  an  efficient 
filter  system.  The 
different  types  of  filter  systems  are  quite  similar  in  design. 

In  Fig.  255  the  fluctuating  direct  current  is  shown  by  the  waving 
line  AB.  Line  BC  illustrates  the  irregularities  partially  filtered  out  by 
the  condensers  and  coil  Li,  and  the  line  CD  shows  a  further  smoothing 
out  through  choke  coil  L2  and  its  condensers,  the  current  being  finally 
delivered  as  a  substantially  constant  non-fluctuating  direct  current, 
shown  as  the  line  DE .  Condenser  C3  should  have  sufficient  capacity 
to  supply  the  current  requirements  of  a  receiver  at  such  times  as  when 
the  modulation  of  a  broadcast  signal  rises  to  peak  values. 

The  Fundamental  Action. — Due  to  the  large  amount  of  flux  set  up 
in  the  iron  core  by  the  high  impedance  choke,  a  current  variation  through 
its  windings  will  cause  the  flux  permeating  the  iron  core  to  vary  consid¬ 
erably  in  magnitude.  The  magnetic  lines  of  force  will  cut  back  on  the 
turns  of  wire  when  current  changes  in  the  coil  and  induce  an  e.m.f. 
within  the  circuit  in  such  direction  that  the  rise  or  fall  of  current  will 
be  opposed.  The  condenser  is  charged  by  the  induced  voltages  gener¬ 
ated  by  the  self-inductance  of  the  choke  coil.  Therefore,  the  condenser 
will  discharge  and  supply  voltage  to  the  circuit  when  the  voltage  in  the 
line  lowers  to  a  value  less  than  the  voltage  already  in  the  condenser. 
The  choke  coil  tends  to  oppose  current  changes  and  the  condenser 
opposes  voltage  changes.  Thus,  when  working  in  correct  combination 
of  respective  electrical  values,  a  system  of  choke  coils  and  condensers 
will  maintain  a  steady  direct  current  flow.  The  oscillograms,  Figs. 
256a  and  2565,  show  the  d-c.  fluctuations  before  filtering  and  after  the 
smoothing-out  process  to  furnish  a  steady  or  non-fluctuating  direct 
current  to  the  voltage  divider. 


V\AAAA/V\^^  — - 


Fiq.  255. — This  filter  system  consisting  of  choke  coils 
and  condensers  is  used  to  smooth  out  rectified  A-C.  to 
provide  a  steady  or  non-fluctuating  direct  current. 
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Choke  Coils. — The  electrical  design  of  a  filter  choke  coil  (Fig.  257) 
must  provide  that  the  winding  will  not  offer  an  excessive  resistance  to 
the  normal  flow  of  direct  current  through  it,  and  that  the  self-inductance 
must  be  sufficiently  large  to  smooth  out  fluctuations  in  the  direct  cur¬ 
rent.  In  order  to  build  up  a  large  concentrated  magnetic  field  without 
increasing  the  turns  of  wire,  the  coil  is  always  wound  over  an  iron  core, 
the  core  usually  being  in  the  form  of  a  square.  The  chokes  are  made 
with  butt  joints,  and  have  a  small  air  gap  in  the  iron  core  (this  increases 


Direct  Current  Pulsations 
Half  Wave  Rectification 


Direct  Current  Pulsations 
Full  Wave  Rectification 


60  Cycle  A.  C.  Supply 
Input  to  Primary 


Fig.  256a. — An  oscillogram  illustrating  the  characteristic  wave  form  of  the  output 
of  a  half-wave  and  full-wave  rectifier  before  filtering. 

the  reluctance  of  the  magnetic  circuit)  to  prevent  magnetic  saturation 
of  the  core  by  the  magnetic  flux  created  by  high  values  of  direct  current 
flowing  through  the  coil  winding. 

It  will  be  noted  on  some  circuit  diagrams  that  the  choke  coil  has 
two  ratings:  (1),  its  d-c.  resistance  in  ohms;  (2),  its  inductance  in  the 
unit  of  a  henry. 

The  correct  size  of  the  air  gap  is  of  considerable  importance  when 
large  rectifying  systems  employ  a  rectifier  tube  capable  of  supplying 
400  milliamperes  d-c.  to  the  plate  circuits.  When  from  100  to  400 
milliamperes  flow  through  a  choke  winding,  the  iron  core  itself  should 
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Fig.  2566. — An  oscillogram  showing  the 
steady  direct  current  obtained  from 
the  output  of  a  filter  system. 


be  of  ample  size,  but  the  width  of  the  air  gap  should  not  be  excessive, 
because  if  too  large  the  necessary  inductance  could  not  be  obtained  to 
build  up  a  sufficient  reactance  voltage  to  prevent  fluctuations.  On  the 
other  hand,  if  the  width  of  the  air  gap  is  insufficient  the  core  will  become 
saturated  at  high  d-c.  values  and 
a  large  degree  of  variation  in  the 
fluctuating  d-c.  (after  rectification) 
will  retard  the  setting  up  of  a  varying 
magnetic  flux  of  adequate  magni¬ 
tude  in  the  core,  thus  resulting  in  a 
reduction  of  the  filtering  action  of  Amp  16 
the  choke,  and  consequently  allow¬ 
ing  a  fluctuation  in  the  voltage  fed  o 

to  the  plates  of  the  tubes. 

The  choke  coils  used  with  rec¬ 
tifying  tubes  of  lower  output  (those 
rated  at  about  100  milliamperes 
or  less)  do  not  require  such  partic¬ 
ular  consideration  of  the  air  gap 
because  the  size  of  the  core  can  be 
designed  to  perform  the  filtering 

action  satisfactorily.  Laminations  should  be  securely  clamped  to 
prevent  movement. 

Filter  Condensers. — The  condensers  should  have  a  large  value  of 

capacitance  in  order  to  enable  them  to 
receive  the  maximum  charging  current 
supplied  by  the  reactance  voltage  set 
up  by  the  choke  coil.  The  condenser 
dielectric  must  be  capable  of  with¬ 
standing  the  full  voltage  of  the  recti¬ 
fier  without  danger  of  puncture,  or 
disrupture,  for  at  times  such  circuits 
develop  a  high  voltage  surge  far 
above  the  ordinary  working  voltage. 

Filter  condensers  are  of  the  fixed 
type  and  employ  either  a  mica  or 
Fig.  257.— Filter  reactor  (choke  coil),  paper  dielectric.  In  modern  practice, 

tinfoil  is  used  as  the  conductor  or 
plates.  Alternate  layers  of  tinfoil  are  separated  by  the  dielectric 
material  (paper  or  mica)  and  the  tinfoil  and  dielectric  are  subjected  to 
a  very  high  pressure,  which  results  in  the  foil  becoming  almost  a  part 
of  the  dielectric.  In  this  way  any  movement  of  the  materials  is  pre- 
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vented.  Mica  has  always  been  known  to  possess  a  high  break-down 
voltage,  but  it  is  only  with  the  development  of  high  current  eliminators 
and  rectifiers  that  paper  condensers  have  been  manufactured  to  per¬ 
form  satisfactorily  in  circuits  of  greater  than  perhaps  1000  volts  d-c. 
This  is  made  possible  by  processes  in  manufacture  that  make  a  homo¬ 
geneous  structure  of  the  paper  which  prevents  carbonization  or  punc¬ 
ture,  even  when  the  condenser  is  subjected  to  high  potential  surges. 
The  working  voltage  of  paper  condensers  can  be  made  to  reach  a  limit 
at  about  2500  volts.  Such  condensers  are  suitable  and  have  their  par¬ 
ticular  use  in  filter  systems  and  in  other  circuits,  where  the  operating 
potentials  are  not  above  the  rate  printed  on  the  condenser  name  plate. 
The  mica  moulded-type  condenser  is  built  in  various  sizes  for  operation 
from  the  lowest  to  the  highest  voltages  that  are  encountered  either  in 
filter,  receiver  or  transmitter  circuits.  In  all  cases  condensers  used  in 
any  power  circuit  should  be  capable  of  withstanding  high  continuous 
operating  voltages  with  a  large  margin  for  a  safety  factor. 

The  dielectric  material  of  any  condenser  is  not  an  absolutely  perfect 
insulator,  for  there  is  always  a  certain  amount  of  leakage  current 
through  the  material,  almost  infinitesimal  in  the  best  grades  of  dielec¬ 
trics,  but  nevertheless  present.  If  the  dielectric  was  composed  simply 
of  a  single  sheet  of  paper,  and  a  weak  spot  appeared  in  the  paper,  in 
most  cases  it  would  extend  through  from  side  to  side.  A  slight  leakage 
current  at  this  point  would  generate  some  heat,  and  carbonization 
would  begin,  the  weak  spot  becoming  weaker  and  allowing  more  leakage 
current  to  pass  until  finally  the  paper  would  break  down  under  the 
strain  and  puncture.  In  order  that  this  disintegration  process  may 
be  avoided,  the  dielectric  material  should  be  made  of  a  plurality  of 
single  thicknesses  of  paper  or  papers,  minimizing  the  possibility  of  any 
weak  spots  in  adjacent  layers  coming  in  exact  alignment.  Thickness 
of  a  material  does  not  indicate  dielectric  strength  and  therefore  dielectric 
layers  of  the  material  may  be  used  in  either  mica  or  paper  condensers 
to  increase  the  electrical  strength,  or  safety  factor. 

It  is  of  interest  to  mention  that  in  certain  circuits  a  persistent 
hum  can  sometimes  be  overcome  by  inserting  choke  coils  of  suitable 
size  in  both  legs  of  the  circuit  with  the  filter  condensers  connected 
across  the  line  on  either  side  of  the  chokes. 


CHAPTER  XVII 


CONDENSERS  AND  THEIR  PRACTICAL  APPLICATION- 
HOW  A  CIRCUIT  OSCILLATES 

Condensers. — Condensers  are  classified  into  two  groups,  fixed  and 
variable  types,  and  also  into  two  general  divisions  according  to  their 
dielectric  strength,  namely: 

(1)  Low  voltage  condensers. 

(2)  High  voltage  condensers. 

Condensers  subjected  to  a  working  potential  of  almost  1000  volts, 
or  more,  are  usually  placed  in  the  category  of  high  potential  condensers 
and  those  rated  less  than  this  arbitrary  value  may  be  classed  as  low 
potential  condensers.  Refer  to  the  discussion  on  condensers  under  the 
caption  “  Action  of  Condenser  and  Choke  Coil  in  a  Filter  System.” 

High  voltage  condensers  employed  in  radio  transmitting  circuits  are 
grouped  according  to  their  dielectrics,  for  example,  Leyden  jar  or  glass 
dielectric  type,  air  dielectric,  oil  dielectric  and  mica  dielectric.  The 
mica  moulded  type  is  rapidly  gaining  favor  and  is  now  used  in  prefer¬ 
ence  to  other  types  in  radio  transmitting  equipment,  because  of  its 
ruggedness  and  compactness,  as  well  as  its  freedom  from  requirements 
of  periodic  attention  or  maintenance,  while  the  replacement  of  a  dam¬ 
aged  condenser  by  a  spare  condenser  involves  no  difficulties. 

The  main  condensers  to  be  described  are : 

(1)  Leyden  jar,  see  Fig,  258. 

(2)  Compressed  air  condenser. 

(3)  Oil  type  condenser. 

(4)  Mica  condenser,  see  Figs.  259  and  260. 

(5)  Paper  dielectric  condenser. 

(1)  The  Leyden  Jar. — The  Leyden  jar  shown  in  Fig.  258  is  one  of 
the  earliest  forms  of  high  potential  condensers.  It  is  14  in.  in  height, 
4^  in.  in  diameter  and  has  a  standard  capacity  of  .002  microfarad. 
The  glass  jar  is  copper  plated  on  both  outside  and  inside.  The  copper 
is  deposited  on  the  glass  to  within  3  in.  of  the  top  by  electrolysis,  the 
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copper  forming  a  strong  and  tenacious  layer  on  the  glass.  Each  copper 
plate  is  separated  by  the  glass.  The  glass  is  the  dielectric  and  builds 
up  electric  charge.  Potentials  as  high  as  30,000  volts  may  be  applied 
without  danger  of  puncturing  the  glass. 

Wire  connections  usually  are  not  soldered  to  the  copper  plates. 


Fig.  258. — The  Leyden  jar.  One  type  of  high  potential  condenser. 


Fig.  259. — Dubilier  high-voltage  transmitting  condenser  with  fixed  capacity.  The 
capacity  of  this  condenser  is  0.002  mfd.  and  will  safely  withstand  a  potential  of  25,000 

volts. 


Special  racks  hold  the  Leyden  jar  with  a  bus  bar  along  the  rack,  making 
proper  connection  when  it  touches  the  outer  plate  of  the  condenser.  A 
flexible  woven  wire,  either  soldered  to  the  inside  copper  plate,  or  a 
clove-shaped  anchor  resting  on  the  bottom,  provides  electrical 

connection.  A  terminal  lug 
attached  to  the  other  end 
of  this  wire  connects  to  a 
second  bus  bar  mounted 
over  the  jar. 

If  a  Leyden  jar  should 
puncture,  due  to  a  heavy 
potential  surge  through  the 
circuit,  the  point  where  the 
A  spark  discharge  will  be  seen 
A  temporary  repair 


mi D  CAPWITY  ZO'MFD^ 
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Fig.  260. — A  type  of  low- voltage  condenser  em¬ 
ploying  specially  treated  paper  as  the  dielectric 
and  tinfoil  as  the  conducting  material  (plates). 


glass  fractures  is  generally  visible, 
while  the  condenser  is  operating  in  the  circuit, 
can  be  made  by  filing  away  the  copper  plating  on  the  outside  of  the 
jar  an  inch  or  more  from  around  the  point  of  fracture. 

(2)  Compressed  Air  Condenser. — An  air  condenser  consists  of  a 
series  of  plates  mounted  in  a  sealed  cylindrical  steel  tank.  Air  is 
pumped  into  the  tank  to  a  pressure  of  about  250  lb.  The  compressed 
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air,  having  a  high  dielectric  strength,  may  be  used  in  high  potential 
circuits.  In  the  event  of  the  air  resistance  breaking  down  no  perma¬ 
nent  damage  is  done.  This  type  is  not  practical,  on  account  of  the 
compressor  pump  and  auxiliary  equipment  necessary  to  maintain  the 
pressure. 

(3)  Oil  Type  Condenser. — In  this  condenser  sheets  of  glass  or  other 
insulating  material  are  coated  with  tinfoil  to  a  reasonable  distance  from 
the  edges  of  the  glass  to  prevent  brush  discharge.  The  plate  and 
dielectric  sections  are  then  placed  in  a  suitable  tank  containing  insulat¬ 
ing  oil  (oil  free  from  all  minerals).  The  pure  oil  is  used  for  the  dielectric 
material.  Hence  we  find  that  oil,  compressed  air,  and  other  mate¬ 
rials  not  in  common  use  have  good  dielectric  properties  and  are  capable 
of  building  up  electrostatic  charges  of  electricity. 

(4)  Mica  Condenser. — The  moulded  mica  condenser,  one  type  of 
which  is  illustrated  in  Fig.  259,  has  become  the  standard  type  for  use 
in  power  circuits  and  high  frequency,  high  voltage  circuits.  This  par¬ 
ticular  condenser  is  rated  with  a  capacitance  of  0.002  microfarad  to  be 
used  in  a  transmitting  set  with  a  maximum  working  voltage  of  25,000 
volts. 

A  thousand  or  more  alternate  sheets  of  mica  and  tinfoil  are  stacked 
on  top  of  one  another  and  subjected  to  a  very  high  pressure  to  form 
one  section  of  the  condenser.  The  tinfoil  sheets  and  mica  sheets  almost 
become  an  identical  unit  due  to  the  high  pressure,  thus  preventing 
movements  of  the  materials  when  charging  and  discharging.  Several 
such  sections  are  mounted  in  an  aluminum  case  with  each  section  heavily 
insulated  from  its  neighbor.  The  sheets  of  foil  are  smaller  than  the 
mica  to  prevent  brush  discharge  at  the  edges.  The  sections  are  con¬ 
nected  together  with  jumpers  to  complete  the  assembly.  The  connec¬ 
tion  for  one  set  of  plates  passes  through  the  center  of  a  thick  insulated 
cover  plate  to  the  large  terminal  post  as  shown  in  the  illustration.  The 
opposite  set  of  plates  is  connected  by  a  jumper  to  the  aluminum  case. 
The  surface  of  the  aluminum  case  then  serves  to  make  external  electrical 
connection. 

While  the  full  voltage  on  the  line  acts  across  all  the  sections,  only 
a  low  potential  is  actually  impressed  across  a  single  section  or  unit, 
thus  minimizing  brush  discharge,  one  of  the  contributing  causes  for  con¬ 
denser  breakdown. 

A  special  wax  compound  is  poured  into  the  assembled  condenser 
before  the  cover  plate  is  attached.  This  acts  to  prevent  shifting  of  the 
mica  and  foil  and  prevents  any  change  in  capacitance  due  to  moisture 
or  air  that  would  otherwise  creep  in.  The  aluminum  case  also  acts  as 
a  shield  to  prevent  changes  of  capacitance  due  to  static  coupling  between 
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the  condenser  and  other  parts  mounted  on  the  panel  or  frame  of  the 
transmitter. 

Figure  261  illustrates  how  the  plates  of  a  condenser  are  interleaved 
with  short  connecting  tabs  extending  from  opposite  layers  of  foil.  This 
method  of  construction  conserves  space,  for  it  can  be  readily  seen  that 
thousands  of  square  inches  of  effective  plate  area  may  be  obtained  from 
a  comparatively  small-sized  condenser.  Each  alternate  layer  of  tinfoil 

and  the  dielectric  ma¬ 
terial  between  them 
form  a  condenser. 
The  drawing  shows 
the  five  condensers 
connected  in  parallel 
combination  between 
sides  A  and  B,  Ac¬ 
tually  five  different 
condensers  are  not 
ThicKn«»s  of  Dielectric  employed,  but  the 
Fig.  261. — A  condenser  may  be  assembled  by  this  electrostatic  capacity 
method.  The  condenser  plates  are  separated  by  a  dielec*  between  A  and  B  is 
trie  material  in  the  manner  suggested  by  the  right-hand  gye  ^jmeg  ag  great  as 

sketch*  that  of  any  of  the  in¬ 

dividual  small  condensers  marked  1,  2,  3,  4,  and  5.  A  single  condenser 
of  equivalent  capacity  consisting  of  only  two  plates  similarly  spaced, 
using  a  single  dielectric,  would  necessarily  require  a  plate  area  five 
times  as  large  as  any  of  the  individual  small  plates. 

(5)  Paper  Dielectric  Condenser. — Condensers  employing  wax  paper 
or  paraffin  paper  for  the  dielectric  are  less  expensive  to  manufacture 
than  mica  condensers,  but  their  use  is  restricted.  All  condensers  should 
be  marked  in  some  way  to  indicate  their  working  voltage.  The  paper 
condensers  are  divided  into  five  classes,  according  to  their  rated  uni¬ 
directional  d-c.  working  voltage  of  150,  300,  500,  750  or  1000  volts. 

Paper  condensers  are  usually  rolled  or  wrapped.  Spools  of  tinfoil 
glued  to  paper  sheets  and  paper  are  wound  on  a  bobbin  so  that  the 
paper  separates  alternate  layers  of  tinfoil.  After  completing  a  rolled 
condenser,  connection  lugs,  or  pigtail  wires,  are  soldered  to  either  side 
of  a  tinfoil  sheet  and  brought  outside  to  terminal  lugs  or  binding  posts. 

The  Ideal  Condenser. — The  requirements  for  an  ideal  condenser,  if 
one  could  be  manufactured,  would  include  the  perfect  insulation  of  its 
plates;  the  dielectric  would  be  immune  from  rupture  or  puncture;  the 
principal  causes  of  losses,  due  to  leakage  between  plates  and  other  losses 
incurred  due  to  heating  or  dielectric  absorption  (hysteresis  loss)  would 
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be  eliminated.  A  compressed  dry  air  condenser  comes  very  near  to 
these  requirements,  which  means  close  to  perfection. 

All  condensers  in  the  oscillatory  circuits  of  a  transmitter  are  sub¬ 
jected  to  a  high  voltage  strain  when  connected  across  the  secondary 
winding  of  a  high  voltage  transformer. 

The  maximum  possible  charge  a  condenser  will  take  depends  upon 
its  insulation,  that  is,  the  strength  of  the  dielectric  to  resist  a  disruptive 
charge  or  puncture.  This  property  of  the  material  is  known  as  the 
breakdown  voltage ,  sometimes  abbreviated  “  BDV.” 

Losses  in  a  Condenser. — It  has  been  explained  that  the  process  of 
charging  and  discharging  a  condenser  is  gradual.  It  is  supposed  that 
the  losses  occurring  during  this  process  are  due  to  any  of  several  causes : 

(1)  Heat  produced  in  the  dielectric  called  dielectric  hysteresis . 

Eddy  current  effects  are  due  to  considerable  work  done 
when  a  condenser  is  alternately  charged  and  discharged 
at  a  very  high  rate  as  in  radio-frequency  circuits.  Energy 
is  also  expended  in  the  form  of  heat  and  waste. 

(2)  Brush  discharge,  which  has  been  discussed  before  in  this 

chapter.  Brush  discharge  is  particularly  noticeable  when 
the  edges  are  either  dirty  or  greasy. 

(3)  Losses  also  occur  due  to  leakage  between  the  plates. 

(4)  Dielectric  absorption  occurs  when  a  static  field  is  set  up 

between  a  charged  condenser  and  some  other  nearby 
object.  A  charged  condenser  seeks  to  give  up  the  charge 
which  it  holds  to  some  other  body.  On  this  account 
condensers  should  not  be  mounted  too  close  to  coils  or 
inductances  in  radio-frequency  circuits. 

There  are  two  things  a  person  should  ascertain  before  connecting  a 
condenser  in  any  circuit: 

(1)  The  capacity  of  the  condenser. 

(2)  The  voltage  rating. 

The  manufacturer  usually  stamps  these  specifications  on  a  card  or 
plate  attached  to  the  condenser. 

The  questions  have  often  been  asked:  “  Can  a  bypass  condenser  be 
used  as  a  blocking  condenser?  ”  or  “  Can  the  same  type  condenser  be 
used  to  perform  some  other  function  in  different  parts  of  the  circuit?  ” 

We  may  better  answer  these  questions  by  stating  that  any  condenser 
of  the  correct  capacity,  regardless  of  its  shape  or  material,  may  be  used 
in  a  circuit  to  perform  any  function  requiring  the  use  of  a  condenser, 
with  the  following  provision:  The  dielectric  strength  of  the  condenser 
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must  be  great  enough  to  withstand  not  only  the  working  voltages  in  the 
circuit  but  must  resist  puncture  even  when  high  potential  surges  rack 
the  condenser. 

The  Practical  Application  of  Condensers  in  Circuits. — When  a  con¬ 
denser  is  connected  in  a  circuit,  it  must  fulfill  the  following  requirements: 

(1)  It  must  have  the  correct  capacity  for  storing  up  the  maximum 
charge  that  is  given  it  by  the  currents  that  flow  in  the  circuit,  and  it 
will  then  return  this  energy  to  the  circuit  in  the  form  of  an  electromo¬ 
tive  force,  which  will  again  cause  current  to  flow  through  the  circuit. 
This  means  that  the  rate  at  which  a  condenser  is  charged  and  discharged 
is  governed  by  the  frequency  of  the  impressed  e.m.f. 

(2)  The  dielectric  of  the  condenser  must  be  able  to  withstand  the 
working  voltage  of  the  circuit. 

(3)  It  has  been  shown  in  our  previous  discussions  that  a  condenser 
will  block  a  flow  of  direct  current,  but  will  pass  alternating  currents. 

(4)  Since  a  condenser  is  charged  and  then  discharged,  it  is  obvious 
that  the  discharged  energy  can  be  applied  to  some  other  circuit,  which 

may  not  be  in  common  with  the  cir¬ 
cuit  which  impressed  the  charge  on 
the  condenser.  The  condenser  is 
said  to  be  in  common  with  both  cir¬ 
cuits.  In  other  words,  the  condenser 
can  receive  a  charge  from  one  alter¬ 
nating  current  circuit  and  deliver  its 
charge  to  a  neighboring  alternating 
current  circuit.  Two  independent 
circuits,  therefore,  can  be  mutually 
coupled  together  by  a  condenser 
and  energy  can  be  transferred  from 
one  to  the  other  through  the  medium 
of  the  electrostatic  field. 

When  the  frequency  of  the  cur¬ 
rent  in  a  circuit  is  very  high,  the 
condenser  capacitance  required  to 
pass  this  frequency  efficiently  should 
be  low,  because  of  the  short  time 
in  which  the  charge  and  discharge 
takes  place. 

With  the  above  considerations 
in  mind,  we  will  illustrate  several  of 
the  practical  uses  of  condensers  in  radio  circuits.  In  Fig.  262  a  con¬ 
denser,  called  a  bypass  condenser,  is  connected  between  the  plate  and 


Fig.  262. — This  diagram  shows  why  a 
small  bypass  condenser  is  placed  be¬ 
tween  plate  and  filament  of  a  detector 
tube.  The  condenser  serves  to  bypass 
the  carrier  frequency,  i.e.,  the  radio-fre¬ 
quency  component  of  the  plate  current. 
The  modulation  or  audio  component 
passes  through  the  plate  coil  AB. 
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filament  of  the  tube.  This  condenser  has  a  capacity  which  is  not  criti¬ 
cal  to  any  one  frequency,  but  which  should  pass  all  of  the  carrier  fre¬ 
quencies  in  the  broadcast  range. 

The  tube  shown  is  a  detector  tube  and  its  function  is  to  convert,  or 
change,  the  incoming  signal  oscillations  into  an  audio-frequency  current. 

A  particular  case  is  cited  showing  a  modulated  radio-frequency  cur¬ 
rent  (carrier  current)  designated  by  curve  b.  The  iron  core  inductance 
designated  by  AB  ordinarily  will  not  pass  any  radio-frequency  current, 
because  of  its  high  inductive  reactance,  but  it  may  do  so  if  its  distrib¬ 
uted  capacity  is  high.  The  average  plate  current  variation  of  the  radio¬ 
frequency  oscillations  is  at  an  audible  frequency  as  shown  by  the 
modulated  wave  marked  a,  and  this  audible  frequency  will  pass  through 
the  inductance. 

Any  current  that  flows  through  the  inductance  will  be  amplified  in 
the  loudspeaker,  because  the  inductance  is  the  primary  winding  of  an 
audio-frequency  transformer,  which  couples  the  detector  tube  circuits 
to  the  audio-amplifier  circuits. 

It  is  readily  seen  that  only  current  which  will  actually  reproduce 
either  music  or  voice  signals  (or  telegraphic  signals)  with  fidelity  should 
be  permitted  to  flow  into  the  inductance.  Therefore,  if  a  condenser  of 
proper  capacity  is  connected  between  plate  and  filament,  the  alternat¬ 
ing  component  at  radio-frequency  (called  the  carrier  frequency) ,  will 
bypass  through  this  channel.  Consequently  these  high  frequencies  then 
are  excluded  from  the  inductance  since  they  are  bypassed  through  the 
path  provided  by  the  condenser. 

The  quality  of  the  sound  reproduction  in  a  loudspeaker  will  be 
improved  if  we  can  remove  from  the  circuits  any  extraneous  electrical 
oscillations  which  might  interfere  with  the  audio-frequency  current. 

In  Fig.  263  condenser  Ci  is  used  in  the  capacity  of  a  coupling  con¬ 
denser,  but  in  this  particular  use  it  is  called  a  grid  input  condenser. 
The  condenser  is  connected  to  the  filament  on  one  side  and  to  the  plate 
on  the  other  side  through  the  coil  L;  the  condenser  is  also  connected  on 
one  side  to  the  grid  of  the  tube,  with  condenser  C 2  in  series.  The  con¬ 
denser  Ci,  therefore,  is  connected  between  the  grid  and  the  filament. 

Let  us  follow  out  what  would  occur  if  the  r.f.  oscillations  pass 
through  inductance  L  caused  when  this  tube  functions  in  the  circuit  as 
an  oscillator.  We  know  that  this  inductance  will  oppose  variations  in 
current  because  of  its  self-inductance  and  in  so  doing  will  induce  an 
e.m.f.  in  the  circuit. 

This  voltage  is  applied  to  condenser  C\  because  Ci  is  connected  to  L 
as  indicated  on  the  diagram.  It  can  be  understood  that  this  e.m.f.  will, 
therefore,  charge  the  top  side  of  condenser  Ci  as  shown.  When  the  top 
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side  of  Ci  is  charged  to  a  negative  potential,  then  the  lower  side  will  be 
charged  to  a  positive  potential. 

The  wire  X  connects  one  side  of  condenser  Ci  to  C2,  and  since  the 
latter  condenser  is  connected  in  series  with  this  circuit,  C2  also  will 
become  charged,  as  indicated  in  the  drawing.  One  side  of  the  condenser 
C2  will  become  negative  and  the  opposite  side  positive.  Since  the  grid 
is  connected  to  the  condenser  it  will  receive  the  same  charge  as  the 
plate  to  which  it  is  connected. 

It  is  seen  that  the  function  of  C\  has  been  to  impress  a  voltage  on 
the  grid;  therefore,  the  voltage  drop  across  Ci  will  cause  a  voltage  drop 


Fig.  263. — A  simple  diagram  of  an  oscillator  circuit  showing  how  condensers  may 
be  effectively  used  in  various  parts  of  radio  equipment.  One  of  important  uses  of  a 
condenser  is  illustrated  by  the  position  of  Cl  in  the  circuit.  The  voltage  drop  across 
this  condenser  is  applied  between  grid  and  filament  to  provide  the  grid  excitation 
for  the  generation  of  continuous  r.f.  oscillations.  The  small  sketch  to  the  right 

shows  this  principle. 

between  the  grid  and  filament,  for  the  filament  is  connected  to  the  lower 
side  of  Ci. 

When  condenser  C\  is  charged  with  an  alternating  e.m.f.,  as  it  will 
be  when  current  rises  and  falls  in  coil  L,  then  this  alternating  e.m.f.  will 
be  impressed  between  the  grid  and  the  filament  of  the  tube. 

We  will  not  discuss  further  the  functioning  of  the  entire  circuit, 
except  to  disclose  the  manner  in  which  radio-frequency  plate-current 
variations  can  be  returned  to,  or  fed  back  into,  the  grid  circuit  as  an 
alternating  e.m.f.  applied  to  the  grid.  In  brief,  a  current  increasing  and 
decreasing  in  inductance  L  will  produce  an  alternating  voltage  (voltage 
drop  across  condenser  Ci)  and  the  grid  of  the  tube  will  be  impressed  with 
an  alternating  potential.  In  other  words,  there  will  be  a  voltage  drop 
between  grid  and  filament  similar  to  the  voltage  drop  across  condenser  C\ . 

In  the  smaller  drawing  of  Fig.  263  we  have  shown  in  simplified  form 
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how  condenser  Ci  is  connected  to  the  grid  and  to  the  filament,  omitting 
condenser  C2,  which  is  used  as  a  blocking  condenser. 

Condenser  C2  will  pass  the  alternating  e.m.f.  to  the  grid,  but  will 
block  any  direct  e.m.f.  which  is  applied  to  the  plate.  Condenser  C2 
must  be  connected  in  this  manner,  or  the  plate  current  will  flow  through 
the  inductance  L  up  to  the  grid  and  charge  the  grid  with  the  same  d-c. 
potential  which  is  applied  to  the  plate.  Refer  back  to  the  small  figure. 
It  is  very  clearly  shown  that  if  we  have  a  voltage  drop  across  Ci,  desig¬ 
nated  by  the  opposite  signs,  positive  and  negative,  the  same  voltage 
drop  will  be  applied  between  grid  and  filament. 

In  Fig.  264,  the  variable  short 
wave  condenser  Ci  is  connected  in 
series  with  inductance  L\  and  ground. 

This  is  called  the  antenna  or  primary 
circuit.  The  condenser  C2  with  in¬ 
ductance  Z/2  comprises  the  tuned 
secondary  circuit.  Condensers  used 
in  this  way  do  not,  in  any  sense, 
couple  circuits  together.  Their  sole 
function  is  to  provide  the  necessary 
variable  capacity  to  tune  the  circuits 
to  similar  frequencies,  thus  placing 
them  in  resonance  with  the  frequency 
of  the  incoming  signal  which  we 
desire  to  receive. 

Capacitance  Employed  to  Couple 
Radio-Frequency  Circuits —In  Fig.  Fig.  264.— Showing  how  incoming 
265  let  the  coil  Li  perform  the  same  radio  signal  power  is  transferred  from 
function  as  the  coil  Li  in  Fig.  264.  the  open  (primary)  circuit  to  the  closed 

Then  an  alternating  e.m.f.  will  be  (secondary)  circuit  and  the  use  of  vari- 
,  ,  ,  .  ..  able  condensers, 

generated  across  L\  when  alternating 

current  flows  through  it  from  the  signal  wave  impinged  on  the  antenna 
from  some  distant  transmitting  station. 

The  oscillatory  circuit  comprising  L3  and  C3  is  the  secondary  tuned 
circuit  and  will  function  similarly  to  the  circuit  L2  and  C2  in  Fig.  264. 
It  is  seen  in  Fig.  265  that  L\  and  L2  are  statically  coupled  together 
through  two  variable  condensers,  Ci  and  C2,  whereas  Li  and  L2  of  Fig. 
264  are  mutually,  or  inductively,  coupled,  and  any  transfer  of  energy 
from  one  inductance  to  the  other  is  through  the  medium  of  the  electro¬ 
magnetic  field,  produced  by  coil  L2.  This  is  called  magnetic  coupling^ 
to  differentiate  it  from  static  or  capacitive  coupling  as  employed  in 
Fig.  265. 
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Magnetic  Coupling 


The  transfer  of  energy  from  coil  L\  to  Lz  is  through  the  medium  of 
the  electrostatic  fields  in  the  two  coupling  condensers.  The  condenser 
may  be  called  a  capacitor.  When  the  condensers  are  charged  with 
an  alternating  e.m.f.  by  the  coil  L\  an  alternating  e.m.f.  will  be  impressed 

across  coil  I/2,  and 
alternating  current 
will  flow  through 
Z/2,  designated  by 
the  arrows. 

The  magnetic 
field  then  builds  up 
around  Lz  and 
transfers  r.f.  energy 
to  Lzy  due  to  electro¬ 
magnetic  induction, 
inducing  an  alter¬ 
nating  e.m.f.  in  L3* 
Inductances  Lz  and 
Lz  are  inductively 
(magnetically) 
coupled.  The  coup¬ 
ling  between  L\  and 
Lz  is  called  direct 
capacitive  coupling . 

The  circuit  Lz  and  Cz  is  the  secondary  circuit,  and  L\  is  the 
primary  circuit.  When  the  coupling  condensers  are  variable,  their 
capacities  can  be  so  adjusted  that  the  circuits  comprising  them 
may  be  placed  in  resonance  with  the  frequency  of  the  current  flowing 
in  L\. 
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Fia.  265. — A  receiving  set  may  employ  electrostatic  (con¬ 
denser)  coupling  between  the  antenna  and  the  tuned  cir¬ 
cuit  associated  with  the  vacuum  tube. 


Figure  266  illustrates  the  use  of  a  condenser  in  coupling  the  plate  or 
output  circuit  of  a  power  amplifying  tube  to  a  loudspeaker  reproducing 
device.  This  method  is  sometimes  called  impedance  coupling  with  a 
capacity  take  off. 

By  consulting  the  drawing  it  is  seen  that  the  plate  current  of  the 
tube  does  not  flow  through  the  winding  Lz  of  the  loudspeaker  electro¬ 
magnet,  because  condenser  C\  does  not  permit  actual  direct  current 
flow.  The  action  is  as  follows: 

An  audio-frequency  current  circulates  through  the  winding  of  the 
iron-core  impedance  or  plate  reactor  L\  from  plate  to  £+,  which  sets  up 
a  high-reactance  voltage  due  to  the  current  variations.  This  alternat¬ 
ing  voltage  generated  across  coil  L\  is  impressed  on  the  coupling  con¬ 
denser.  The  arrows  show  the  alternating  voltages  impressed  upon 
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Coupling  Condenser 

Indicating  Alternating 
E.M.F. 


condenser  C\  and  therefore  only  alternating  current  carrying  the  signal 
characteristic  will  pass  through  the  loudspeaker  unit  L2. 

Inductance  and  Capacity, — Circuits  designed  to  carry  high  frequency 
alternating  currents  employ  the  use  of  inductances  (coils)  and  con¬ 
densers.  A  condenser  is  a  device  with  metal  surfaces,  called  plates, 
which  are  separated  by 
an  insulating  medium  or 
non-conductor,  called 
the  dielectric  material. 

All  non-conductors  of 
electricity,  such  as  mica, 
glass,  waxed  paper,  and 
air,  are  classed  as  non¬ 
conductors  or  insulators 
and  are  forms  of  dielec¬ 
tric  material.  The  phe¬ 
nomenon  whereby  a 
dielectric  becomes  elec¬ 
trically  charged,  when  an 
electrical  pressure  (dif¬ 
ference  of  potential)  is 

applied  to  its  surfaces,  jrIG  266. — One  method  of  coupling  the  output  of  a 
is  discussed  fully  under  power  amplifier  tube  to  a  loudspeaker  known  as 
of  “choke  coil”  or  “impedance”  coupling.  The  plate 
'pke  direct  current  does  not  flow  through  the  speaker 

circuit  connections  are  wind^il.  Tfhe  «^  *"**~  Permits  the  pass- 

age  of  audio-frequencies  from  the  plate  circuit  to  the 
made  to  the  plates,  be-  loudspeaker, 

cause  the  plates  dis¬ 
tribute  the  charge  uniformly  over  practically  all  of  the  dielectric. 

As  long  as  the  e.m.f.  is  maintained  across  the  condenser  the  dielectric 
is  said  to  be  charged  to  a  certain  voltage.  It  is  held  under  a  pressure 
strain  with  the  charge  resting  on  the  dielectric  surfaces  in  the  form  of  a 
field  of  force ,  termed  an  electrostatic  field.  This  action  is  analogous  to 
elasticity  in  matter.  A  coil  spring,  when  pulled,  will  stretch  and  be 
held  under  a  tension,  but  when  the  pulling  force  is  removed,  the  recoil 
of  the  spring  will  develop  a  counter  pulling  force  of  its  own,  which  is 
pressure,  and  it  may  be  made  to  do  useful  work. 

When  the  e.m.f.  which  charged  the  condenser  is  discontinued  the 
energy  in  the  dielectric  will  react  to  restore  the  original  normal  condi¬ 
tion.  This  reaction  is  called  discharget  and  it  is  really  an  equalizing  of 
the  potential  difference  in  the  condenser,  thus  relieving  the  strain 
within.  This  pressure,  when  released,  will  exert  an  applied  force,  in 


the  electron  theory 
condenser  charges. 
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the  same  manner  as  any  e.m.f.,  in  setting  up  a  current  flow  in  the  cir¬ 
cuit  of  which  the  condenser  is  a  part.  The  current  will  continue  flow¬ 
ing  until  no  potential  difference  exists  between  the  plates.  An  analogy 
is  useful:  the  condition  in  a  tank  filled  with  compressed  air  and  the 
behavior  of  the  air  confined  in  a  sealed  tank  and  held  under  compression 
are  about  the  same.  For  instance,  air  will  continue  to  rush  from  a 
compressed  air  tank  when  the  valve  is  opened,  as  long  as  pressure 
remains  in  the  tank.  A  tank  holding  a  given  quantity  of  air  under  a 
high  pressure,  or  a  condenser  holding  a  given  quantity  of  electricity 
under  an  e.m.f.,  in  either  case  will  seek  to  reduce  the  pressure  within. 
The  point  which  we  desire  to  emphasize  is  that,  if  conditions  are  favor¬ 
able,  the  result  is  a  discharge  or  the  giving  up  of  energy  and  in  return 
the  development  of  other  energies.  Current  will  flow  through  a  circuit 
from  a  condenser  when  it  is  discharging  in  a  direction  opposite  to 
the  flow  of  the  charging  current.  Therefore,  we  might  say  that  current 
flows  up  to  and  away  from  a  condenser,  but  does  not  actually  pass 
through  it. 

In  the  case  of  an  air  tank,  let  us  suppose  that  only  one  pipe  line  is 
connected  to  the  tank.  This  line  is  used  when  filling  the  tank,  and  may 
be  used  later  as  the  supply  line  to  furnish  air  for  utility  purposes.  Com¬ 
pressed  air  will  flow  through  a  pipe  when  the  tank  is  being  emptied  in  a 
direction  opposite  to  its  flow  when  the  tank  is  being  filled.  During  all 
of  the  time  the  tank  is  filling  the  compressed  air  within  offers  an  increas¬ 
ing  back  pressure  which  reacts  against  or  opposes  the  line  pressure  of 
the  compressor  pumping  the  air. 

We  know  that  when  the  tank  is  empty,  there  is  no  back  pressure, 
but  when  air  begins  to  rush  in,  as  at  the  instant  when  the  tank  begins 
to  fill,  the  counter  or  back  pressure  gradually  rises.  This  opposing 
pressure  slows  up  the  quantity  of  air  flowing  from  the  compressor  into 
the  tank,  and  finally  the  air  flow  will  stop  when  the  pressure  within 
the  tank  equals  and  opposes  the  force  of  the  pump,  for  the  tank  is  then 
filled  to  its  capacity. 

The  behavior  of  air  when  under  pressure  can  be  observed  in  the  fill¬ 
ing  of  the  inner  tube  in  the  tire  of  an  automobile.  Much  greater  effort 
is  required  when  pumping  and  the  air  flows  more  slowly  as  the  pressure 
within  the  tube  increases,  although  at  the  start,  with  no  air  under  com¬ 
pression  in  the  tube,  less  effort  was  needed  to  pump  and  yet  at  that  time 
the  air  flowed  faster. 

This  is  also  true  of  a  condenser  for  when  it  is  charging,  the  cur¬ 
rent  slows  up,  decreasing  in  strength  as  the  voltage  in  the  condenser 
increases. 

In  a  circuit  of  all  capacity  (not  a  practical  condition)  (Fig.  115)  the 
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condenser  functions  similarly  to  the  air  tank,  in  that  it  is  a  sort  of  reser¬ 
voir  capable  of  storing  up  energy.  The  air  seems  to  flow  ahead  of  the 
pressure  as  it  rushes  out  of  a  fully  charged  tank,  and  similarly  the  dis¬ 
charge  current  in  a  capacity  circuit  will  rush  ahead  of  the  condenser 
voltage  by  90  deg.;  that  is,  the  current  has  what  is  termed  a  leading 
phase . 

The  potential  difference  across  the  plates  of  a  condenser  changes 
values  quickest  at  the  instant  of  rising  from  zero  (the  same  as  the  pres¬ 
sure  in  the  tank  would  do  at  the  start),  and  it  is  then  we  have  the 
greatest  amount  of  current  flowing  into  the  condenser. 

The  reactance  voltage,  or  back  e.m.f.,  developed  in  a  condenser 
while  it  is  charging,  opposes  the  charging  e.m.f.  As  the  charge  builds 
up  in  the  condenser,  the  back  voltage  increases,  lowering  the  rate  at 
which  the  charging  current  flows  into  the  condenser.  When  the  con¬ 
denser  is  fully  charged,  current  will  cease  to  flow,  because  the  resultant 
voltage  on  the  line  will  be  zero.  In  other  words,  the  condenser  e.m.f. 
will  then  oppose  and  equal  the  charging  e.m.f.  on  the  lipe.  The  current 
flow  decreases  as  maximum  pressure,  or  voltage,  is  reached. 

The  quantity  of  electricity  which  a  dielectric  can  displace ,  that  is, 
the  quantity  of  charge  it  holds,  is  known  as  its  capacity  and  the  pressure 
within,  due  to  the  strained  condition  under  which  the  dielectric  is  placed, 
is  designated  as  the  voltage  or  e.m.f.  in  the  condenser.  While  the  cur¬ 
rent  which  placed  a  charge  in  a  condenser  may  be  decaying  or  dimin¬ 
ishing,  as  during  a  certain  period  in  the  cycle  of  alternating  e.m.f.,  the 
effect  of  the  condenser  will  be  to  discharge  and  supply  the  circuit  with 
its  e.m.f.,  tending  to  prevent  the  lowering  of  the  voltage  in  the  circuit. 
Therefore  the  condenser  upon  releasing  its  energy  actually  supplies  a 
new  e.m.f.  to  the  circuit. 

The  reader  has  been  advised  in  the  foregoing  paragraphs  that  when 
there  is  inductance  in  a  circuit,  due  to  its  reactance,  the  developed 
e.m.f.’s  tend  to  prevent  any  current  changes.  When  there  is  capacity 
in  a  circuit,  the  electric  charge  in  the  condenser  tends  to  prevent  any 
voltage  changes.  This  force,  power,  or  energy,  which  rests  in  the  con¬ 
denser,  is  returned  to  the  circuit  as  an  applied  voltage  and  current  will 
flow  under  this  pressure  in  the  opposite  direction  to  which  it  received 
current  when  being  charged.  Hence  inductance  and  capacitance  form 
an  antithesis. 

We  will  now  sum  up  the  action  of  an  alternating  current  circuit  and 
point  out  why  a  circuit  composed  of  both  inductance  and  capacity 
responds  to  an  alternating  e.m.f. 

The  changing  electromagnetic  field  surrounding  an  inductance 
induces  an  e.m.f.  in  the  circuit  when  the  current  increases  and  decreases, 
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due  to  the  seif-inductance  of  the  circuit.  While  the  current  lowers,  the 
induced  e.m.f.  is  applied  to  the  circuit  in  the  same  direction  as  the  line 
e.m.f.  and  current  continues  to  flow  momentarily.  This  movement  of 
current  will  charge  the  condenser,  and,  when  the  current  ceases  to  flow, 
the  condenser,  having  in  the  meantime  developed  an  e.m.f.,  will  begin 
to  discharge ;  that  is,  the  static  or  electric  force  possessed  by  the  dielec¬ 
tric  is  now  being  dissipated  and  current  will  again  flow  under  the  voltage 
which  the  condenser  applies  to  the  circuit. 

The  inductance  effects  are  comparable  to  inertia  and  simply  keep 
the  current  moving,  just  as  an  engine's  flywheel  continues  in  motion 
after  the  power  is  stopped.  The  condenser  or  capacity  effects  which 
store  up  and  supply  the  circuit  with  electromotive  force  may  well  be 
classed  as  elasticity. 

It  is  obvious  that  when  an  alternating  e.m.f.  is  impressed  upon  a 
circuit,  consisting  of  inductance  and  capacity,  energy  when  once  estab¬ 
lished,  either  as  a  field  of  force  around  an  inductance,  or  as  an  electric 
charge  in  a  condenser,  will  tend  to  cause  a  continuation  of  the  current 
movements.  This  is  due  to  the  opposite  reactions  set  up  by  the  induc¬ 
tance  and  capacity.  If  the  circuit  has  a  low  reactance  and  minimum 
resistance  there  may  be  many  movements  or  surges  of  current  (called 
oscillations)  back  and  forth  before  the  oppositions  finally  damp  out  the 
energy.  How  the  condenser  receives  its  initial  charge  will  be  explained 
later.  The  decay  or  diminishing  of  the  energy  in  the  oscillations  is 
called  damping .  Where  a  circuit  has  a  high  ohmic  resistance,  the 
damping  will  be  fast,  the  energy  being  dissipated  quickly  in  the  form 
of  heat  and  fewer  oscillations  will  take  place.  See  “  Simple  Analogy 
of  Resistance  and  Its  Effect  upon  Damping.” 

A  circuit  which  is  designed  to  offer  only  low  impedance  to  an  alter¬ 
nating  current  must  have  a  low  reactance,  and  also  a  low  resistance, 
because  both  of  these  factors  together  represent  impedance.  Any 
introduction  of  resistance  in  the  circuit  will  increase  the  damping  of  the 
circuit.  It  should  be  noted  that  although  the  oppositions  due  to  induc¬ 
tive  reactance  and  capacity  reactance  differ  in  their  effects  (one  might 
be  called  a  negative  reactance  and  the  other  a  positive  reactance),  they 
individually  have  the  same  net  result  in  limiting,  or  slowing  down,  the 
current  flow.  Consequently  their  reactances  are  measured  in  ohms,  the 
same  unit  by  which  the  circuit  resistance  is  measured. 

When  a  magnetic  field  surrounding  a  coil  has  been  established  to  its 
highest  density,  the  greatest  amount  of  effectiveness  has  been  brought 
about.  Likewise,  when  a  condenser  is  fully  charged,  producing  the 
highest  e.m.f.  possible  across  its  plates,  the  maximum  work  again  is 
accomplished.  These  ideal  conditions  are  obtained  only  when  the 
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inductive  reactance  and  the  capacity  reactance  are  so  balanced  that 
they  equal  and  neutralize  each  other,  permitting  maximum  current  of 
a  certain  frequency  to  flow.  It  requires  a  definite  time  for  the  applied 
e.m.f.  on  the  line  to  overcome  the  oppositions  which  the  building  up  of 
these  energies  represents,  and  it  is  this  time  factor  with  which  we  are 
chiefly  concerned  in  radio  circuits.  The  time  factor  is  the  frequency  or 
rate  of  change  of  a  current  per  unit  of  time  under  an  applied  alternating 
electromotive  force . 

In  the  following  paragraphs  we  will  associate  the  foregoing  facts 
with  a  discussion  on  practical  applications,  and  from  this  viewpoint 
the  reader  will  appreciate  the  importance  of  the  factors  which  govern 
a-c.  circuit  requirements. 

Tuning. — When  an  operator  varies  the  capacity  of  a  condenser  or 
changes  the  number  of  turns  used  on  a  coil,  the  process  is  called  tuning , 
as  mentioned  heretofore.  Tuning  is  the  name  given  to  the  method  for 
regulating  the  circuit  reactances. 

The  frequency  of  an  a-c.  circuit  composed  of  inductance  and  capacity 
should  be  so  regulated  that  at  the  instant  the  voltage  reaches  its  peak 
value  the  current  flowing  will  have  produced  considerable  energy  in  the 
form  of  the  magnetic  field  around  the  inductance.  Furthermore,  the 
current  flowing  in  the  circuit  at  the  designated  frequency  should  build 
up  a  maximum  value  of  e.m.f.  in  the  condenser. 

The  conditions  just  mentioned  are  ideal  and  they  are  very  nearly 
approached  in  an  efficient  alternating  current  circuit.  The  more  nearly 
the  reactance  of  the  circuit  may  be  made  to  equal  zero,  thus  canceling 
this  opposition,  the  larger  will  become  the  amplitudes  of  the  alternations 
of  current.  Then,  the  only  retarding  effect  upon  the  current  flow  will 
be  the  ohmic  resistance,  but  although  the  latter  is  always  present  to 
some  extent,  it  can  be  kept  down  to  a  minimum  value. 

After  following  all  of  the  considerations  heretofore  mentioned  it  is 
perfectly  obvious  that  alternating  current  circuits,  employing  the  use 
of  both  inductance  and  capacity,  are  operated  on  as  low  a  reactance  as 
is  possible. 

We  find  that  there  are  in  use  two  principal  types  of  circuits:  the 
tuned  circuit  and  the  untuned  circuit.  Tuning,  by  an  adjustment 
which  causes  a  change  in  the  amount  of  inductance,  either  by  an 
increase  or  by  a  decrease  in  the  number  of  turns  used  on  a  coil,  is  the 
process  by  which  the  inductance  is  being  balanced  against  a  fixed 
capacity  reactance.  Tuning  may  be  accomplished  through  a  change 
of  capacity,  by  interchanging  or  combining  in  various  ways  fixed  con¬ 
densers  of  different  sizes  or  by  rotation  of  the  movable  plates  of  a 
variable  condenser  in  and  out  of  effective  relationship  with  the  station- 
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ary  (stator)  plates.  The  variation  of  capacity  will  balance  the  capacity 
reactance  against  the  inductive  reactance  when  the  latter  is  a  fixed  cir¬ 
cuit  condition.  During  the  process  of  tuning,  what  we  are  actually 
doing  is  endeavoring  to  establish  a  point  of  resonance  by  creating  a 
condition  of  zero  reactance  for  a  given  frequency  in  the  circuit. 

Summing  up  in  one  short  paragraph:  A  circuit  is  in  resonance  with 
a  given  frequency  of  e.m.f.  when  that  circuit  shows  no  reactance  for  the 
currents  that  flow  at  the  given  frequency,  in  other  words,  when  the 
highest  possible  current  strength  will  flow  in  the  particular  circuit  at 
the  given  frequency. 

(1)  A  tuned  circuit  is  used  when  the  frequency  of  the  e.m.f.  applied 
to  the  circuit  is  not  under  the  control  of  the  operator,  as  shown  in  Fig. 
220.  Provision  must  then  be  made  whereby  the  inductance  and  the 
capacity  of  the  circuit  may  be  varied  to  place  the  circuit  in  resonance 
with  the  impressed  frequency.  For  instance,  in  a  radio  receiving  set, 
the  radio-frequency  circuits  are  tuned  to  receive  maximum  current  from 
various  transmitting  stations  whose  signals  are  desired,  and  are  being 
transmitted  at  different  frequencies.  In  transmitters  the  tuned  cir¬ 
cuits  are  those  which  control  the  frequency  of  the  transmitted  wave. 

(2)  An  untuned  circuit  is  used  where  a  known  frequency  of  e.m.f.  is 
always  impressed  upon  the  circuit.  In  this  case,  the  values  of  induc¬ 
tance  and  capacity  required  may  be  predetermined  and  they  become 
fixed  circuit  conditions.  It  must  be  remembered  that  an  untuned  cir¬ 
cuit  may  be  either  critical  or  broad  in  its  design.  In  the  untuned 
intermediate-frequency  circuits,  for  instance,  is  the  super-heterodyne 
receiver,  as  shown  in  Fig.  202,  which  may  be  used  for  the  illustration  of 
a  critical  circuit,  because  it  offers  a  low  reactance  to  the  currents  flowing 
at  the  given  intermediate-frequency,  but  considerable  reactance  to  all 
other  frequencies  of  current  for  which  that  particular  circuit  is  not 
resonant.  For  example,  the  transformer  used  may  be  peaked  at  45,000 
cycles,  passing  only  a  narrow  band  of  frequencies  to  include  the  audio¬ 
frequency  range. 

Many  of  the  radio  broadcast  receiving  circuits  employ  a  small  coil 
of  fixed  inductance  or  resistance  inserted  in  the  antenna  circuit  with 
no  provision  made  to  tune  the  antenna  circuit.  This  input  circuit  is 
considered  broad  in  its  design  because  the  reactance  of  the  small  induc¬ 
tance  will  not  oppose  frequencies  in  the  broadcast  range  or  between 
545  and  1500  kilocycles  that  are  impinged  upon  the  receiving  antenna. 
It  is  evident,  therefore,  that  this  small  coil  acts  merely  as  a  pick-up 
circuit  to  absorb  the  initial  energy  from  all  stations  for  delivery  to  the 
grid  of  the  first  tube  in  the  receiver  which  is  known  as  a  coupling  tube. 

In  an  untuned  antenna  circuit  of  this  type  the  signals  not  desired 
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are  then  discriminated  against  in  the  tuned  circuits  which  follow  the 
coupling  tube,  so  that  only  the  signals  emanating  from  the  broadcast 
station  whose  program  is  wanted  pass  through  the  balance  of  the 
receiver.  The  antenna  coil  in  the  above  case  should  offer  low  reactance 
for  the  broadcast  frequencies,  and  its  inductance  value  should  be  small. 
Such  coils  may  consist  of  only  a  few  turns  of  wire,  perhaps  eight  or  nine 
turns  wound  on  tubing  of  small  diameter,  from  two  to  four  inches,  or  a 
high  resistance  may  be  used,  as  previously  explained. 

(3)  One  of  the  practical  examples  of  an  untuned  circuit  is  found  in  the 
electrical  power  equipment  designed  to  operate  on  alternating  current  of 
a  known  low  frequency  obtained  from  the  lighting  socket.  All  alter¬ 
nating  current  apparatus  carries  a  name  plate  attached  upon  which  the 
manufacturer  stamps  the  frequency  and  voltage  that  must  be  supplied 
to  the  device  for  efficient  performance.  In  some  parts  of  the  country, 
60  cycles  is  the  standard  frequency  for  light,  heat  and  power,  while  in 
other  locations,  25  cycles  is  the  standard  frequency.  A  60-cycle  device 
should  never  be  connected  in  a  25-cycle  a-c.  power  line  or  vice  versa. 

A  summation  of  the  foregoing  facts  illustrates,  in  a  practical  as  well 
as  a  theoretical  way,  the  principles  in  alternating  current  circuits. 
Although  the  inductance,  capacity  and  resistance  of  a  circuit  are  not 
material  things,  they  are  all  expressions  used  to  describe  the  effects 
which  relate  to  the  physical  parts  or  devices  that  make  up  an  electric 
circuit.  Each  effect  has  a  definite  or  fixed  value,  measured  respectively 
in  the  units  of  a  henry,  a  farad  (microfarad)  and  the  ohm.  The  total 
effects  which  inductance,  capacity  and  resistance  produce  upon  a  cir¬ 
cuit,  that  is,  the  reactance  and  resistance  combined  together,  are  called 
impedance  and  they  are  seen  to  be  influenced  almost  entirely  by  the 
frequency  of  the  alternating  voltages  which  are  impressed  upon  the 
circuit. 

A  good  understanding  of  the  effects  upon  a  circuit  when  the  fre¬ 
quency  changes  is  of  great  importance.  Whenever  the  frequency  of 
the  impressed  e.m.f.  is  altered,  the  amounts  of  either  the  inductance  or 
capacity,  or  both  inductance  and  capacity,  must  be  varied  to  obtain  a 
new  set  of  conditions  for  balancing  the  reactances  set  up  by  the  induc¬ 
tance  and  the  condenser  used  in  the  circuit. 

The  following  expression  illustrates  the  condition  of  resonance: 


2tt/L  = 


1 

2*fC' 


where  2tJL  =  inductive  reactance, 


and 


1 

2t rfC 


=  capacitive  reactance. 
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Resistance  and  Its  Damping  Effect  upon  Oscillations.  Simple 
Analogy. — We  do  not  find  the  quantity  resistance  included  in  the  usual 
formulas  relating  to  resonance  for  the  reason  that  the  resistance  of  an 
oscillatory  circuit  is  usually  very  low.  This  is  because  the  inductances 
(coils)  used  in  radio-frequency  circuits  consist  of  only  a  very  few  turns 
of  wire  and  the  connecting  leads  are  relatively  short.  In  cases  where 
large  power  is  handled  the  wires  which  form  the  conducting  part  of  the 
circuit  are  of  copper  tubing  or  flat  ribbon  wire.  The  phenomenon  pro¬ 
duced  by  high  frequencies  flowing  through  conductors  and  known  as 
skin  effect  also  influences  the  amount  of  energy  carried  in  the  circuit  as 
well  as  the  ordinary  resistance  of  the  wires.  We  are  not  concerned  in 
the  phenomenon  of  skin  effect  in  this  particular  discussion. 

If  the  resistance  of  an  oscillatory  circuit  is  beyond  a  certain  critical 
value,  it  will  cause  a  rapid  stopping  of  the  oscillations,  which  is  called 
damping.  The  oscillating  current  falls  off  in  amplitude  strength,  and 
the  energy  formerly  existing  in  the  circuit  is  gradually  extracted  from  it 
by  the  effects  produced  upon  the  oscillations  by  the  resistance,  or  is 
consumed  in  form  of  heat. 

The  following  simple  analogy  will  make  this  point  clear.  Most  of 
us,  at  some  time  or  other,  have  watched  a  musician  play  the  ’cello,  an 
instrument  constructed  along  the  lines  of  a  violin,  only  much  larger. 
When  the  bow  is  drawn  across  the  strings  they  vibrate  and  produce  a 
musical  tone.  Each  string,  after  it  has  been  acted  upon  by  the  bow, 
gradually  comes  to  rest;  its  effort  has  been  expended,  and  the  sound 
from  that  particular  string  gradually  becomes  weaker  and  weaker  until 
all  of  the  energy  in  the  string  has  been  spent. 

We  have  observed  that  at  times  the  musician  places  his  finger  upon 
a  string  in  order  to  bring  its  vibrations  to  a  sudden  stop.  No  matter 
how  much  pressure  is  applied  by  the  hand  to  a  large  string  in  a  vibra¬ 
tory  state,  it  will  not  come  to  rest  immediately.  In  the  first  case  cited, 
the  string  subsided  naturally,  that  is,  the  damping  of  the  string  motion 
was  gradual,  but  in  the  latter  case  when  the  musician  brought  pressure 
to  bear  upon  the  string,  the  damping  was  faster,  the  string  ceasing  to 
vibrate  more  quickly. 

The  same  condition  occurs  in  an  oscillatory  circuit.  If  the  circuit 
is  adjusted  to  the  proper  frequency  to  begin  with,  the  radio  current  will 
oscillate  freely  through  the  circuit  and  will  not  be  greatly  influenced  by 
the  resistance,  provided  the  resistance  of  the  circuit  is  less  than  a  cer¬ 
tain  critical  value.  On  the  other  hand,  if  the  resistance  of  the  con¬ 
ductors  is  high,  or  if  high  resistances  are  formed  at  terminal  connections, 
it  means  that  the  electrical  vibrations  or  oscillations  will  not  flow  freely 
at  their  own  natural  period,  but  will  rapidly  diminish  in  strength. 


THE  OSCILLOGRAPH 


The  increase  of  the  resistance  in  the  electrical  circuit  has  acted  as  a 
damping  effect  which  stops  the  oscillations  quickly  and  is  analogous  to 
the  ’cello  string  when  brought  to  rest  suddenly  by  the  pressure  of  the 
finger. 

If  the  resistance  in  a  circuit  is  excessively  high,  the  circuit  ceases  to 
be  oscillatory,  and  is  then  aperiodic,  which  means  that  current  flows 
through  only  once  for  each  application  of  e.m.f.  to  the  circuit  from  some 
source.  The  series  of  oscillations  generated  by  the  discharge  of  a  con¬ 
denser  through  an  inductance  are  called  free  oscillations. 

The  Oscillograph. — The  oscillograph  shown  in  Fig.  267  is  an  instru¬ 
ment  that  will  give  a 

record  of  the  occurrences  . 
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free  motion  of  a  vibrator  just  ceases  to  be  oscillatory  at  a  critical  point. 
Or,  it  could  also  be  said  that  the  damping  of  the  vibrator  is  critical  and 
short  as  compared  to  the  rapid  wave  motions  of  electrical  energy  which 
the  instrument  is  capable  of  recording. 

The  vibrators  or  moving  elements  consist  of  loops  of  flat  wire  with 
their  two  sides  very  close  together  in  a  strong  magnetic  field.  A  small 
mirror  is  cemented  across  the  two  wires  of  each  loop  with  its  face  in  a 
plane  parallel  with  the  magnetic  lines  of  force.  Small  spiral  springs,  in 
the  form  of  spring  balances,  hold  the  loops  at  a  tension.  One  of  the 
loops  moves  forward  and  backward  when  a  changing  current  flows 
through  it,  causing  the  mirror  to  be  deflected  through  a  certain 
angle.  The  light  beam  from  the  lamp  is  reflected  from  the  mirror, 
but  through  a  wide  angle,  which  enlarges  the  effects  of  the  moving  coil. 
As  the  current  reverses  in  the  coil,  the  beam  of  light  is  deflected 
from  its  normal  position  of  rest,  first  in  one  direction,  then  in  the 
other. 

In  order  to  locate  the  light  spots  caused  by  the  beams  from  the 
moving  mirror  exactly  where  desired  on  the  plate  or  screen,  the  vibrators 
are  adjustable  and  may  be  moved  either  in  a  vertical  or  in  a  horizontal 
plane. 

When  extremely  accurate  results  are  not  required,  a  tracing  of  the 
waves  or  electrical  energy  in  the  circuit  may  be  had  by  placing  a  piece 
of  tracing  cloth  over  the  transparent  table.  The  electrical  phenomenon 
in  the  circuit  which  is  being  investigated  will  appear  as  continuous 
bands  of  light,  thus  providing  a  permanent  record. 

The  vibrating  mirror  is  operated  in  synchronism  with  the  waves 
under  investigation  when  a  tracing  of  a  stationary  wave  on  the  tracing 
table  is  desired.  The  speed  of  the  driving  motor  is  regulated  by  a 
rheostat.  The  movement  of  the  vibrator  mirror  causes  its  beams  to 
strike  the  synchronous  mirror  as  the  latter,  at  the  same  time,  is  moving 
back  and  forth.  The  combination  gives  the  amplitude  of  the  wave 
from  side  to  side  and  its  complete  wave  form. 

A  photographic  record  may  be  obtained  when  using  a  cylindrical 
lens  and  an  electromagnetically  operated  shutter  with  two  controls, 
allowing  one  to  open  at  the  beginning  of  the  photographic  film  and  the 
other  to  open  it  instantaneously.  High-frequency  current  or  waves 
having  transient  values  are  not  under  control.  The  instantaneous  oper¬ 
ation  of  the  shutter  regulates  the  photographic  timing  of  the  phenome¬ 
non  which  is  being  investigated.  The  reflected  beams  of  light  are  prop¬ 
erly  focused  on  the  film  and  appear  as  in  the  oscillogram  of  Fig.  268. 
A  small  motor  drives  a  drum  carrying  the  film,  thus  moving  the  film 
past  a  slot  which  is  held  open  only  when  an  exposure  is  to  be  made. 


Fig.  268.  Fig.  269. 

Fig.  268. — This  oscillogram  depicts  the  simultaneous  record  of  three  wave  forms. 
The  amplitudes  and  phase  relations  are  easily  discernible. 

Fig.  269. — Oscillograph  curves  may  be  viewed  with  this  mirror. 

A  means  of  viewing  a  wave  is  furnished  by  the  mirror  shown  in 
Fig.  269.  For  this  purpose  a  low  voltage  incandescent  lamp  is  used. 
When  the  oscillograph  is  not  used  for  visual  purposes,  slow  speed  photo- 


An  arc  lamp  is  used  as  a  source  of  light  and  gives  an  intense  beam  which 
is  suitable  for  recording  the  rapidly  changing  phenomenon. 


Fig.  270.  Fig.  271. 

Fig.  270. — How  an  oscillogram  permits  the  timing  of  circuit  breaker  operation  to  be 

visualized. 

Fig.  271. — The  wave  micrometer  of  an  oscillograph. 


graphic  records  may  be  obtained  by  employing  the  low  voltage  lamp, 
but  this  lamp  is  unsuited  for  high  frequency  recordings. 

The  oscillograms  pictured  in  Figs.  268,  270,  271  and  272  clearly  show 
that  not  only  will  the  true  shape  of  the  wave  be  given,  but  an  accurate 
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comparison  of  the  instantaneous  values  of  either  voltage  or  current  and 
phase  relations  is  obtained.  The  wave  shape  of  the  output  energy  of  a 
generator  is  shown  in  Fig.  272. 

The  oscillograph  consists  of  the  following:  A  galvanometer,  three 
vibrators,  optical  system,  electromagnetic  shutter  and  shutter  control, 
ground-glass  slide  and  film  holders,  tracing  table,  synchronous  mirror 
and  synchronous  motor. 

How  an  Electrical  Circuit  Oscillates,  or  Transient  Phenomenon. — 

Examine  the  oscillograms  in  Fig.  268.  They  show  how  a  transient 
vftlue  is  recorded. 

The  small  circuit  diagram  in  view  1,  Fig.  273,  indicates  the  oscilla¬ 
tory  circuit  consisting  of  inductance  L  and  capacity  C.  The  resistance 
of  the  oscillatory  circuit  may  be  considered  negligible  because  of  the 
short  connecting  leads  and  the  few  turns  of  wire  which  form  the  radio¬ 
frequency  inductance  L.  This  circuit  diagram  shows  condenser  C 


Fig.  272. — An  oscillogram  showing  field  current,  line  current  and  line  voltage  of  an 

alternator. 

being  charged  by  one  alternation  of  induced  electromotive  force  from 
the  secondary  of  the  transformer.  Let  us  suppose  that  we  can,  by 
some  means,  detach  circuit  LC  from  the  charging  source  the  instant 
that  condenser  C  receives  a  maximum  voltage,  or  at  the  peak  of 
the  alternation.  The  transformer  circuit  is  now  removed,  having 
been  used  merely  to  explain  how  the  condenser  receives  its  initial 
charge. 

The  electrostatic  charge  in  C  is  marked  with  small  lines  and  the 
potential  difference  across  the  dielectric,  or  between  the  condenser 
plates,  is  marked  by  the  polarity  signs  positive  +  and  negative  — ,  as 
in  view  2. 

View  2. — The  conditions  under  which  we  begin  the  explanation  are 
graphically  illustrated  with  the  fully  charged  condenser  connected  to 
inductance  L,  consisting  of  a  few  turns  of  wire,  perhaps,  let  us  say, 
twenty-five  turns. 

View  3. — Condenser  C  begins  to  discharge,  and  supplies  voltage  or 


Energy  previously  concentwted  m  Magnetic  Field  is  again 
in  the  form  of  Electrostatic  Imes  in  the  Dielectric  of  C 


Condenser  C  discharges  through 
Inductance  L  when  switch  is  closed 
to  complete  the  Oscillatory  Circuit 


C  now  discharged  and  energy  formerly  in 
Electrostatic  lines  m  C  is  now  concentrated 
in  Magnetic  lines  encircling  L 


Field  at  maximum 
strength 


Maximum  Current 
reached  in  Positive 
direction 


The  polarity  of  C 
is  opposite  to 
that  in  View  © 


First  Alternation  complet 
ed  when  Magnetic  Field 
is  dissipated  and  energy 
is  again  returned  to  C. 


Second  Alternation  begins  when  C  discharges  and 
returns  energy  in  the  form  of  Current  through  L. 
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Current  now  Flows  in  reverse 
direction  when  C  discharges 


Current  building 
up  in  the  reverse  or 
Negative  direction 


Note  that  no  Voltage  is  applied  from  any  external  source.  Hence 
the  Current  which  set  up  the  Field  about  L  cannot  be  maintained, 
the  Field  now  diminishing  generates  an  induced  E.M.F. 


Maximum  Current 
reached  in  Negative 
direction 


The  induced  E.M.F.,  due  to  the  Field  diminishing,  sets  uj> 
Current  which  again  charges  C,  opposite  polarity  to  View© 


Current  continues  to  Flaw 
in  same  direction  due  to 
self-inductance  of  L.  r 


C  is  again  charged  by  Current  set  up 

due  to  the  self-inductance  of  L. 


The  receding  Field  induces  Due  to  the  self-inductance 
an  E.M.F  m  circuit  of  L  Current  continues  to 

Flow  in  same  direction 


Condenser  C  holding  a  charge  will  now  discharge  and  again 
send  Current  through  the  circuit,  thus  repeating  the  Cycle 


+  + 

+  +  r=8 
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Condenser  charged  to  same 
polarity  as  at  the  beginning 
pf  the  Cycle  in  View  © 


The  completion  of 
1  Cycle  of  A  C  or 
1  Oscillation 


Fig.  273. — The  principles  which  govern  the  production  of  radio-frequency  current 
in  an  oscillatory  circuit  by  the  discharge  of  a  condenser  through  an  inductance. 
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e.m.f.  to  the  circuit.  All  charged  condensers  are  held  under  a  strain 
and  seek  to  relieve  the  tension  within  immediately.  The  discharge 
voltage  causes  a  flow  of  current  to  pass  through  the  circuit  in  the  direc¬ 
tion  from  +  to  — .  While  current  increases  through  L,  the  magnetic 
lines  of  force  produced  by  the  current  build  up  outward  from  the  coil, 
and  in  threading  their  way  through  the  turns  induce  an  e.m.f.  in  the 
circuit  which  is  counter  to  the  condenser  voltage.  The  counter  voltage 
slows  up  the  condenser  current  and  represents  the  effect  of  the  self¬ 
inductance  of  L  (inductive  reactance)  in  tending  to  prevent  the  current 
rise.  This  view  shows  part  of  the  energy  formerly  in  the  condenser 
now  in  the  form  of  a  magnetic  field.  The  line  on  the  graph  to  the 
right  illustrates  this  current  rise. 

The  condenser  continues  discharging  until  the  potential  difference 
between  its  plates  is  equalized.  When  this  happens,  almost  all  of  the 
energy  previously  in  the  electrostatic  field  will  be  in  the  form  of  an 
electromagnetic  field  surrounding  L  as  shown  in  view  4. 

View  4. — The  magnetic  field  has  now  reached  its  maximum  density, 
which  is  indicated  by  the  lines  of  force  encircling  L.  The  increase 
in  the  current  flow  up  to  this  moment  is  shown  by  the  height  of  the 
current  curve. 

View  5. — The  condenser  (in  view  4)  having  given  up  its  stored  energy 
cannot  now  furnish  additional  voltage  and  current.  As  a  consequence 
the  magnetic  field  around  L  instantly  begins  to  recede,  or  dissipate, 
inward  toward  L.  This  action  of  the  magnetic  flux  cutting  back  on  the 
turns  of  L  induces  an  e.m.f.  in  the  same  direction  as  the  inducing  cur¬ 
rent  furnished  by  the  original  discharge  voltage  of  the  condenser.  This 
new  e.m.f.,  generated  by  the  changing  magnetic  lines  of  force,  produces 
a  current  flow  in  the  direction  from  +  to  — .  In  other  words,  the 
self-inductance  of  L  perpetuates  the  current,  thus  tending  to  prevent 
any  change  in  current  value. 

The  current  flowing  toward  the  condenser  charges  its  dielectric,  as 
indicated  by  the  polarity  signs.  It  will  be  noticed  that  the  voltage 
across  the  condenser  is  now  opposite  in  polarity  to  the  initial  charge  it 
received  from  the  transformer,  as  in  view  2.  Also,  the  condenser  devel¬ 
ops  a  counter  voltage,  or  reactance  voltage,  as  the  charge  in  it  builds 
up.  This  reactance  voltage  is  the  effect  or  opposition  which  the  con¬ 
denser  presents  when  being  charged,  and  it  slows  up  the  charging 
current  or  rate  of  flow.  Hence,  it  requires  a  definite  length  of  time 
to  build  up  the  magnetic  field  around  L  and  also  to  charge  condenser  C 
to  maximum  voltage.  This  is  how  the  element  of  time  enters  into  this 
sequence  of  energy  changes  and  will  determine  the  frequency,  or  rate, 
of  these  occurrences.  The  energy  originally  in  the  circuit  is  divided  (at 
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this  particular  moment)  into  that  part  in  the  magnetic  field  and  that 
portion  in  the  electrostatic  field.  It  must  be  remembered,  however, 
that  some  losses  are  incurred  because  of  the  transient  movement  of 
energy.  Consequently,  the  charge  now  in  C  will  be  somewhat  lower 
in  value  than  when  C  was  first  charged  as  in  view  2. 

View  6. — When  all  of  the  magnetic  energy  around  L  is  spent,  the 
induced  e.m.f.  will  be  discontinued  and  current  will  cease  to  flow  toward 
condenser  C.  This  condition  is  illustrated  in  this  view,  which  shows 
the  field  around  L  depleted  and  maximum  charge  in  C  of  opposite 
polarity  to  C  as  in  view  2.  The  curved  line  on  the  graph  to  the  right 
in  view  6  shows  how  the  current  rises  and  falls  in  value  as  it  flows  in 
one  direction  through  the  circuit,  due  to  the  condenser  discharging 
through  the  inductance.  This  movement  of  current  is  called  an  alter¬ 
nation,  and  arbitrarily  it  may  be  called  a  positive  alternation. 

View  7.  A  second  alternation  will  now  occur,  but  in  the  opposite 
direction,  which  in  this  case  is  called  a  negative  direction.  The  action 
and  reaction  of  the  condenser  and  inductance  will  be  exactly  similar  to 
the  first  alternation.  A  description  of  the  second  alternation  follows. 
Condenser  C,  which  is  charged  as  in  view  6,  will  now  seek  to  equalize 
the  potential  difference  between  its  plates  and  will  begin  to  discharge 
through  L.  Current  will  flow,  but  in  a  direction  opposite  to  the  cur¬ 
rent  in  the  first  alternation,  as  described  above.  The  direction  of  flow 
is  from  positive  to  negative  in  view  7.  Notice  that  the  curve  at  the  right 
is  now  extended  below  the  horizontal  line  or  zero  axis,  thus  indicating 
the  reversal  of  current  now  occurring.  The  distance  along  the  zero 
axis  from  the  start  of  the  curve  to  its  end  denotes  the  time  required 
for  the  electrical  action  up  to  this  instant  from  the  start  of  operations 
as  in  view  2. 

While  the  discharge  current  of  C  rises  through  L,  the  reactance 
voltage  generated  by  L,  due  to  the  flux  changing  around  L,  slows  up  or 
retards  the  current  increase.  This  reaction  of  L  which  opposes  a  change 
in  current  strength  is  called  its  inductive  reactance.  However,  the  con¬ 
denser  continues  discharging  until  no  potential  difference  exists  between 
its  plates.  While  the  e.m.f.  of  C  is  decreasing  the  current  through  L  is 
increasing. 

View  8. — When  the  voltage  in  condenser  C  falls  to  zero,  the  flux 
around  L  is  maximum,  but  this  magnetic  field  cannot  be  maintained 
without  current.  Consequently  the  lines  of  force  immediately  begin 
to  recede  or  fall  back  on  L,  inducing  within  the  coil  and  circuit  an 
e.m.f.  in  the  same  direction  as  the  e.m.f.  just  furnished  by  the  condenser. 
The  curve  at  the  right  shows  the  current  at  maximum  value  in  a 
negative  direction.  This  view  represents  the  magnetic  field  having 
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reached  its  greatest  proportions  or  density,  also  that  the  current  has 
stopped  flowing  from  the  condenser. 

View  9. — In  this  view  the  flux  around  L  diminishing  in  magnitude 
is  shown  by  the  fewer  number  of  lines  and  the  induced  e.m.f.  caused  by 
this  change  in  magnetic  field  strength  will  set  up  a  flow  of  current. 
The  direction  of  the  induced  current  coincides  with  or  aids  the  original 
current  flow  which  created  the  field,  as  in  view  7.  The  condenser  in 
view  9  is  now  charging  to  the  same  polarity  as  originally  was  given  to 
it  by  the  transformer,  as  in  view  2.  The  curve  at  the  right  in  view  9 
indicates  the  current  flowing  to  the  condenser,  due  to  the  voltage  gen¬ 
erated  by  the  diminishing  lines  of  force  about  L. 

View  10. — This  view  illustrates  the  complete  dissipation  of  the  flux 
around  L  and  the  energy  formerly  in  the  circuit  as  a  magnetic  field, 
view  8,  now  converted  into  electrostatic  form.  Condenser  C  being 
charged  to  full  voltage  will  immediately  discharge  according  to  the 
explanations  covering  all  the  views,  in  other  words  another  cycle  of 
alternating  current  (not  shown  by  a  curve  on  this  graph)  will  be  gen¬ 
erated  by  the  combination  of  the  condenser  discharging  into  the  induc¬ 
tance  and  in  turn  the  energy  possessed  by  the  magnetic  field  encircling 
the  inductance  inducing  current  which  in  turn  charges  the  condenser. 

The  current  or  sine  curve  in  view  10  shows  the  completion  of  the 
second  alternation,  which  is  called  the  negative  alternation,  since  we 
arbitrarily  named  the  first  alternation  a  positive  one.  The  distance 
along  the  zero  axis  from  the  beginning  of  the  curve  to  its  completion 
indicates  the  time  occupied  in  the  transference  of  energy  back  and 
forth  through  the  circuit  and  is  known  as  the  time  period ,  or  the  time 
required  to  complete  one  cycle  of  alternating  energy.  The  sine  curve 
is  a  diagrammatic  illustration  of  a  change  in  electrical  energy  with 
relation  to  time.  The  instantaneous  values  indicated  by  the  varying 
height  of  the  curve  above  and  below  the  horizontal  line  (or  the  ampli¬ 
tudes)  represent  the  increasing  and  decreasing  strength  of  the  current, 
and  the  distance  along  the  horizontal  line  indicates  the  progress  of 
time,  as  we  have  just  mentioned.  The  sine  curve  shows  how  the  cur¬ 
rent  undergoes  a  complete  reversal  in  direction,  as  well  as  in  strength, 
as  it  flows  from  one  side  of  the  condenser  to  the  other  side.  This 
sequence  of  voltage  and  current  changes  will  persist  as  long  as  the 
condenser  holds  any  charge  or  as  long  as  any  flux  exists  about  the  coil. 

Due  to  the  slight  dissipation  of  energy  in  each  cycle,  the  amplitudes 
of  successive  alternations  will  be  weaker  than  preceding  ones  and  will 
gradually  lower  in  height  until  the  oscillating  energy  actually  dies  out. 
This  is  technically  called  damping . 

There  is  a  discontinuance  of  energy  in  the  circuit,  causing  oscilla- 
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tions  to  cease,  only  when  no  charge  remains  in  the  condenser,  or  when 
finally  no  magnetic  field  exists  about  the  inductance  as  just  mentioned. 
Hence,  a  gradually  diminishing  series  of  oscillations  called  a  wave  train 
of  damped  or  discontinuous  oscillations  such  as  would  be  generated  by 
the  discharge  of  a  condenser  through  an  inductance  would  appear  as 
depicted  in  the  curve  of  Fig.  299. 

It  should  now  be  understood  how  the  opposite  reactions  of  inductance 
and  capacity  facilitate  the  production  of  an  alternating  current,  with 
the  frequency  or  rate  of  movement  back  and  forth  through  the  circuit, 
controlled  by  the  amount  of  capacitance  used  and  the  amount  of  induc¬ 
tance  used.  When  a  cycle  of  alternating  current  flows  with  great  rapid¬ 
ity  it  is  called  an  oscillation. 

The  actual  voltage  in  C  at  the  completion  of  the  cycle  will  be  some¬ 
what  less  than  the  initial  voltage  in  C  when  first  charged  by  the  trans¬ 
former,  due  to  natural  losses  whenever  electrical  energy  is  transformed 
from  one  kind  to  another,  or  as  in  this  case  from  electrostatic  into  elec¬ 
tromagnetic  and  vice  versa. 

A  condenser  in  an  oscillatory  circuit  is  charged  and  discharged  with 
great  rapidity,  hundreds  of  thousands  of  times  per  second  and  upward, 
in  the  vicinity  of  millions  of  times,  depending  upon  the  frequency,  and 
consequently  a  considerable  amount  of  work  is  accomplished.  This 
work  results  in  the  expenditure  of  energy  in  different  forms,  heat  due 
to  dielectric  hysteresis,  brush  discharge,  dielectric  adsorption,  and  so 
on.  There  is  also  a  slight  dissipation  of  energy  in  heat  due  to  the 
resistance  of  the  circuit,  as  well  as  losses  occuring  when  current  passes 
through  the  inductance  and  sets  up  a  magnetic  strain  in  the  media 
surrounding  the  turns  of  wire.  Other  sections  of  this  text  treat  more 
fully  the  circuit  elements  and  losses. 

Summary. — A  synopsis  of  the  oscillatory  action  or  the  production  of 
transient  energy  in  an  electrical  circuit  consisting  of  inductance  and 
capacity  follows: 

Starting  with  view  3,  the  condenser  begins  to  discharge,  gathering 
strength  as  it  progresses.  This  discharge  is  a  flow  of  electrons  (con¬ 
duction  current)  through  inductance  L.  When  the  voltage  across  the 
condenser  is  reduced  to  zero,  it  means  that  the  condenser  plates  have 
an  equal  balance  of  electrons  and  that  the  displacement  current  in  the 
dielectric  stops  flowing. 

The  discharge  current  passing  through  L  sets  up  a  large  magnetic 
field  encircling  its  winding.  When  the  current  stops  increasing,  which 
it  must  do  when  C  is  completely  discharged,  the  lines  of  force  about  L 
recede,  or  diminish  in  magnitude.  This  change  in  their  number  induces 
an  e.m.f.  in  the  circuit  which  continues  the  current  flow  in  the  original 
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direction,  but  of  a  steadily  decreasing  value.  This  continuance  of  cur¬ 
rent  charges  C  at  the  end  of  the  first  alternation,  as  indicated  by  revers¬ 
ing  the  potential  signs  negative  and  positive,  as  shown  in  view  5. 

Condenser  C  now  gives  up  its  stored  energy  and  discharges,  thus 
applying  its  voltage  to  the  circuit  to  produce  another  flow  of  current. 
The  sequence  of  current  and  voltage  changes  is  similar  to  that  during 
the  first  alternation,  but  the  changes  occur  in  the  opposite  direction. 

The  major  point  to  be  brought  out  in  this  explanation  is  that  when 
a  circuit  is  oscillatory  the  changing  magnetic  energy  stored  in  an  induc¬ 
tance  sets  up  a  current  in  the  same  direction  as  the  inducing  current 
(from  the  condenser)  which  produced  the  field. 

The  release  of  electrostatic  energy  stored  in  the  condenser  supplies 
the  circuit  with  voltage,  or  e.m.f.,  thus  providing  the  inducing  current 
referred  to  in  the  previous  paragraph.  The  inductance  in  the  circuit 
will  delay  the  reversal  of  current;  that  is,  it  will  cause  any  variation  of 
current  to  lag  behind  the  voltage  which  produces  it.  On  the  other 
hand,  the  reversal  of  current  is  assisted  by  the  capacitance  of  the  cir¬ 
cuit,  for,  in  this  case,  the  discharge  of  the  condenser  causes  a  leading 
current,  or  one  that  is  ahead  of  the  voltage  which  produces  it. 

The  frequency  of  the  oscillatory  current  is  another  means  for  express¬ 
ing  how  fast  or  slow  the  currents  increase  and  decrease  through  the 
inductance  and  the  length  of  time  required  for  the  current  to  build  up 
a  charge  in  the  condenser.  Hence  a  large  coil,  or  one  having  a  high 
inductance,  will  create  a  strong  field  and  increase  the  value  of  its  react¬ 
ance  voltage,  thus  exerting  a  choking  effect  upon  the  inducing  current 
passing  through  it.  In  the  case  of  the  condenser,  one  of  low  capacitance 
is  capable  of  being  charged  faster  than  one  of  higher  capacitance;  hence 
its  reactance  voltage  builds  up  quickly,  thus  facilitating  the  movement 
of  current  in  the  circuit.  Therefore  it  is  reasonable  to  expect  that  an 
oscillatory  circuit,  consisting  of  both  an  inductance  and  capacitor  of 
low  values,  will  be  highly  responsive  to  radio-frequency  currents  and 
vice  versa. 

The  foregoing  explanation  is  equally  true  of  an  antenna  system  con¬ 
sisting  of  tuning  inductances  and  loading  inductances  and  capacitance 
in  the  antenna.  It  is  known  that  the  capacitance  of  the  antenna  is  not 
concentrated,  as  in  the  case  of  a  condenser;  but  if  a  condenser  element 
is  inserted  in  series  with  a  given  antenna  system,  the  condenser  will 
have  the  effect  of  increasing  the  frequency  of  the  circuit.  That  is, 
there  will  be  a  lowering  of  the  wavelength,  because  condensers  connected 
in  series  always  lower  the  resultant  capacitance  of  a  circuit  to  a  value 
less  than  that  of  the  smallest  capacitor  in  the  circuit.  See  explanations 
under  the  caption  “ Condensers  in  Series  Combination.” 
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This  relation  of  frequency,  capacity,  and  inductance  in  an  oscillatory 
circuit  having  negligible  resistance,  may  be  interpreted  in  the  following 
well-known  “  frequency  ”  formula: 

z  =  -  A... 

2  tVlC 

Where  /  =  frequency  in  cycles  per  second; 

L  =  inductance  of  the  circuit  in  henrys; 

C  =  capacitance  of  the  circuit  in  farads. 
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ANTENNAS— AERIALS 

Antenna  or  Aerial. — A  complete  antenna  system  consists  of  the  ele¬ 
vated  antenna  conductors,  the  ground  conductor  furnishing  the  earth 
connection,  and  all  tuning  apparatus,  including  coils  and  condensers, 
which  may  be  included  between  antenna  and  ground,  the  whole  forming 
a  closed  circuit  or  direct  path  from  antenna  to  ground. 

The  antenna,  or  aerial,  is  that  portion  of  the  complete  circuit  com¬ 
posed  of  one,  or  several,  conducting  wires  suspended  above  the  ground 
and  insulated  from  all  surrounding  objects,  as  shown  in  Fig.  274. 

The  purpose  of  the  antenna  is  to  facilitate  the  radiation  of  energy 
in  the  form  of  electromagnetic  waves  when  connected  to  transmitting 
apparatus,  or  when  connected  to  receiving  apparatus  its  function  is  to 
absorb  part  of  the  energy  radiated  by  the  distant  transmitter.  Some 
of  the  high  powered  stations  employ  two  antennas,  one  for  transmitting 
and  one  for  receiving,  which  may  be  located  some  distance  apart. 

On  shipboard  there  may  not  be  sufficient  room  to  suspend  two  inde¬ 
pendent  antennas,  and  the  lead-in  wire  is  brought  to  a  transfer  switch 
connecting  the  same  antenna  system  either  to  the  transmitter  or  the 
receiver, 

A  vertical  wire  suspended  in  the  air  is  the  simplest  form  of  antenna. 
It  was  first  used  by  Hertz  in  his  early  experiments  and  this  type  is  still 
known  as  the  “  Hertz  antenna.”  Later,  Marconi  conceived  the  idea  of 
connecting  the  antenna  to  the  earth  in  order  to  increase  the  communi¬ 
cation  distance.  An  antenna  system  with  ground  connection  is  there¬ 
fore  identified  as  the  “  Marconi  ”  type  to  differentiate  it  from  the 
u  Hertz  ”  type.  The  latter  type  is  rapidly  displacing  the  “  Marconi  ” 
type  for  short  wave  transmission. 

The  conductors  used  for  the  exposed  portions  of  an  antenna  system 
usually  consist  of  several  strands  of  silicon  bronze  wire,  an  alloy  of  cop¬ 
per.  The  alloy  is  either  of  copper  and  silicon  alone,  or  copper,  silicon 
and  tin.  It  possesses  great  tensile  strength  and  good  conductivity.  In 
the  very  heavy  type  a  tarred  marlin  rope  may  be  used  as  a  core  upon 
which  the  strands  of  wire  are  wound  to  give  added  strength. 
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The  majority  of  antennas  have  a  flat  top  portion  which  extends 
horizontally  to  a  distance  varying  from  40  to  6000  ft.,  the  length  depend¬ 
ing  upon  the  use  to  which  the  antenna  is  to  be  put,  whether  land  or 


ship  installation,  or  to  the  power  of  the  station.  Present-day  ships  use 
either  a  2,  3  or  4-wire  flat-top  antenna,  the  wires  being  connected  in 
parallel,  spaced  from  2J  to  3  ft.  apart. 
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All  types  of  antennas  do  not  radiate  with  equal  intensity  in  all 
directions.  A  certain  type  known  as  a  unilateral  antenna  will  have  dis¬ 
tinctly  directive  characteristics  and  will  radiate  a  larger  proportion  of 
radio  waves  in  one  given  direction  than  in  other  directions.  Another 
type,  the  bi-lateral  antenna ,  will  radiate  strongly  in  two  opposite  direc¬ 
tions,  or  in  regions  180  deg.  apart. 

The  efficiency  with  which  an  antenna  radiates  its  energy  cannot 
always  be  determined  by  the  actual  value  of  the  antenna  current  as 
indicated  on  the  ammeter,  but  is  somewhat  affected  by  the  design  and 
location  of  the  antenna.  The  dimensions  of  an  antenna  are  governed: 

(1)  By  the  length  of  the  wave  to  be  radiated. 

(2)  By  the  space  available  for  erection. 

It  has  been  shown  in  other  chapters  that  an  antenna  possesses  both 
distributed  capacity  and  inductance,  which,  combined,  give  it  a  defi¬ 
nite  period  of  oscillation,  called  its  fundamental  wave ,  when  an  electrical 
charge  is  applied  to  it  by  means  of  suitable  transmitting  equipment. 
The  oscillating  current  in  the  antenna  circuit  creates  an  electrical  pres¬ 
sure  of  from  a  few  volts  to  about  twenty  thousand  or  more,  depending 
upon  the  power  between  the  ground  when  used  as  one  conducting  sur¬ 
face  and  the  elevated  antenna  wires  used  as  the  opposite  conducting 
surface. 

An  electrical  field  is  set  up  in  the  space  separating  the  free,  or  open, 
end  of  the  suspended  wires  and  the  ground,  by  this  difference  of  poten¬ 
tial,  because  the  insulating  medium  or  space  has  properties  similar  to 
those  of  a  dielectric  and  is  capable  of  being  electrically  charged.  When¬ 
ever  an  electrical  pressure  is  created  in  or  across  a  dielectric  substance, 
the  dielectric  substance  is  said  to  be  electrostatically  charged.  The  elec¬ 
trical  pressure,  or  static  force,  is  made  to  change  its  direction,  applied 
first  toward  one  surface  and  then  toward  the  other.  It  alternates 
between  the  antenna  and  ground  conductors  at  a  high  frequency  from 
several  hundred  thousand  to  millions  of  times  per  second’,  determined 
by  the  radio-frequency  alternating  currents  generated  by  the  trans¬ 
mitter. 

This  disturbance  which  the  oscillating  current  produces  causes  the 
electric  field  set  up  around  the  antenna  to  alternate  at  the  same  fre¬ 
quency,  which  starts  an  alternating  electric  wave  motion  through  space, 
radiating  its  power  in  all  directions  or  sometimes  more  strongly  in  cer¬ 
tain  directions  depending  upon  the  design  of  antenna  structure.  The 
wave  motion  is  thought  to  be  made  up  of  a  horizontal  wave  component 
and  a  vertical  component . 

From  any  system  of  wires  in  which  high-frequency  oscillating  cur- 
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rent  flows  there  are  radiated  electromagnetic  waves,  having  electric  and 
magnetic  components,  the  wavelength  of  which  is  related  to  the  induc¬ 
tance  and  capacity  of  the  antenna  system  in  the  following  manner: 

When  the  capacity  C  is  measured  in  the  units  of  a  farad  and  the 
inductance  L  in  henrys,  the  fundamental  length  of  the  wave  in  meters, 
being  the  distance  between  two  successive  antinodes  of  the  alternating 
wave  motion,  will  be  equal  to 

4 XVXLXC 

where  V  =  the  velocity  of  the  electromagnetic  waves,  which  is 
299,820,000  meters  per  second.  The  velocity  of  radio  waves  is  gener¬ 
ally  expressed,  however,  in  round  numbers  as  300,000,000  meters  per 
second. 

Scientists,  by  different  methods,  have  measured  the  length  of  cer¬ 
tain  radiations  of  light  waves  in  terms  which  they  consider  to  be  authen¬ 
tic.  These  measurements  are  referred  to  in  the  “  International  Proto¬ 
type  Meter  ”  with  this  result:  1  Meter  =  1,553,164.13  light  waves. 
Accordingly,  radio  waves  may  be  calculated  in  terms  of  a  meter.  An 
inch,  in  the  United  States,  is  defined  as  1/39.37  meters;  hence,  a  meter 
equals  39.37  inches. 

The  meter  is  the  fundamental  unit  of  length  in  the  metric  system. 
As  used  for  the  measurement  of  wavelength  in  radio  it  indicates  the  dis¬ 
tance  of  space  covered  by  one  cycle,  or  one  complete  alternating  wave 
motion  of  transmitted  radio  energy. 

In  the  fundamental  expression  given  above  for  wavelength,  it  should 
be  clear  that  both  distance  and  time  are  represented  by  the  factor  desig¬ 
nated  V  (velocity).  Velocity  is  the  rate  of  motion  and  must  not  be 
confused  with  the  actual  distance  a  radio  signal  may  travel  from  its 
source  to  be  picked  up  and  made  audible  in  a  distant  receiver. 

The  length  of  the  radiated  wave  can  be  increased  artificially  by 
increasing  the  inductance  of  the  antenna.  This  may  be  accomplished 
by  inserting  a  coil  of  wire,  called  an  antenna  tuning  inductance ,  at  the 
base  of  the  antenna,  or  the  wavelength  may  be  decreased  by  connect¬ 
ing  a  condenser  in  series  with  the  antenna  at  the  base.  But  experience 
indicates  that  there  are  definite  limitations  to  which  we  may  load  an 
antenna  system  with  inductance  or  capacity  to  effect  a  change  of  wave¬ 
length.  When  an  inductance  (coil)  is  connected  at  the  base  of  the 
antenna,  it  is  called  concentrated  or  lumped  inductance,  and  we  can  no 
longer  use  the  simple  formula  given  previously  for  determining  the 
length  of  the  wave,  but  it  must  be  modified  and  expressed  as  follows: 

(X)  wavelength  =  1884  a/Zc 
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where  L  =  inductance  in  microhenrys 
and  C  =  capacity  in  microfarads. 

Although  in  this  formula  the  velocity  V  does  not  appear  as  a  literal 
factor,  yet  it  is  represented  by  the  numerical  factor  1884,  which  will 
be  readily  understood  if  reference  is  made  to  the  derivation  of  this 
formula,  given  in  another  chapter.  This  formula  probably  is  the  one 
most  frequently  used  to  express  wavelength. 

It  is  not  advisable  to  load  an  antenna  with  inductance  to  radiate 
a  wave  more  than  four  times  the  natural  wavelength,  because  the  inser¬ 
tion  of  greater  amounts  of  inductance  will  increase  the  reactance  and 
reduce  the  flow  of  current,  thereby  decreasing  the  range  of  the  trans¬ 
mitter.  It  would  be  advisable  to  construct  the  aerial  proper  of  greater 
dimensions. 

The  fundamental  or  natural  frequency  of  an  antenna  is  its  lowest 
resonant  frequency  produced  by  its  own  inductance  and  capacity,  that 
is,  when  unloaded.  Unloaded  means  without  any  added  (concentrated) 
inductance  or  capacity  for  tuning  purposes. 

An  antenna  radiates  most  efficiently  at  or  near  its  fundamental  wave . 
The  use  of  a  small  amount  of  localized  inductance  in  the  form  of  a 
secondary  coil  of  a  radio-frequency  transformer  is  necessary,  however, 
in  order  to  couple  the  antenna  to  the  high  frequency  power  supply  to 
excite  the  antenna,  thus  setting  it  into  oscillation.  The  addition  of 
the  inductance  does  not  add  to  the  energy  of  the  oscillations,  and,  when 
large  amounts  of  loading  inductance  are  inserted,  the  decrement  of  the 
oscillations  is  decreased,  because  of  the  added  self-inductance  of  the 
antenna  system. 

In  a  spark  transmitter  the  addition  of  inductance  in  the  antenna 
up  to  a  certain  point  may  be  favorable  to  the  tuning  qualities  of  the 
radiated  wave,  depending  upon  the  decrement,  that  is,  whether  the 
characteristic  of  the  wave  is  broad  or  sharp,  as  defined  by  the  govern¬ 
ment  regulations. 

As  previously  stated,  a  small  amount  of  inductance  is  necessary  at 
the  base  of  the  transmitting  antenna  to  act  as  the  secondary  winding 
of  the  radio-frequency  transformer  to  receive  energy  from  the  primary 
closed  circuit  in  order  to  set  the  antenna  into  excitation.  In  all  cases 
where  the  inductance  of  the  antenna  is  increased  because  of  this  fact, 
unless  the  capacity  of  the  antenna  is  also  increased,  the  flow  of  current 
will  be  reduced  considerably.  Hence,  to  permit  the  insertion  of  the 
secondary  inductance,  the  antenna  dimensions  should  restrict  or  limit 
its  natural  wavelength  to  less  than  the  length  of  the  radiated  wave. 

For  example,  a  certain  antenna  may  be  designed  to  operate  on  300 
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meters.  It  has  a  natural  wavelength  of  275  meters,  when  unloaded  or 
without  concentrated  inductance.  The  inductance  of  the  loading  coil 
must  be  able  to  raise  the  wavelength  up  to  the  assigned  300  meters. 
When  a  transmitter  is  designed  to  operate  on  more  than  one  wave¬ 
length  a  wave  changing  switch  offers  a  means  of  varying  the  inductance 
according  to  the  number  of  turns  of  wire  required  in  the  loading  coils 
for  the  different  wavelengths. 

If  the  physical  height  of  the  antenna  is  increased,  both  the  distrib¬ 
uted  inductance  and  capacity  will  be  increased,  and  also  the  length  of 
the  radiated  wave.  If,  after  erection,  the  antenna  is  found  to  be  too 
long  for  a  given  wave,  either  the  length  of  the  antenna  can  be  reduced 
or  the  length  of  the  wave  can  be  artificially  reduced  by  means  of  a  series 
condenser.  A  greater  increase  of  antenna  current  will  be  secured  if  it 
is  possible  to  obtain  the  required  wave  without  the  use  of  a  series 
condenser. 

The  determination  of  the  wavelength  from  the  dimensions  of  an 
antenna  by  the  use  of  formulas  is  usually  too  complicated  for  the  prac¬ 
tical  worker,  but  the  following  data  will  convey  an  approximate  idea 
of  the  relations  of  wavelength  and  the  size  of  an  antenna. 

The  total  length  of  the  antenna  is  measured  from  the  extreme  ele¬ 
vated  end  down  to  the  apparatus  at  the  transmitter.  For  an  antenna 
system  comprising  four  horizontal  wires  spaced  about  2\  ft.  apart,  the 
natural  wavelength  will  be  approximately  4.4  to  4.8  times  the  total 
length  of  the  antenna  in  meters.  In  a  “  T,”  or  umbrella  type,  it  will 
be  about  five  times. 

The  natural  wavelength  of  a  4-wire  horizontal  antenna  is  not  much 
greater  than  that  of  a  2-wire  antenna  with  equivalent  spacing,  because 
while  the  capacity  is  always  slightly  increased  by  the  addition  of  wires, 
the  total  inductance  of  the  whole  system  is  also  decreased,  and  these 
factors  nearly  offset  each  other.  If  the  spacing  between  the  conductors 
of  an  antenna  is  gradually  increased,  the  capacity  is  also  increased,  and 
the  total  inductance  is  somewhat  decreased,  due  to  the  diminishing  of 
the  mutual  inductance  between  the  adjacent  wires.  The  increase  of 
capacity,  however,  will  exceed  the  decrease  of  inductance,  and  the 
natural  wavelength  will  be  increased  considerably.  When  the  distance 
between  adjacent  wires  does  not  exceed  3  ft.  they  may  be  said  to  be 
mutually  inductive. 

Measurement  of  Antenna  Inductance  and  Capacity  by  Substitution 
Method. — The  inductance  and  capacity  of  an  antenna  may  be  calcu¬ 
lated  with  approximate  accuracy  for  practical  purposes  by  employing 
the  formula  for  wavelength,  1884  VTc,  and  substituting  known  values 
of  inductance  and  wavelength  found  by  experiment.  The  equipment 
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necessary  is  a  wave  meter  and  two  inductances  known  as  “  standards  ” 
of  inductance. 

The  procedure  is  to  excite  the  antenna  from  a  source  of  oscillations, 
as  for  instance  the  primary  or  closed  oscillatory  circuit,  and  tune  the 
antenna  to  resonance  as  indicated  when  the  highest  reading  on  the 
antenna  ammeter  is  secured.  Two  loading  inductances  La  and  Lb  of 
different  values,  but  inductance  “  standards,”  having  been  previously 
calibrated  and  of  known  values,  are  inserted  in  the  antenna  separately 
and  the  corresponding  wavelengths  X*  and  X&  noted.  Two  simultane¬ 
ous  equations  are  thus  obtained.  The  inductance  L  of  the  antenna 
may  be  found  very  easily  by  substituting  these  four  known  values  in 
the  following  equation; 

Lb  Xa "  Zvo  X/>  “ 

”  -  X«2 

This  expression  is  derived  by  solving  for  L  when  combining  the  two 
simple  simultaneous  equations  and  eliminating  C. 

After  the  value  of  the  antenna  inductance  L  is  thus  obtained  it  is 
substituted  in  the  wavelength  formula  given  above,  which  is  modified 
somewhat,  simply  to  include  the  antenna  inductance  proper,  L,  and 
the  inductance  of  one  of  the  loading  coils,  La  or  Lb,  to  give  the  total 
inductance  of  the  antenna  system;  for  instance  (L  +  Lb). 

To  obtain  the  capacity  C  of  the  antenna  the  known  values  X*,  L, 
and  Lb  are  then  substituted  in  the  modified  formula : 

X»  =  1884  V(L  +  U)C 

and  this  expression  is  solved  to  find  C. 

The  Bureau  of  Standards  Circular,  “  Radio  Instruments  and  Mea¬ 
surements,”  gives  many  wavelength  formulas  and  detailed  treatment  of 
measurements. 

Types  of  Antennas. — Various  types  of  antennas  are: 

(1)  Vertical  fan  or  harp  antenna. 

(2)  Umbrella  type  antenna. 

(3)  Inverted  L  flat  top  antenna. 

(4)  T  type  antenna. 

(5)  Cage  antenna. 

(6)  Hertz  antenna  (explained  in  “Short  Wave  ”  Chapter). 

In  any  transmitting  antenna  installation,  the  following  important 
points  must  be  considered: 

The  conducting  wires  must  be  insulated  thoroughly  at  all  points  of 
support  and  the  insulators  should  not  only  possess  high  specific  resistance 
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but  should  be  capable  of  preventing  high  voltage  current  from  discharging 
over  their  surfaces  to  any  nearby  metallic  conductors.  The  voltage  and 
current  are  not  uniformly  distributed  in  vertical  antennas,  for  a  much 
higher  potential  exists  at  the  free  or  far  end  of  the  flat  elevated  portion 
than  at  the  base.  The  matter  of  insulation  at  the  free  end  is  therefore 
of  extreme  importance;  hence  any  supporting  mast  guys  or  other  nearby 
conductors  must  be  separated  widely  and  insulated  thoroughly  from 
the  antenna  wires.  Note  that  insulation  of  an  antenna  does  not  refer 
to  any  covering  on  the  wire,  a  bare  stranded  wire  being  used. 

If  the  insulation  of  an  antenna  is  poor,  it  will  affect  the  radiation 
and  reduce  the  range  considerably.  The  high  frequency  energy  will 
leak  over  or  through  a  broken-down  insulator  to  the  ground,  represent¬ 
ing  a  loss  of  energy.  A  leaking  antenna  insulator  may  be  due  to  slight 
carbonization  of  the  insulator,  which  may  be  removed  by  scraping  the 
burned  portion  and  covering  it  with  a  special  insulating  compound. 
An  insulator  which  is  burned  beyond  this  remedy  may  be  replaced  by 
a  temporary  repair  with  a  piece  of  marlin  rope  which  has  been  soaked 
in  oil.  By  decreasing  the  coupling  at  the  oscillation  transformer  and 
by  other  methods  previously  described,  the  power  input  to  the  antenna 
may  be  reduced  and  excessive  leakage  at  the  insulators  may  sometimes 
be  stopped.  The  range  of  the  transmitted  signal  will  be  decreased,  but 
communication  may  be  carried  on  when  otherwise  it  would  not  be  pos¬ 
sible.  Whenever  possible,  all  joints  in  antenna  wires  should  be  soldered 
to  prevent  losses  of  energy  due  to  corrosion.  An  unsoldered  joint  per¬ 
mits  corrosion  to  creep  in  and  actually  forms  a  high  resistance  connection 
between  the  two  wires.  This  is  particularly  noticeable  with  receiving 
aerials  where  only  very  feeble  currents  are  sometimes  intercepted  from 
a  distant  transmitting  station. 

Insulation  Test. — The  insulation  of  an  antenna  may  be  tested  by 
inserting  a  spark  gap  in  series  with  the  antenna  and  then  connecting  the 
secondary  of  the  power  transformer  across  this  open  gap.  The  antenna 
circuit  is  set  into  excitation  directly  from  the  secondary  windings  of  the 
high  power  alternating  current  transformer.  If  a  spark  discharge  occurs 
at  the  gap,  it  is  an  indication  that  the  antenna  insulation  is  in  good 
condition.  If  the  antenna  insulators  leak  either  at  the  lead-in  insulator 
or  over  the  insulators  of  the  antenna  wire,  the  energy,  instead  of  dis¬ 
charging  across  the  spark  gap,  will  leak  across  the  insulators  down  the 
rigging,  and  then  to  the  hull  of  the  ship,  which  completes  the  ground 
side  of  the  antenna  system.  It  is  seen  that  this  path  partially  or  com¬ 
pletely  short  circuits  the  transformer,  depending  upon  the  seriousness 
of  the  insulation  breakdown.  The  open  spark  gap  should  not  be  spaced 
more  than  |  in.  for  testing,  because  an  insulator  may  offer  no  appre- 
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ciable  leakage  to  a  radio-frequency  current  such  as  is  actually  trans¬ 
mitted,  but  may  break  down  completely  under  the  strain  of  the  low 
frequency,  high  voltage  current  of  the  power  transformer.  For  in¬ 
stance,  an  antenna  may  be  operated  on  a  600-meter  wave,  radiating  high 
frequency  energy  at  500,000  cycles  per  second,  whereas  the  test 
which  we  have  suggested  is  performed  with  perhaps  only  a  500-cycle 
current. 


The  five  general  types  of  antennas  that  have  been  mentioned  require 
more  complete  explanation,  which  is  given  as  follows: 

(1)  The  harp  or  fan  antenna  shown  in  Fig.  275  consists  of  a  fan  of 
copper  or  silicon  bronze  wires  erected  vertically  in  the  same  plane  and 

supported  at  their  free  end  by  a 
wire  connecting  to  two  steel 

a  towers  or  wooden  masts,  or  any 
structure  providing  sufficient 
height.  The  free  end  of  each 
vertical  conductor  wire  may  or 
may  not  be  soldered  or  elec- 
trically  connected  at  the  top  to 
i««d - m  the  supporting  wire.  However, 

all  wires  converge  at  the  lower 
end  and  are  connected  to  a  sin¬ 
gle  lead-in  wire  which  passes 
through  a  heavy  insulator  where 
Fig.  275.^-A  vertical  “fan”  type  antenna.  ^  enters  the  station  house,  being 

then  connected  to  the  apparatus, 
usually  to  a  lightning  switch  and  then  directly  to  the  transfer  switch. 
The  vertical  antenna  is  an  efficient  radiator  of  electromagnetic  waves, 
but  due  to  the  height  required  for  its  erection,  and  on  account  of  the 
derrick  booms,  mast  guys  and  funnels,  there  generally  is  not  sufficient 
space  on  vessels  to  give  the  antenna  wires  their  proper  clearance. 
Therefore,  the  flat-top  antenna  is  generally  found  on  shipboard  instal¬ 
lations. 

(2)  The  umbrella  antenna  is  so  called  because  the  antenna  wires 
spread  radially  in  several  directions  from  a  common  center  at  the  top 
of  the  supporting  mast.  The  antenna  wires  are  generally  about  two- 
thirds  the  length  of  the  mast,  with  heavy  insulators  connecting  their 
lower  ends  to  other  wires  or  lines  used  as  guys  and  fastened  to  ground 
stakes.  The  wires  form  a  cone  joining  at  the  apex  where  the  lead-in 
wire  is  attached  and  carried  down  to  the  apparatus  in  the  station  house. 
This  type  antenna  is  generally  used  for  portable  military  sets,  where 
the  erection  of  an  antenna  must  be  accomplished  in  a  few  minutes. 
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(3)  The  inverted- L  flat-top  antenna  illustrated  in  Fig.  276  consists 
usually  of  two  to  four  parallel  wires  stretched  between  two  supporting 
masts  which  are  thoroughly  insulated  from  the  supporting  halyards  by 
insulators  attached  on  either  end  to  wooden  spreaders.  The  horizontal 
wires  A  to  B  are  called  the  flat-top  portion.  The  vertical  wires  spliced 
together  at  one  end  are  called  lead-ins ,  and  pass  through  a  deck  insu¬ 
lator  to  the  apparatus. 

The  flat-top  for  ship  installation  may  vary  from  75  to  250  ft.  or  more 
in  length,  and  the  lead-ins  from  70  to  150  ft.,  depending  upon  the  height 
of  the  various  supporting  masts.  The  flat-top  inverted-L  type  might 
be  called  a  directive  antenna  because  it  possesses  to  some  degree  uni¬ 
lateral  characteristics,  radiating  a  large  percentage  of  the  energy  in 
the  direction  opposite  to  the  free  end.  It  might  be  stated  here  that 
when  the  same  antenna  is  used  for  receiving,  it  also  has  directional 


Fig.  276. — A  typical  inverted  “L”  type  antenna  installation.  If  the  lead-in  is 
connected  to  the  antenna  as  shown  by  the  dotted  lines  the  antenna  will  then  be 

known  as  a  “T”  type. 

properties,  in  that  it  will  absorb  a  greater  proportion  of  radio  waves 
emitted  by  a  distant  transmitting  station  which  is  located  in  a  direction 
opposite  to  its  free  end. 

The  vertical  antenna  possesses  an  advantage  in  that  it  radiates 
practically  with  equal  strength  in  all  directions,  but  it  is  not  always 
practicable  to  erect  an  antenna  of  this  type,  because  of  the  very  great 
height  required  as  previously  stated.  A  flat-top  aerial,  although  having 
a  slight  disadvantage  of  directive  radiating  properties,  is  most  suited  to 
merchant  vessels  because  of  the  greater  convenience  of  installation. 

(4)  When  the  lead-ins  of  a  given  antenna  are  removed  from  the 
free  end  of  the  flat  portion  and  attached  to  the  center,  the  antenna  is 
said  to  be  of  the  T  type ,  indicated  by  the  dotted  lines  in  Fig.  276.  The 
fundamental  wavelength  of  the  T  antenna  is  usually  less  than  that  of 
the  inverted-L  type  of  the  same  dimensions.  By  moving  the  lead-in 
wires  to  the  middle,  the  distributed  capacity  of  the  antenna  system 
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remains  practically  the  same,  whereas  the  total  inductance  will  be  less. 
This  may  be  explained  as  follows: 

It  might  be  considered  that  the  T  antenna  comprises  two  antennas 
connected  in  parallel  to  a  common  lead-in  wire,  and  in  the  same  manner 
that  the  inductance  of  two  parallel  conductors  is  less  than  either  of 
them  taken  separately,  the  total  inductance  of  the  antenna  will  be 
reduced  and  the  corresponding  length  of  the  radiated  wave  reduced 
accordingly.  The  difference  in  the  fundamental  wavelength  of  an  L 
antenna  and  a  T  antenna  of  equal  dimensions  may  be  given  only 
approximately  in  that  the  former  exceeds  the  latter  by  the  ratio  of  1.1 
to  1.8.  For  example,  if  an  inverted  L  antenna  100  ft.  in  length  and  60 
ft.  in  height  has  a  capacity  of  0.0004  mfd.  and  inductance  of  62,000 
centimeters  (1000  centimeters  =  1  microhenry),  the  wavelength  will 
be  approximately  188  meters.  In  the  T  type  antenna  of  the  same 
dimensions,  assuming  that  the  inductance  has  been  decreased  to  37,000 
centimeters,  with  the  capacity  remaining  at  0.0004  mfd.,  the  wavelength 
will  be  approximately  145  meters.  The  fundamental  wavelength  may 
be  computed  from  the  values  given  in  the  example  cited  above  by  sub¬ 
stitution  in  the  simple  formula: 

(X)  wavelength  =  38 VLC. 

L  =  inductance  in  centimeters; 

C  =  capacity  in  microfarads 

On  shipboard,  the  principal  consideration  is  to  provide  an  antenna 
that  will  give  the  highest  possible  antenna  current  for  each  of  the 
standard  waves  assigned  to  the  transmitter.  The  standard  transmitters 
are  designed  in  the  lower  power  sets  for  adjustment  usually  to  the  fol¬ 
lowing  five  wavelengths:  600,  660,  706,  760,  and  800  meters.  For  spark 
sets  capable  of  adjustment  to  only  three  waves,  the  following  are  used: 
600,  706,  and  800  meters. 

The  higher  powered  sets  are  usually  adjusted  to  ten  wavelengths, 
including  the  five  above  mentioned  and  the  following  five  wavelengths: 
1800,  1900,  2000,  2098  and  2400  meters. 

Other  waves  than  those  mentioned  are  also  utilized  for  c.w.  trans¬ 
mission,  from  1450  to  2400  meters. 

Since  the  standard  transmitter  must  include  a  600  and  an  800 
meter  wave,  the  precaution  must  be  taken  to  select  an  antenna  of  such 
dimensions  that  on  these  two  lower  waves  a  maximum  degree  of  effi¬ 
ciency  will  be  obtained,  and  at  the  same  time  the  antenna  will  give  a 
moderate  degree  of  efficiency  at  any  of  its  other  wavelengths.  It  is 
seen  now  how  difficult  it  is  to  construct  an  antenna  that  will  fulfill  all 
of  the  requirements  for  maximum  radiation  which  we  know  is  always 
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obtainable  at  or  near  the  fundamental  wavelength,  provided  good  values 
of  antenna  current  are  also  available  at  all  of  the  other  wavelength 
adjustments. 

For  instance,  on  certain  large  vessels,  the  distance  between  the  masts 
may  be  great  enough  so  that  if  a  total  length  of  wire  possible  were  sus¬ 
pended,  a  series  condenser  would  be  required  even  for  a  600-meter 
wave.  Since  the  insertion  of  a  series  condenser  lowers  the  radiation 
and  can  never  be  used  to  reduce  an  antenna  to  less  than  one-half  its 
natural  length  it  would  be  necessary  in  such  cases  to  cut  off  a 
portion  of  the  horizontal  wires  to  keep  the  radiated  wave  within  its 
limits. 

On  small  vessels,  where  the  distance  between  the  masts  does  not 
provide  sufficient  length  for  the  flat  portion,  sometimes  six  or  eight 
wires  are  used  to  obtain  the  maximum  possible  capacity.  In  addition, 
large  amounts  of  loading  inductance  are  introduced  in  the  antenna  cir¬ 
cuit  to  obtain  the  600-meter  wave.  Several  examples  of  natural  wave¬ 
length,  capacity  and  size  of  a  ship’s  antenna  are  given  in  the  following 
table,  showing  the  capacity  of  some  antennas  to  be  rather  large,  which 
may  be  accounted  for  by  the  presence  of  nearby  metallic  structures: 


Type 

Length  of 
Flat  Top, 
Feet 

Height  of 
Flat  Top, 
Feet 

No.  of 
Wires 

Natural 
'  Wavelength 

Capacity 

MfcLs. 

L 

208 

96 

6 

374 

.00128 

T 

250 

150 

4 

426 

.00096 

T 

151 

110 

6 

290 

.0009 

L 

i 

170 

85 

4 

380 

.00082 

To  summarize  the  characteristic,  it  is  seen  that  the  flat-top  antenna 
is  the  only  type  that  can  be  employed  conveniently  aboard  most  ships. 
A  transmitter  antenna  installed  for  shore  operation  is  not  limited  in 
height  or  length,  as  in  the  case  of  shipboard  installation,  but  other 
mechanical  and  electrical  features  enter  into  the  design  of  the  antenna. 
It  has  been  shown  by  experienced  investigators  that  one  disadvantage 
of  a  high  type  antenna  is  the  relatively  high  capacity  between  the 
antenna  and  its  supports  which  results  in  lowering  the  effective  height; 
whereas  on  the  other  hand  an  antenna  of  moderate  height,  which  may 
be  erected  covering  a  large  area,  but  with  an  effective  height,  will  give 
a  large  capacity. 

In  addition  to  the  antennas  described  it  is  possible  to  use  a  single 
horizontal  wire  antenna  on  shipboard  in  some  instances. 
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(5)  The  cage  type  antenna  is  illustrated  in  Fig.  277.  The  cage 
antenna  consists  of  a  number  of  component  wires  spaced  equidistant, 
held  in  position  by  hoop  spreaders  (insulated  micarta  rings)  forming  a 
cylinder.  The  several  antenna  wires  are  brought  together,  or  both 
ends  may  be  closed  in,  as  shown  in  the  photograph,  and  the  lead-in 
conductor  attached  to  either  end,  depending  upon  the  installation.  The 

diameter  of  the 
spacer  ring  is  de¬ 
termined  by  the 
size  of  the  cage  de¬ 
sired.  In  compara¬ 
tively  small  an¬ 
tennas,  one  or  more 
cages  may  be  used, 
because  of  the  sim¬ 
ple  mechanical  con¬ 
struction,  and  they 
are  less  affected  by 
wind  than  are  the 
flat  tops  which  use 
spreaders  to  sepa¬ 
rate  the  wires.  For 
a  given  average 
height  of  the  con¬ 
ductors,  the  flat  top  has  the  advantage  that  a  slightly  higher  capacity  is 
obtained,  giving  a  slightly  greater  effective  height  and  efficiency. 

The  voltage  to  which  an  antenna  can  be  charged  is  limited.  If  it  is 
energized  to  a  very  high  potential,  at  a  certain  voltage,  the  ends  of  the 
wires  begin  to  brush  and  discharge  electricity  into  the  surrounding  air. 
This  phenomenon,  called  corona ,  causes  a  considerable  loss  of  energy, 
and  it  may  sometimes  be  seen  at  night,  especially  in  wet  weather, 
appearing  as  a  bluish  glow.  It  is  often  observed  that  the  lead-in  wires 
from  the  antenna  are  made  in  cage  form  to  avoid  the  effects  of  corona, 
especially  in  antennas  subjected  to  very  high  potentials,  perhaps  as 
great  as  75,000  volts  or  above.  Such  high  potentials  in  the  antenna 
system  are  developed  usually  only  in  commercial  land  stations  and 
broadcasting  stations  in  the  super-power  class  and  not  in  ordinary  ship 
installations. 

The  diameter  of  a  cage  form  of  lead-in  should  be  made  as  small  as 
possible,  as  a  small  diameter  decreases  the  capacity  of  the  lead  or 
leads  to  ground,  and  in  this  way  the  effective  height  and  efficiency 
of  the  antenna  will  not  be  lowered.  The  spacing  of  wires  in  a  cage 


Fig.  277. — Cage  type  antenna  with  cage  lead-in. 
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form  is  useful  in  obtaining  a  maximum  of  capacitance  in  a  limited 
space. 

Ship’s  Antenna  Described  in  Detail. — In  Fig.  278  the  fundamental 
design  of  a  ship’s  antenna  is  shown  and  is  described  in  detail.  The 
flat  portion  comprises  six  silicon  bronze  wires,  each  containing  seven 
strands  of  No.  18  wire,  equally  spaced  2\  ft.  apart.  The  wires  are  con¬ 
nected  to  spruce  spreaders  from  14  to  18  ft.  in  length,  attached  to  the 
running  rope  or  wire  halyard  by  the  bridle ,  which  is  made  up  of  four 
strop  insulators.  The  halyards  are  passed  through  reef  blocks  or  pulleys 
and  fastened  to  the  mast. 

The  strop  insulators  may  consist  of  §-in.  Russian  boat  rope  covered 


Fic.  278. — A  detailed  drawing  of  a  typical  flat  top  inverted  “L”  antenna  for  ship¬ 
board  installation. 

by  a  hard-rubber  tube  with  a  space  between  the  rope  and  tube  filled 
with  sulphur  to  keep  out  the  moisture.  The  bridle  ends  are  attached 
to  a  heart-shaped  shackle,  to  which  is  connected  the  galvanized  steel 
halyard  wire  for  raising  and  lowering  the  antenna. 

Each  wire  of  the  antenna  is  insulated  by  a  24-in.  hard-rubber  or 
electrose  column  insulator  which  is  attached  to  the  spruce  spreader  by 
an  eyebolt.  The  insulator  must  be  unaffected  by  ordinary  degrees  of 
cold,  heat  and  moisture.  Insulators  usually  are  made  with  a  corrugated 
or  ribbed  surface  to  increase  their  effective  length.  This  is  for  the  pur¬ 
pose  of  permitting  water  to  collect  and  drain  off.  It  also  provides  a 
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greater  length  of  surface  from  one  end  of  the  insulator  to  the  other, 
offering  a  higher  opposition  to  any  current  leaking  across  it.  The 
importance  of  adequate  protection  is  evident  in  this  comparison.  A 
column  insulator  10^  in.  in  overall  length  (the  length  of  the  insulating 
body  7  in.)  stands  an  electrical  test,  when  dry,  of  90,000  volts,  but  the 
electrical  value  when  tested  in  rain  is  only  55,000  volts. 

The  lead-in  wires  are  spliced  to  one  end  of  the  horizontal  wires  of 
the  flat  top  and  are  in  turn  connected  to  the  lead-in  wire  running  to 
the  deck  insulator.  The  strain  on  the  lead-in  is  removed  by  attaching 
it  to  two  24-in.  rod  insulators  which  are  secured  to  the  deck  by  a  heavy 
screw  eye.  The  spreaders  are  prevented  from  swaying  by  side  stays 
attached  to  either  end  through  insulators,  and  fastened  to  the  mast. 
The  connection  between  the  lead-in  wires  and  the  flat  top  wires  may 
be  made  in  various  ways,  but  in  general  they  should  be  soldered  and 
joined  with  specially  approved  connectors. 

Deck  Insulator. — Deck  insulators  are  designed  for  properly  insu¬ 
lating  the  antenna  where  brought  through  a  building  or  deck  of  a  ship. 

The  deck  insulator  of  a  transmitting 
antenna  must  have  the  highest  in¬ 
sulating  properties  and  must  be 
able  to  withstand  at  least  30,000 
volts,  or  more,  depending  upon  the 
power  of  the  apparatus.  Perfect 
insulation  is  absolutely  necessary  at 
this  point. 

One  form  of  deck  insulator  used 
to  connect  the  open  antenna  at  its 
entrance  into  the  operating  cabin  is 
shown  in  Fig.  279.  It  consists  of 
a  long  hard-rubber  or  electrose  tube 
R ,  several  inches  in  diameter,  with  a 
brass  rod,  shown  by  the  dotted  line, 
extending  through  it,  with  a  ter¬ 
minal  lug  at  each  end ;  one  at  L  for  convenient  connection  of  the  antenna 
lead-in  wire  and  one  at  P  for  connecting  the  lead-in  to  the  transmitter 
panel. 

The  hole  drilled  through  the  place  of  entry  is  of  sufficient  propor¬ 
tions  to  allow  the  insulated  part  of  the  insulator  to  pass  through;  and 
when  two  large  threaded  flanges  are  drawn  up  tightly  with  a  piece 
of  canvas  strip  or  rubber  packing  placed  underneath,  covered  with 
white  lead,  a  good  watertight  joint  is  made.  Because  the  upper  portion 
of  the  insulator  is  exposed  to  the  elements,  a  metal  mushroom  head 


Fig.  279. — Porcelain  type  deck  insulator 
used  with  high-power  commercial  trans¬ 
mitters. 
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Y  is  used  to  cover  the  tubing,  protecting  it  from  moisture  and 
dampness. 

Another  type  of  deck  insulator,  which  is  about  27  in.  in  overall 
length  is  often  used.  It  is  of  the  moulded  corrugated  or  rib  type,  with  a 
heavy  brass  rod  moulded  securely  into  it  wTith  convenient  connecting 
lugs  terminating  each  end.  The  outside  flange  of  the  insulator  is 
threaded  and  after  it  is  inserted  in  the  hole  in  the  deck  it  is  drawn  up 
tight  by  a  collar  which  is  threaded  on  the  inside.  The  same  care  for 
water-proofing  the  joint  must  be  exercised. 

Ground  System. — The  ground  system  is  that  part  of  a  complete 
antenna  system  which  is  below  the  transmitting  apparatus,  being  most 
closely  associated  with  the  ground  and  including  the  ground  itself. 
The  ground  wire  is  the  conductive  connection  to  the  earth. 

The  ground  connection  from  the  transmitting  apparatus  of  marine 
installations  should  be  made  direct  to  the  metal  bulkhead  by  a  bolt. 
The  necessary  ground  is  thus  conveyed  through  the  metal  hull.  The 
ground  connection  on  wooden  vessels  is  made  to  the  propeller  shaft  in 
the  engine  room,  or  to  a  large  strip  of  copper  nailed  to  the  bottom  of 
the  hull. 

The  ground  system  for  a  land  station  is  modified  according  to  the 
particular  type  of  soil  available  for  a  suitable  earth  connection.  When 
a  station  is  located  on  dry  soil  or  rock  and  otherwise  not  favorably 
situated,  the  ground  wires  are  merely  laid  on  the  surface  of  the  ground 
underneath  the  flat  portion  of  the  aerial  and  spread  out  radially  in  all 
directions.  This  ground  system  is  called  a  counterpoise  (or  earth  screen), 
and  is  the  method  employed  to  reduce  soil  resistance.  The  counterpoise 
increases  the  distributed  capacity  between  antenna  and  ground  and  is 
always  used  when  a  good  moist  ground  connection  is  not  available. 

Condenser  Antenna. — In  general  the  counterpoise  is  elevated  above 
the  ground  covering  about  the  same  area  as  the  antenna  itself.  The 
counterpoise  forms  a  lower  capacity  area,  and  the  antenna  itself  the 
upper;  together  they  form  two  capacity  areas,  with  the  space  between 
acting  as  a  dielectric,  and  the  whole  system  then  is  known  as  a  condenser 
antenna. 

A  number  of  copper  or  zinc  plates  may  be  buried  in  moist  earth,  or 
a  buried  ground  wire  may  be  used  in  combination  with  the  counterpoise 
as  another  means  of  reducing  soil  resistance.  All  wires  used  in  a  coun¬ 
terpoise,  or  buried  ground  system,  are  joined  to  a  common  terminal 
and  connected  to  the  ground  post  of  the  transmitting  apparatus. 

The  fundamental  principle  of  keeping  the  soil  resistance  low  is  to 
provide  short  paths  for  the  current  through  the  soil.  An  actual  meas¬ 
urement  of  soil  resistance  is  necessary  before  a  ground  system  can  be 
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designed  properly;  for,  in  some  cases,  it  is  found  that  the  unit  resist¬ 
ance  of  dry  sand  is  more  than  500  times  the  resistance  of  salt  marsh. 
One  of  the  greatest  advancements  in  the  solution  of  the  problem  to 
provide  short  paths  for  the  ground  currents  was  the  development  of 
multiple  tuning  by  E.  F.  W.  Alexanderson.  The  construction  of  this 
antenna  and  ground  system  is  in  effect  a  multiple  arrangement.  A 
ground  distributing  system  of  reasonable  proportions  is  obtained  by 
providing  a  number  of  tuning  coils  spaced  along  the  length  of  an 
antenna  through  which  the  antenna  current  is  distributed,  rather  than 
having  the  total  current  flow  through  one  coil. 

The  multiple  tuned  antenna  is  strongly  directive  and  the  inductances 
are  tuned  so  that  their  reactances  in  parallel  present  a  total  reactance 
equal  to  that  necessary  to  give  the  antenna  the  desired  natural  fre¬ 
quency. 

It  has  been  shown  that  the  inverted  L  antenna  will  receive  signals 
from  a  greater  distance  when  they  are  coming  in  a  direction  which 
causes  them  to  be  impinged  first  upon  the  vertical  end  of  the  antenna. 
It  is  thought  that  the  waves  radiated  by  an  antenna  are  retarded  in 
their  propagation  over  dry  earth,  or  that  the  lower  part  travels  more 
slowly  than  the  upper  part,  causing  the  field  of  the  radiated  wave  to  be 
tilted  against  the  direction  of  movement. 

The  greatest  amount  of  energy  is  absorbed  by  a  receiving  aerial 
from  a  passing  wave  when  the  wires  are  at  right  angles  to  the  magnetic 
field  and  parallel  to  the  electric  field.  Therefore,  better  distances  are 
covered  or  greater  radio-frequency  energy  is  induced  in  the  receiving 
antenna  if  part  of  it  is  vertical  and  part  horizontal.  Hence,  if  two  L 
antennas  are  erected  with  their  free  ends  opposite  each  other,  and  their 
horizontal  wires  exactly  in  a  line  pointing  toward  each  other,  the  com¬ 
municating  range  between  the  two  stations  should  be  greatly  increased. 

In  order  to  obtain  the  fullest  efficiency  from  this  phenomenon,  a 
single  wire  directional  antenna  has  been  designed,  known  as  the  Bever¬ 
age  or  Wave  Antenna.  The  horizontal  wire  is  constructed  with  a  physi¬ 
cal  length  exactly  the  same  as  the  wavelength  of  the  signals,  or  the  wire 
may  be  lengthened  in  multiples  of  a  given  wavelength.  The  far  end 
of  the  Beverage  Antenna,  ordinarily  the  free  end  in  the  average  antenna, 
is  grounded  through  a  resistance  of  the  same  value  as  the  impedance  of 
the  horizontal  wire  when  installed.  It  is  evident  now  that  a  resonant 
antenna  circuit  may  be  constructed  in  which  maximum  values  of  radio¬ 
frequency  current  will  flow  at  a  given  wavelength. 

Radiation. — It  has  been  found  that  when  an  alternating  e.m.f.  has 
been  established  between  the  antenna  and  ground,  or  across  any  con¬ 
ductor  acting  in  like  manner,  an  electrical  field  will  be  set  up  surround- 
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ing  that  conductor.  This  disturbance  is  manifested  by  the  propagation 
of  electromagnetic  waves  throughout  space  at  constant  velocity.  Elec¬ 
trical  energy  is  thus  transferred  from  one  radiating  circuit  to  another. 
In  general,  an  antenna  system  resembles  an  oscillatory  circuit,  and  when 
high  frequency  current  oscillates  through  the  circuit,  the  electrical 
energy  is  dissipated  or  extracted  from  the  circuit  on  account  of  its 
resistance.  When  a  circuit  is  employed  chiefly  for  its  radiative  proper¬ 
ties,  such  as  the  antenna  of  a  transmitter,  the  electrical  energy  is  dissi¬ 
pated  in  three  different  ways: 

(1)  Energy  is  dissipated  due  to  the  ohmic  resistance  of  the  wires 
and  metal  conductors  comprised  in  the  circuit,  such  as  the  antenna 
wires,  lead-in  wires,  the  loading  coil  and  ground  connections.  This 
loss  of  energy  is  equal  to  the  current  squared  multiplied  by  the  resist¬ 
ance,  which  is  usually  called  the  heat  loss. 

(2)  Energy  is  extracted  from  the  circuit  by  radiation ,  this  energy 
being  expended  in  the  electric  waves  traveling  outward  into  space.  The 
amount  of  energy  radiated  is  'proportional  to  the  square  of  the  current  in 
the  antenna .  and  inversely  proportional  to  the  square  of  the  transmitted 
frequency .  The  energy  lost  by  radiation  is  useful  energy,  because  it 
goes  to  make  up  the  wave  motion,  but  any  other  losses  incurred  detract 
from  the  efficiency  of  the  transmitter  and  therefore  should  be  reduced 
to  the  lowest  possible  value.  The  following  segregated  list  of  various 
components  of  resistance  of  one  antenna,  calculated  by  engineers  at 
Radio  Central  Station,  gives  a  very  practical  evaluation  of  these  factors: 

Meters  Ohms 


Radiation  resistance  at .  16,500  0.05 

Soil  resistance  at. . .  16,500  0. 10 

Tuning  coil  resistance  at .  16,500  0. 15 

Conductor  resistance  at .  16,500  0.05 

Insulation  and  other  losses  at .  16,500  0.05 

Total .  0.40 


The  resistance  of  the  antenna  conductors  can  be  reduced  to  a  mini¬ 
mum  by  using  a  number  of  stranded  copper  wires  connected  in  parallel. 
As  previously  shown,  the  earth  resistance  is  reduced  by  the  use  of  either 
buried  plates,  buried  wires  or  counterpoise.  Various  methods  are  used 
to  obtain  a  good  contact  when  only  the  natural  earth  ground  is 
used. 

The  so-called  loss  of  energy  by  radiation  may  be  expressed  as  an 
effective  resistance  called  radiation  resistancey  expressed  in  ohms,  since 
any  energy  radiated  will  cause  damping  of  the  oscillations  in  the  antenna 
circuit.  The  radiation  resistance  or  effective  resistance  may  be  defined 
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as  the  quantity  which  multiplied  by  the  square  of  the  effective  current  in  the 
average  antenna  determines  the  average  power  of  the  radiated  waves. 

(3)  Energy  is  lost  through  absorption  by  surrounding  objects.  An 
antenna  essentially  is  an  air  condenser  and  conduction  or  poor  dielectric 
materials  should  not  be  located  where  its  electric  field  intensity  is  great. 
It  should  be  apparent  that  the  dielectric  medium  surrounding  most 
antennas  is  not  perfect,  since  it  includes  supporting  masts,  guys,  funnels 
and  derrick  booms  on  shipboard  installation,  or  other  conducting  mate¬ 
rials,  such  as  trees,  buildings,  and  other  objects,  on  land  installation. 
The  supports  or  tower  introduce  a  power  loss,  but  by  careful  design 
and  by  locating  the  antenna  free  and  clear  the  power  loss  due  to  absorp¬ 
tion  is  kept  at  a  minimum.  The  power  loss  from  poor  dielectrics  in  the 
electric  field  of  the  antenna  is  usually  called  a  dielectric  absorption  loss. 

The  effective  resistance  of  an  antenna  is  the  sum  of  all  the  compo¬ 
nents  indicated  in  the  explanations  just  given.  It  is  evident  that  the 
resistance  of  an  antenna  will  vary  with  each  change  of  conditions  and 
frequency  of  the  current  oscillating  in  the  system.  The  resistance 
values  just  given  for  16,500  meters  apply  only  to  one  set  of  conditions. 

Power  of  the  Radiated  Wave. — Generally  speaking,  as  the  height  of 
the  antenna  is  increased,  an  increase  in  the  range  of  a  station  may  be 
expected.  A  greater  displacement  of  current,  or  radiated  field,  is  set 
up  about  the  antenna  with  an  increase  in  height.  Many  experiments 
and  tests  tend  to  verify  the  theory  that  the  transmitting  range  of  a 
radio  station  is  proportional  to  the  product  of  the  square  of  the  effective 
height  of  the  antenna  in  meters  and  the  antenna  current  in  amperes  at 
the  point  of  maximum  current. 

The  radiating  strength  of  the  transmitter  may  be  expressed  in 
formula  as  follows: 

h2 

W  =  1578  X  ~2  X  I2 

in  which 

W  —  the  energy  radiated  in  watts  effective ; 
h  =  the  effective  height  of  the  antenna  in  meters; 

X  =  the  wavelength  of  the  antenna  in  meters; 

I  =  the  current  in  amperes  at  the  base  of  the  antenna  or 
point  of  maximum  current. 

For  example,  if  an  antenna  50  meters,  or  approximately  160  ft.  in 
height,  transmits  at  a  wavelength  of  600  meters,  and  the  antenna  cur¬ 
rent  is  10  amperes,  the  energy  propagated  in  the  form  of  electric  waves 
will  equal 


50 2  X  102 

1578  X  — — r— : —  =  1046  watts 
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It  will  be  shown  later  that  the  distribution  of  current  is  non-uniform 
throughout  the  antenna  system,  and  the  foregoing  formula  is  based  on  the 
assumption  of  equal  current  distribution,  such  as  could  be  had  only  in 
an  ideal  antenna.  That  is  to  say,  an  ideal  antenna  would  be  one  in 
which  a  current  of  uniform  value  will  flow  throughout  its  con¬ 
ductors,  such  value  equaling  the  maximum  which  the  current  attains 
at  any  point  in  the  actual  antenna  with  which  comparison  is  being 
made. 


In  order  to  effect  a  more  accurate  determination  of  the  power  of 
the  radiation,  we  must  consider  the  form  factor  of  the  antenna;  that  is, 
its  type  of  construction  which  determines  the  ratio  of  the  actital  'physical 
height  of  the  antenna  to  its  effective  height .  This  may  be  better  under¬ 
stood  if  we  will  consider  the  factors  that  govern  the  non-uniform  dis¬ 
tribution  of  current  and  voltage  in  the  antenna. 

In  Fig.  280  a  simple  antenna  circuit  is  illustrated  in  the  form  of  a 
single  wire  erected  vertically  and 

grounded  at  the  lower  end.  This  E 

drawing  clearly  shows  that  between  / 

the  portion  of  antenna  wire  A  and  /  D 

B  to  ground,  there  is  formed  a  con-  / 

denser  having  a  certain  amount  of  /  / 

capacitance,  called  distributed  ca-  /  /  C 

parity.  Between  sections  B  and  C  /  / 

and  ground  there  is  also  formed  a  /  /  / 

similar  condenser,  but  having  a  dif-  /  /  /  B 

ferent  capacitance  because  of  its  ^  /  / 

greater  distance  from  the  ground.  /<£=$>/  , 

In  the  same  manner,  the  capacitance  /  /  ^  JL 

of  the  antenna  is  changed  for  each  of  j  /  /  ^  ® 

the  other  sections  CD  and  DE .  In  /  /  /  /  9 

other  words,  the  capacitance  de-  /  /  /  /  |  Ground 

creases  for  the  upper  sections  of  the  S//// //////// ///// //////////, 

antenna  in  the  same  manner  that  Fig-  280- — This  sketch  is  for  the  pur- 
the  capacity  of  a  condenser  is  de-  P086  expiftiI1ing  the  distributed  ca- 
creased  when  its  plates  are  spaced  pacity  effect  th;oughout  an 
farther  apart. 

It  is  apparent  that  the  capacitance  of  an  antenna  is  not  uniformly 
distributed  along  the  entire  length  of  the  wire,  but  is  greater  at  the 
lower  portions  of  the  wire.  The  inductance  of  the  antenna  wire  is 
approximately  the  same  throughout  the  different  portions  of  its 
length. 

We  see  from  the  explanations  just  given  that  the  radiation  resistance 
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depends  directly  upon  the  effective  height  of  an  antenna,  and  it  should 
be  clear  that  any  increase  in  height  will  also  increase  the  distributed 
capacity  and  add  to  the  length  of  the  radiated  wave. 

Radiation  resistance  is  a  factor  which  should  be  made  as  high  as 
possible,  for  it  represents  the  dissipation  of  energy  due  to  propagation ; 
that  is,  a  considerable  amount  of  the  energy  is  radiated  away  from 
the  antenna  circuit  in  electric  waves.  The  other  resistance  factors 
should  not  be  excessive  in  that  they  would  tend  seriously  to  damp 
out  the  oscillations  and  interfere  with  the  tuning  qualities  of  the 
wave. 

The  dissipation  of  energy  in  a  train  of  oscillations  such  as  is  gen¬ 
erated  by  a  spark  transmitter  is  measured  as  logarithmic  decrement. 
The  oscillations  will  be  less  feebly  damped,  that  is,  they  will  die  out  less 
rapidly,  if  a  certain  amount  of  localized  inductance  is  inserted  at  the 
base  of  the  antenna,  because  this  inductance  will  have  all  of  the  proper¬ 
ties  of  inductance  inserted  in  a  closed*  alternating  current  circuit.  The 
hose  of  an  antenna  referred  to  here  means  the  point  in  the  antenna  sys¬ 
tem  where  the  loading  coils  of  the  transmitting  apparatus  are  located. 
The  flow  of  antenna  current  will  be  reduced  after  a  certain  critical 
value  of  localized  inductance  is  inserted,  which  critical  value  can  be 
observed  by  the  reading  of  the  antenna  ammeter  and  determining  of 
the  decrement  of  the  oscillations  by  a  decremeter.  The  efficiency  of 
the  set  will  be  reduced  if  a  feeble  decrement  is  obtained  at  the  expense 
of  antenna  current. 

Due  to  the  unequal  distribution  of  capacity  along  the  antenna,  the 
total  energy  of  a  simple  vertical  wire  antenna  system  will  divide  itself 
so  as  to  give  a  maximum  current  at  the  base  of  the  antenna,  and  a 
maximum  voltage  at  the  extreme  top,  or  free  ends.  Then  expressing 
this  in  proper  terms,  the  bottom  or  grounded  portion  of  the  antenna  is 
always  a  node  for  voltage  and  anti-node  for  current,  while  the  extreme 
top  portion  is  a  node  for  current  and  an  anti-node  for  voltage.  This  dis¬ 
tribution  of  energy  is  represented  graphically  by  the  curves  in  Fig.  281. 
It  is  shown  that  a  current  anti-node  exists  at  G  and  a  voltage  node  at 
E,  and  conversely  at  the  upper  locations  M  and  N. 

The  ground  or  earth  is  always  at  zero  potential  and  other  charged 
bodies  or  conductors  must  be  at  some  potential  with  regard  to  the 
ground.  For  this  reason  current  can  flow  by  either  inductance  or 
capacity  paths  to  ground,  so  that  maximum  current  is  flowing  at  the 
base  of  the  antenna.  This  accounts  for  the  fact  that  radio-frequency 
ammeters,  which  are  current  indicating  instruments,  are  usually  con¬ 
nected  in  the  ground  side  of  a  transmitter  and  used  only  as  resonance 
indicating  devices.  These  ammeters  are  often  referred  to  as  radiation 


POWER  OF  THE  RADIATED  WAVE 


559 


or  antenna  ammeters.  It  should  be  understood  that  this  meter  does 
not  indicate  the  actual  amount  of  energy  in  the  transmitted  (radiated) 
wave. 

There  are  other  possible  oscillations,  called  harmonics ,  which  accom¬ 
pany  the  production  of  a  fundamental  wave.  The  several  harmonics 
have  frequencies  in  multiples  of  the  fundamental.  The  next  possible 
frequency  to  the  fundamental  is  shown  in  Fig.  282  and  the  general 
scheme  for  illustrating  the  maximum  and  zero  voltage  and  current 
points,  that  is,  nodes  and  anti-nodesr  at  the  top  and  base  of  the  antenna 


Fig.  281.  Fig.  282. 

Fig.  281. — This  drawing  shows  that  in  an  active  antenna  system  the  voltage  is 
maximum  at  the  top  and  zero  at  the  base  or  ground,  whereas  the  current  is  maximum 
at  the  base  and  zero  at  the  top. 

Fig.  282. — An  attempt  to  show  the  principle  of  distribution  of  voltage  and  current 
in  an  energized  transmitter  antenna. 

is  similar  to  Fig.  281.  But  Fig.  282  shows  also  that  due  to  the  produc¬ 
tion  of  a  harmonic  oscillation  there  are  other  current  and  voltage  nodes 
and  anti-nodes  along  portions  of  the  vertical  antenna  wire. 

An  analogy  for  the  production  of  harmonics  in  electrical  oscillations 
can  be  found  in  the  case  of  a  musical  string  vibrating  on  its  fundamental 
and  second  and  higher  harmonics.  If  a  musical  string  is  supported  at 
both  ends,  but  is  otherwise  free,  and  is  picked  to  set  it  into  vibration, 
not  only  the  whole  string  vibrates  (a  condition  which  produces  the  fun¬ 
damental  note  by  which  we  distinguish  this  particular  note),  but  its  two 
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halves,  three  thirds  and  smaller  portions  also  vibrate  independently  of 
the  main  vibrating  motion.  It  is  a  complex  motion,  a  sort  of  whipping 
action  as  shown  in  Fig.  283,  where  the  string  is  vibrating  on  its  funda¬ 
mental  and  second  harmonic. 
It  can  be  seen  that  while  the 
string  as  a  whole  moves  back 
and  forth  from  ADC  to  ABC 
(its  fundamental  motion), 
there  is  also  a  smaller  move¬ 
ment  or  faster  vibration  set 
up  between  AB  and  BC 
which  constitutes  the  second  harmonic  with  B  as  a  nodal  point.  Other 
faster  vibrations  (not  shown)  will  occur  along  the  dotted  portions  AB 
and  BC  and  these  smaller  movements  will  occur  at  a  rate  which  is 
some  multiple  of  the  frequency  of  the  fundamental  or  main  motion. 
It  is  a  vibration 


Fig.  283. — A  musical  string  set  into  vibration  is 
a  good  analogy  for  explaining  that  harmonics 
are  always  produced  with  the  fundamental. 


within  a  vibration 
and  the  second, 
third,  fourth,  and 
other  harmonics 
will  have  frequen¬ 
cies  two,  three  and 
four  times  the  main 
frequency,  and  so 
on. 

The  antenna 
loading  coil  and 
ammeter  of  the  an¬ 
tenna  system  of  a 
modern  short  wave 
transmitter,  used 
either  for  teleg¬ 
raphy  or  broad¬ 
casting,  is  shown 
located  entirely  out 
of  doors  (see  Fig. 

284)  and  the  antenna  is  set  into  oscillation  by  radio-frequency  power 
supplied  to  it  from  the  transmitter  apparatus  through  one  or  two 
conductors  called  feeder  wires  or  feeder  lines.  It  is  necessary  in  this 
type  of  equipment  to  locate  definitely  the  nodal  points  along  the 
antenna  for  the  proper  connection  of  the  feeder  wire  to  give  maximum 
radiation. 


Fig.  284. — Antenna  loading  coil  and  ammeter — 
Station  KDKA. 
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Transmission  Range. — The  transmission  range  is  governed  by  the 
dielectric  medium  which  separates  a  transmitting  and  a  receiving  circuit. 
When  the  intervening  space  separating  the  communicating  stations 
includes  trees,  buildings,  mountains  and  water,  which  may  be  either  poor 
insulating  materials  or  good  conductors,  the  dielectric  in  any  event  is 
not  perfect,  and  therefore  will  contain  free  electrons .  The  atmosphere 
itself  is  not  a  perfect  dielectric,  especially  in  the  daytime  when  the  sun’s 
rays  ionize  the  air  and  make  it  more  or  less  electrically  conductive. 
Free  electrons  are  set  into  motion  by  the  waves  radiated  from  a  trans¬ 
mitting  antenna,  and  part  of  the  energy  of  the  waves  is  thus  absorbed. 
It  is  assumed  that  this  absorption  (called  dielectric  absorption)  increases 
with  the  frequency  phenomenon,  which  is  now  being  studied  in  connec¬ 
tion  with  the  use  of  short  wave  transmission.  It  may  result  in  account¬ 
ing  for  the  fact  that  greater  radio  distances  can  be  covered  at  night 
than  in  the  daytime. 

There  are  theories  advanced  for  fading  or  periodic  diminishing  of 
the  signal  intensity,  which  is  especially  noticeable  on  short  waves.  Fig¬ 
ure  285  illustrates  the  modem  theories  of  wave  propagation  and  what 
are  termed  a  sky  wave  and  a  ground  wave.  Some  of  the  emitted  waves 
of  a  transmitter  are  presumed  to  travel  along  the  surface  following  the 
curvature  of  the  earth,  the  energy  being  absorbed  so  as  to  disappear 
entirely  several  hundred  miles  from  the  transmitting  antenna.  On  the 
other  hand,  the  reflected  sky  wave  may  permit  the  signal  to  be  heard 
thousands  of  miles  from  the  transmitter,  but  not  audible  in  the  inter¬ 
vening  distance  between  stations.  Sky  waves  are  assumed  to  be 
projected  through  the  transmission  path  toward  the  sky,  and,  as  stated 
before,  the  energy  is  absorbed  in  daylight  due  to  ionization  of  the  atmos¬ 
phere  which  makes  it  electrically  conductive. 

When  a  sky  wave  reaches  this  ionized  layer  it  is  reflected  and  the 
wave  comes  down  at  an  angle  from  the  upper  atmosphere.  It  is  thought 
that  from  a  period  shortly  after  sunset  until  just  before  dawn  there 
remains  only  a  slight  ionization  of  the  lower  atmosphere,  but  in  the 
upper  layers,  miles  above  the  earth’s  surface,  the  ionized  condition  still 
exists,  due  to  the  rarefied  atmosphere.  This  would  gradually  increase 
the  height  of  the  reflecting  layer  and  change  the  angle  of  the  coming 
down  wave,  or  reflected  wave,  causing  a  variation  in  the  signal  during 
the  night.  The  normal  height  of  the  reflecting  layer  which  is  continu¬ 
ally  changing  is  assumed  to  be  about  100  miles.  It  seems  probable 
that  the  carriers  in  the  ionized  layer  are  electrons. 

Figure  285  shows  a  transmitted  wave  reflected  from  the  under  sur¬ 
face  or  strata  of  rarefied  air  just  the  same  as  light  is  reflected  from  a 
mirror.  When  the  contour,  or  height,  of  this  ceiling  of  rarefied  atmos- 
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phere  changes  rapidly,  it  will  interfere  with  the  transmitted  wave  and 
may  be  considered  a  cause  for  fading. 

Fading  is  the  variation  of  the  signal  intensity  received  at  a  given 
location  from  a  radio  transmitting  station  as  a  result  of  changes  in  the 
transmission  path.  Fading  should  not  be  confused  with  the  swaying 
in  and  out  of  signals.  The  latter  is  due  to  a  variation  in  intensity  of  a 
received  signal  due  to  unavoidable  changes  in  the  frequency  of  the 
transmitted  waves. 

The  eminent  scientists,  Heaviside  and  Kennelly,  were  the  first  to 


Fig.  285. — A  graphical  explanation  of  the  Heaviside-Kennelly  theory  of  radio  wave 
propagation  between  sundown  and  sunrise. 


advance  these  theories  pertaining  to  the  upper  stratum  of  rarefied  air, 
which  is  known  in  general  as  the  Heaviside  Layer.  For  any  variation 
in  the  height  of  the  ceiling,  or  reflecting  layer,  the  angle  of  the  reflected 
wave  is  also  assumed  to  change.  This  might  account  for  the  attenuated 
condition  of  the  signal  which  reaches  a  very  distant  station  but  is  not 
heard  at  stations  within  closer  range.  This,  phenomenon  is  called  the 
skip  distance  and  is  particularly  troublesome  in  short  wave  transmission. 

Attenuation  is  the  reduction  in  power  of  a  wave  of  current  as  the 
distance  from  the  source  of  transmission  is  increased. 

Radio  signals  in  leaving  the  transmitting  antenna  travel  in  all  direc- 
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tions.  Waves  traveling  downward  penetrate  the  earth  to  a  certain 
depth.  Waves  traveling  in  a  horizontal  direction  over  the  surface  of 
the  earth,  called  ground  waves ,  are  gradually  absorbed  by  various  objects 
in  their  path  and  grow  weaker  as  the  distance  from  the  transmitter 
increases.  Waves  traveling  upward  are  supposed  to  continue  until 
they  strike  the  Heaviside  layer,  through  which  they  will  not  pass,  but 
are  reflected  toward  the  earth  when  coming  in  contact  with  this  layer. 
Another  peculiar  phenomenon  attributed  to  the  Heaviside  layer  is  that 
the  radio  wave  is  not  always  immediately  reflected,  but  tends  to  glide 


Fig.  286. — Another  graphical  explanation  of  the  Heaviside-Ken nelly  theory  of  radio 
wave  propagation  showing  how  the  sun's  rays  act  to  absorb  the  energy  in  a  trans¬ 
mitted  signal.  This  accounts  for  the  reduction  in  transmission  range  during  daylight 

hours. 

along  the  underside  of  the  layer,  in  some  cases  for  a  considerable  dis¬ 
tance,  before  finally  being  reflected  to  earth. 

The  radio  signal  arriving  at  the  receiver  antenna  is  a  combination 
of  the  ground  wave  and  the  wave  reflected  from  the  Heaviside  layer. 
In  daylight  the  waves  traveling  upward  are  for  the  most  part  absorbed, 
as  previously  mentioned,  and  are  therefore  lost,  the  ground  waves  being 
the  only  waves  received  and  which  come  directly  to  the  receiver  over 
the  surface  of  the  earth,  as  represented  in  the  drawing,  Fig.  286.  Dur¬ 
ing  darkness,  however,  this  condition  is  changed.  The  ground  wave 
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and  the  reflected  wave  both  reach  the  receiving  antenna,  which,  let  us 
say,  is  within  two  or  three  hundred  miles  of  the  transmitting  station. 

The  waves  traveling  upward  to  the  Heaviside  layer  and  reflected 
back  travel  a  greater  distance  than  the  ground  waves  in  reaching  the 
receiving  antenna.  Therefore  the  reflected  waves  may  strike  the 
antenna  a  little  later  than  the  waves  coming  direct.  The  combination 
of  the  two  waves  may  be  such  that  they  completely  balance  out  each 
other,  due  to  the  positive  alternation  of  one  wave  arriving  at  the  same 
instance  the  negative  alternation  of  the  other  wave  arrives.  When  the 
Heaviside  layer  shifts,  there  is  a  change  in  the  relation,  and  the  signals 
are  heard  again  and  in  many  cases  become  stronger  than  they  were  pre¬ 
viously. 

The  phenomenon  of  fading,  therefore,  cannot  be  attributed  to  the 
fault  of  the  transmitter  or  receiver.  At  the  present  time  fading  is 
beyond  human  control,  and  nothing  can  be  done  with  it  until  the  con¬ 
ditions  responsible  for  the  phenomenon  can  be  grasped  and  solved  by 
scientists. 

Experiments  have  been  performed  by  Pickard,  Alexanderson  and 
other  investigators  to  determine  the  attenuation  of  the  ground  wave 
for  comparison  with  the  component  sky  wave  reflected  from  the  ionized 
layer.  Dr.  L.  W.  Austin  of  the  Bureau  of  Standards  has  issued  a  report 
on  the  propagation  of  electromagnetic  waves  which  covers  the  practical 
observations  for  several  years  of  committees  specially  assigned  to  carry 
on  this  work  in  England,  France,  and  the  United  States.  It  should  be 
of  particular  value  and  interest  to  students  desiring  additional  infor¬ 
mation  on  this  subject. 

In  some  of  the  observations  a  direction  finder  is  used  with  a  loop 
antenna  and  a  vertical  Hertz  antenna.  The  vertical  antenna  consists 
of  four  wire  rods  suitably  connected  and  is  equivalent  to  a  rotating 
loop  having  only  sides  and  without  top  or  bottom.  The  idea  is  based 
on  the  theory  that  the  reflected  wave  front  coming  down  from  the 
upper  atmosphere  at  an  angle  would  be  so  tilted  that  the  magnetic 
lines  of  force  would  cut  the  top  and  bottom  as  well  as  the  sides  of  a 
coil  antenna,  whereas,  when  the  Hertz  antenna  is  used,  only  vertical 
wires  can  be  acted  upon  by  the  advancing  field  of  the  wave.  Experi¬ 
ments  in  England  have  shown  that  the  night  effect  is  almost  entirely 
eliminated  when  receiving  with  the  four  vertical  Hertz  rods,  tending  to 
substantiate  other  proofs  that  a  descending  wave  of  this  character  is 
reflected  from  the  ionized  medium,  such  as  the  Heaviside  Layer  is 
assumed  to  be. 

Any  loss  of  power  in  a  transmitted  radio  wave,  due  to  a  dissipation 
in  the  atmosphere,  is  called  atmospheric  absorption . 
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In  this  text-book,  however,  we  cannot  go  into  all  of  the  complexities 
of  the  propagation  of  electromagnetic  waves. 

The  ratio  of  the  strength  of  a  received  signal  to  the  required  antenna 
current  at  the  transmitting  station  can  be  obtained  only  by  trial.  In 
the  case  of  an  operator  on  shipboard,  he  must  send  out  a  call  and  wait 
for  a  reply,  and  in  the  event  that  the  point  of  destination  cannot  be 
reached,  other  vessels  will  relay  the  message.  The  large  broadcasting 
stations  are  now  conducting  experiments  and  publishing  charts  which 
indicate  the  electric  or  magnetic  field  intensity  at  some  particular  point 
as  a  radio  receiving  station.  This  is  called  radio  field  intensity .  The 
energy  from  a  passing  radio  wave,  when  measured,  is  generally  expressed 
in  microvolts  per  meter. 

The  regulations  of  the  International  Radio  Convention,  effective 
January  1,  1929,  require  that  the  output  of  transmitting  stations  be 
indicated  in  meter s-ampere$}  which  is  the  effective  height  of  the  antenna 
multiplied  by  the  radio-frequency  current  measured  at  its  base. 

Beam  Transmission. — The  transmission  or  radiation  of  electro¬ 
magnetic  waves  in  larger  proportion  along  only  one  line  of  direction 
from  the  transmitter,  rather  than  in  other  directions,  is  called  beam 
transmission.  The  importance  of  developing  such  a  directive  antenna 
system  is  apparent  when  day  and  night  trans-oceanic  communication 
must  be  established  for  the  handling  of  commercial  traffic.  While  the 
long  multiple-tuned  antennas  are  very  efficient,  they  do  not  adequately 
fulfill  all  the  requirements  of  point-to-point  or  uni-directional  trans¬ 
mission.  The  principle  of  reflection  is  used.  One  type  of  beam  antenna 
is  constructed  of  a  large  number  of  vertical  wires  placed  around  a  frame 
in  the  form  of  a  parabola  (with  the  transmitter  as  its  focus),  which 
appears  very  much  like  a  reflector.  The  emitted  waves  from  a  trans¬ 
mitter  strike  the  reflector,  are  thrown  back  and  directed  into  one 
straight  beam.  An  angle  of  only  about  15  deg.  wide  is  formed  by  the 
waves  reflected  from  a  beam  transmitter.  A  simple  comparison  could 
be  made  with  rays  of  light  from  a  lamp  which  may  be  thrown  into  one 
straight  beam  when  striking  a  reflector,  instead  of  spreading  normally 
in  all  directions  when  a  reflector  is  not  used. 

The  so-called  feeder  wire  is  employed  to  couple  the  transmitting 
apparatus  to  the  antenna  system.  The  short  waves,  below  100  meters, 
are  generally  utilized  for  beam  transmission. 

Theories  governing  the  reflection ,  refraction ,  and  deflection  of  electro¬ 
magnetic  waves  are  continually  being  advanced,  but  since  we  do  not 
know  precisely  what  constitutes  the  vast  space  enveloping  our  uni¬ 
verse,  the  success  of  beam  transmission  no  doubt  will  be  decided  by  the 
practical  investigations  now  being  carried  on. 
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The  peculiarity  or  freakishness  of  this  high  frequency  energy  is 
emphasized  by  the  fact  that,  as  recently  stated  by  Marconi,  daily  com¬ 
munication  has  been  established  with  much  success  between  two  cer¬ 
tain  continents,  but  not  with  equal  success  between  other  continents. 

Height  of  a  Receiving  Antenna. — The  following  information  is  given 
from  a  practical  viewpoint  in  reference  to  the  height  of  a  receiving 
antenna  for  a  maximum  responsive  signal.  It  is  a  fact  that  an  antenna 
which  is  entirely  free  and  clear  of  all  immediate  surrounding  obstacles 
will  afford  better  results  than  one  which  is  shielded  by  some  conducting 
material,  such  as  a  steel  building,  or  a  high  tree,  which  would  tend  to 
absorb  part  of  the  passing  energy  in  an  electromagnetic  wave,  or  pos¬ 
sibly  alter  the  direction  of  travel  of  the  radio  wave. 

The  fundamental  reason  for  the  preference  of  a  high  antenna  lies  in 
the  fact  that  a  lofty  wire  provides  a  maximum  inductance  to  a  minimum 
capacity.  A  high  antenna  should  result  in  a  greater  induced  voltage 
across  the  antenna  inductance  in  the  same  way  that  any  combination 
of  a  coil  and  condenser  will  provide  maximum  induced  voltages  across 
the  coil  when  there  is  a  preponderance  of  inductance  and  minimum 
capacity.  The  antenna  wire  possesses  the  same  characteristics  as  any 
form  of  inductance. 

Reviewing  the  elementary  theory  of  inductance,  we  find  that  when 
an  electric  current  is  made  to  flow  through  a  wire,  whether  it  is  one 
straight  length  or  wound  into  a  coil,  it  creates  a  magnetic  field  around 
each  turn  and  surrounding  the  whole  coil,  as  well  as  throughout  the  full 
length  of  any  straight  portions  of  wire.  If  the  inductance  of  a  wire  or 
coil  is  increased,  it  means  that  a  greater  magnetic  energy  is  stored  in 
the  circuit,  and  it  is  this  magnetic  energy  which  provides  the  induced 
voltages  to  operate  the  receiving  circuits. 

In  brief,  a  high  antenna  increases  the  inductance  of  the  system  and 
provides  a  circuit  through  which  large  values  of  induced  current  will 
flow. 
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RESONANCE 

Simple  Analogy  for  Visualizing  the  Principle  of  Resonance. — When 
two  electrical  circuits  work  together  in  harmony,  any  one  of  the  follow¬ 
ing  expressions  may  be  applied  to  state  this  condition:  in  tuney  in 
resonance ,  or  adjusted  to  the  same  frequency . 

When  not  working  together  in  harmony  one  can  express  the  condi¬ 
tions  by:  out  of  tuney  dissonance ,  non-resonanty  or  not  adjusted  to  the 
same  frequency. 

A  very  simple  experiment  can  be  performed  with  two  pendulums, 
Fig.  287,  to  illustrate  the  foregoing  conditions. 


Fig.  287. — Illustrating  the  principles  of  resonance  between  electrical  circuits  by  the 
simple  analogy  of  two  pendulums  when  set  into  oscillation. 

Two  weights  of  equal  size  are  suspended  by  strings  of  equal  length, 
spaced  a  few  inches  apart,  supported  by  a  string  stretched  between  two 
fixed  points  as  shown  in  the  drawing. 

If  these  pendulums  have  the  same  natural  rate  of  swing,  or  are 
equal  in  their  “  to  and  fro  ”  motion  when  pulled  to  one  side  and  released 
and  then  allowed  to  oscillate,  both  are  said  to  have  the  same  oscillation 
period  and  are  then  in  tune. 

Now  suppose  we  pull  only  the  pendulum  P  to  one  side  and 
release  it.  It  starts  swinging,  and  presently  it  will  be  noticed  that  S 
picks  up  the  motion.  The  oscillations  of  S  will  become  greater  and 
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greater  and  it  is  evident  that  the  energy  originally  put  into  P  is  now 
being  transferred  to  S.  The  oscillations  of  P  will  begin  to  fall  off  in 
swing,  that  is,  damp  out,  at  a  certain  rate  until  it  gradually  comes  to 
rest.  The  extreme  position  of  the  pendulum,  reaching  either  to  the 
right  or  left  of  its  position  of  rest,  is  called  the  oscillation  amplitude. 

The  oscillation  amplitude  will  not  be  as  great  in  S  as  in  P,  however, 
but  each  pendulum  will  move  back  and  forth  the  same  number  of 
swings  per  second,  which  may  be  called  their  frequency. 

At  times  one  pendulum  may  be  moving  while  the  other  is  at  rest. 
It  should  be  noticed  especially  that  after  a  short  time  when  the  swing 
of  S  is  decreasing  in  amplitude,  P  is  again  set  into  motion.  Hence,  S 
possesses  sufficient  energy  while  it  swings  to  excite  P,  causing  it  to 
swing.  The  swing  of  P,  due  to  this  reaction  of  S  upon  it,  may  not  be 
very  strong,  but  it  shows  that  such  a  relation  exists  between  two  reso¬ 
nant  quantities . 

This  give  and  take  action  is  really  going  on  all  the  time  because  the 
two  pendulums  are  in  tune. 

If,  however,  S  is  made  a  little  shorter  or  longer  than  P,  so  as  to 
give  it  a  different  oscillation  rate,  or  rate  of  damping,  the  two  pendu¬ 
lums  will  not  be  in  tune.  Let  us  again  set  P  into  motion.  It  will  be 
found  that  although  a  feeble  motion  or  a  limited  amount  of  swing  will 
be  induced  in  S,  practically  the  two  pendulums  are  not  working  together, 
and  not  being  in  unison  they  will  both  jerk  about  in  a  most  irregular 
fashion  and  finally  come  to  rest. 

The  P  pendulum  may  be  taken  to  represent  the  primary  coil  of  a 
radio  transformer  and  the  S  pendulum  the  secondary.  The  oscillating 
magnetic  fields  surrounding  either  of  the  coils  (when  oscillating  currents 
are  flowing  therein)  produce  effects  similar  to  those  of  the  pendulums. 
For  instance,  the  primary  field  will  excite  the  secondary,  and  in  turn 
the  currents  induced  in  the  secondary  will  build  up  a  field  encircling  the 
secondary  which  links  or  cuts  back  upon  the  primary.  Thus  we  have 
a  primary  action  with  its  accompanying  reaction. 

The  primary  is  the  driver  or  exciter  circuit  and  the  secondary  is  the 
excited  circuit .  Refer  to  the  pendulum  experiment  and  again  watch 
the  movement  of  P,  as  it  gradually  builds  up  oscillations  in  S,  and 
note  how  S  then  becomes  the  driving  pendulum,  causing  smaller  oscilla¬ 
tions  in  P.  The  transfer  and  retransfer  of  energy  go  on  forward  and 
backward  until  all  the  initial  power  is  expended  (the  power  originally 
supplied  when  P  was  pulled  to  one  side  and  released).  It  will  be  realized 
that  the  falling  off  in  swing  in  either  pendulum  is  due  principally  to  the 
frictional  resistance  of  the  air,  not  to  mention  the  effort  required  to 
twist  the  supporting  string  slightly  at  the  bearing  point. 
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The  result  of  coupling  a  primary  oscillatory  circuit  to  a  secondary 
oscillatory  circuit  is  the  production  of  a  reacting  force,  one  circuit  act¬ 
ing  upon  the  other  at  all  times  while  alternating  current  is  flowing. 
This  peculiar  condition  which  might  place  either  P  or  S  in  and  out  of 
resonance  in  the  electrical  circuit  would  be  called  mutual  inductance . 
It  is  not  unreasonable  to  assume  that  there  is  a  mutual  relation  existing 
between  the  two  pendulums  for  either  one  at  times  excites  movement 
in  the  other. 

Wavemeter  (Frequency  Meter). — The  wavemeter  is  one  of  the  most 
important  measuring  instruments  in  the  radio  field,  and  is  used  to  cali¬ 
brate  a  transmitter  or  receiving  circuit  to  a  definite  frequency  or  wave¬ 
length.  Its  principle  of  operation  depends  upon  the  phenomenon  of 
resonance.  Some  wavemeters  are  designed  to  transmit  a  radio-fre¬ 
quency  energy  which  can  be  detected  in  a  receiver,  and  the  receiver 
may  then  be  calibrated  from  the  known  frequency  of  the  wavemeter. 
Transmitters  radiate  their  own  energy.  x  A  wavemeter  held  in  close 
inductive  relation  to  the  oscillation  transformer  of  a  transmitter  will 
have  radio  oscillations  impressed  upon  its  circuit. 

A  suitable  meter  will  indicate,  by  a  maximum  current  deflection  of 
its  needle,  when  the  wavemeter  circuit  is  adjusted  to  resonance.  This 
is  done,  usually,  by  varying  the  capacity  of  the  air  condenser  in  the 
wavemeter  circuit.  The  condenser  scale  is  marked  in  divisions  and 
calibrated  either  directly  in  terms  of  frequency  (kilocycles)  or  wave¬ 
length  (meters),  or  in  degrees.  If  the  condenser  scale  divisions  are 
marked  in  degrees,  a  graph  or  chart  will  accompany  the  meter.  More 
and  more  such  measuring  instruments  are  being  calibrated  in  kilo¬ 
cycles  instead  of  meters  and  practically  all  the  operating  points  in 
the  frequency  spectrum  for  stations  are  listed  in  kilocycles  with  the 
equivalent  in  meters  also  given. 

The  curves  on  the  graph  are  so  drawn  that  for  any  degree  of  setting 
of  the  condenser  the  corresponding  frequency  in  kilocycles,  or  wave¬ 
length  in  meters,  may  be  read. 

The  wavemeter  consists  essentially  of  a  variable  condenser  with  its 
dial  calibrated,  and  an  inductance,  called  an  exploring  coil ,  previously 
calibrated  from  a  known  standard  of  inductance.  The  meter  which 
indicates  the  maximum  current  in  this  oscillatory  circuit,  comprising 
inductance  and  capacity,  must  be  so  arranged  that  the  meter  move¬ 
ment  will  not  in  any  way  impede  the  radio-frequency  currents  that 
flow. 

A  hot-wire  meter,  consisting  of  a  straight  wire  along  which  the 
currents  flow,  may  be  used  to  illustrate  the  principle.  Since  the  heat 
dissipation  increases  and  decreases  with  an  increase  or  decrease  of 
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current,  the  wire  will  expand  and  contract,  and  a  small  spool  or  bob¬ 
bin  is  turned  by  any  change  in  length  of  the  hot  wire.  The  spool  is 
connected  to  the  needle  and  a  movement  is  imparted  to  the  latter, 
causing  it  to  deflect  across  the  scale.  Usually  the  divisions  on  the 
scale  do  not  indicate  the  actual  current  flow,  but  are  arbitrary  divi¬ 
sions  for  comparative  reading.  The  divisions  are  not  uniform  in 
length,  but  become  gradually  greater  as  the  current  intensity  increases. 
This  follows  the  current  square  law  of  alternating  currents. 

One  type  of  indicating  meter  in  use  is  the  thermo-couple.  The  oscilla¬ 
tory  circuit  is  brought  to  a  junction  which  is  composed  of  two  dissimilar 
metals,  for  example,  bismuth  and  antimony,  and  current  which  flows 
across  this  junction  will  produce  an  e.m.f.  much  the  same  as  though 
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Fig.  288. — The  wavelength  of  the  closed  oscillatory  circuit  may  be  measured  with 

the  wavemeter. 

the  junction  were  heated  by  a  flame.  A  galvanometer  connected  to 
the  junction  will  indicate  the  value  of  the  current.  This  meter  is  con¬ 
structed  similarly  to  a  d-c.  ammeter,  in  that  its  electromagnetic  winding 
acts  upon  a  permanent  magnet  to  give  movement  to  the  needle.  The 
radio-frequency  currents  only  pass  across  the  junction  and  not  through 
the  meter  windings.  The  meter  scale  is  generally  calibrated  in  divi¬ 
sions  from  0  to  100,  each  of  equal  length  because  the  deflection  depends 
upon  the  magnitude  of  the  e.m.f.  produced  at  the  junction.  The  value 
of  the  direct  current  in  the  meter  is  directly  proportional  to  the  e.m.f. 
set  up  at  the  junction. 

Let  us  suppose  that  circuit  LiCi  in  Fig.  288  is  oscillating  at  an 
unknown  frequency  /i,  which  we  desire  to  measure.  Place  the  wave 
meter  in  inductive  relation  to  the  circuit  LiCi  and  adjust  condenser  CW 
until  a  maximum  deflection  is  obtained  on  the  meter.  From  the  reso- 
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nance  formula  we  know  that  the  wavemeter  frequency  /«,  equals  the 
frequency  of  the  circuit  under  test,  or  fw  =  /i. 

Wavemeters  are  supplied  with  several  inductances,  or  exploring  coils. 
One  coil  is  selected  and  when  inserted  in  the  wavemeter  it  will  cover  a 
definite  band  of  frequencies.  The  different  coils  are  designed  so  that 
the  frequencies  they  cover  overlap  at  the  upper  and  lower  limits  in 
order  to  provide  continuous  frequency  range. 

High  Frequency  Buzzer  Excitation  Circuit. — A  simple  arrangement 
for  the  wheatstone  bridge  is  illustrated  in  Fig.  289.  The  primary  of 
the  transformer  supplying  energy  to  the  bridge  circuit  is  excited  by  a 
buzzer  and  small  battery.  A  convenient  source  of  damped  oscillations 
for  testing  purposes  may  be  obtained  from  such  a  buzzer  excitation  cir¬ 
cuit.  The  buzzer  excitation  circuit  consists  of  the  buzzer,  a  battery, 
the  switch,  and  the  oscillatory  circuit  embodying  inductance  L  and 
capacity  C.  The  circuit  on  the  right  is  the  circuit  under  measurement. 


Oscillatory  Circuit 


Fig.  289. — A  wheatstone  bridge  circuit  may  be  energized  by  a  buzzer  circuit  for 

testing  purposes. 

When  telephone  receivers  are  connected  across  the  bridge  in  place 
of  a  galvanometer,  an  audio-frequency  note  will  be  heard.  The 
correct  adjustments  of  either  capacity  or  resistance  of  the  bridge  to 
obtain  a  balance  is  observed  by  the  changing  intensity  of  the  signal 
received  in  the  phones  which  are  connected  between  C  and  D .  When 
the  bridge  is  balanced  by  adjusting  C\  no  difference  in  electrical  pressure 
exists  between  C  and  D.  Hence  with  the  bridge  circuit  balanced 
current  will  not  flow  through  the  phones.  It  is  not  always  possible  to 
obtain  a  condition  of  zero  current,  but  we  seek  to  obtain  a  point  of 
adjustment  of  the  bridge  circuits  to  produce  a  minimum  signal. 

The  operation  of  the  buzzer  circuit  is  as  follows: 

When  switch  £  is  closed,  current  flows  from  the  battery  through  the 
two  buzzer  windings  B  and  B,  and  through  iron  armature  A,  across  the 
contact  points,  thence  through  inductance  L,  returning  to  the  battery. 
A  magnetic  field  builds  up  around  inductance  L  when  current  flows 
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through  the  circuit,  this  field  representing  a  definite  amount  of  energy. 
The  magnetic  field  surrounding  these  coils  energizes  the  iron  core  which 
attracts  the  iron  armature,  separating  the  contact  points  and  opening 
the  circuit;  whereupon  current  ceases  to  flow.  The  magnetic  field  is 
now  dissipated  and  as  the  lines  of  force  recede  upon  the  turns  of  wire 
in  the  coil,  they  induce  therein  an  e.m.f.  which  charges  condenser  C. 
The  energy  formerly  concentrated  in  a  magnetic  field  around  L  now 
exists  as  an  electrostatic  field  in  the  dielectric  of  condenser  C.  Con¬ 
denser  C  is  now  charged  with  an  e.m.f.  across  its  plates. 

It  is  seen  that  LC  forms  an  oscillatory  circuit.  When  C  discharges, 
alternating  current  will  oscillate  through  circuit  LC  at  its  natural  fre¬ 
quency  as  determined  by  the  inductance  and  capacity  values  of  L  and 
C  respectively.  One  wave  train  of  radio-frequency  oscillations,  which 
are  rapidly  damped  out,  is  produced  in  this  short  interval  of  time. 

Immediately  after  the  armature  is  pulled  down,  direct  current  ceases 
to  flow  through  the  buzzer  circuit,  and  the  electromagnet  is  de-energized. 
This  allows  the  armature  to  be  pulled  back  to  its  original  position  by  a 
spring,  thus  forcing  the  contact  points  again  to  close.  Current  now 
flows  through  L  creating  a  magnetic  field  around  L  which  attracts  the 
armature,  and  the  circuit  is  again  opened  by  the  separating  of  the  con¬ 
tact  points. 

The  dissipation  of  the  magnetic  field  around  L  again  induces  an 
e.m.f.  in  the  circuit,  which  charges  condenser  C  and  another  group  of 
damped  radio-frequency  oscillations  is  produced. 

A  large  condenser  of  1  mfd.  capacity  is  shunted  around  the  buzzer 
coils  to  absorb  the  magnetic  energy  stored  in  the  coils,  which  would 
otherwise  produce  sparking  at  the  contact  points,  due  to  the  voltage 
generated  on  the  make-and-break  of  the  circuit.  The  constancy  and 
purity  of  the  oscillations  generated  in  the  circuit  LC  is  maintained  by 
the  use  of  this  condenser.  At  each  make-and-break  of  the  buzzer  con¬ 
tacts  one  wave  train  of  decaying  oscillations  is  sent  out  to  be  received, 
and  heard  as  one  click  in  the  telephone  head-set.  The  pitch  of  the 
note  can  be  varied  by  changing  the  armature  spring  adjustment  to 
either  increase  or  decrease  its  frequency  of  vibration.  The  buzzer  cir¬ 
cuit  becomes  a  miniature  transmitting  station  sending  out  groups  of 
damped  oscillations  at  audio-frequency,  especially  suited  for  testing  pur¬ 
poses. 

Electrical  Resonance. — When  the  open  and  closed  oscillation  cir¬ 
cuits  of  both  a  receiver  and  a  radio  transmitter  are  adjusted  to  the 
same  natural  frequency  of  oscillation,  they  are  said  to  be  in  resonance. 
Maximum  alternating  currents  will  flow  in  the  receiving  circuits  when 
they  are  in  equal  resonance  with  the  transmitting  circuits. 
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To  adjust  the  circuits  to  any  desired  frequency  of  oscillation,  a 
standard  calibrated  oscillatory  circuit,  known  as  a  wavemeter,  is 
employed.  The  wavemeter  circuits  shown  in  Fig.  290  consist  of  an 
indicating  device,  a  radio-frequency  inductance  L,  and  a  variable  con¬ 
denser  C,  which  together  constitute  an  oscillatory  circuit  of  variable 
frequencies. 

The  actual  frequency  value  for  any  particular  setting  of  the  variable 
condenser  is  determined  by  the  fundamental  equation  for  frequency  as 
follows: 

/  - - - - 

2irVLC 

For  every  divisional  mark  on  the  condenser  scale,  the  particular 
frequency  at  which  the  circuit  oscillates  when  set  into  excitation  may 
be  indicated  either  in  terms  of  a  given  frequency  of  oscillation  in  cycles, 
or  a  wave  of  definite  length  in  meters. 

The  wavemeter  is  an  instrument  with  a  condenser  scale  calibrated 
directly  in  wavelengths  or  in  oscillation  frequencies.  There  are  three 
factors  in  an  oscillatory  circuit:  capacity ,  inductance  and  resistance . 
Although  the  resistance  is  usually  negligible,  yet  it  noticeably  affects 
the  period  of  oscillation  of  an  electrical  circuit  when  accurate  high  fre¬ 
quency  measurements  are  desired.  In  a  wavemeter  the  variable  ele¬ 
ment  may  be  either  the  inductance  of  the  exploring  coil  or  the  capacity 
of  the  condenser,  but  it  is  possible  to  obtain  a  continuous  range  of 
capacity  variations  in  a  more  practical  manner  than  could  be  accom¬ 
plished  by  any  variation  of  inductance  alone. 

When  the  inductance  L  in  the  wavemeter  circuit  is  placed  in  induc¬ 
tive  relation  to  any  part  of  an  active  oscillation  circuit,  such  as  the 
closed  or  open  circuit  of  a  radio  transmitter,  radio-frequency  currents 
are  induced  in  the  wavemeter.  The  wavemeter  is  tuned  by  the  variable 
condenser  to  the  frequency  of  the  circuit  under  measurement,  various 
devices  being  used  to  indicate  maximum  flow  of  current.  When  the 
exact  point  of  resonance  is  found  by  varying  the  condenser,  the  indica¬ 
tion  is  noted  by  either  maximum  deflections  of  a  meter  needle,  maxi¬ 
mum  response  in  telephone  receivers,  or  the  maximum  brilliancy  in  an 
indicating  glow  lamp  (neon  tube).  ' 

Wavemeter  Indicating  Devices  (Frequency  Meter).— It  is  desirable 
that  the  determination  of  resonance  in  the  wavemeter  be  measured  by 
a  recording  instrument  rather  than  with  telephone  receivers,  inasmuch 
as  the  human  ear  cannot  distinguish  the  point  of  maximum  loudness  of 
sound  waves  within  an  accuracy  of  perhaps  10  to  25  per  cent.  This 
discrepancy  is  too  great  for  precise  measurements. 


WAVE  METER  INDICATING  DEVICES 


575 


In  drawing  a  of  Fig.  290,  a  milliammeter  with  a  range  of  zero  to 
200  milliamperes  is  arranged  in  series  with  the  wavemeter  circuit  for 
determining  the  maximum  current  flow.  This  meter  is  of  the  hot-wire 
type,  operating  on  the  principle  of  the  expansion  and  contraction  of  a 
wire  when  currents  of  different  intensities  flow  through  the  circuit. 

In  drawing  6,  Fig.  290,  a  small  wattmeter  with  a  range  of  .01  to  0.1 
watts  is  connected  in  series  with  the  secondary  winding  of  a  small  step- 
down  transformer  while  the  primary  is  in  series  with  the  wavemeter 
circuit. 

In  drawing  c,  Fig.  290,  a  small  glow  lamp  containing  neon  gas  is 
connected  in  shunt  with  the  wavemeter  circuit.  The  lamp  glows 
brightest  when  the  resonant  adjustment  of  the  circuit  is  obtained  by 
varying  the  capacity  of  the  wavemeter  condenser.  It  is  always  neces¬ 
sary  to  hold  the  wavemeter  in  a  fixed  position  relative  to  the  circuit 
under  test.  The  neon  tube  is  a  convenient  device  for  indicating  the 
presence  of  radio  waves  and  it  is  often  used  in  the  calibration  of  short 
wave  transmitters.  This  gas  has  also  been  found  useful  in  automobile 
ignition  work.  A  glass  pencil  or  tube  filled  with  neon  gas  glows  with  a 
soft  pinkish  hue  when  held  near  the  active  high  tension  secondary 
ignition  wires.  The  gas  molecules  are  ionized  by  the  action  of  the 
high  frequency  energy. 

In  drawing  d,  Fig.  290,  a  thermo-couple  junction  is  shown  in  series 
with  the  resonant  circuit.  The  terminals  of  the  thermo-couple  are 
joined  to  a  sensitive  millivoltmeter  which  may  be  calibrated  in  milli¬ 
amperes.  When  high  frequency  current  flows  through  a  junction  con¬ 
sisting  of  two  dissimilar  metals  the  heat  produced  generates  an  electro¬ 
motive  force.  Direct  current  flows  through  the  meter  windings  under 
the  e.m.f.  produced  at  the  junction.  The  scale  on  the  meter  is  divided 
into  arbitrary  units.  The  readings  do  not  denote  values  of  actual  cur¬ 
rent  flowing  in  the  wavemeter  circuit. 

In  drawing  e,  Fig.  290,  a  rectifying  crystal  detector  is  connected  in 
series  with  high  resistance  telephone  receivers  of  approximately  1000  to 
2000  ohms.  The  maximum  of  sound  is  obtained  in  the  telephone  when 
resonance  is  established.  It  is  to  be  understood  that  when  phones  are 
used  in  a  wavemeter  circuit  a  straight  c.w.  signal  will  not  be  heard. 

Drawing  /,  Fig.  290,  indicates  that  the  uni-pole  system  of  connection 
is  often  preferable  because  the  calibration  of  the  meter  is  not  affected 
by  the  presence  of  the  detecting  circuit  when  shunted  around  the 
oscillatory  circuit  as  in  drawing  e.  The  disadvantage  of  this  circuit  is 
that  the  wavemeter  must  be  placed  in  close  inductive  relation  to  the 
circuit  undcf  test,  and  this  makes  it  somewhat  difficult  to  obtain  a 
well-defined  maximum  sound  in  the  receivers. 


576 


RESONANCE 


Drawing  g,  Fig.  290,  illustrates  a  wavemeter  circuit  in  which  the 
inductance  is  variable  in  four  steps  by  interchanging  one  of  the  four 
exploring  coils  which  are  designed  with  suitable  prongs  to  be  plugged 
into  the  wavemeter  circuit.  The  condenser,  as  stated  before,  is  con¬ 
tinuously  variable  from  zero  to  maximum. 

Uses  of  the  Wavemeter, — The  wavemeter  is  employed  when  it  is 
desired: 

(1)  To  place  two  or  more  radio-frequency  circuits  in  resonance. 

(2)  To  measure  the  wavelength  of  the  open  or  closed  oscillation 

circuits  of  a  transmitter. 

(3)  To  determine  the  percentage  of  coupling  between  the  open 

and  closed  circuits  of  a  spark  transmitter. 

(4)  To  determine  the  decrement  of  damping  of  spark  energy. 

(5)  To  calibrate  the  tuned  circuits  of  a  receiving  set  by  means  of 

a  modulated  oscillator  or  a  buzzer  excited  oscillatory  cir¬ 
cuit,  both  of  which  are  described  in  detail  elsewhere. 

(6)  To  assist  in  plotting  a  resonance  curve  of  the  wave  radiated 

from  the  antenna  and  in  determining  the  purity  and  sharp¬ 
ness  of  that  wave. 

General  Instructions  in  the  Use  of  a  Wavemeter. — To  illustrate  the 
principle  let  us  suppose  the  natural  wavelength  of  the  antenna  shown 
in  Fig.  291  is  to  be  measured  by  the  use  of  a  wavemeter  employing  tele¬ 
phone  receivers.  The  secondary  S  of  an  induction  coil  fitted  with  a 
vibrator  is  connected  to  the  antenna  and  ground  circuit  across  the  spark 
discharge  gap  G  in  the  manner  illustrated.  The  wavemeter  circuit  con¬ 
sists  of  inductance  L,  variable  condenser  C,  a  crystal  rectifier  D,  and 
head  telephone  receivers  P. 

The  induction  coil  is  set  into  operation  by  connecting  the  primary 
to  some  source  of  direct  current.  The  vibrator  contact  points  will 
open  and  close  rapidly  in  a  manner  similar  to  that  of  a  buzzer  action 
producing  an  intermittent  flow  of  current  in  the  primary  winding. 

The  rise  and  fall  of  the  magnetic  flux  in  the  iron  core  of  the  induction 
coil  will  act  on  the  secondary  turns  S  and  induce  therein  an  alternating 
e.m.f.,  whose  frequency  is  that  of  the  vibrator  armature. 

It  is  seen  that  the  open  gap  G  is  in  series  with  the  aerial  circuit, 
hence  each  alternation  of  induced  e.m.f.  in  S  results  in  a  spark  discharge 
across  gap  G .  This  method  of  exciting  the  antenna  circuit  is  known 
as  the  plain-aerial  spark  discharger.  The  open  circuit  embodies  the 
inductance  of  all  the  conductors  and  the  distributed  capacity  between 
antenna  and  ground.  It  may  be  observed  that  the  e.m.f.  generated  in 
S  will  charge  the  antenna  circuit  in  exactly  the  same  way  a  condenser 
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would  be  charged  if  the  latter  was  connected  across  S  of  the  induction 
coil.  The  antenna  is  set  into  excitation  in  this  way  and  groups  of 
oscillations  will  then  traverse  the  open  circuit  at  a  frequency  determined 
by  the  distributed  inductance  and  capacity  values  of  the  antenna 
system. 

A  wave  motion  is  propagated  from  the  antenna  at  a  frequency  of 

*  ~  2 *VIC 

Now  if  the  coil  L  of  the  wavemeter  is  placed  near  the  ground  lead 
in  correct  inductive  relation  to  the  antenna  wire,  oscillations  of  maxi- 


Fig.  291. — How  an  antenna  system  may  be  set  into  excitation  for  the  purpose  of 
measuring  its  fundamental  wavelength  by  means  of  a  wavemeter. 


mum  amplitude  will  be  induced  in  the  wavemeter  circuit  only  when  the 
antenna  and  wavemeter  circuits  are  adjusted  to  exact  resonance.  Dur¬ 
ing  the  spark  discharge  across  the  gap  G ,  the  capacity  of  the  wavemeter 
condenser  is  varied  until  a  clear  distinct  note  is  heard  in  the  telephone 
head-set.  The  wavelength  of  the  antenna  circuit  under  test  is  then 
determined  by  the  reading  of  the  scale  underneath  the  pointer  of  the 
condenser.  Usually,  the  sounds  caused  by  the  action  of  transformer 
induction  can  be  heard  over  the  entire  condenser  scale,  but  the  observer 
should  take  care  to  distinguish  between  the  currents  induced  in  the 
wavemeter  by  the  radio-frequency  oscillations  flowing  in  the  antenna 
circuit  and  those  set  up  by  the  inductive  action  of  the  coil. 

The  radio-frequency  oscillations  produce  a  distinct  sound  in  the 
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telephones  which  can  be  readily  tuned  in  and  out  on  some  point  of  the 
condenser  scale.  Generally,  the  condenser  adjustment  determining 
resonant  frequency  between  the  two  circuits  is  sharply  defined,  which 
means  that  the  signals  can  be  made  to  disappear  for  a  slight  change  in 
wavemeter  capacity  C. 

The  crystal  detector  D  rectifies  the  groups  of  radio-frequency  oscil¬ 
lations,  giving  one  deflection  of  the  telephone  diaphragms  per  group. 
Thus,  if  the  vibrator  is  adjusted  to  a  low  frequency  acutely  responsive 
to  our  sense  of  hearing,  for  example,  in  the  vicinity  of  800  to  1000 
cycles,  a  more  accurate  reading  can  be  obtained.  It  may  be  necessary 
to  place  a  wavemeter,  when  employing  a  sensitive  crystal  rectifier,  100 
ft.  or  more  from  the  antenna  when  measuring  the  fundamental  wave¬ 
length. 

It  should  be  remembered  that  the  exploring  coil  of  the  wavemeter 
must  be  moved,  or  shifted  in  various  positions,  until  it  bears  the  cor¬ 
rect  inductive  relation  to  the  antenna. 

Since  the  antenna  is  radiating  the  same  energy  that  the  observer  is 
receiving  on  the  wavemeter  circuit,  consideration  must  be  given  to  the 
interference  which  may  be  set  up  in  nearby  receiving  sets.  This  outline 
only  covers  the  simple  use  of  a  wavemeter. 

General  Instructions  for  Tuning  the  Open  and  Closed  Oscillating 
Circuits  of  a  Spark  Transmitter. — The  following  wavemeter  measure¬ 
ments  must  be  taken  in  order  to  calibrate  a  radio  transmitter  to  the 
standard  wavelengths  assigned: 

(1)  The  wavelength  of  the  closed  primary  oscillation  circuit. 

(2)  The  wavelength  of  the  open  antenna  circuit. 

(3)  The  wavelength  of  the  radiated  wave. 

It  will  be  shown  that  the  radiated  wave  may  have  slightly  differ¬ 
ent  characteristics,  after  the  open  and  closed  circuits  have  been  coupled, 
than  either  the  primary  or  secondary  taken  individually.  Therefore, 
in  the  measurement  of  damped  radio-frequency  oscillations  we  must 
determine: 

(1)  The  decrement  of  damping. 

(2)  The  sharpness  and  purity  of  the  radiated  wave. 

The  Antenna  Circuit. — The  open  circuit  may  be  set  into  excitation 
for  measuring  its  natural  or  fundamental  wavelength  by  other  methods 
than  described  in  connection  with  Fig.  291.  In  Fig.  292  a  buzzer  excita¬ 
tion  circuit  may  be  inductively  coupled  to  an  antenna  system.  The 
practical  use  of  such  a  circuit  will  require  that  the  buzzer  circuit  possess 
sufficient  power  to  energize  the  antenna.  The  transformer  PS  con- 
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sists  of  only  a  very  few  turns  of  wire,  in  order  to  transfer  energy  through 
the  magnetic  coupling  from  the  buzzer  circuit.  The  buzzer  must  be  of 
the  high  frequency  type  and  adjusted  to  produce  clear  tones  in  the 
wavemeter  when  the  latter  is  fitted  with  a  crystal  rectifier  and  phones. 
The  wavemeter  is  placed  in  inductive  relation  to  some  part  of  the 
antenna  circuit, 

and  the  high  fre-  V 

quency  oscillations  <-0 

emitted  by  indue-  — ►§{  wavemeter-^ 

tance  L\  are  picked 
up  by  the  exploring 
coil  L  of  the  wave¬ 
meter  when  the 
condenser  has  been  ^Buzzer 
adjusted  to  reson-  £ 
ance.  j 

The  buzzer  cir-  ! 

t 

cuit  is  not  tuned  to  ! 
any  period  of  vi-  j 

bration,  but  merely  L  . 

induces  a  series  of 
groups  of  damped 

i  .  i  r  Fig.  292. — An  antenna  system  may  be  energized  by  a 

®  ^  ^  buzzer  circuit  and  the  wavelength  measured  with  a  wave- 

dilations  in  the  meter. 

antenna  circuit. 

The  antenna  circuit  could  be  excited  by  connecting  the  buzzer  vibrator 
across  the  inductance  Li,  but  this  direct-coupled  method  is  not  as 
satisfactory  as  the  inductive  method  shown  in  Fig.  292. 

The  antenna  circuit  is  tuned  according  to  the  foregoing  diagrams, 
to  the  standard  wavelengths.  More  or  fewer  turns  are  used  in  the 
loading  or  tuning  inductance  until  the  wavelength  indicated  by  the 
wavemeter  is  that  required  for  the  standard  wavelength  assigned. 
There  is  no  difficulty  experienced  with  the  average  length  of  a  ship’s 
antenna  in  obtaining  a  wavelength  of  600  meters  or  more.  The  300 
and  450  meter  waves  for  commercial  work  have  been  abolished  on 
American  vessels,  because  they  interfere  with  the  broadcasting  programs. 

If  one  of  the  working  waves  is  below  the  fundamental  of  the  antenna, 
a  series  condenser  is  then  employed.  The  correct  number  of  turns  for 
any  assigned  wavelength  must  be  found  by  trial  adjustment  of  the 
inductance  Li  of  the  antenna  circuit. 

The  Closed  Circuit. — In  Fig.  288  it  is  shown  how  the  wavelength  of 
a  closed  oscillation  circuit  of  a  spark  transmitter  is  measured  by  placing 
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the  wavemeter  in  inductive  relation  to  the  primary  winding  L\  of  the 
oscillation  transformer.  The  secondary  circuit  of  the  oscillation  trans¬ 
former  (not  shown)  must  be  disconnected  or  opened  at  the  inductance 
in  order  that  the  antenna  may  not  be  set  into  excitation.  When  an 
alternating  current  of  high  voltage  charges  condenser  Ci,  a  spark  dis¬ 
charge  will  take  place  at  the  quenched  gap  and  oscillations  will  surge 
back  and  forth  through  inductance  L\  at  the  frequency  or  wavelength 
determined  by  the  values  of  capacity  Ci  and  inductance  L\. 


Fig.  293. — A  wavemeter  is  placed  in  a  suitable  position  near  a  transmitter  antenna 
circuit  to  measure  its  wavelength. 

For  example,  if  a  wavelength  of  600  meters  is  desired,  the  wavemeter 
condenser  dial  should  be  set  on  the  division  mark  “  600  ”  on  its  scale. 
Since  the  adjustment  of  the  capacity  is  fixed  in  the  bank  of  condenser  C\ 
for  normal  wavelengths,  the  circuit  is  tuned  to  the  required  wavelength 
by  connecting  the  variable  clip  at  various  points  on  inductance  L\  until 
the  required  wavelength  is  found,  which  will  be  indicated  by  maximum 
deflection  of  the  galvanometer  needle. 

Radiated  Wave. — When  the  open  and  closed  circuits  are  excited 
individually,  and  the  wave  of  each  is  determined  by  resonance  with  the 
wavemeter  circuit,  it  is  found  that  all  the  energy  is  radiated  practically 
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at  one  wavelength.  However,  when  the  antenna  circuit  is  again  con¬ 
nected  in  the  proper  manner,  and  power  is  furnished  to  the  primary 
circuit,  and  both  circuits  are  coupled  inductively  through  L  and  Li, 
as  indicated  in  Fig.  293,  oscillations  will  be  produced  in  the  antenna 
circuit  at  more  than  one  frequency.  This  is  due  to  the  mutual  coupling 
between  the  two  circuits  wherein  the  magnetic  field  of  one  reacts  upon 
the  magnetic  field  of  the  other. 

The  purity  and  sharpness  of  the  wave  emitted  must  conform  to  the 
United  States  Government  requirements.  The  radiated  wave  is  con¬ 
sidered  as  being  pure  when  the  amplitude  of  the  energy  in  any  lower  wave 
is  not  more  than  10  per  cent  of  the  energy  in  the  greater  wave}  the  latter  in 
every  case  is  always  the  wave  upon  which  transmission  is  carried  on. 

The  production  of  two  waves  is  caused  by  the  mutual  inductance 
between  the  circuits  being  subtracted  from  the  actual  inductance  of  the 
primary,  thus  decreasing  its  wavelength,  whereas  this  mutual  induc¬ 
tance  is  added  to  the  mutual  inductance  of  the  secondary,  and  its  wave¬ 
length  is  increased. 

Tuning  the  Spark  Transmitter. — The  process  of  tuning  any  set  is 
quite  similar  to  the  foregoing  if  we  keep  in  mind  the  following  important 
facts: 

(1)  A  critical  degree  of  coupling  between  the  primary  and  secondary 
windings  of  an  oscillation  transformer  gives  the  maximum  antenna 
current  for  any  particular  wavelength  adjustment  of  the  transmitter. 

(2)  The  coupling  between  the  primary  and  secondary  coils  can  be 
varied  by  an  increase  or  decrease  of  the  inductance  of  either  coil,  as 
well  as  by  changing  the  relative  distance  or  position  between  the  coils. 

(3)  The  coupling  for  the  quenched  spark  discharger  can  be  closer 
than  for  the  rotary  type  discharger,  providing  the  quenched  gap  is  in 
perfect  condition.  The  panel  sets  are  equipped  with  a  wavelength 
changing  switch,  which,  in  one  simple  operation,  permits  any  of  the 
standard  wavelengths  to  be  radiated,  because  the  necessary  changes  of 
condenser  capacity,  self-inductance  of  the  open  and  closed  circuits,  and 
the  coupling  are  all  selected  by  a  set  of  switch  blades  making  contact 
to  switch  studs  which  connect  to  various  parts  of  the  circuit.  The  open 
and  closed  circuits  of  the  transmitting  set  can  be  tuned  to  resonance  as 
follows: 

The  closed  oscillation  circuit  of  Fig.  293  is  set  to  a  definite  wave 
(any  one  of  the  standard  waves),  by  use  of  the  wavemeter.  Next,  place 
the  secondary  winding  of  the  oscillation  transformer  in  inductive  rela¬ 
tion  to  the  primary  winding.  The  proper  antenna  tuning  inductance 
is  now  found  by  cutting  in  and  out  turns  of  this  inductance  until  the 
antenna  ammeter  indicates  maximum  current.  Knowing  the  wave- 
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length  of  the  closed  circuit,  setting  the  open  circuit  in  resonance  to  it 
by  this  method  indicates  the  wavelength  of  the  radiated  energy,  but 
does  not  show  whether  the  wave  emitted  complies  with  the  law  in 
respect  to  sharpness  and  purity.  This  can  be  determined  by  plotting 
a  resonance  curve  or  by  the  use  of  the  decremeter. 

When  the  quenched  discharger  is  used,  the  primary  coil  is  set  in  a 
fixed  mechanical  position  to  the  secondary  coil,  whereas  these  windings 
are  so  constructed  that  they  can  be  drawn  apart  when  the  rotary  gap 
is  used.  In  other  words,  we  can  use  tight  coupling  for  the  quenched 
gap  and  loose  coupling  for  the  rotary  gap. 

The  secondary  inductance  must  always  have  the  proper  number  of 
turns  to  secure  a  maximum  transfer  of  energy  to  the  open  circuit,  which 
will  be  indicated  when  the  highest  possible  reading  of  the  ammeter  is 
obtained.  Therefore  the  process  of  tuning  is  more  or  less  one  where 
approximate  adjustments  are  first  secured,  which  we  call  rough  tuning , 
followed  by  the  more  precise  adjustments  called  fine  tuning . 

The  location  of  the  secondary  clips  is  found  by  turning  the  coup¬ 
ling  handle  on  the  front  of  the  panel  set,  thereby  mechanically 
placing  the  primary  winding  closer  to  or  farther  away  from  the 
secondary. 

For  example,  if  the  primary  is  moved  away  from  the  secondary  and 
the  antenna  meter  shows  a  current  increase,  it  is  an  indication  that 
the  coupling  of  the  windings  is  too  close  or  too  tight.  The  primary 
winding  then  should  be  moved  back  to  its  original  position,  and  turns 
taken  out  at  the  secondary  by  changing  the  contact  clips.  This 
decrease  of  inductance  in  the  secondary  of  the  oscillation  transformer 
must  be  followed  by  increasing  the  inductance  of  the  antenna  loading 
coils,  called  antenna  tuning  inductances .  These  adjustments  are  made 
until  resonance  is  again  established  between  the  circuits,  which  will  be 
noted  when  the  maximum  value  of  antenna  current  is  secured. 

The  complete  tuning  process  can  be  carried  out  by  observation  of 
the  antenna  ammeter  after  the  wavelength  of  the  primary  is  once 
established,  but  the  wavemeter,  or  decremeter,  should  always  be 
employed  to  measure  the  decrement,  noting  whether  two  waves  are 
being  radiated,  and  the  respective  amplitude  strength  of  each,  for  com¬ 
pliance  with  the  government  regulations. 

Radiation  and  Point  of  Coupling. — In  the  quenched  spark  trans¬ 
mitter,  two  or  more  points  of  coupling  are  frequently  found  for  one  given 
wavelength  which  give  a  maximum  reading  of  the  radiation  ammeter. 
When  changing  from  one  wavelength  to  another  by  means  of  the  wave- 
change  switch,  it  is  found  that  the  antenna  current  may  be  greater 
for  one  wave  than  another. 
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The  proper  point  of  coupling  between  the  primary  and  secondary 
of  the  oscillation  transformer  should  be  set  for  maximum  antenna  cur¬ 
rent  on  the  calling  wave  of  the  transmitter. 

The  following  chart  shows  the  antenna  current  at  different  degrees 
of  coupling  for  two  wavelengths  of  a  certain  spark  transmitter  operated 
on  reduced  power.  The  best  point  of  coupling,  in  this  instance,  is  70 
deg.,  as  determined  by  the  average  maximum  antenna  current  for  the 
two  given  wavelengths: 


Degree  of  Coupling 


Wavelengths 

(X) 
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amp. 

2.6 

2.6 

amp. 

2.7 

2.8 

amp. 

2.7 

2.8 

amp. 

2.8 

2.9 

1 

amp. 

2.2 

2.5 

amp. 

2.2 

2.2 

amp. 

2.0 

2,0 

The  values  marked  on  the  chart  show  that  for  each  wavelength  the 
antenna  current  increases  as  the  coupling  is  gradually  closed,  up  to  60 
or  70  deg.,  and  as  the  coupling  is  further  tightened  by  drawing  the  coils 
closer  together,  the  antenna  current  decreases. 

This  tabulation  should  receive  careful  consideration,  because  it 
bears  out  the  fact  that  there  is  an  optimum  or  critical  point  of  coupling 
between  the  primary  and  secondary  coils  of  a  transformer.  We  can  go 
beyond  that  point  by  tightening  the  coupling,  and  it  is  seen  that  the 
circuits  are  no  longer  in  absolute  resonance.  This  is  because  the  coup¬ 
ling  is  so  close  that  the  magnetic  fields  produced  around  both  coils 
interact  upon  one  another  to  such  a  marked  extent  as  to  change  the 
self-inductance  of  both  the  primary  and  secondary  circuits. 

The  interaction  of  the  magnetic  fields  of  the  two  circuits  is  called 
mutual  inductancey  which  is  seen  to  increase  in  its  effects  as  the  coupling 
is  tightened  between  any  two  magnetic  circuits. 

Coupling. — The  coupling  between  the  open  and  closed  oscillatory 
circuits  of  a  spark  transmitter  is  generally  determined  by  placing  the 
wavemeter  in  inductive  relation  to  the  antenna  and  observing  the  length 
of  the  radiated  waves  when  more  than  one  wave  is  present.  If  the  read¬ 
ings  of  the  longer  and  shorter  waves  are  squared  and  their  values  inserted 
in  the  following  formula,  the  coupling  K  is  obtained,  or: 

X22  -  XI2 
K  “  X22  +  XI2 
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where  X2  =  longer  wave  (base  or  resonant  wave)1 

XI  =  shorter  wave  (not  the  communicating  wave). 

The  true  coefficient  of  coupling  is  obtained  from  the  following 
formula: 


where  M  =  mutual  inductance  of  the  oscillation  transformer; 

L\  —  self  inductance,  primary; 

L2  =  self  inductance,  secondary. 

When  an  antenna  oscillates  at  two  frequencies  simultaneously,  two 
resonant  adjustments  will  be  observed  on  the  wavemeter,  and  when  the 
latter  is  equipped  with  a  wattmeter  for  determining  resonance,  the  rela¬ 
tive  amplitude  of  the  two  frequencies  can  be  measured  by  the  deflection 
of  the  indicating  needle  by  carefully  timing  the  wavemeter  circuit.  The 
relative  power  at  the  two  frequencies  of  oscillation  may  be  plotted  into 
a  resonance  curve,  a  description  of  which  is  given  in  subsequent  para¬ 
graphs. 

According  to  the  United  States  Regulations,  a  pure  wave  is  defined 
as  one  in  which ,  if  the  antenna  oscillates  at  two  frequencies ,  the  energy  of 
the  lesser  wave  will  not  exceed  by  10  per  cent  the  energy  in  the  greater  wave . 
The  spark  transmitter  circuits  which  we  are  assumed  to  be  measuring 
emit  groups  of  damped  oscillations,  and  according  to  the  governmental 
regulations  a  sharp  wave  is  one  in  which  the  decrement  of  damping  per 
complete  oscillations  is  0.2,  or  less.  The  measurement  of  the  decrement 
is  described  in  another  paragraph. 

Plotting  a  Resonance  Curve. — When  an  oscillatory  circuit  emits 
radio-frequency  oscillations,  the  frequency  of  which  can  be  measured 
by  a  wavemeter,  it  will  be  found  that  the  energy  of  the  radiated  wave 
is  distributed  between  a  band  of  frequencies  or  wavelengths  at  or  near 
the  fundamental  frequency.  The  relation  between  the  amplitude  of 
the  alternating  current  or  power  expended  and  its  distribution  over 
this  frequency  band  may  be  plotted  into  a  curve.  The  practical  value 
of  the  curve  lies  in  the  fact  that  it  provides  a  visual  means  for  deter¬ 
mining  three  very  important  factors:  (1)  the  overall  distribution  of 
energy  in  the  emitted  wave,  (2)  the  decrement  of  damping,  and  (3)  the 
relative  power  of  two  waves  if  both  are  present. 

In  the  following  explanation  let  us  employ  the  decremeter,  illustrated 
in  Fig.  294,  simply  as  a  wavemeter. 

1  The  base  or  resonant  wave  is  the  one  which  is  assigned  to  carry  on  radio 
communication. 
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It  is  necessary  to  employ  a  wavemeter  with  a  hot-wire  wattmeter, 
or  hot-wire  milliammeter,  as  the  device  for  indicating  resonance.  The 
milliammeter  should  have  a  range  of  at  least  100  milliamperes,  whereas 
the  full  scale  of  the  wattmeter  will  read  0.1  watt.  The  values  are 
arbitrary,  and  under  the  discussion  of  wavemeters  it  was  stated  that  a 
wattmeter  connected  to  the  secondary  of  a  step-down  transformer,  the 
primary  of  which  is  in  the  circuit  of  the  wavemeter,  is  more  desirable 
for  this  work. 

When  a  wave  is  emitted  which  does  not  conform  with  the  require¬ 
ments  of  a  sharp  and  pure  wave,  it  is  called  a  broad  wave,  and  causes 
interference  in  receivers  not  tuned  to  receive  its  signals.  The  effect 
on  the  receiver  dials  is  illustrated  in  Fig.  218.  The  complete  circuit 
for  plotting  a  resonance  curve  is  shown  in  Fig.  294.  A  few  preliminary 
readings  must  be  taken  of  the  transmitting  circuit  under  measurement, 
beginning  with  the  wavemeter  held  at  a  safe  distance  to  prevent  exces¬ 
sive  induced  current  from  burning  out  the  wattmeter  at  the  point  of 
resonance.  The  proper  inductive  relation  is  obtained  when  a  maximum 
deflection  at  the  point  of  resonance  is  indicated  on  the  wattmeter. 
When  readings  of  a  properly  adjusted  transmitter  are  observed,  and  if 
two  points  of  resonance  are  found,  the  wattmeter  should  show  only  a 
small  scale  deflection  of  l/10th  or  less  of  the  maximum  deflection.  The 
curve  is  derived  from  the  data  obtained,  when  a  series  of  readings  is 
taken,  by  moving  the  condenser  dial  of  the  wavemeter  across  the  scale 
and  observing  the  wattmeter  deflection  for  each  individual  setting. 

When  this  test  is  started,  the  position  of  the  wavemeter  and  the 
power  supplied  to  the  transmitting  circuit  should  not  be  changed. 

If  the  coupling  between  the  primary  and  secondary  windings  of  the 
oscillation  transformer  of  Fig.  294  is  changed,  the  wave  emitted  will 
become  sharp  or  broad  when  the  coupling  is  either  decreased  or  increased. 
Increased  or  tight  coupling  is  obtained  when  primary  and  secondary 
are  closely  related.  Decreased  or  loose  coupling  is  obtained  when  the 
distance  between  the  coils  is  increased. 

Let  us  interpret  a  series  of  measurements  into  a  resonance  curve 
and  from  this  curve  determine  the  sharpness  of  the  emitted  wave  plot¬ 
ting  a  resonance  curve.  Refer  to  Fig.  295. 

With  the  transmitting  circuit  in  operation,  as  in  Fig.  294,  the  wave¬ 
meter  (decremeter)  condenser  dial  C  is  now  moved  across  the  scale 
until  at  495  meters,  let  us  say,  a  0.05  point  deflection  of  the  hot-wire 
wattmeter  is  noted.  As  the  pointer  of  the  variable  condenser  is  moved 
farther,  the  wattmeter  reading  increases,  this  time  to  0.01,  with  the 
dial  set  at  525  meters.  The  current  will  always  increase  as  the  con¬ 
denser  dial  approaches  the  point  of  resonance.  When  the  resonant 
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point  is  passed  and  the  condenser  is  rotated  farther  in  the  same  direc¬ 
tion,  a  decrease  of  current  takes  place.  In  other  words,  the  current  is 
maximum  only  when  the  circuits  are  in  resonance.  Therefore,  before 
or  after  the  resonance  point  the  current  in  the  wavemeter  decreases. 
The  wavelengths  indicated  by  the  wavemeter  dial  pointer  and  the  cor¬ 
responding  deflections  observed  on  the  wattmeter  over  the  series  of 
readings,  are  plotted  according  to  the  graph  illustrated  in  Fig.  295. 


Wavelength  in  Meters 

Fig.  295. — The  characteristics  of  a  sharp  signal  wave  of  a  spark  transmitter  plotted 

into  a  resonance  curve. 

The  wavelength  readings  corresponding  to  the  condenser  scale  are  to 
be  marked  in  one  column  and  the  corresponding  data  obtained  from  the 
wattmeter  in  a  second  column.  The  cross-section  or  graph  paper  is 
ruled  with  horizontal  and  vertical  lines  forming  squares.  The  wave¬ 
length  readings  are  plotted  on  the  horizontal  lines  known  as  the  abscissas, 
and  the  current  readings  on  the  vertical  lines  known  as  the  ordinates . 
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This  conforms  to  the  usual  custom  for  plotting,  wherein  causes  or  time 
are  plotted  on  the  horizontal  axis  and  results  or  energy  changes  are 
plotted  on  the  vertical  lines. 

For  the  first  reading  taken  at  495  meters,  the  vertical  line  correspond¬ 
ing  to  this  wavelength  will  intersect  the  horizontal  line  corresponding 
to  0.005.  A  dot  is  to  be  placed  at  this  location  to  represent  one  point 
of  the  curve.  Each  set  of  calibrations  in  the  series  is  located  by  a  dot 
in  a  similar  way.  A  line  drawn  through  and  joining  all  the  points  is 
called  the  resonance  curve .  In  this  case  a  crest  or  small  peak  at  525 
meters  on  the  curve  indicates  the  power  in  the  lower  or  non-resonant 
wave .  If  a  horizontal  line  were  drawn  from  this  peak  it  would  intersect 
the  wavemeter  current  ordinate  at  the  value  .01  which  is  shown  on  the 
scale.  So  far  as  the  shape  of  the  two  waves  is  concerned,  the  upper 
peak  at  600  meters  (which  is  the  resonant  wave)  and  the  lower  peak  at 
525  meters  (the  second  wave),  indicate  that  the  radiated  wave  complies 
with  the  government  requirement  regarding  the  relative  amplitude 
strength  of  the  lower  wave,  which  must  be  10  per  cent  or  less  than  the 
energy  in  the  upper  wave.  If  any  sharp  or  definite  resonant  point  is 
indicated  on  the  wavemeter  at  other  than  600  meters,  it  would  be  due 
principally  to  excessive  coupling  at  the  oscillation  transformer. 

The  wavelength  and  overall  distribution  of  energy  of  oscillating 
currents  in  any  open  and  closed  radiative  oscillatory  circuit  may  be 
obtained  in  the  manner  described  and  the  data  plotted  into  a  resonance 
curve. 

The  resonance  curve  of  Fig.  295  indicates  that  considerable  energy 
is  radiated  more  than  20  meters  to  either  side  of  the  maximum  ampli¬ 
tude  of  600  meters. 

In  order  to  estimate  the  interfering  qualities  of  this  energy  distri¬ 
bution,  two  points  A  and  B  are  assumed  at  half  the  maximum  ampli¬ 
tude,  or  0.05  on  the  graph,  and  the  waves  above  and  below  resonance, 
which  would  be  included  between  A  and  B,  represent  the  range  over 
which  the  signals  emitted  by  this  transmitter  would  be  distinctly  audi¬ 
ble  at  some  certain  distant  receiving  station  as  mentioned  in  foregoing 
paragraphs.  It  is  obvious  that  a  sharper  curve  than  the  one  illustrated 
will  reduce  the  strength  of  the  signal  heard  to  less  than  20  meters  on 
either  side  of  the  maximum.  Therefore,  resonance  curves  enable  us  to 
determine  the  ratio  of  current  at  the  receiver  for  a  given  wavelength 
off  the  resonant  point  to  that  obtained  at  the  resonant  point.  Sharper 
tuning  will  result  when  all  of  the  energy  is  radiated  near  the  resonant 
point. 

Measurement  of  Logarithmic  Decrement  of  Damping. — A  spark 
transmitter  radiates  a  series  of  oscillations  called  a  wave  train ,  as  illus- 
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trated  in  Fig.  296.  Each  successive  oscillation  gradually  diminishes  in 
amplitude  strength  until  the  energy  dies  out  and  stops.  The  decrease 
in  amplitude  is  called 
damping ,  and  the  cur¬ 
rent  or  wave  is  called 
a  discontinuous  wave. 

Due  to  the  radiation 
of  energy  in  the  sur¬ 
rounding  media  and 
losses  in  overcoming 
the  resistance  of  the 
circuit,  each  discharge 
has  a  maximum  value 
a  little  less  than  the 
one  preceding  until 

the  energy  is  totally  _  _  ,  . 

dissipated.  Energy  damped  wave  gradually  diminish. 

is  gradually  extracted 

from  the  circuit  for  the  following  reasons : 


(1)  Radiation  in  form  of  electric  waves. 

(2)  Resistance.  This  loss  is  in  the  form  of  heat  ( I2R  loss). 

(3)  Transfer  of  energy  through  the  magnetic  field  by  coupling 

at  the  oscillation  transformer. 


T 

a 

1 

1 

j 

j 

u 

Continuous  Oscillations  •  Constant  Amplitude 
Oecrement  0 

Fig.  298. 


Fig.  297. — This  curve  shows  the  rapid  diminishing  of  oscillations  comprising  a 

damped  wave. 

Fig.  298. — Continuous  radio-frequency  oscillations  (undamped). 


The  decrease  in  amplitude  of  the  oscillations  is  called  damping. 
Damping  is  the  decaying  of  oscillations  in  a  wave  train. 

The  degree  of  damping  is  shown  by  the  decay  or  progressively  dimin¬ 
ishing  amplitudes  A\,  A  2,  A3 ,  and  so  on,  in  the  wave  train  of  damped 
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oscillations  illustrated  in  Fig.  297.  The  difference  between  the  respec¬ 
tive  amplitude  heights  determines  the  ratio  of  damping,  and  this  is 
called  the  damping  factor.  This  ratio  is  conveniently  expressed  in 

mathematical  terms  of  log- 


?! 


arithmic  decrement.  Decre¬ 
ment,  therefore,  is  the 


measurement  of  damping 
and  indicates  how  many 
oscillations  occur  in  a  wave 
train  before  they 
damped  out. 


are 


Wave  Train  of  Rapidly  Damped  Oscillations 
Fig.  299. — Observe  how  the  amplitudes  in  a  group 
of  oscillations  rapidly  decrease  in  a  damped  wave 
of  short  duration. 


If  new  energy  is  supplied 
to  a  circuit  just  sufficient  to 
compensate  for  losses,  the 
oscillations  will  be  perfectly 
uniform  or  constant  in 
amplitude,  as  shown  in 
Fig.  298.  (This  type  of  energy  is  emitted  by  c.  w.  transmitters  only.) 
When  the  amplitudes  are  constant  as  shown  by  the  curve,  the  oscilla¬ 
tions  are  called  continuous  and  undamped ,  and  since  there  is  no  ratio  of 
decrease  in  the  amplitude  strength  of  the  oscillations,  the  decrement 
is  zero. 

A  highly  damped  circuit  is  one  where  the  energy  in  the  oscillations 


Decrement  approx.  .05  Oscillations  Slowly  Damped 

Fig.  300.  Fig.  301. 

Fig.  300. — A  curve  illustrating  how  the  amplitudes  in  a  group  of  oscillations  may 
gradually  decrease  in  a  damped  wave. 

Fig.  301. — A  graphical  representation  of  slowly  damped  oscillations. 

is  dissipated  or  removed  from  the  circuit  very  rapidly,  because:  (1)  the 
circuit  may  not  be  in  resonance  with  the  frequency  of  the  impressed 
voltages — in  this  case  the  circuit  reactance  or  opposition  is  large;  (2) 
the  ohmic  resistance  of  the  circuit  may  be  high,  causing  much  of  the 
energy  in  the  oscillations  to  be  dissipated  in  the  form  of  heat. 

A  group  of  highly  damped  oscillations  is  shown  in  Fig.  299,  and 
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groups  of  feebly  damped  oscillations  in  Figs.  300  and  301.  An  alternat¬ 
ing  current  flowing  in  an  antenna  or  other  oscillatory  circuit  following 
the  cessation  of  an  impressed  voltage  is  called  a  free  alternating  current , 
and  in  the  spark  transmitter  this  condition  is  brought  about  by  charg¬ 
ing  and  discharging  high  voltage  condensers.  Each  spark  discharge 
creates  a  group  or  train  of  oscil¬ 
lations.  The  theory  of  how  an 
electrical  circuit  oscillates  is 
covered  fully  in  a  preceding 

chapter.  The  oscillations  are 
assumed  to  decay  or  die  away 
according  to  the  law  that  the 
ratio  of  any  oscillation  to  the 
one  preceding  it  is  a  constant. 

In  other  words,  referring  to  Fig. 

303,  the  ratio  of  amplitude 

A\  A2  ,  A3 

—  and  —  and  —  represents 

A2  A3  Ai 

the  damping  factor  or  damping 

constant .  The  damping  factor, 

therefore,  is  a  constant  ratio  throughout  the  series  of  oscillations. 

The  Napierian  logarithm  of  the  ratio,  of  the  first  to  the  second  of  two 

successive  amplitudes  in  the  same  direction,  is  called  the  logarithmic 

decrement. 


J 

H 

Not  Peaked  (Broad) 

A  A  ~  - 

ll/V^ 

Fig.  302. — The  purpose  of  curve  B  is  to  illus¬ 
trate  the  broad  (interfering)  quality  of  a 
damped  wave  when  compared  to  a  non-inter¬ 
fering  (sharp)  damped  wave  as  suggested  by 
Curve  A. 


A 

Suppose  the  ratio  of  amplitude  —  is  1.22. 

A2 


This  value  then  repre¬ 


sents  the  damping  factor,  and,  referring  to  the  table  of  logarithmic 
decrements  in  the  Napierian  system,  the  factor  1.22  is  interpreted  as  a 
decrement  of  0.2.  If  we  assume  that  the  oscillations  in  a  circuit  are 
extinguished  when  the  amplitude  of  the  last  oscillation  is  0.01  of  the 
initial  oscillation,  the  complete  number  of  oscillations,  N,  in  a  spark 
discharge  can  be  calculated  as  follows: 


N  * 


log  6^ +  5 
Ax 

h 


where  5  =  logarithmic  decrement; 

Ax  =  the  amplitude  of  the  last  oscillation; 
c  =  base  of  Napierian  system  of  logarithms. 
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The  logahthm  of  100  is  4.605,  hence, 


N  = 


4.605  +  d 
8 


In  a  group  of  oscillations  where  the  decrement  is  equal  to  0.1,  then, 


4.605  +  0.1 

0.1 


47  complete  oscillations. 


Fig.  303. — A  swinging  pendulum  is  a  good  analogy  for  demonstrating  the  principle 
of  wave  motion.  The  curves  illustrate  how  the  oscillations  may  continue  for  differ¬ 
ent  durations  of  time.  The  decrease  in  the  amplitudes  of  successive  oscillations  as 
shown  by  A i,  A2f  etc.,  follow  a  definite  law. 


If  the  oscillations  in  a  given  antenna  circuit  have  a  decrement  of 
0.2,  the  logarithm  of  the  ratio  of  one  amplitude  to  the  next  successive 

amplitude,  that  is  the  ratio  of  — -  as  shown  in  Fig.  303  will  equal  1.22. 
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the  logarithmic  decrement  corresponding  to  the  ratio  1.22  is  0.2  as  just 

Ai 

mentioned.  Hence  the  ratio  — . 

A  2 

It  has  been  found  that  a  spark  transmitter  having  less  than  about 
24  complete  oscillations  for  each  spark  discharge  possesses  interfering 
tuning  qualities,  and  for  this  reason  the  United  States  Government 
enforces  the  conditions  requiring  the  radiated  groups  of  damped  oscilla¬ 
tions  of  the  transmitter  to  be  tuned  to  a  decrement  of  0.2  or  less. 
A  single  group  of  damped  oscillations  is  depicted  in  Fig.  299.  These 
curves  show  that  when  the  energy  of  the  radiated  wave  is  largely  con¬ 
fined  to  a  single  frequency  resulting  in  sharp  tuning,  the  receiving 
apparatus  can  be  carefully  tuned  to  resonance  with  the  distant 
transmitter. 

When  the  conditions  are  as  shown  in  Fig.  297,  the  radiated  wave  is 
said  to  have  high  or  excessive  damping,  because  the  transmitter  is 
broadly  tuned.  The  reason  is  that  tfie  peaks  or  crests  of  the  oscillations 
are  broad  in  a  highly  damped  group,  whereas  the  amplitude  peaks 
become  sharper  as  the  damping  decreases  (see  Fig.  302).  The  terms 
high  damping  and  low  damping  are  comparative.  However,  since  the 
government  has  defined  its  regulations  as  to  what  constitutes  a  non¬ 
interfering  wave,  it  can  be  said  that  any  spark  transmitter  radiating 
about  24  complete  oscillations  per  wave  train  group  or  more,  is 
sharply  tuned ,  and  less  than  that  number,  broadly  tuned,  or  highly 
damped. 

Referring  to  the  resonance  in  curve  in  Fig.  295,  the  practical  appli¬ 
cation  of  the  measurement  of  damping  is  evident.  This  curve  shows 
that  if  most  of  the  energy  is  radiated  at  or  near  the  resonant-signaling 
wavelength,  indicated  by  point  C,  very  little  energy  can  be  radiated  at 
other  wavelengths  which  might  cause  interference  in  receivers  not  tuned 
to  this  frequency. 

To  illustrate  the  exact  meaning  of  high  damping  and  low  damping, 
let  us  consider  the  oscillating  movements  of  a  pendulum.  In  Fig.  303 
the  pendulum  is  illustrated  attached  to  bearing  N.  The  pendulum, 
when  drawn  to  the  right-hand  side  and  released,  will  swing  to  and  fro, 
completing  a  series  of  oscillations  which  gradually  damp  out.  Let  us 
assume  that  for  the  initial  movement  in  a  direction  toward  the  right, 
according  to  the  calibrated  scale  in  inches,  the  pendulum  moves  from 
zero  position  or  rest  outward  to  a  certain  distance  to  the  right.  This 
direction  may  be  arbitrarily  called  the  positive  side.  When  released 
the  pendulum  will  swing  toward  the  opposite  (left  side)  called  the  nega¬ 
tive  side.  In  returning  to  the  right  the  pendulum  will  not  travel  as  far 
as  the  initial  swing.  Hence,  the  swing  of  the  second  oscillation  being 
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less  than  the  initial  oscillation  may  be  represented  by  the  difference 


between  A\  and  A 2  on  the  curve  showing  this  motion.  The  ratio  — 

A2 

equals  the  ratio  at  which  the  oscillations  are  decaying.  This  ratio  will 
be  constant  to  the  end  of  the  swings  which  the  pendulum  undergoes, 
because  it  is  a  law  of  all  mechanical  oscillating  motions  that  the  oscilla¬ 
tions  die  away  at  a  constant  ratio  in  all  successive  amplitudes.  When 
a  condenser  discharges  in  a  transmitting  circuit  to  set  up  groups  of 
damped  oscillations,  this  constant  ratio  in  successive  amplitudes  is 
assumed  to  exist.  The  mechanism  of  a  pendulum  could  be  constructed 
so  that  a  given  number  of  oscillations  per  group  could  be  obtained.  In 
the  case  cited,  we  have  indicated  9  oscillations  occurring  in  a  given  time, 
let  us  say,  in  9  seconds.  The  time  period  then  of  one  oscillation  in  the 
group  is  1  second. 

If  the  friction  at  the  pivot  point  could  be  materially  reduced  by 
arranging  a  different  length  and  weight  of  the  pendulum,  a  greater 
number  of  oscillations  would  take  place  in  a  given  time,  as  depicted  by 
the  lower  curves  in  Fig.  303.  When  it  is  said  that  the  oscillations  are 
highly  damped,  it  is  meant  that  the  pendulum  will  stop  in  a  much 
shorter  period  of  time  than  usually. 

In  another  example  of  mechanical  motion,  which  is  illustrated  in 

Fig.  304,  a  piece  of  cardboard  is 
attached  to  the  wire  suspending 
the  pendulum.  Let  us  assume 
that  the  pendulum  is  now  drawn 
from  the  zero  position  outward  to 
a  distance  of  7  in.,  indicated  by 
the  amplitude  A 1 .  WTien  released, 
the  pendulum  upon  completion  of 
the  first  oscillation  will  swing  back 
only  to  perhaps  5  in.,  due  to  the 
added  wind  resistance  of  the  .card¬ 
board.  This  time  the  swing  of  the 
second  oscillation  is  2  in.  less  than 
the  initial  oscillation,  as  shown  by 
amplitude  A 2.  If  we  observe  the 
length  of  the  successive  swings,  a 
group  of  decaying  oscillations  will 
bear  the  ratio  of  the  amplitude  of 


ing  the  principle  of  the  rapid  damping  of 
a  series  of  oscillations. 


Ax  =  7 
A%  5 

readily  seen  that  fewer  oscillations  now  occur  than  when  the 


the  first,  A\,  to  the  amplitude  of  the  second  A2,  or 


It  can  be 
pendulum 
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was  oscillating  without  the  cardboard  as  in  Fig.  303,  the  damping 
being  thus  increased. 

From  the  above  experiments  we  find  that  slow  damping  corresponds 
to  a  greater  number  of  swings  of  the  pendulum,  whereas  rapid  or  high 
damping  corresponds  to  a  small  number  of  swings  of  the  pendulum.  In 
this  mechanical  motion  we  could  take  the  ratio  of  the  amplitude  of  any 
two  oscillations  and  call  it  the  damping  factor  or  damping  constant ;  and, 
by  referring  to  the  table  of  logarithms  in  the  Napierian  system,  the 
logarithm  of  the  damping  factor  would  equal  the  logarithmic  decrement. 

In  Fig.  300  the  decrement  of  the  oscillations  in  the  antenna  of  a  spark 
transmitter  is  given  at  0.05  per  complete  cycle,  hence  the  number  of 
complete  oscillations  in  a  group  for  each  spark  discharge  can  be  com¬ 
puted  by  the  equation  previously  given,  that  is, 


4.605  +  0.05 
0.05 


92  complete  oscillations. 


To  Find  the  Decrement  of  a  Transmitted  Spark  Wave. — It  will  be 

evident  upon  referring  to  Fig.  295  that  the  resonance  curve  of  a  spark 
transmitter  is  not  always  symmetrical.  Therefore,  different  values  for 
the  decrement  will  be  found,  depending  upon  which  side  of  the  maximum 
ordinate  the  measurements  are  taken.  The  maximum  ordinate  in  this 
instance  is  the  vertical  amplitude  erected  at  600  meters.  Since  there  is 
a  distribution  of  current  throughout  the  wave,  a  mean  or  average  value 
must  be  found,  and  this  average  value  is  taken  above  and  below  reso¬ 
nance  at  points  A  and  B ,  which  correspond  to  one-half  the  maximum 
value  indicated  in  the  meter  at  the  point  of  resonance  C. 

In  order  to  obtain  a  convenient  deflection  of  the  decremeter  which 
will  give  us  some  even  number,  say  0.1  watt  at  resonance  and  0.05  watt 
at  one-half  resonance,  the  decremeter  must  be  moved  about  so  that  the 
coupling  between  it  and  the  antenna  circuit  under  measurement  will 
give  us  these  desired  current  values.  The  decremeter  circuit  and  its 
relation  to  the  antenna  system  illustrated  in  Fig.  294. 

In  order  to  derive  the  curve  in  Fig.  295  the  condenser  of  the  decre¬ 
meter  is  set  at  562  meters  to  give  a  reading  on  the  wattmeter  of  0.05. 
We  will  call  this  particular  point  A  the  lower  value  of  capacity  one-half 
before  resonance,  inasmuch  as  the  wattmeter  current  indication  is  one- 
half  that  obtained  at  the  point  of  resonance.  The  condenser  dial  is 
rotated  beyond  resonance  until  the  reading  of  the  wattmeter  again  falls 
to  0.05  watts,  at  B}  indicating  a  wavelength  of  638  meters.  This  is  the 
wavelength  of  the  radiated  energy  one-half  of  the  maximum  meter 
reading  beyond  resonance. 

The  power  expended  in  the  radiated  wave  from  point  4,562  meters, 
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thence  to  C,  600  meters,  and  to  B ,  638  meters,  is  applied  to  the  formula 
to  measure  the  combined  decrement  of  the  two  circuits.  The  combined 
decrement  is  the  sum  of  the  circuit  under  measurement  and  the  dec- 
remeter  circuit. 

Let  Si  —  the  decrement  of  the  circuit  under  measurement; 

62  —  the  decrement  of  the  decremeter  or  wavemeter; 

Xr  =  the  wavelength  when  condenser  C  is  set  at  the  resonant 
point; 

Xi  =  the  lower  wavelength  indicated  by  the  condenser  setting 
where  the  reading  of  the  wattmeter  falls  to  one-half  that 
obtained  at  resonance  or  Xr; 

X2  —  the  wavelength  at  the  detuned  position  of  the  long  wave¬ 
length  side  of  resonance  indicated  by  the  condenser  set¬ 
ting,  where  the  reading  of  the  wattmeter  again  falls  to 
one-half  that  obtained  at  resonance. 

In  terms  of  wavelength  indicated  by  the  wavemeter,  the  formula 
for  the  mean  value  of  the  decrement  may  be  written : 

X2  —  Xi 

S\  +  62  “  tt  X  — r - . 

Xr 

The  decrement  value  of  the  decremeter  62  is  subtracted  from  the 
total  decrement  obtained  after  solution  of  the  formula  and  the  result 
will  give  the  decrement  of  the  transmitting  circuit  under  measurement 
or  $1.  The  decrement  of  the  meter  itself  is  always  marked  on  the  instru¬ 
ment. 

Direct  Reading  Kolster  Decremeter, — The  Kolster  decremeter  is 
used  by  United  States  Government  radio  inspectors.  Photographs  of 
the  type  D  Kolster  decremeter  are  shown  in  Figs.  304a  and  3046. 

The  operation  of  the  Kolster  decremeter  is  as  follows:  The  decre¬ 
meter  is  essentially  a  wavemeter  having  its  dial  connected  to  the  mova¬ 
ble  plates  of  the  variable  condenser.  The  dial  is  fitted  with  a  scale  of 
decrements  instead  of  the  usual  wavelength  or  frequency  scale.  The 
decrement  of  the  oscillatory  circuit  under  measurement  is  obtained  by 
setting  the  condenser  dial  of  the  decremeter  at  zero,  and  then  moving 
this  dial  until  both  circuits  are  tuned  to  resonance,  indicated  by  the 
maximum  reading  of  the  wattmeter.  The  condenser  dial  is  then  moved 
to  a  position  where  one-half  resonance  current  is  obtained;  that  is,  the 
maximum  current  reading  falls  to  one-half  of  that  at  resonance.  The 
decrement  scale  is  now  clamped  to  the  dial  of  the  condenser,  setting 
the  decremeter  scale  opposite  the  zero  mark.  This  time  the  dial  with 
the  decremeter  scale  rotating  with  it,  is  turned  first  to  the  point  of  reso- 
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Fig.  304a. — The  type  D  Kolster  decremeter.  One  of  the  exploring  coils  is  shown 

mounted  in  position. 

The  distance  across  the  decremeter  scale  from  zero  to  any  given  division 
on  the  scale  is  an  indication  of  the  band  of  wavelengths  over  which 
interfering  signal  energy  is  spreading.  The  decremeter  may  be  used 
for  calibration  purposes  by  closing  the  switch  operating  the  buzzer 
circuit. 

A  detailed  description  of  the  Kolster  decremeter  is  given  in  the 
Bureau  of  Standards  Bulletin  74. 


nance  and  then  to  a  point  one-half  beyond  resonance,  where  the  reading 
of  the  wattmeter  again  falls  to  one-half  that  obtained  at  resonance. 
The  decremeter  dial  will  give  a  direct  reading  indicating  the  combined 
decrement  of  the  decremeter  and  the  circuit  under  measurement.  The 
decrement  of  the  decremeter  is  marked  on  the  instrument.  This  value 
is  subtracted  from  the  decremeter  reading  thus  obtained.  The  differ¬ 
ence  between  these  values  is  the  decrement  of  the  circuit  under  test. 
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Coupling. — When  two  circuits  are  related  so  that  one  circuit  sup¬ 
plies  or  transfers  energy  to  the  other,  the  method  of  coupling  the  cir¬ 
cuit  may  take  on  different  forms.  The  adjustment  of  the  coupling 
between  a  closed  and  an  open  or  antenna  circuit  is  critical  because,  if 
the  circuits  are  closely  related,  oscillations  of  two  frequencies  will  be 
radiated  by  the  antenna,  as  illustrated  by  the  resonance  curve,  Fig.  295. 

Types  of  Coupling. — The  usual  types  of  coupling  are : 

(1)  Auto  Transformer  Coupling.  Two  resonant  circuits  are  illus¬ 
trated  in  Fig.  305a.  Let  us  suppose  the  oscillatory  circuit  LiCi  is  fur¬ 
nishing  power  and  generating  oscillations  at  a  definite  frequency.  The 


Fig.  3046. — An  interior  view  of  the  type  D  Kolster  decremeter  showing  the  tuning 
condenser  and  other  elements. 

oscillating  magnetic  field  set  up  around  inductance  L\  cuts  through  the 
turns  in  inductance  L2,  inducing  an  electromotive  force  in  L2  at  a 
similar  frequency.  The  maximum  electrical  disturbance  is  set  up  and 
oscillating  currents  reach  greatest  amplitudes  in  circuit  Z/2C2,  when 
both  L1C1  and  L2C2  are  tuned  to  equal  resonance.  If  L2C2  represents 
an  actual  antenna  or  open  circuit,  then  high  frequency  radio  waves  will 
be  radiated.  The  primary  circuit  furnishes  the  driving  power,  the 
energy  being  transferred  from  this  circuit  to  the  secondary  through  the 
medium  of  the  magnetic  lines  of  force.  This  type  of  coupling  is  called 
auto  transformer  because  a  certain  portion  of  a  single  winding  or  induc¬ 
tance  is  common  to  both  circuits. 


TYPES  OF  COUPLING 


It  is  seen  that  the  primary  and  secondary  circuits  are  physically  or 
electrically  connected. 

For  example,  the  turns  of  wire  included  between  A  and  B  supply 
the  primary  inductance,  and  the  turns  between  C  and  B  the  secondary. 
The  auto  transformer  type  has  been  abolished  for  coupling  purposes  in 
the  antenna  of  transmitters. 

(2)  Transformer  Coupling.  When  two  oscillatory  circuits  are 
entirely  independent  and  separated,  the  transfer  of  energy  from  one 
circuit  to  the  other  is  due  to  electromagnetic  induction.  Refer  to  Fig. 


Oscillation 

Transformer 


Spark  Gap 


Fig.  3056. 


Fio.  305a. — This  diagram  shows  one  form  of  conductive  or  direct  coupling  (auto 

transformer). 

Fig.  3056. — This  diagram  shows  inductive  or  indirect  coupling  between  two  oscil¬ 
latory  circuits. 


3056.  If  the  primary  circuit  oscillates  at  a  definite  frequency,  the  e.m.f. 
induced  in  the  secondary  will  cause  oscillating  currents  to  flow  in  the 
latter  at  a  similar  frequency  if  they  are  in  resonance.  Transformer 
coupling  is  employed  in  the  antenna  systems  of  modem  transmitters. 

(3)  Capacitive  Coupling.  When  radio  power  is  transmitted  from 
primary  to  secondary  entirely  through  the  medium  of  the  electrostatic 
field  in  a  condenser,  this  method  is  called  capacitive  coupling.  How  two 
circuits  are  coupled  through  a  condenser  is  shown  in  an  elementary 
manner  in  Fig.  306.  A  condenser,  when  charged  by  an  electromotive 
force  from  one  circuit  will  give  of  its  energy  in  the  form  of  an  electro¬ 
motive  force  applied  to  a  secondary  circuit,  the  condenser  acting  to 
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couple  the  circuits  together.  This  type  of  coupling  is  particularly 
convenient  in  vacuum  tube  circuits. 

Close  or  Tight  Coupling.  The  degree  of  coupling  involves  the 
effects  of  damping  where  the  amount  of  radiated  energy  and  the  sharp¬ 
ness  and  purity  of  that  energy  determines  the  interference  set  up  in 
receivers  of  stations  not  tuned  to  receive  the  signals.  The  graph  of 
Fig.  307  illustrates  three  resonance  curves  showing  the  effect  on  the 

radiated  wave  by  progressive  reduc¬ 
tion  of  the  coupling  at  the  oscilla¬ 
tion  transformer.  Refer  to  the 
transmitter  circuit  in  Fig.  3056.  The 
oscillating  current  in  the  primary 
sets  up  a  changing  magnetic  field 
which  threads  the  secondary  turns, 
inducing  an  oscillating  current 
therein.  The  induced  current  in 
turn  sets  up  its  own  independent 
magnetic  field,  transferring  energy 
back  to  the  primary  circuit — the  one 
which  furnished  the  original  power. 
This  retransfer  of  energy  decreases 
the  available  energy  for  radiation, 
and  lowers  the  efficiency  of  the 
,  transmitter.  The  damping  of  the 

.  iw«,  OAK  oscillating  currents  is  increased  by  a 

condition  of  excessive  coupling.  This 
is  shown  by  curve  a,  Fig.  307.  The 
circuit  is  radiating  at  two  principal  wavelengths,  neither  of  which  is  the 
natural  or  resonant  wavelength  of  the  circuit. 

If  a  receiving  circuit  is  sharply  tuned,  let  us  say,  to  600  meters,  it 
would  be  practically  unresponsive  to  the  energy  radiated  at  630  and 
570  meters  as  indicated  by  curve  a,  thus  decreasing  the  efficiency  of  the 
transmission.  The  difference  between  the  two  principal  radiated  waves 
becomes  greater  as  the  coupling  is  increased.  If  the  primary  and  sec¬ 
ondary  coils  are  very  closely  coupled,  the  two  peaks  at  570  and  630 
meters  will  merge  into  one  and  the  radiated  energy  will  spread  out 
strongly  through  this  range,  causing  excessive  interference  with  other 
stations.  The  reason  for  this  condition  is  that  the  mutual  inductance 
between  the  two  circuits  becomes  greater  when  the  circuits  are  closely 
coupled.  The  mutual  inductance  at  one  moment  is  added,  and  the 
next  moment  opposed  to  the  self  inductance  of  the  circuit,  as  has  been 
explained  in  detail  in  the  section  on  “  Mutual  Inductance.” 


a  coupling  condenser.  Refer  to  Fig,  265 
showing  capacitively  coupled  circuit. 
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f  Greater  than  Critical 
(Coupling  too  Close) 


---Critical  Coupling 


Loose  Coupling.  By  progressively  reducing  the  coupling  by  increas¬ 
ing  the  distance  between  the  primary  and  secondary  coils  in  Fig. 
3066,  conditions  result  which  are  shown  in  curve  6  of  Fig.  307.  This 
curve  indicates  that  much  of  the  transmitted  energy  is  confined  to  prac¬ 
tically  a  single 
frequency  of  os¬ 
cillation.  In  this 
case  the  mutual 
inductance  b  e  - 
tween  the  cir¬ 
cuits  is  only  suf¬ 
ficient  to  secure 
maximum  trans¬ 
fer  of  energy  and 
permit  the  open 
antenna  circuit 
to  oscillate  at  its 
natural  resonant 
wavelength . 

This  curve  shows 
an  ideal  condi¬ 
tion,  because  there  is  minimum  power  expended  in  radiating  energy  at 
wavelengths  other  than  those  desired  for  signaling  purposes. 

When  the  coupling  between  primary  and  secondary  is  extremely 
loose  the  transfer  of  energy  from  the  closed  circuit  to  the  open  circuit 
becomes  insufficient  to  secure  proper  radiation,  as  shown  by  curve  c 
in  Fig.  307. 

The  points  brought  out  indicate  that  the  problem  of  coupling  is  to 
secure  a  maximum  transfer  of  energy  to  the  open  radiating  circuit,  and 
at  the  same  time  arrange  the  mutual  inductance  between  the  circuits  so 
that  radiation  will  not  take  place  to  any  marked  degree  at  waves  other 
than  the  resonant  wave  assigned  to  carry  on  communication.  These 
principles  pertaining  to  coupling  are  applicable  to  any  two  associated 
r.f.  circuits  in  receivers  as  well  as  transmitters. 
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Fig.  307. — Resonance  curves  showing  the  effect  of  changes  in 
coupling  between  oscillatory  circuits. 
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COMMERCIAL  BROADCAST  AND  TELEGRAPH 
TRANSMITTERS 1 

Introduction. — The  vacuum  tube  transmitter  is  divided  into  two 
general  classes,  “  low  power  ”  and  “  high  power.”  While  there  is  no 
line  of  demarkation  between  the  two  classes,  yet  it  seems  proper  to 
place  all  transmitters  having  outputs  greater  than  5  kilowatts  in  the 
high  power  class  because  they  employ  watercooled  tubes  and  obtain 
the  direct  current  plate  supply  from  high  voltage  rectifiers.  The  trans¬ 
mitters  rated  below  5  kilowatts  utilize  the  ordinary  type  of  air-cooled 
power  tube. 

The  various  elements  that  go  to  make  up  a  complete  commercial 
telegraph  transmitter  or  broadcast  transmitter  are  treated  in  detail  in 
this  and  the  following  chapter.  The  theories  involved  and  the  func¬ 
tioning  of  each  piece  of  equipment  cannot  always  be  given  in  complete 
form  in  the  descriptive  material,  but  in  most  cases  there  will  be  found 
somewhere  in  this  textbook  an  explanation  of  the  particular  part  in 
question.  It  is  advisable  for  the  reader,  or  student,  to  refer  to  and  use 
the  various  principles  that  are  minutely  explained  in  the  elementary 
section.  In  cases  where  the  student  may  possibly  need  assistance  in 
this  direction  the  necessary  information  is  given. 

The  above  suggestion  is  offered  because  the  modern  vacuum  tube 
transmitter  is  no  longer  a  simple  oscillator  circuit,  feeding  into  the 
antenna  system  to  set  it  into  excitation  and  thus  effect  the  transmission 
of  radio  power.  It  is  made  up  from  many  vacuum  tubes  and  their 
associated  coupled  circuits. 

Any  person  analyzing  the  situation  will  readily  see  that  the  circuits 
are  in  most  cases  divided  into  definite  channels.  For  instance,  several 
audio  amplifying  tubes  are  usually  connected  between  the  microphone 
and  the  modulator.  These  tubes  function  alike  to  step-up  the  audio 
current  variations  to  a  suitable  size  for  introducing  them  into  the  grid 
input  circuit  of  the  modulator.  This  series  of  amplifier  tubes,  with  the 
microphone  circuit,  may  be  called  the  first  or  audio  channel  The  vac¬ 
uum  tubes  thus  used  may  be  called  either  audio  or  speech  amplifiers . 

In  order  to  generate  the  radio  power  of  the  high  frequency  altemat- 

1  Refer  to  Chapter  XXVII. 
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mg  current,  one  vacuum  tube  of  low  power  is  operated  as  an  oscillator 
and  it  is  calibrated  to  work  on  the  frequency  assigned  to  the  transmitter. 
This  tube  is  called  a  master  oscillator .  Or,  the  high  frequency  current 
may  be  generated  in  a  vacuum  tube  circuit  associated  with  a  quartz 
crystal .  The  purpose  of  the  master  oscillator  tube  or  quartz  crystal  is  to 
produce  the  desired  frequency  for  controlling  the  output  of  a  transmitter. 

The  modulator  tube  is  usually  a  large  power  tube  and  hence  requires 
an  oscillator  tube  of  somewhat  similar  proportions  to  operate  in  con¬ 
junction  with  it.  This  is  necessary  to  deliver  in  the  output  circuits  of 
the  power  oscillator  a  modulated  high  frequency  alternating  current ,  carry¬ 
ing  the  voice  or  musical  frequencies  which  are  impressed  upon  the 
microphone. 

The  oscillator,  of  low  power,  is  called  a  master  oscillator,  as  stated 
previously,  because  the  desired  frequency  is  generated  in  its  circuits. 
In  some  equipment  several  amplifier  tubes  in  cascade  are  used  between 
the  master  oscillator  and  the  power  amplifier  in  order  to  raise  the  radio¬ 
frequency  to  the  desired  level  for  introduction  into  the  grid  circuits  of 
the  power  oscillator. 

A  transmitter  employing  a  master  oscillator  may  have  several 
vacuum  tubes  in  the  radio-frequency  channel,  all  functioning  at  the 
same  time  as  amplifiers,  as  follows: 

(1)  Master  oscillator. 

(2)  Intermediate  power  amplifiers. 

(3)  Main  power  amplifiers. 

By  referring  to  the  schematic  diagrams  it  will  be  observed  that 
several  tubes  connected  in  parallel  may  be  employed  in  any  radio  stage 
of  amplification. 

When  a  master  oscillator  or  a  quartz  crystal  control  is  utilized,  a 
cascade  radio-frequency  amplifier  circuit  will  be  required.  These  radio 
amplifiers  are  necessary  in  order  that  the  small  amount  of  power  in  the 
oscillations  generated  by  either  the  master  oscillator  or  the  crystal-con¬ 
trolled  tube  may  be  stepped  up  or  magnified  to  the  voltage  level  needed 
to  feed  into  the  power  amplifier  tube.  These  several  amplifier  stages 
connecting  either  an  oscillator  tube  or  a  quartz  crystal  circuit  to  the 
power  amplifier  are  called  intermediate  radio  amplifiers .  Hence  we  have 
the  radio-frequency  channel  as  a  second  channel. 

The  output  of  a  crystal-controlled  tube  may  be  coupled  to  either 
a  7.5-watt  UX-210  tube,  or,  in  some  transmitters,  to  a  50-watt  tube 
operating  on  very  low  power.  This,  in  turn,  may  be  followed  by  a 
radio-frequency  circuit  using  a  tube  of  similar  size  in  order  to  amplify 
the  output  of  the  preceding  tube.  If  a  50-watt  tube  is  too  small  to  pro- 
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vide  sufficient  grid  excitation  for  the  main  power  amplifier  tubes,  several 
stages  of  intermediate  amplification  may  be  added  to  the  circuit. 


Suppose  it  is  desired  to  raise  the  output  of  the  power  oscillator  tube, 
and  deliver  its  modulated  high  frequency  current  to  the  antenna  sys- 
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tem  with  greatly  increased  power.  It  is  obvious  that  this  can  be 
accomplished  simply  by  utilizing  one  or  more  very  high  power  tubes, 
functioning  as  amplifiers  between  the  output  of  the  oscillator-modulator 
group  and  the  antenna.  These  higher  power  tubes  amplify  the  modu¬ 
lated  output  of  the  oscillator  and  consequently  they  are  known  as  main 
power  amplifiers .  This  group  forms  a  third  channel.  The  power  tubes 
in  some  cases  are  connected  in  push-pull  arrangement. 

While  the  circuits  in  themselves  are  working  under  exacting  require¬ 
ments  and  seem  complicated  they  will  present  a  much  less  puzzling  pic¬ 
ture  to  the  eye  if  we  think  of  the  channels  mentioned  above.  To  remove 
the  apparent  complexities  from  schematic  diagrams  of  tube  trans¬ 
mitters  we  are  including  the  following  section,  which  with  the  helpful 
suggestions  contained  therein,  may  provide  exactly  the  information 
that  the  student  or  reader  may  need  to  make  the  study  of  the  schematic 
diagrams  comparatively  easy. 

The  Four  Essential  Elements  Required  to  Accomplish  the  Trans¬ 
mission  of  Voice  and  Music  by  Radio. — The  fundamental  circuit  dia¬ 
gram  employing  three  tubes  is  illustrated  in  Fig.  308a. 

(1)  An  oscillator  of  high  power  (or  perhaps  one  of  lower  power 

with  its  radio-frequency  current  amplified  through  one  or 
more  stages  of  power  amplification)  is  used  to  supply  the 
high-frequency  continuous  current  necessary  for  propaga¬ 
tion  of  radio  waves  through  space. 

(2)  A  modulator  tube  of  suitable  power  (or  more  than  one  may 

be  employed  by  connecting  their  grids  and  plates  together 
in  a  parallel  arrangement)  so  coupled  to  the  oscillator  that 
both  plate  circuits  are  energized  from  the  same  d-c.  source, 
with  the  supply  carried  through  a  very  large  reactance 
coil.  The  purpose  of  the  modulator  is  to  regulate,  by  its 
plate  current  changes,  the  amount  of  direct  current  flow¬ 
ing  to  the  oscillator  plate.  This  will  cause  audio-frequency 
variations  of  the  amplitudes  of  the  high  frequency  oscilla¬ 
tions  generated  in  the  oscillator  circuit. 

(3)  An  iron  core  plate  reactor  having  an  infinite  amount  of  induc¬ 

tance  for  frequencies  within  the  audio  range  is  required. 
The  reactor  is  called  the  modulation  plate  reactor. 

(4)  A  microphone  and  the  circuits  associated  therewith  convert 

the  sound  waves  impinged  on  the  microphone  diaphragm 
into  a  current  varying  as  do  the  voice  frequencies.  The 
modulator  grid  input  circuit  is  connected  through  one  or 
more  audio  stages  of  amplification  to  the  microphone  cir- 
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cuit.  In  this  way  the  modulator  grid  is  excited  by  voltages 
varying  exactly  in  accordance  with  the  voice  frequency 
currents  in  the  microphone  circuit. 

It  is  the  duty  of  the  supervising  operator  or  monitor  to  smooth  off 
any  peaks  which  rise  to  excessive  values,  for  they  might  impair  the 
quality  of  the  reproduction,  that  is,  cause  distortion. 

An  oscilloscope,  shown  in  Fig.  321,  uses  an  incandescent  lamp  as  a 
light  source  and  a  vibrator,  and  is  employed  for  checking  the  percentage 
of  modulation.  A  monitoring  pick-up  inductance  is  loosely  coupled  to 
the  antenna  system  and  the  small  amount  of  energy  induced  in  this  coil 
feeds  into  the  oscilloscope.  Thia  arrangement  gives  a  true  indication 
of  the  characteristics  of  the  modulated  signal  that  is  being  radiated. 
The  circuits  for  this  apparatus  are  shown  in  the  circuit  drawing  of 
Fig.  319. 

A  high  percentage  of  n\oduIation  or  a  large  audio-frequency  change 
in  the  carrier  wave  amplitudes  is  needed  to  raise  the  speech  or  music 
received  far  above  a  static  background  or  other  interference. 

More  detailed  explanations  are  given  in  following  paragraphs  regard¬ 
ing  this  important  relation  between  the  modulator  and  oscillator. 

The  essential  circuits  which  we  have  just  described  are  arranged  in 
a  simplified  form  as  shown  in  the  fundamental  diagram  of  a  radiophone 
transmitter  in  Fig.  308a.  This  subject  may  be  best  presented  accord¬ 
ing  to  the  following  outline. 

(1)  Master  oscillator  or  crystal-controlled  oscillator  circuit. 

(2)  Microphone  transmitter. 

(3)  Combined  oscillator  and  modulator. 

(4)  Power  amplifier  tubes. 

(5)  Methods  of  coupling. 

(6)  Circuit  elements,  inductances  and  condensers. 

(7)  Antenna  systems. 

(8)  Popular  description. 

(9)  General  features. 

(1)  The  Heart  of  the  Transmitter. — The  logical  beginning  of  this 
subject  is  with  either  the  quartz  crystal-controlled  circuit,  or  the  master 
oscillator  tube  circuit.  These  devices  supply  the  initial  oscillatory 
current  of  the  proper  frequency. 

Through  the  radio  channel  of  amplifiers,  referred  to  in  previous 
paragraphs,  the  output  of  either  of  the  continuous  alternating  current 
generators  is  raised  to  the  desired  level  to  excite  the  power  tubes.  By 
the  use  of  either  system  of  frequency  control,  the  frequency  of  the  trans- 
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mitter  is  maintained  practically  constant.  The  crystal-control  method 
especially  maintains  a  very  high  degree  of  constancy  of  the  high  fre¬ 
quency  wave. 

One  or  more  crystals  may  be  mounted  in  a  heat  shielded  compart¬ 
ment  with  the  temperature  maintained  by  thermostatic  controls  at  a 
constant  value,  usually  45°  C.  When  provision  is  made  for  mounting 
several  crystals,  a  switch  on  the  panel  will  allow  any  one  of  the  crystals 
to  be  easily  selected.  In  certain  transmitters  a  standard  UX-210  tube 
is  arranged  either  to  amplify  the  output  of  a  preceding  stage  in  the  case 
of  crystal-control,  or  to  function  as  a  self-excited  master  oscillator  when 
crystal-control  is  not  desired.  The  changeover  from  crystal  to  master 
oscillator  operation  or  vice  versa  is  accomplished  by  means  of  a  double¬ 
pole,  double-throw  switch. 

The  Quartz  Crystal. — The  quartz  crystal  is  cut  from  a  solid  piece  of 


Fig.  3086. — Fundamental  crystal-controlled  oscillator  circuit.  The  quartz  crystal 
is  shown  mounted  in  this  manner  merely  for  the  purpose  of  demonstrating  the 
principle  upon  which  it  operates. 


quartz.  A  slice  or  plate  of  the  proper  thickness  is  cut  from  the  slab  of 
quartz  and  is  then  ground  to  the  specified  thickness  in  order  to  give  it 
a  definite  period  of  oscillation.  The  quartz  plate  is  cut  from  the  slab 
in  a  manner  to  make  its  electrical  axis  at  right  angles  to  the  optical  axis. 
After  grinding  and  polishing  the  flat  surfaces  by  the  lapping  method , 
absolute  parallelism  between  them  is  obtained.  This  is  necessary  to 
insure  the  accuracy  and  stability  of  the  crystal's  oscillating  characteris¬ 
tics.  The  thin  piece  of  quartz  is  mounted  between  two  metal  plates  and 
is  then  connected  by  one  of  several  methods,  let  us  say,  to  a  small  tube 
such  as  the  201-A  or  to  a  7.5-watt  tube  (UX-210)  with  its  associated 
oscillatory  circuit  formed  of  inductance  and  capacity.  The  vacuum 
tube  furnishes  the  driving  power. 

The  crystal  may  be  mounted  between  two  metal  plates  as  in  the 
Fig.  3086  diagram,  but,  due  to  its  mechanical  vibrations  when  oscillat¬ 
ing,  the  upper  plate  must  rest  only  lightly  upon  the  crystal  surface. 
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After  supplying  power  to  the  vacuum  tube,  from  an  “  A”  and  “  B  ”  bat¬ 
tery  and  the  correct  u  C  ”  bias  to  the  grid,  then  by  rotating  the  variable 
condenser  in  the  oscillatory  circuit  connected  to  the  plate,  or  by  making 
other  changes  in  circuit  conditions,  a  point  will  be  found  where  the 
crystal  begins  vibrating,  thus  setting  up  continuous  r.f.  oscillations  at 
its  natural  mechanical  vibration  period. 

Notice  that  the  crystal  is  connected  between  grid  and  filament. 
Also  the  high  frequency  currents  passing  through  plate  coil  P  will  induce 
oscillations  in  S ,  as  the  latter  coil  is  part  of  the  tuned  grid  circuit  of  the 
following  amplifier  tube. 

The  quartz  crystal  is  very  likely  to  crack  or  shatter  if  a  large  current 
is  carried  by  the  tube,  therefore  the  low  power  output  of  the  crystal- 
controlled  tube  must  be  amplified  in  order  to  excite  the  high  power 
amplifier  tubes  which  follow  this  circuit. 

The  first  stage  amplifier  may  be  adjusted  to  the  fundamental,  or 
one  of  the  harmonics  generated  in  the  circuits  of  the  crystal-controlled 
oscillator.  It  is  to  be  recalled  that  all  oscillating  tube  circuits  produce 
not  only  a  fundamental,  but  several  harmonics.  This  phenomenon 
allows  thicker  crystals  to  be  manufactured,  thus  minimizing  their  ten¬ 
dency  to  shatter  under  a  strain.  If,  however,  one  of  the  power  ampli¬ 
fier  tubes  should  break  into  oscillations  of  its  own  accord,  its  energy 
would  work  back  through  the  circuits,  causing  the  crystal  to  crack. 

When  the  crystal  is  in  a  vibratory  condition,  some  portions  of  the  flat 
surface  are  believed  to  undergo  an  upward  movement,  while  other  portions 
at  the  moment  are  moving  in  a  downward  direction,  thus  creating  on  the 
surface  numerous  infinitesimally  small  peaks  and  depressions.  The 
crystal  when  vibrating  may  have  a  longitudinal  distortion  or  movement. 

This  physical  motion  or  flexing  of  the  material  requires  that  the 
crystal  be  held  loosely  between  the  two  metal  conducting  plates.  There 
are  other  possible  circuit  arrangements  than  the  one  shown  herewith. 
The  actual  manner  in  which  a  crystal  is  connected  to  a  vacuum  tube 
circuit  is  illustrated  in  the  schematic  diagram,  Fig.  309,  of  the  1-kw. 
high-frequency  transmitter.  This  phenomenon  and  other  facts  are 
explained  in  more  detail  in  the  “  short  wave  ”  section. 

This  property  of  a  vibrating  quartz  crystal  in  building  up  an  electric 
charge  between  its  plates  is  called  'piezoelectric .  When  the  frequency 
of  the  power  amplifiers  of  a  transmitter  is  adjusted  with  a  quartz  crys¬ 
tal,  the  transmitter  is  said  to  be  piezoelectricaUy  controlled . 

(2)  Microphone. — The  microphone  is  one  of  the  most  important 
units  of  a  broadcast  station,  since  it  is  required  to  transform  faithfully 
the  voices  of  persons  speaking  or  singing,  or  musical  renditions,  into  a 
modulated  current  whose  wave  form  is  carried  through  the  balance  of 
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the  equipment.  The  microphone  or  pick-up  device  is  divided  into  the 
following  general  classes: 

(1)  Carbon  transmitters. 

(2)  Condenser  transmitters. 

(3)  Magnetic  transmitters. 

The  carbon  and  magnetic  microphones  are  known  as  single-  and 
double-button  microphones.  The  carbon  type  is  described  in  detail  in 
the  following  paragraphs.  The  magnetic  type  is  often  used  when  indi¬ 
vidual  control  of  certain  instruments  is  desired,  as,  for  example,  in  the 
case  of  transmitting  piano  music.  The  sounding  board  vibrations  are 
transmitted  to  a  rotatable  coil  which  is  mounted  in  a  strong  magnetic 
field.  The  changing  flux  induces  potentials  in  the  coil  which  are 
impressed  between  grid  and  filament  of  the  first  amplifier  tube. 


Fig.  310. — A  simplified  diagram  of  a  microphone  circuit  coupled  to  a  stage  of  audio¬ 
frequency  amplification. 

The  condenser  microphone  operates  by  minute  variations  in  capacity 
with  a  potential  of  approximately  200  volts  between  plates  in  one  type. 
Its  output  feeds  into  a  complete  stage  of  amplification,  employing  a 
small  receiving  tube,  this  tube  being  mounted  with  its  output  coupling 
transformer  in  the  same  container  with  the  microphone,  the  circuit 
arrangement  being  shown  in  Fig.  319. 

Carbon  Transmitter. — When  sound  vibrations  are  translated  into 
electrical  movements,  the  currents  of  electricity  are  made  to  carry  the 
inflections  of  the  human  voice,  or  the  emanations  from  musical  instru¬ 
ments.  The  method  whereby  sound  vibrations  will  be  registered  and 
have  the  effect  of  producing  currents  that  follow  in  sympathy  with  the 
same  changes  is  called  modulation. 

Figure  310  shows  the  manner  in  which  a  single-button  microphone  is 
connected  to  a  battery  and  to  the  primary  of  a  special  input  iron  core 
transformer.  One  type  of  microphone  is  shown  in  the  photograph, 
Fig.  311. 
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A  cross-sectional  view  of  a  telephone  transmitter  which  functions  on 
exactly  the  same  principles  as  a  broadcast  transmitter  (microphone)  is 
shown  in  Fig.  312.  It  contains  a 
small  cup  of  carbon  granules  C, 
which  are  free  to  move,  and  through 
which  current  will  pass  from  the 
battery.  An  inner  compression  disk  Fj.  fiRi 

M  is  enclosed  in  the  cup  resting 
against  and  making  contact  with  Eifl 

the  granules,  also  exerting  a  me-  Jp 

chanical  pressure  against  them.  The 

purpose  of  the  disk  M  is  vary 

the  electrical  resistance  of  the  gran- 

ules  by  slight  changes  in  mechanical 

pressure  when  sound  waves  are  im-  ^ i 

pinged  upon  the  surface  of  the 


outer  diaphragm  D 
phragm  is  constructed  of  thin  me¬ 
tallic  material  about  .002  in.  thick  - 

and  is  tightly  stretched  and  clamped  Fig.  311 
between  two  rings.  In  one  type  of 
transmitter  the  diaphragm  is  made  of  duralumin.  Only  a  small 
motion  of  the  diaphragm,  as  set  up  by  the  sound  waves,  is  required  to 

provide  a  varying  current  which  possesses 
Up — the  true  characteristics  of  the  sound- 

The  diaphragm  should 


Double-button  microphone. 


pressure  wave 

be  so  constructed  (dampened)  as  to  be 
incapable  of  vibrating  at  any  mechanical 
or  independent  frequency,  otherwise  cer¬ 
tain  frequencies  would  be  made  more 
responsive  than  others  and,  of  conse¬ 
quence,  the  reproduction  would  be  dis¬ 
torted.  The  vibrations  of  the  thin  outer 
diaphragm  D  are  transmitted  to  the 
compression  disk  M ,  as  can  readily  be 
seen  when  examining  the  cross-sectional 
view  of  the  microphone  construction  in 
the  diagram. 

The  carbon  granules  are  either  firmly 
or  closely  packed  or  loosened  by  the 
ever-changing  compression  of  the  disk  due  to  the  condensation  and 
rarefaction  of  the  sound  waves  directed  toward  the  mouthpiece. 


Fig.  312. — Cross-sectional  view  of 
a  carbon  button  type  transmitter, 
usually  referred  to  as  a  micro¬ 
phone. 
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Direct  current  flows  through  the  granules  from  the  battery  by  means 
of  the  two  wires  connected  to  disks  M  and  N,  and  thence  through  the 
transformer  as  shown  in  Fig.  310. 

When  a  sound  wave  strikes  diaphragm  D,  Fig.  312,  the  movement 
of  disk  M  changes  its  pressure  on  the  granules,  either  packing  them 
close  together  or  allowing  them  more  freedom.  This  disturbance  of 
their  normal  arrangement  or  positions  permits  a  greater  or  less  current 
flow  because  of  the  change  in  resistance.  For  example,  when  the  gran¬ 
ules  rest  against  one  another  quite  closely,  they  offer  less  resistance  to 
current  passing  through  them;  and  conversely,  when  more  loosely 
packed,  their  resistance  is  increased  and  less  current  will  pass  through 
them.  The  process  is  one  of  allowing  more  or  less  current  flow  through 
the  carbon  cup  by  varying  the  normal  pressure  of  the  disk  against  the 
granules.  Consequently  the  current  passing  through  the  primary  of 
the  transformer  will  also  change,  since  this  winding  and  the  microphone 
are  connected  in  series.  The  magnetic  flux  permeating  the  iron  core 
will  vary  in  magnitude  according  to  the  current  changes  and  induce  a 
fluctuating  electromotive  force  in  the  secondary. 

Hence,  the  secondary  carries  a  fluctuating  current  which  varies  at 
audio-frequency,  repeating  the  wave  form  and  frequency  of  the  sound 
waves  acting  on  the  diaphragm.  Observe  in  Fig.  310  that  the  second¬ 
ary  is  connected  between  grid  and  filament  of  the  first-stage  amplifier 
tube.  It  is  in  this  way  that  the  grid  is  excited.  The  result  is  a  varia¬ 
tion  in  the  strength  of  the  tube’s  plate  current,  which  variation  is  a 
reproduction  of  the  wave  form  of  the  speech  frequency  current  in  the 
microphone  circuit.  One  or  more  stages  of  audio  amplification  follow 
this  stage  in  order  to  increase  the  signal  voltages  to  a  value  suitable  for 
introducing  them  directly  into  the  grid  circuit  of  the  modulator.  These 
amplifying  circuits  are  explained  in  detail  in  other  parts  of  this  chapter. 

The  carbon  cup  is  usually  called  the  button.  A  single-button  and 
a  two-button  microphone  are  shown  connected  to  an  audio  transformer 
and  amplifier  tube  in  Figs.  310  and  313  respectively.  The  carbon  type 
microphone  used  in  certain  broadcasting  equipment  receives  its  power 
from  a  12-volt  storage  battery.  The  resistance  of  the  carbon  button 
together  with  the  speech  transformer  winding  is  calculated  to  pass 
25  milliamperes  of  direct  current,  this  particular  value  having  been 
found  to  give  the  microphone  circuit  the  most  satisfactory  speech  fre¬ 
quency  characteristics.  Whenever  the  microphone  is  in  active  use  for 
any  appreciable  time  it  should  be  shaken  in  order  to  loosen  the  carbon 
granules  which  may  have  become  packed,  due  to  the  constant  flow  of 
current  through  them.  The  microphone  current  can  be  regulated  to  a 
strength  approximating  12  to  15  milliamperes  for  certain  types  of  service. 
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A  variable  resistance  called  a  monitoring  potentiometer  is  used  to 
control  the  intensity  of  the  audio-frequencies  received  from  the  micro¬ 
phone  circuit.  This  is  sometimes  referred  to  as  volume  control.  The 
control  of  this  energy  in  a  broadcast  station  is  assigned  to  an  operator 
who  is  known  as  a  monitor .  His  duty  is  to  prevent  excessive  sound 
vibrations  impinged  on  the  surface  of  the  diaphragm  from  causing 
abnormal  current  changes  in  the  transformer,  which  not  only  would 
distort  the  reproduction,  but  would  give  the  effect  of  an  uneven  change 
in  tone  volume,  and  sometimes  a  blasting  effect.  The  monitor  follows 
the  current  variations,  or  the  depth  of  the  modulation  by  the  deflections 

To  3rd  Stage 


Fig.  313. — A  circuit  arrangement  showing  a  double-button  microphone  operating  in 
conjunction  with  two  stages  of  audio-frequency  amplification.  The  tone  level  of  the 
output  of  the  microphone  circuit  is  controlled  by  the  monitoring  potentiometer  (also 
called  volume  control).  The  switch  shown  permits  either  a  remote  microphone  or 
the  station  microphone  to  be  used. 

of  a  needle  across  the  scale  of  a  very  sensitive  meter  connected  to  the 
circuit. 

The  action  of  the  two-button  microphone  is  as  follows:  The  carbon 
granules  in  the  buttons  press  against  either  side  of  the  diaphragm,  which 
has  gold-plated  areas.  The  potential  across  the  buttons  is  carefully 
regulated  for  proper  operation,  so  that  the  output  current  of  the  micro¬ 
phone  will  resemble  as  closely  as  possible  the  wave  form  of  the  original 
sounds.  A  special  split  transformer  is  required  with  the  two-button 
microphone  and  reference  to  the  diagram,  Fig.  313,  shows  that  the  cur¬ 
rent  furnished  by  the  battery  flows  through  either  half  of  the  trans¬ 
former  primary  in  opposite  directions.  When  the  diaphragm  moves 
the  pressure  against  one  set  of  granules  is  increased  while  the  other  is 
decreased.  This  differential  action  (sometimes  called  push-pull)  sets 
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up  a  changing  flux  in  the  iron  core  of  the  transformer,  which  induces 
an  a-c.  voltage  in  the  secondary.  By  this  arrangement  the  secondary 
voltage  reaches  a  value  considerably  greater  than  would  be  possible 
if  only  one  carbon  button  were  employed. 

The  oscillograms  in  Fig.  314  clearly  show  the  complex  wave  pro¬ 
duced  by  speech  and  the  simpler  forms  produced  by  certain  musical 
instruments  when  converted  into  electrical  impulses. 

(3)  The  Purpose  of  the  Combined  Oscillator  and  Modulator. — The 
chapter  on  “  Vacuum  Tubes  ”  explains  how  the  plate  current  will  vary 


Complex  Waves  Produced  by  Speech 


This  Wave  Corresponds  “A”  as  in  Tar 

to  a  Time  Interval  of 
about  i/i5of  a  Second 


Simpler  Waves  Produced  by  Musical  Instruments 


Violin  Clarinet 

Fig.  314. — Oscillograms  of  complex  and  simple  wave  forms. 


in  a  proportional  manner  when  the  plate  voltage  is  either  increased  or 
decreased.  When  the  plate  potential  is  held  at  some  constant  value 
and  the  grid  potential  is  then  varied,  the  grid  will  become  the  control¬ 
ling  member  and  cause  the  plate  current  to  change.  Thus  the  plate 
current  can  be  varied  by  either  of  two  methods,  by  plate  voltage,  or 
by  grid  voltage  changes. 

(a)  Suppose  that  a  vacuum  tube  of  high  power  (the  oscillator)  is 
generating  radio-frequency  oscillations.  The  oscillator  tube  circuits 
will  then  deliver  this  high  frequency  current  of  constant  amplitude  and 


%<■—  -Voice  Frequency  ("Modulation”  Frequency) 
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frequency,  and  of  enormous  strength,  to  any  neighboring  oscillatory  cir¬ 
cuit  with  which  it  may  be  coupled,  for  example,  to  an  antenna  system. 
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Again,  suppose  that  we  place  a  coil  S  in  the  plate  circuit  of  the  oscil¬ 
lator  and  inductively  couple  another  coil  P  to  it  as  shown  in  Fig.  315. 
Coils  P  and  S  actually  constitute  an  audio-frequency  transformer.  Let 
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us  say,  for  illustration,  that  coil  P  is  carrying  a  speech  frequency  cur¬ 
rent  supplied  to  it  from  a  microphone.  It  is  to  be  expected  that  the 
magnetism  fluctuating  in  the  iron  core,  set  up  by  the  current  in  coil  P, 
will  induce  an  alternating  voltage  m  plate  coil  S  of  a  similar  frequency, 
having  the  same  wave  form,  or  characteristics. 

In  that  case  the  induced  alternating  voltage  shown  by  arrows  A  and 
B  will-either  attempt  to  add  to  or  subtract  from  the  voltage  already  on 
the  plate  which  is  supplied  from  the  d-c.  source,  for  instance,  the  plate 
battery.  It  can  easily  be  imagined  that  it  will  require  a  rather  high 
induced  voltage  to  effect  any  sort  of  control  in  varying  the  plate  cur- 


Fig.  316. — A  fundamental  diagram  of  a  broadcast  transmitter  employing  the  con¬ 
stant  current  system  (Heising  method)  of  modulation.  A  Colpitts  type  oscillator  is 
used  and  the  tank  circuit  or  oscillatory  circuit  is  inductively  coupled  to  the  antenna. 

rent  from  the  limits  to  which  it  is  normally  producing  oscillations  hav¬ 
ing  high  peaks,  or  large  amplitudes  of  power.  In  fact,  such  an  arrange¬ 
ment  is  impracticable  with  large  power  tubes. 

The  question  might  be  asked:  Why  not  check,  or  alter,  or  limit  the 
amount  of  current  supplied  to  the  plate  in  the  first  place  snd  not  attempt 
to  force  the  control  of  the  plate  current  change  from  some  external  cir¬ 
cuit  through  a  coil  inductively  coupled  to  the  plate,  as  suggested? 

The  curves  in  Fig.  315  show  how  the  amplitudes  of  the  oscillator  cur¬ 
rent  would  be  modulated  by  this  action  if  this  arrangement  were  successful. 
(b)  This  problem  was  met  in  the  circuits  invented  by  Heising  from 
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his  belief  that  it  would  be  possible  to  control  the  amount  of  the  direct 
current  flowing  to  the  oscillator  plate  by  regulating  the  current  flow 
within  the  circuits  themselves.  The  fundamental  circuit  formed  con¬ 
sisted  of  two  tubes,  one  an  oscillator  tube  and  the  other  a  modulator 
tube,  with  both  their  plates  connected  together  in  order  that  the  ener¬ 
gizing  direct  current  normally  supplied  to  the  plates  would  flow  through 
the  same  channel  or  supply  lead  running  from  the  positive  side  of  the 
d-c.  generator  or  battery  as  shown  in  Fig.  316. 

(c)  Then  matters  were  arranged  so  that  the  direct  current  supply 
was  maintained  at  a  constant  or  steady  value.  This  was  accomplished 
by  inserting  an  iron  core  choke  coil,  or  reactor,  in  series  with  the  positive 
supply  lead.  The  controlling  action  is  based  upon  the  fact  that  a  coil 
of  high  impedance  will  oppose  any  change  in  current  passing  through  it 
within  certain  frequency  limits. 

It  was  then  found  to  be  a  comparatively  easy  matter  to  reduce  the 
current  flowing  to  the  oscillator  plate  by  making  the  other  tube  (the 
modulator  tube)  draw  more  current.  Conversely,  if  the  modulator  tube 
is  made  to  pass  less  current  in  its  plate  circuit,  the  oscillator  plate 
circuit  is  forced  to  take  more  current. 

In  other  words,  the  supply  from  the  d-c.  generator  or  battery  is 
maintained  at  a  steady  value  by  the  modulation  plate  reactor.  The 
operation  of  the  two  tubes  is  explained  by  the  following  process:  If  one 
tube  draws  more  plate  current  by  a  certain  amount,  the  plate  current 
flowing  through  the  other  tube  must  decrease  by  the  same  amount,  or 
vice  versa.  The  current  flowing  through  both  plate  circuits  varies 
inversely  whenever  the  current  is  forced  to  undergo  a  change  in  the 
modulator  plate  circuit. 

(d)  The  problem  at  hand  is  to  cause  the  modulator  plate  current  to 
change.  This,  we  know,  can  be  controlled  (by  the  remarkable  control 
the  grid  electrode  exercises  over  the  plate  current  in  any  tube  function) 
by  setting  up  a  circuit  carrying  a  changing  current  and  then  coupling 
this  circuit  to  the  modulator  grid  in  order  that  the  modulator  grid  may 
receive  a  varying  potential.  It  is  plainly  seen  that  the  changing  of  the 
modulator  grid  potential  in  this  way  solves  the  problem  of  forcing  the 
modulator  plate  current  to  vary.  The  ultimate  purpose  of  this  whole 
plan  is  now  fulfilled,  for  the  fact  remains  that  any  voltage  change  on  a 
modulator  grid  will  cause  its  plate  current  to  change  by  large  amounts. 
(The  modulator  is  worked  with  an  amplifier  characteristic.  See  the 
“  Amplifier  ”  section.)  For  any  increase  or  decrease  of  plate  current 
values  through  the  modulator,  the  oscillator  plate  current  will  undergo 
a  similar  change  in  strength,  but  in  the  reverse  ratio  as  just  stated. 

The  oscillator  plate  current  will  vary  in  accordance  with  any  voltage 
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changes  applied  to  the  modulator  grid.  The  form  or  shape  of  the 
voltage  changes  on  the  modulator  grid  will  be  registered  in  the  rise  and 
fall  values  of  the  oscillator  plate  current. 

(e)  Meanwhile  the  oscillator  is  generating  radio-frequency  oscilla¬ 
tions.  It  is  this  particular  point  which  should  now  be  brought  out. 
The  amplitudes  of  the  generated  oscillations  will  be  made  stronger  or 
weaker  throughout  the  different  moments  during  operation,  as  will  be 
determined  by  the  amount  of  plate  current  the  modulator  is  drawing  at 
any  instant. 

Therefore,  the  amplitude  peaks  of  the  oscillator's  wave  form  conform 
to  the  input  voltages  impressed  upon  the  modulator  grid. 

if)  The  last  requirement  is  to  connect  a  suitable  microphone  circuit 
to  the  modulator  grid  circuits  so  that  the  sound  impressions  on  the 
microphone  diaphragm  will  provide  the  necessary  modulator  grid  volt¬ 
age  changes  in  order  that  the  oscillator  plate  current  will  rise  and  fall. 
The  rise  and  fall  of  the  oscillator  plate  current  at  an  audio  rate  of 
change  of  course  means  that  thousands  of  high  frequency  generated 
oscillations  will  be  carrying  the  audio  variations.  This  is  how  the  audio 
change  is  superimposed  upon  the  high  frequency  oscillator  current. 
(Refer  to  the  curve  in  Fig.  315.)  The  system  is  known  as  the  constant- 
current  system,  because  the  direct  current  supplied  to  the  plates  of  both 
tubes  flows  through  the  large  impedance  coil  or  modulator  plate  reactor 
which  keeps  the  supply  constant.  The  action  between  the  two  tubes 
is  somewhat  of  a  reciprocating  nature.  If  one  tube  passes  more  current 
than  the  other,  the  current  in  the  second  tube  is  lowered  by  a  propor¬ 
tional  amount,  and  so  on. 

Explanation  of  Principles  Involved  in  Constant-Current  Heising 
System  of  Voice  Transmission. — The  fundamental  action  of  the  modu¬ 
lator  and  oscillator  rests  upon  the  choke  coil  (the  modulator  plate 
reactor)  which  is  connected  in  the  common  high  voltage  plate  supply 
lead,  as  shown  in  Fig.  316  and  also  in  view  A  of  Fig.  317. 

Let  us  see  what  such  a  choke  coil  or  reactor  will  do  when  inserted  in 
a  direct  current  circuit.  The  reactor,  due  to  its  heavy  iron  core  and 
many  turns  of  wire,  will  build  up  a  large  magnetic  flux,  and  if,  for  any 
reason,  the  steady  current  passing  through  it  attempts  either  to  increase 
or  decrease  in  strength,  the  lines  of  force  thus  existing  about  the  coil, 
or  rather  permeating  the  iron  core,  will  prevent  such  changes.  This,  of 
course,  means  that  the  coil  will  have  an  infinite  amount  of  inductance 
for  audio-frequency  current  changes.  The  current  through  the  choke 
will  remain  practically  unchanged  and  the  supply  to  the  modulator  and 
oscillator  plate  circuits  (which  are  connected  in  parallel  in  the  manner 
illustrated)  will  be  almost  a  constant  current. 
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The  steady  current  through  the  reactor  must  flow  to  the  plates  of 
both  tubes,  because  the  plate  circuits  are  in  a  parallel  arrangement  as 
just  stated.  Whenever  a  direct  current  of  constant  value  flows  to  a 
parallel  circuit  consisting  of  two  branches  or  members,  the  current  will 
divide  itself  equally  between  them,  providing  both  branches,  or  tubes 
in  this  case,  are  of  equal  resistance.  Each  branch  normally  draws  the 
same  amount  of  current. 

We  have  assumed  that  the  two  branches  have  similar  resistance 

Modulation 


Fig.  317. — A  simplified  diagram  of  the  Heising  system  of  modulation.  Drawings 
( B )  and  (C)  show  a  variable  resistance  substituted  for  the  modulator  tube  to  explain 
the  principle  of  how  variations  in  the  modulator  plate  circuit  effect  the  current 
drawn  by  the  oscillator  plate  circuit. 

values,  that  both  pass  the  same  amount  of  current,  and,  also,  that  the 
total  current  which  is  divided  between  them  is  always  a  fixed  quantity. 
To  illustrate  this  action  clearly,  views  B  and  C,  Fig.  317,  show  how  the 
modulator  tube  in  view  A  may  be  compared  to  a  variable  resistance. 
The  following  arbitrary  values  are  selected  as  practical  examples  in 
order  to  explain  the  action.  The  constant  d-c.  supply  through  the 
choke,  let  us  say,  is  100  milliamperes.  This  amount  of  current  is  divided 
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equally  between  the  two  branches  (the  plate  circuits  of  the  two  tubes), 
hence  only  50  m.a.  will  be  drawn  by  either  branch.  Suppose,  then,  the 
resistance  of  one  of  the  branches  marked  R,  in  view  B,  is  altered,  and, 
let  us  say,  is  increased  to  the  extent  that  the  current  in  that  branch  is 
lowered  from  50  m.a.  to  30  m.a.  There  is  only  one  conclusion:  the  other 
branch  will  be  forced  to  take  an  increase  of  20  m.a.  because  the  supply 
through  the  choke  does  not  change.  The  current  in  the  second  branch 
(the  oscillator  tube)  will  increase  from  50  m.a.  to  70  m.a.  and  the  total 
between  the  two  branches  remains  unchanged  at  100  m.a.  The  current 
variations  through  the  two  paths  are  inversely  proportional.  Also,  if 
resistance  R  is  decreased  as  in  view  C  and  this  branch  draws  possibly 
80  m.a.  the  balance,  or  20  m.a.,  will  pass  through  the  oscillator. 

In  this  discussion  we  treat  the  plate  circuit  of  the  oscillator  as  one 
resistance  path,  and  the  plate  circuit  of  the  modulator  as  the  other 
resistance  path,  or  R .  Now,  for  any  change  in  the  current  flowing 
through  the  modulator  plate  circuit,  R ,  the  oscillator  current  will  also 
vary,  but  in  an  inverse  ratio.  The  modulator  plate  current  will  vary 
in  strength  gradually  and  continuously  at  any  given  frequency  by 
impressing  a  fluctuating  voltage  upon  its  grid.  We  know  that  the  grid 
has  the  power  to  exercise  such  control  over  the  plate  current. 

The  fluctuating  current  in  the  microphone  circuit  is  utilized  to 
communicate  the  necessary  voltage  changes  upon  the  modulator  grid. 
This  is  usually  accomplished  through  one  or  more  stages  of  audio-fre¬ 
quency  amplification. 

The  principles  of  modulation,  as  set  forth  in  these  paragraphs,  do 
not  form  a  complete  explanation,  because  whenever  a  direct  current 
is  made  to  vary  in  a  circuit  the  d-c.  voltage  in  that  circuit  must  also 
change  in  a  proportional  manner.  If  the  plate  direct  current  to  the 
oscillator  tube  changes,  the  potential  existing  upon  its  plate  also  must 
change.  This  is  a  fundamental  law.  The  current  cannot  increase,  or 
decrease,  without  some  corresponding  change  in  voltage. 

It  should  be  easy  to  understand  how  the  oscillator  plate  voltage 
changes  at  audio-frequency,  while  in  the  meantime  the  oscillator  circuit 
is  generating  high  frequency  oscillations  called  the  carrier  frequency; 
also  how  the  rise  and  fall  values  (the  amplitudes)  of  the  alternations  of 
plate  current  will  be  forced  to  follow  a  similar  change.  How  the 
amplitudes  of  a  carrier  frequency  can  be  forced  to  undergo  changes  is 
illustrated  diagrammatically  in  Fig.  318. 

The  amplitudes  of  the  generated  oscillations  are  moulded  or  modu¬ 
lated  according  to  the  audio  voltage  changes  impressed  on  the  modulator 
grid.  These  audio-frequency  voltage  changes  occur  on  the  oscillator 
plate,  while  at  the  same  time  it  is  producing  a  high  frequency  cur- 


PRINCIPLES  OF  MODULATION 


621 


rent,  practically  proportional  to  the  voltage  applied  to  the  modulator 
grid.  The  wave  forms  of  the  moulded  or  modulated  peaks  of  the  radio 
oscillations  conform  to  the  wave  form  of  the  voice  changes,  as  illustrated 
in  the  curves  of  Fig.  322. 

If  the  resistance  of  one  branch  (the  modulator)  is  variable  and  is 
gradually  changed  so  that  a  constantly  varying  current  passes  through 
it,  it  is  obvious  that  the  current  received  by  the  other  branch  (the  oscil¬ 
lator)  will  vary  inversely.  The  audio  change  in  the  amplitudes  of  the 
generated  oscillations  is  usually  called  the  audio  envelope ,  because  its 
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upon  it 


A  Simple  Oscillation  Circuit  Inductively 
Coupled  to  the  Antenna  with  Provision  made 
to  quickly  change  the  Plate  Voltage,  to  illustrate 
the  Principle  of  how  the  Carrier  Current  can  be 
Modulated  by  Variations  tn  Plate  Voltage 


Showing  the  Generation  of  Continuous  Oscillations 
and  the  Differences  in  Amplitudes  when  Working 
tbe  Oscillator  Tube  at  Different  Plate  Voltages 


Showing  the  Differences  in  the  Amplitudes  of 
the  Varying  Plate  Current  when  the  Plate 
Potential  is  Changed  from  One  Voltage  to 
Another  in  Rapid  Succession 


Fig.  318. — The  curves  above  convey  the  idea  of  how  the  r.f.  oscillations  generated 
in  the  circuits  of  a  vacuum  tube  transmitter  can  be  modulated  by  simply  varying 
the  d-c.  voltage  applied  to  the  plate  of  the  oscillator  tube. 


wave  form  encloses  the  radio  oscillations,  as  will  be  noticed  when  inspect¬ 
ing  the  curves  which  illustrate  this  action. 

Consequently,  the  waves  radiated  by  a  broadcast  transmitter  have 
two  frequency  components.  One  is  that  of  the  generated  alternating 
current,  or  the  radio-frequency  component ,  also  called  the  carrier  fre¬ 
quency.  (See  the  curve  of  a  radiated  wave  in  Fig.  315.)  The  other  is 
that  of  the  modulated  peaks,  or  the  audio-frequency  component . 

The  resistance  analogy  is  used  merely  to  clarify  the  explanation  relat¬ 
ing  to  the  action  of  one  tube  drawing  more  or  less  current,  and  the  other 
tube  being  correspondingly  affected,  as  previously  mentioned. 
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(4)  Power  Amplifier  Tubes. — All  tubes  other  than  oscillators  and 
modulators  operate  either  as  intermediate  amplifiers  in  the  audio  or 
radio-frequency  channels  or  as  main  power  amplifiers. 

(5)  Methods  of  Coupling. — The  different  diagrams  show  that  all  of 
the  methods  of  coupling  and  general  arrangement  of  the  amplifier  stages 
greatly  resemble  the  ordinary  circuits  in  a  receiving  set.  The  kinds  of 
coupling  are:  transformer,  resistance  and  impedance .  Wherever  resist¬ 
ance  or  impedance  coupling  is  utilized,  it  requires  that  a  coupling  con¬ 
denser  must  be  connected  from  the  plate  of  one  tube  to  the  grid  of  the 
following  tube.  It  is  easy  to  locate  the  coupling  condenser  for  a  par¬ 
ticular  stage  by  remembering  this  rule.  The  schematic  diagrams  often 
show  the  coupling  condenser  in  any  convenient  location  on  the  drawing 
without  regard  to  the  location  of  the  tube  with  which  it  is  associated. 

(6)  Circuit  Elements. — The  inductances  and  capacitors  are  much 
larger  in  a  transmitter  than  in  a  receiver  but  they  are  connected  in  the 
same  way  and  function  similarly.  All  high  frequency  wiring  in  the 
transmitter  circuits  is  usually  made  with  copper  tubing. 

(7)  Antenna  Systems. — The  antenna  system  and  coupling  induc¬ 
tances  in  the  large  broadcast  stations  are  usually  situated  several  hun¬ 
dred  feet  from  the  transmitter  proper.  In  the  panel  type  commercial 
broadcast  or  telegraph  transmitters  all  of  the  coupling  inductances  are 
mounted  within  the  frame. 

When  an  antenna  of  the  Hertzian  type  is  located  at  some  distance 
from  the  transmitter,  the  antenna  may  be  energized  by  means  of  two 
wires,  called  the  radio-frequency  feed-lines .  These  lines  are  run  on 
wooden  poles  to  the  coupling  inductance  near  the  antenna.  A  single 
wire  feeder-line  system  may  be  used  instead  of  the  two-wire,  and  for 
particulars  in  reference  to  the  coupling  methods  used  refer  to  the  section 
on  “  Short  Waves.” 

Depth  of  Modulation. — The  amplitudes  of  the  stream  of  continuous 
oscillations  from  the  output  of  the  power  amplifier  tube  are  constantly 
varying  in  strength  as  the  modulator  tube  draws  more  or  less  current. 
This  action  is  dependent  upon  the  modulator  grid  voltages.  It  is  evi¬ 
dent  that  there  are  moments  when  the  modulator  draws  only  a  small 
plate  current.  The  oscillator  is  then  forced  to  take  the  difference 
between  what  the  modulator  is  passing  and  the  steady  current  through 
the  plate  reactor.  Hence  the  oscillator  plate  current  rises  to  maximum 
strength  as  determined  by  its  own  characteristics. 

On  the  other  hand,  when  the  oscillator  draws  only  a  very  low  plate 
current,  the  modulator  current  increases.  This  condition,  whereby  the 
amplitude  heights  of  the  generated  continuous  oscillations  rise  and  fall 
within  the  upper  and  lower  limits  of  the  oscillator  tube,  is  called  the 
percentage  of  modulation ,  or  depth  of  modulation.  The  speech  frequency 
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characteristics  are  more  faithfully  repeated  when  the  depth  of  modula¬ 
tion  approaches  the  limit,  or  100  per  cent.  This  condition  means  that 
the  input  to  the  microphone  is  repeated  with  fidelity  in  the  modulated 
carrier  wave  radiated  from  the  output  of  the  transmitter. 

The  power  tubes  selected  for  a  particular  circuit  must  be  capable 
of  handling  high  modulation  peaks  without  overloading,  which  would 
cause  distortion.  The  monitoring  of  a  transmitter  must  be  skillfully 
controlled  to  prevent  overloading. 

TYPICAL  LESSON  SHEET  FOR  THE  STUDENT 

Block  Out  the  Circuits  According  to  the  Explanations  Given  Herewith. 
Helpful  Suggestions  for  Reading  a  Complex  Schematic  Diagram. — The  1-kw. 
broadcast  transmitter  circuits  will  be  used  as  a  sample  to  demonstrate  how 
a  block  diagram  should  be  developed.  This  commercial  panel  type  trans¬ 
mitter  is  selected  because  its  circuits  are  not  complicated  in  design,  and  also 
to  make  all  of  the  conditions  practical. 

The  following  suggestions  are  offered:  With  the  schematic  diagram,  Fig.  319, 
before  you, 

Block  out  the  radio  channel,  the  audio  channel,  and  the  oscillator-modu¬ 
lator  group  and  label  them,  as  illustrated  in  Fig.  320. 

Now  draw  the  curves  representing  the  wave  form  of  the  current  carried 
through  each  block  and  also  show  how  the  successive  stages  of  amplification 
build  up  the  energy,  but  do  not  change  the  wave  form  as  we  have  suggested  in 
Fig.  322.  Observe  that  the  blocks  in  Fig.  320  are  marked  according  to  the 
function  of  the  principal  parts  in  those  blocks,  with  reference  made  to  the 
schematic  diagram  and  legend  in  Fig.  319.  There  are  four  tubes  connected  in 
parallel  functioning  as  modulators  and  two  in  parallel  functioning  as  inter¬ 
mediate  power  amplifiers.  The  abbreviation  M.O.  signifies  that  a  master 
oscillator  tube  circuit  is  used  as  the  frequency-determining  unit.  In  this  par¬ 
ticular  circuit  the  quartz  crystal  control  is  not  used.  (Whenever  indicating  a 
quartz  crystal  in  a  block  diagram  there  is  used  the  conventional  symbol  as 
illustrated  in  the  schematic  of  the  fundamental  crystal  circuit,  Fig.  3086.) 

A  POPULAR  DESCRIPTION  OF  THE  COMPLETE  BROADCAST 
TRANSMITTER  AND  RECEIVER 

(8)  Refer  to  Figs.  319  and  322.  Either  speech  or  musical  sound 
waves  are  directed  toward  the  microphone.  These  sound  vibra¬ 
tions  or  waves  impinged  upon  the  diaphragm  of  the  microphone  cause 
the  resistance  of  a  small  cup  of  fine  carbon  granules  to  vary  in  exact 
accordance  with  the  sound  waves.  If  a  condenser  microphone  is 
employed,  as  shown  in  the  diagram,  very  slight  changes  in  the  capacity 
of  the  condenser  will  provide  effects  in  the  circuit  which  ultimately  are 
similar  to  those  of  the  carbon  cup,  or  button,  as  it  is  called. 

The  direct  current  flowing  through  the  carbon  button  varies  in  pro- 
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Fig.  320 —A  block  diagram  of  a  1-kw.  broadcast  transmitter.  The  oscilloscope  rectifier  is  inductively  coupled  to  the 
antenna  as  an  effective  means  of  checking  the  modulation  of  the  broadcasted  wave.  See  diagram  in  Fig.  319. 
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portion  to  its  resistance  changes,  and  the  microphone  circuit,  being 
connected  to  the  primary  of  an  audio  transformer,  will  supply  a  fluc¬ 
tuating  direct  current  to  the  primary  winding. 

The  rise  and  fall  in  the  strength  of  the  direct  current  creates  a 
changing  magnetic  flux  which  permeates  the  soft  iron  laminated  core 
of  the  transformer.  As  the  magnitude  of  the  flux  is  constantly  chang¬ 
ing,  the  lines  of  force  which  constitute  that  flux  will  thread  through  or 
cut  through  the  secondary  turns  and  induce  therein  an  alternating  elec¬ 
tromotive  force,  that  is,  an  a-c.  voltage.  The  alternating  voltage 
causes  an  alternating  current  to  flow,  and,  since  the  current  in  the 
primary  which  was  responsible  for  this  transformer  action  was  a  fluc¬ 
tuating  or  pulsating  one,  it  is  evident  that  the  induced  alternating  cur¬ 
rent  will  follow  these  variations  as  it  flows  back  and  forth  or  reverses 
its  direction  through  its  successive  cycles,  that  is,  the  wave  form  of  the 
alternating  current  will  resemble  the  characteristics  of  the  pressure 
waves  impinged  upon  the  microphone  diaphragm. 

It  is  only  necessary  to  impress  this  alternating  e.m.f.,  which  is  now 
carrying  the  voice  frequency  changes,  upon  the  grid  of  a  vacuum  tube 
in  order  to  obtain  from  the  output  of  the  tube  a  much  larger  current 
which  will  retain  the  peculiar  features  of  amplitude  and  frequency  of 
the  pulsating  direct  current  in  the  microphone  circuit.  The  output 
current,  of  this  vacuum  tube  is  yet  too  weak  to  be  applied  to  the  high 
power  tubes  that  are  to  follow. 

It  will  be  observed  in  the  diagram,  Fig.  319,  that  several  stages  of 
straight  audio  amplification  immediately  follow  the  microphone.  In 
fundamental  action  these  amplifier  tubes  are  all  similar,  their  purpose 
being  simply  to  set  up  the  strength  of  the  feeble  microphone  current. 

Suppose  that  the  audio  signal  is  passed  into  and  out  of  several  ampli¬ 
fier  tubes  in  consecutive  order  as  suggested  above.  The  weak  energy 
in  the  microphone  circuit  will  then  be  increased  in  power  until  tre¬ 
mendous  values  are  obtained  from  the  last  tube.  The  large  power 
amplifier  tube  in  the  last  stage  is,  in  reality,  the  modulator  tube. 

Let  us  bear  in  mind  that  an  audio  current  of  large  power  now  flows 
in  the  circuits  and  it  is  varying  exactly  in  accordance  with  the  sound 
waves  striking  the  diaphragm.  This  is  shown  in  the  curves  in  the  lower 
left  part  of  the  drawing  of  Fig.  322,  relating  only  to  the  transmitter 
circuits.  Notice  how  the  small  currents  from  the  microphone  are  pro¬ 
gressively  enlarged  until  they  emerge  from  the  last  amplifier  power 
tube,  the  modulator,  marked  Mod.  The  output  of  the  modulator  is 
carried  over  (as  indicated  by  the  three  arrows  and  x)  to  the  other  sec¬ 
tion  of  the  transmitter  circuits  at  the  right  of  the  transmitter  antenna 
marked  Power  Amp.  The  various  curves  drawn  in  the  lower  left  part 
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<5  i _ Z. _ i 


Fia.  321. — A  1-kw.  broadcast  transmitter.  Only  portions  of  the  circuits  are  shown  for  the  purpose  of  indicating  how  various  kinds  of 
coupling  are  employed  between  the  vacuum  tubes.  The  complete  circuit  of  this  broadcast  transmitter  is  shown  in  Fig.  319. 
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of  the  diagram  from  microphone  to  modulator  show  by  their  contour 
the  character  of  the  sound  waves  introduced  into  the  microphone. 

The  irregular  shape  of  the  curves,  in  this  audio  amplifier  block,  with 
their  numerous  peaks  and  depressions  are  registering  the  fundamental 
and  harmonics  of  the  sound,  whether  it  be  speech  or  music  that  is  broad¬ 
casted. 

Since  all  of  the  energy  handled  thus  far  is  varying  with  the  input 
to  the  microphone,  we  may  call  this  entire  chain  of  vacuum  tubes  (in 
the  blocked  square  to  the  left  of  the  antenna)  the  audio  channel  or  the 
audio  amplifying  system .  Both  expressions  mean  the  same  thing. 

Now  let  us  transfer  our  attention  to  the  group  of  vacuum  tubes  to 
the  right  of  the  transmitter  antenna  in  Fig.  319. 

Before  considering  this  group  of  tubes,  it  is  advisable  to  mention  a 
few  of  the  requirements  in  regard  to  the  generation  of  power,  involving 
suitable  characteristics  for  setting  the  antenna  system  in  excitation  so 
that  an  alternating  electric  field  may  be  produced  in  the  space  surround¬ 
ing  the  antenna.  It  is  this  generated  power  that  is  used  to  transmit 
voice  or  music  through  space.  It  is  essential  that  a  very  high  fre¬ 
quency  alternating  current,  alternating  in  the  order  from  hundreds  of 
thousands  to  millions  of  cycles  per  second,  be  introduced  into  the  coils 
(or  inductances)  which  form  part  of  the  antenna  system.  These  induc¬ 
tances,  or  loading  inductances,  are  inserted  in  the  antenna  system 
between  the  aerial  and  the  ground,  or  counterpoise,  if  the  latter  is  used. 

It  is  the  function  of  the  several  vacuum  tubes  in  the  block  immedi¬ 
ately  to  the  right  of  the  transmitter  antenna  to  generate  the  necessary 
high  frequency  or  radio-frequency  current  which  must  flow  through  the 
wires  and  apparatus  comprising  the  whole  antenna.  They  also  must 
build  up  the  power  of  this  generated  high  frequency  alternating  current 
to  sufficient  magnitude  so  that  the  strong  electric  field  set  up  around 
the  aerial  will  give  rise  to  the  radiation  of  electromagnetic  waves  through 
space. 

The  rate  with  which  this  generated  current  alternates  or  makes 
a  complete  reversal  through  the  circuit  per  second  is  known  as  the 
frequency  of  the  alternating  current. 

The  station’s  frequency  (or  the  number  of  cycles  per  second)  is  gen¬ 
erated  in  the  master  oscillator  tube  circuits  situated  in  the  right  block. 
The  frequency  is  referred  to  more  generally  in  terms  of  cycles  rather 
than  in  wavelengths,  and  because  broadcast  frequencies  are  of  the  order 
of  millions  of  cycles,  a  more  convenient  unit  is  used,  called  kilocycles. 
Kilo  means  one  thousand.  Therefore,  1000  cycles  of  alternating  cur¬ 
rent  may  be  called  1  kilocycle  (abbreviated  kc.). 

The  radio  waves  in  space  travel  at  a  velocity  of  approximately 
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300,000,000  meters  per  second,  or  at  the  speed  of  light.  Hence  the  alter¬ 
nating  wave  motion  may  be  expressed  either  in  terms  of  frequency  or 
wavelength  in  meters.  For  example,  a  300-meter  wave  has  a  frequency 
of  1,000,000  cycles,  or  1000  kc. 

Now  to  return  to  the  function  of  the  radio-frequency  tubes.  The 
aforementioned  small  vacuum  tube  which  determines  the  frequency 
allocated  by  the  Government  Radio  Commission  is  the  master  oscillator. 


Fig.  322a. — The  speech  input  control  panel  installed  at  the  studio  of  the  new  WEAF 
broadcast  station.  Inter-station  communication  by  land-line  telegraph  is  provided 
between  the  studio  at  WEAF  and  the  stations  linking  up  the  network  in  the  chain. 
The  sensitive  meters  on  the  control  panel,  called  volume  indicators,  are  shunted  to 
the  output  of  the  amplifiers  to  enable  the  observers  to  check  the  intensity  of  the 
speech  frequencies  supplied  to  the  transmitter.  The  control  of  volume,  known  as 
monitoring,  is  accomplished  by  a  variable  resistance  (potentiometer)  inserted  in  the 
input  of  the  amplifier  system. 

The  master  oscillator  is  associated  with  an  oscillatory  circuit  (composed 
of  inductance  and  capacitance,  or  in  other  words,  coils  and  condensers) 
of  suitable  design  to  produce  the  continuous  alternating  current  which, 
as  we  previously  stated,  is  one  of  the  essential  requirements.  Another 
requirement  is  that  we  obtain  from  the  circuits  connected  to  the  micro¬ 
phone  a  voice  frequency  current  of  large  power. 

The  frequency  of  the  alternating  current  may  be  controlled  by 
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altering  some  one  of  the  constants  of  the  circuits,  as,  for  example,  by 
changing  the  size  of  the  coil,  by  varying  the  number  of  turns  used  on 
the  coil,  or  by  varying  the  capacity  of  the  condenser  when  moving  its 
rotatable  plates.  This  process  is  called  tuning .  The  purpose  behind 
this  tuning  process  is  to  obtain  the  required  frequency  from  the  master 
oscillator  circuit  assigned  to  the  station  by  the  government.  It  is,  in* 
brief,  the  frequency-determining  part  of  the  transmitter. 

Since  the  alternating  energy  in  the  master  oscillator  circuits  is  pro¬ 
duced  at  very  high  or  radio-frequencies,  we  may  call  this  high  frequency 
an  oscillating  current  or  simply  oscillations .  The  curves  of  the  oscilla¬ 
tions  in  the  diagram  of  Fig.  322  indicate  by  the  uniformity. at  which 
they  occur  that  the  energy  is  a  continuous  one,  as  shown  in  the  dotted 
blocks  marked  M.O.  and  Intermediate  Power  Amp.  Each  cycle  is 
produced  in  the  same  time  and  the  peaks  or  heights  of  the  different 
oscillations  are  all  equal.  Consequently,  this  high  frequency  alternat¬ 
ing  current  is  known  as  continuous  alternating  current.  When  it  is  fed 
into  the  antenna  circuits  it  causes  a  continuous  wave  (c.w.)  to  be  propa¬ 
gated  or  radiated  away  from  the  antenna  through  space,  provided  the 
microphone  is  not  in  use. 

The  master  oscillator  is  operated  at  a  low  plate  potential  and  its  out¬ 
put  of  power  is  limited.  Its  function  in  the  transmitter  is  only  to  generate 
and  dictate  the  frequency  of  the  transmitted  wave,  as  previously  stated. 

In  order  to  furnish  an  antenna  system  with  sufficient  power  to  cause 
it  to  radiate  a  radio  wave,  it  is  necessary  to  use  several  vacuum  tubes 
between  the  master  oscillator  and  the  high  power  amplifier.  We  are 
now  interested  in  the  tubes  in  the  upper  block  to  the  right  of  the  trans¬ 
mitter  antenna  shown  in  Fig.  322,  Their  purpose  is  to  build  up  the 
power  of  the  output  of  the  master  oscillator  to  a  suitable  size  for  antenna 
excitation;  consequently,  they  are  called  intermediate  power  amplifiers . 
The  function  of  these  tubes  is  depicted  by  the  curves  which  show  a 
stream  of  oscillations  of  constant  amplitude  being  generated.  As  the 
oscillations  are  passed  through  each  tube  in  progressive  order,  they  are 
gradually  increased  in  amplitude.  The  tubes  in  this  branch  all  operate 
with  an  amplifier  characteristic,  each  one  merely  stepping  up  the  power 
in  the  oscillations. 

Let  us  make  it  perfectly  clear  that  the  two  main  requirements  men¬ 
tioned  previously  have  been  satisfied;  namely,  that  the  voice  frequency 
energy  originating  in  the  microphone  circuit  is  now  flowing  from  the 
modulator  tube  with  large  power  and  that  the  continuous  alternating 
currents  of  high  frequency  necessary  for  the  purposes  of  wave  propaga¬ 
tion  are  feeding  into  the  power  amplifier  tube  with  tremendous  strength. 

We  will  now  discuss  the  action  upon  which  it  is  possible  to  combine 


632  COMMERCIAL  BROADCAST  AND  TELEGRAPH  TRANSMITTERS 


these  two  energies  and  thus  radiate  a  wave  having  the  characteristics  of 
both.  This  process  is  called  modulation ,  or  modulating  the  radio-fre¬ 
quency  current  by  superimposing  the  audio-frequency  current  upon  it. 
The  principle  of  this  action  will  now  be  outlined. 

The  modulator  and  the  power  amplifier  are  connected  together  so 
that  the  direct  current  supplied  to  either  tube  flows  through  the  same 
common  power  lead  coming  from  the  positive  voltage  side  of  the  d-c. 
generator  as  shown  in  Fig.  321.  A  very  heavy  iron  core  coil  L5  is 


Fig.  3226. — A  view  of  the  50, 000- watt  Western  Electric  broadcast  transmitter 
at  WLW  near  Mason,  Ohio. 


inserted  in  series  with  this  supply  lead.  The  coil  will  build  up  a 
large  magnetic  flux  through  its  core,  thus  tending  to  prevent  any  change 
in  the  strength  of  the  direct  current  flowing  in  its  windings,  under  ordi¬ 
nary  conditions.  This  coil,  composed  of  a  great  many  turns  of  wire 
mounted  over  an  iron  core,  is  called  the  modulator  plate  reactor. 

The  combined  modulator  and  power  amplifier  together  with  the 
modulation  plate  reactor  (the  iron  core  choke  coil)  provides  an  arrange¬ 
ment  for  the  audio-frequency  reproduction  on  the  continuous  oscilla¬ 
tions  and  makes  possible  the  transmission  of  a  speech  modulated  wave 
in  a  system  invented  by  Heising. 
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The  line  x  in  Fig.  322  with  the  arrows  shows  by  its  direction  that 
the  output  of  the  modulator  is  feeding  into  the  input  of  the  power 
amplifier.  If  the  modulator  tube  is  made  to  draw  more  or  less  current, 
according  to  the  irregular  variations  of  the  audio  signal,  the  power  ampli¬ 
fier  will  be  forced  to  take  the  difference  between  the  modulator  current 
and  the  current  supplied  through  the  plate  reactor.  This  is  to  be 
expected,  because  the  d-c.  current  supplied  to  the  plates  is  maintained 
at  a  practically  constant  value  by  the  plate  reactor. 

This  audio  rate  of  change  in  the  direct  current  drawn  by  the  oscil¬ 
lator  is  going  on  at  the  same  time  that  the  oscillator  is  producing  radio 
oscillations  at  a  constant  frequency.  Therefore,  the  strength  of  the 
oscillations  will  vary,  but  they  cannot  become  larger  or  smaller  than 
the  amount  of  direct  current  flowing  through  the  tube  at  any  moment. 

This  is  why  the  stream  of  oscillations  continues  at  radio-frequency 
while,  at  the  same  time,  their  amplitude  heights  change  with  the  voice 
wave.  The  principle  of  this  action,  whereby  the  peaks  or  amplitudes 
of  a  continuous  alternating  current  are  varied,  is  called  modulation, 
as  previously  stated.  The  complex  wave  resulting  from  modulation  is 
illustrated  in  the  block  marked  “ Power  Amp.”  and  the  arrow  leading 
to  the  antenna  indicates  that  this  modulated  energy  will  produce  an 
electric  wave  in  space  having  similar  characteristics.  The  important 
point  in  connection  with  the  modulation  of  the  carrier  current  has  been 
brought  out.  Inspection  of  the  curves  in  Fig.  322  reveals  the  similarity 
between  the  oscillations  in  the  output  of  the  power  amplifier  and  the 
oscillations  produced  by  the  master  oscillator.  The  only  difference  in 
the  power  amplifier  output  lies  in  the  fact  that  the  amplitudes  (j heights  or 
peaks  of  its  oscillations)  are  no  longer  uniform  or  smooth  topped ,  as  in 
the  curves  to  its  right ,  hut  they  vary  according  to  the  contour  or  wave  form 
of  the  audio  or  speech  current  received  from  the  output  of  the  modulator. 

Hence,  we  have  only  to  couple  the  power  amplifier  output  to  the 
antenna.  The  modulated  continuous  oscillations  flowing  through  the 
antenna  circuit  will  cause  a  powerful  modulated  continuous  radio  wave 
to  be  projected  through  space,  traveling  in  all  directions.  The  radio 
waves,  however,  travel  better  in  some  directions  than  in  others,  as  most 
of  us  are  aware.  This  phenomenon  is  dependent  upon  the  directional 
characteristics  of  the  antenna  and  nature’s  own  peculiarities. 

The  continuous  radio-frequency  current  that  is  “  carrying  ”  the 
voice  frequency  is  a  complex  wave.  The  carrier  frequency  is  the  fre¬ 
quency  generated  by  the  master  oscillator. 

Exactly  what  happens  in  the  intervening  space  between  the  trans¬ 
mitter  antenna  and  the  receiving  station  antenna  is  not  a  matter  of 
knowledge.  But  it  is  thought  by  scientists  and  other  investigators  that 
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an  electromagnetic  wave  having  all  of  the  characteristics  of  the  modu¬ 
lated  continuous  current  flowing  in  the  transmitter  antenna  travels 
upward  at  an  angle  toward  the  higher  atmospheric  regions  as  well  as 
along  or  close  to  the  ground,  or  near  the  earth’s  surface. 

However,  we  know  that  the  receiving  antenna  will  pick  up  this  radio 
wave.  This  is  known  as  the  induction  of  the  electromagnetic  energy  into 
the  wires  of  the  receiving  aerial. 

The  tnodulated  continuous  current  induced  in  the  receiving  antenna 
is  illustrated  in  Fig.  322  by  the  first  curves  pictured  in  the  block 


Fig.  322c. — A  general  view  of  the  32  water-cooled  tubes  with  which  the  WE AF 
transmitter  at  Bellmore,  Long  Island,  N.  Y.,  is  equipped.  The  water  circulates 
through  the  coils  of  rubber  hose  at  the  base  of  each  tube.  Each  tube  is  equipped 
with  a  relay  which  drops  and  displays  a  small  white  disk  in  the  case  of  tube  trouble. 


illustrating  the  receiving  set.  Observe  that  the  incoming  energy  still 
maintains  the  same  frequency  (the  carrier  frequency),  and  the  same 
wave  form  or  contour  as  when  emanating  from  the  transmitter  antenna, 
but  due  to  the  great  distance  the  wave  has  traveled,  the  energy  in  the 
receiver  is  markedly  attenuated.  This  simply  means  that  the  incom¬ 
ing  signal  is  considerably  lowered  in  strength  as  compared  to  the  trans¬ 
mitted  signal. 

The  incoming  speech  modulated  oscillations  flow  through  the  coil 
marked  “  Antenna  Inductance  ”  in  the  receiving  set.  It  is  in  this  way 
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that  the  signal  from  the  distant  broadcasting  station  is  introduced  into 
the  receiver. 

The  facts  that  follow  are  generally  well  known.  They  deal  only 
with  the  receiving  set.  The  function  of  the  receiver  is  to  build  up  the 
attenuated  wave  form  through  one  or  more  stages  of  radio-frequency 
amplification  to  a  suitable  voltage  for  application  to  the  detector  grid 
and  next  to  amplify  the  detector  output  to  a  value  sufficient  to  actuate 
the  loudspeaker  mechanism.  The  curves  illustrating  the  signal  current 
as  it  flows  through  the  receiver  convey  the  idea  that  the  signal  energy 
increases  in  strength  as  it  progresses  through  the  different  tubes.  The 
first,  second,  and  third  tubes  of  the  receiver  are  radio  amplifiers  and  the 
third  radio  amplifier  delivers  its  output  to  the  detector  grid. 

The  radio-frequency  amplifier  stages  are  tuned  by  means  of  variable 
condensers  which  generally  are  connected  in  tandem,  or  in  gang  con¬ 
struction,  in  order  that  the  number  of  tuning  controls  may  be  mini¬ 
mized.  The  receiver  circuits  are  adjusted  by  the  tuning  dial  to  possess 
the  same  frequency  as  that  of  the  carrier  frequency  of  the  transmitted 
wave,  thus  placing  the  receiver  and  the  transmitter  circuits  in  resonance. 
When  this  condition  is  obtained,  a  maximum  current  from  the  broad¬ 
cast  signals  will  flow  in  the  output  of  the  receiver. 

The  detector  will  convert,  or  will  produce  in  its  output  circuit,  a 
fluctuating  direct  current  similar  in  all  its  characteristics  to  the  fluctuate 
ing  direct  current  flowing  in  the  microphone  circuit  at  the  distant  trans¬ 
mitter.  The  function  of  a  detector  tube  is  to  convert  or  alter  the  high 
frequency  modulated  wave  into  a  current  suitable  in  form  to  actuate  the 
loudspeaker.  The  diaphragm  of  the  loudspeaker  could  not  move  with 
the  rapidity  of  the  radio  oscillations  and  herein  lies  the  necessity  for 
the  detector. 

Only  the  audio-frequencies  now  flow  from  the  detector  and  are  car-- 
ried  through  one  stage  of  audio  amplification  and  next  through  a  second 
stage,  the  latter  usually  employing  a  power  tube. 

The  loudspeaker  is  connected  in  the  output  circuit  of  the  power 
tube  of  the  receiver.  The  speaker  will  reproduce,  or  translate,  the 
fluctuating  current  carrying  the  voic’e  changes  into  sound  waves.  Its 
purpose  is  exactly  opposite  to  that  of  the  microphone,  for  the  latter 
translates  sound  waves  into  electrical  impulses. 

As  a  final  suggestion  it  is  recommended  that  the  student  inspect 
closely  the  shape  or  contour  of  the  varying  current  in  the  output  of  the 
microphone  at  the  extreme  left  of  the  diagram  of  Fig.  322  and  then 
make  a  comparison  with  the  shape  or  form  of  the  current  wave  at  the 
extreme  right  in  the  output  of  the  receiver-power  tube.  It  will  be  seen 
that  the  waves  are  exact  duplicates  of  each  other,  or  facsimiles. 


150  Watt  Crystal  Controlled  Amplifier  — — - - - - -  j  k.W.  Amplifier 
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This  completes  the  chain  of  incidents  from  microphone  to  loud¬ 


speaker  which  gives  the  repro¬ 
duction  of  the  original  pro¬ 
gram. 

(9)  General  Features. — A 

survey  of  the  features  of  the 
modern  broadcast  transmitter 
is  as  follows: 

(a)  Piezoelectric  control  (crys¬ 
tal  control)  of  the  station's 
frequency.  Refer  to  Fig. 
323  illustrating  a  sche¬ 
matic  diagram  of  a  crystal- 
controlled  amplifier  unit. 

(b)  The  use  of  radio-frequency 
power  amplifiers  and  inter¬ 
mediate  power  amplifiers. 

(c)  A  high  percentage  of  modu¬ 
lation  (depth  of  modula¬ 
tion).  (Heising  system  of 
modulation.) 

( d )  The  use  of  either  water- 
cooled  or  air-cooled  power 
tubes. 

(e)  The  employment  of  a  series 
antenna  condenser  to  work 
below  the  fundamental  (see 
schematic  diagram,  Fig. 
319,  of  1-kw.  broadcast 
transmitter.) 

(/)  The  excitation  of  the  trans¬ 
mitter  through  feeder-lines 
connecting  from  the  out¬ 
put  or  tank  circuit  of  the 
power  amplifiers  or  main 
power  amplifiers  when  the 
latter  are  used. 

(g)  The  frequency  doubling 
features  for  utilizing  one  of 
the  harmonics  generated 
by  the  master  oscillator  or 


the  piezo-electric  circuit  to  provide  the  carrier  frequency. 
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Meissner  Oscillator. — The  fundamental  Meissner  oscillator  circuit  is 
illustrated  in  Fig.  324.  The  oscillatory  circuit  embodies  inductance  L 
and  condenser  C.  Plate  coil  L\  and  grid  coil  L2  are  magnetically 
coupled  to  L  as  shown,  whereas  no  coupling  exists  between  Li  and  L2. 
The  oscillatory  circuit  is  not  part  of  the  tube  circuit.  This  circuit  pro¬ 
vides  a  very  flexible  arrangement  because  a  maximum  radio  power 
may  be  transferred  from  the  tube  circuit  to  the  load  circuit,  that  is,  the 
oscillatory  circuit.  The  latter  circuit  may  actually  represent  the 
antenna  system  where  capacity  C  would  then  be  the  antenna  distributed 
capacitance. 

The  feed-back  adjustment  may  be  accomplished  by  varying  only 
the  coupling  between  the  various  inductances  and  does  not  require 


Load 


Fig.  324.— Fundamental  diagram  of  the  Meissner  oscillator  circuit. 


adjustments  of  the  tube  circuit  proper  as  would  be  the  case  in  either 
the  Hartley  or  Colpitts  oscillator  circuits. 

The  action  of  the  circuit  will  now  be  described.  The  plate  current 
rising  and  falling  in  value  at  radio-frequency  through  coil  Li  sets  up  an 
alternating  magnetic  field  surrounding  L\.  The  changing  flux  threads 
through  the  upper  turns  of  L,  inducing  therein  an  alternating  e.m.f. 
Consequently  an  alternating  current  similar  in  frequency  to  that  of 
the  plate  current  variations  flows  through  the  oscillatory  circuit,  LC, 
The  variations  in  flux  around  the  lower  turns  of  L  induce  an  alternating 
e.m.f.  across  coil  L2.  The  grid  receives  this  induced  voltage,  causing 
the  plate  current  to  increase  and  decrease  in  strength  and  to  produce 
current  pulsations  again  through  L\.  The  feed-back  is  from  Li  to  L 
and  from  L  to  L2.  The  circuit  LC  is  like  a  link  circuit,  its  frequency 
being  regulated  by  changes  in  the  variable  condenser  C .  The  rise  and 
fall  values  of  the  plate  current,  that  is,  the  alternating  component,  pass 
through  the  bypass  condenser. 
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Hartley  Oscillator. — The  Hartley  oscillator  circuit  shown  in  Fig.  325 
consists  of  a  single  inductance  L  connected  between  grid  and  plate  of 
the  tube,  while  a  tap  taken  from  a  point  at  the  middle  portion  of  the 
coil  is  attached  to  the  filament.  The  oscillatory  circuit  consists  of  all 
of  the  turns  in  L  and  variable  condenser  C.  The  circuit  is  known  as  a 


G  F  P 


Reid  Set  up  by 
the  Oscillations- 
in  the  Grid  Circuit 


Magnetic  Fields  are  set  up 
about  Each  Half  of  the  Inductance  "L” 
When  Oscillations  are  Generated 


LI 

^Grid  Coil 


L2 

Plate  Coil 
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Fig.  325. — The  circuit  illustrates  the  elements  of  the  Hartley  type  oscillator.  The 
upper  view  is  merely  a  suggestion  of  the  electrical  relation  between  that  section  of 
the  inductance  P  to  F  (plate  inductance)  and  G  to  F  (grid  inductance).  Observe 
that  the  inductances  are  actually  a  continuous  winding  (marked  L)  from  G  to  P} 
with  the  filament  connection  ( F )  taken  from  the  center,  and  that  the  capacitor  C  is 
shunted  across  inductance  L  to  form  the  oscillatory  circuit. 


direct  or  conduetively  coupled  circuit  because  grid  coil  Li  and  plate  coil 
L2  are  electrically  connected  at  F}  the  winding  being  continuous  from 
G  to  P. 

Alternating  voltage  changes  impressed  upon  the  grid  will  be  mag¬ 
nified  or  amplified  in  the  tube's  output  or  plate  circuit,  and,  provided 
this  amplification  is  sufficient  to  overcome  all  of  the  effects  of  damping, 


HARTLEY  OSCILLATOR 


639 


the  tube  and  its  associated  oscillatory  circuit  will  become  a  generator 
of  radio-frequency  oscillations.  The  damping  is  the  dissipation  of 
energy  in  the  circuit  due  to  resistance,  and  other  causes.  The  alternat¬ 
ing  voltage  referred  to  is  produced  by  the  alternating  component,  the 
rise  and  fall  of  the  plate  current  as  it  flows  through  plate  coil  L2.  The 
long  arrows  indicate  the  direction  of  current  flow  through  the  plate 
circuit  and  also  the  direction  of  the  grid  current.  Note  that  the  prac¬ 
tical  term  current  is  used  to  simplify  the  explanation.  We  are  inter¬ 
ested  only  in  the  direction  of  the  current  flow  through  Li  and  L2  and  the 
effect  of  the  self-inductance  of  L2  upon  L\  in  producing  an  alternating 
voltage  across 

First,  let  us  bear  in  mind  that  the  total  current  flowing  in  the  plate 
circuit  of  a  tube,  when  oscillating,  is  a  pulsating  direct  current  consist¬ 
ing  of  an  alternating  component  and  a  direct  component.  The  alter¬ 
nating  component  is  represented  by  the  rise  and  fall  or  alternations  of 
the  direct  current.  It  is  this  part  or  component  of  the  plate  current 
that  is  utilized  in  setting  up  a  changing  magnetic  field  in  L2  causing 
an  alternating  voltage  to  be  induced  across  the  coil's  winding  or  between 
P  and  F.  Since  coil  L\  is  connected  to  L2  at  F,  the  alternating  voltage 
will  cause  an  alternating  current  to  flow  through  oscillatory  circuit  LC. 
The  alternating  current  in  L\  is  opposite  in  phase,  180  deg.  difference, 
with  the  alternating  component  of  the  plate  current  in  L2.  This  is 
readily  apparent  upon  observing  the  direction  of  the  arrows  through  L\ 
and  L2.  This  change  in  phase  between  an  exciting  current  and  an 
induced  current  flowing  through  the  winding  of  the  auto-transformer  L 
is  due  to  the  direction  of  the  turns  on  Lx  and  L2.  The  turns  are  wound 
exactly  alike.  The  direction  of  the  current,  however,  in  the  plate  coil 
section  L2  is  opposite  to  that  in  grid  coil  section  Lj,  as  shown  in  the 
drawing  above  the  diagram,  Fig.  325.  The  direction  of  the  flux 
produced  about  each  coil  is  opposite  as  shown  in  the  upper  sketch,  which 
is  merely  a  suggestion. 

Next  observe  that  the  inherent  characteristic  of  a  vacuum  tube  pro¬ 
duces  a  change  of  180  deg.  between  the  flow  of  grid  current  with  regard 
to  the  current  in  the  plate.  The  direction  of  the  arrows  in  the  plate 
and  grid  circuits  show  this.  The  oscillating  current  passing  through 
LC  causes  an  alternating  voltage  to  be  set  up  across  coil  Lx  or  between 
points  G  and  F.  Since  the  grid  is  connected  to  one  side  of  L,  as  shown, 
the  grid  receives  this  induced  e.m.f.  and  reinforces  the  alternations  in 
the  plate  circuit.  Hence  the  plate  coil  supplies  the  alternating  e.m.f. 
to  reinforce  the  oscillations  and  the  coupling  between  L\  and  L2  fur¬ 
nishes  the  alternating  voltage  to  the  grid.  The  principal  point  to  be 
mentioned  here  is  that  the  reimpressed  voltage  on  the  grid  is  in  phase 
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Average  Plate  Current  as 
Read  on  D.C.  Milliammeter 

y 


with  the  normal  grid  current  flow,  or,  in  other  words,  the  energy  from 
the  plate  circuit,  fed  back  to  the  grid  circuit  in  the  form  of  induced 
oscillating  current,  aids  the  original  grid  current  because  the  tube 
changes  the  phase  of  the  current  180  deg.  and  the  action  of  the  auto¬ 
transformer  L  also  changes  the  phase  of  the  respective  plate  and  grid 

currents  180  deg.  Therefore,  in 
actual  effect  the  total  change  is 
360  deg.,  which  is  equivalent  to  no 
change  in  phase  at  all.  This  rela¬ 
tion  of  the  plate  and  grid  circuits 
with  regard  to  the  phase  of  the 
currents  is  mentioned  because  it  is 
known  that  the  plate  circuit  must 
furnish  energy  to  the  grid  in  such 
a  way  that  the  current  flowing  to 
the  grid  must  excite  the  grid  to  a 
higher  potential  to  cause  the  neces¬ 
sary  change  in  plate  current  in 
order  to  make  the  action  retro¬ 
active.  This  means  that  any 
change  in  conditions  of  the  tube 
circuits  which  might  cause  a  varia¬ 
tion  either  in  plate  current  or  grid 
current,  no  matter  how  small,  will 
increase  in  amplitude  owing  to  the 
feed-back  and  progressive  amplifi¬ 
cation  of  the  tube. 

The  curves  illustrated  in  Fig. 
326  show  the  growth  of  the  oscilla¬ 


- Alternating  LM.F. 

Obtained  from  Feed-back 
Action  Impressed  on  Grid 


Fig.  326. — Showing  the  rapid  building  up 
of  oscillations  in  an  oscillator  circuit  when 
the  correct  feed-back  from  plate  to  grid 
is  maintained.  The  average  plate  current 
may  vary  from  that  shown. 


tions  or  alternations  in  the  plate  circuit  which  reach  a  limit  shown  from 
y  to  x,  as  determined  by  the  plate-voltage  grid-voltage  characteristic. 

In  Fig.  327  the  alternating  current  and  alternating  voltage  relations 
in  the  plate  and  grid  circuits  are  given.  They  illustrate  how,  due  to 
the  change  in  phase,  as  explained  in  the  foregoing  paragraphs,  the  origi¬ 
nal  grid  voltage,  as  shown  in  the  top  curve,  is  in  phase  with  the  reim¬ 
pressed  voltage  due  to  feed-back  as  shown  in  the  lower  curve. 

Instead  of  utilizing  a  single  inductance  tapped  in  the  center,  as 
shown  in  Fig.  325,  to  provide  proper  relations  between  the  plate  and 
grid,  another  circuit  modification  can  be  arranged  which  employs  a 
strictly  inductive  coupling,  one  type  of  which  is  given  in  the  diagram  of 
Fig.  328.  Here  we  find  plate  coil  L2  inductively  coupled  to  grid  coil 
L\.  The  coupling  between  Li  and  L2  is  purely  magnetic.  The  two  draw- 
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ings  above  the  fundamental  diagram  illustrate  the  mechanical  positioning 
of  the  plate  and  grid  coils  necessary  to  provide  the  correct  phase  rela¬ 
tions  between  the  energy  in  the  plate  and  grid  circuits.  In  either  of 
these  two  types  of  feed-back  circuits,  a  phase  difference  of  180  deg. 


Fig.  327. 


Feed  -  Back  from  Plate  to  Grid 


Fig.  327. — Curves  showing  the  various  voltage  and  current  relations  in  a  vacuum 

tube  oscillator. 

Fig.  328. — A  type  of  feed-back  circuit  utilized  for  the  generation  of  continuous  r.f. 
oscillations.  This  elementary  drawing  is  for  the  purpose  of  showing  the  grid  and 
plate  coils  in  different  relations. 


exists  between  L\  and  L2  and  the  conditions  are  right  for  the  generation 
of  continuous  oscillations.  In  one  of  the  drawings  the  coils  are  arranged 
side  by  side,  in  the  other  view  they  are  in  a  position  with  regard  to  each 
other  which  is  called  “end  to  end.”  Note  that  the  flux  set  up  around 
the  coils,  in  either  case,  is  opposite  in  Li  to  that  in  L2.  A  simple  step- 


642  COMMERCIAL  BROADCAST  AND  TELEGRAPH  TRANSMITTERS 

by-step  explanation  of  the  oscillator  action  is  given  in  the  chapter 
embracing  receiving  circuits. 

Colpitts  Oscillator. — The  circuit  diagrams  in  Fig.  329  are  all  modi¬ 


fications  of  the  Colpitts  type  oscillator.  The  fundamental  action  of 
the  vacuum  tube  in  generating  continuous  oscillations,  when  properly 
connected  to  circuit  elements,  is  similar  to  other  types  of  oscillator  cir- 
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cuits.  The  difference  between  the  Colpitts  circuit  and  other  types  is 
mainly  in  the  method  utilized  to  obtain  the  requisite  grid  alternating 
voltage. 

Observe  that  in  each  of  the  diagrams  condenser  C\  is  connected 
between  grid  and  filament  and  that  the  filament  lead  F  joins  the  center 
of  the  total  capacity  of  the  oscillatory  circuit.  In  each  diagram  con¬ 
densers  Ci,  C2  and  inductance  L  constitute  the  oscillatory  circuit.  In 
this  type  of  oscillator  circuit  it  is  necessary  to  employ  two  condensers 
connected  in  series  and  in  turn  connected  across  the  total  inductance  L 
with  the  filament  joined  at  a  point  between  the  two  condensers. 

The  alternating  component  of  the  plate  current  passing  through  L 
sets  up  an  oscillating  current  in  circuit  C\,  C2  and  L.  Hence,  an  alter¬ 
nating  voltage  (or  voltage  drop)  is  obtained  across  Ci  for  direct  appli¬ 
cation  between  grid  and  filament,  for  these  electrodes  are  connected  to 
Ci.  The  feed-back  is  obtained  from  the  electrostatic  field  in  Ci;  there¬ 
fore  this  type  is  referred  to  as  capacity  feed-back.  Condenser  Ci,  used 
to  excite  the  grid,  for  this  reason  is  generally  termed  the  grid  input  con¬ 
denser  or  the  grid  excitation  condenser. 

A  statement  of  the  principal  difference  between  the  Hartley  or  induc¬ 
tively  coupled  type  and  the  Colpitts  or  the  capacitive  coupled  type 
follows: 

The  requisite  grid  excitation  voltage  in  the  Hartley  type  is  obtained 
from  the  voltage  changes  (called  drop  in  voltage)  across  an  inductance, 
the  inductance  being  the  grid  coil.  The  coil  is  connected  between  grid 
and  filament. 

The  Colpitts  circuit  depends  for  its  operation  upon  the  voltage 
changes  (called  voltage  drop)  obtained  from  across  the  grid  excitation 
condenser  when  alternating  current  is  flowing.  This  condenser  is  con¬ 
nected  between  grid  and  filament. 

Timed  Plate  Circuit  Oscillator. — Regeneration. — It  is  not  essential 
that  inductive  regenerative  coupling  be  employed,  as,  for  instance, 
when  the  plate  circuit  is  magnetically  coupled  to  the  grid  circuit,  for 
the  production  of  beat  currents  in  the  reception  of  continuous  waves. 
Another  system  utilizes  the  inherent  capacity  always  present  in  a  three- 
electrode  vacuum  tube  in  order  to  provide  the  necessary  coupling 
between  the  plate  and  grid  circuits. 

When  electrostatic  coupling  is  employed  so  that  some  of  the  energy 
released  by  the  plate  circuit  may  be  fed  back  into  the  grid  oscillating 
circuit,  the  system  demands  that  the  plate  circuit  consist  of  tuned  ele¬ 
ments,  either  a  variable  inductance  and  a  condenser  or  a  fixed  induc¬ 
tance  and  a  variable  condenser. 

The  principal  feature  in  one  circuit  of  this  type,  utilizing  internal 
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tube  capacity,  is  that  an  inductance  and  a  condenser  are  first  joined  in 
a  parallel  arrangement  and  this  tyned  circuit  is  then  connected  to  the 
plate  circuit.  This  circuit  provides  for  resonance  between  the  plate 
and  grid  circuits  in  order  that  the  feed-back  e.m.f.  caused  by  the  plate 
variations  will  take  place  in  synchronism  with  the  oscillations.  If  the 
circuit  is  carefully  tuned,  the  feed-back  will  occur  at  the  proper  time 
to  assist  the  plate  variations,  thus  increasing  their  final  amplitude  and 
maintaining  oscillations. 

Tuned-Grid  Tuned-Plate  Oscillator  Circuit  —  The  self-capacity 
between  the  plate  and  grid  electrodes  in  a  vacuum  tube  supplies  an  easy 
route  for  the  feed-back  of  energy  from  the  plate  to  the  grid  circuit 
resulting  in  the  production  of  continuous  oscillations,  as  we  have  already 


Fig.  330. — Series  feed  type  tuned-plate  tuned-grid  oscillator. 

mentioned.  The  tuned-plate  tuned-grid  circuit  in  Fig.  330  is  known  as 
a  series  feed  type. 

The  action  of  the  circuit  is  substantially  as  follows:  When  an  elec¬ 
tric  field  surrounds  the  plate  of  a  vacuum  tube  it  will  influence  any  other 
electrode  within  a  certain  distance.  The  grid  electrode  lies  within  the 
influence  of  the  plate  field.  The  plate  normally  holds  a  high  positive 
charge  of  constant  value.  Now  suppose  a  coil  is  inserted  in  the  plate 
circuit  and  then  some  means  is  provided  to  change  the  value  of  the 
current  passing  through  the  coil.  The  coil  will  generate  a  reactance 
voltage  across  its  winding,  due  to  the  self-inductance  of  the  coil  in 
opposing  any  current  change  flowing  through  it. 

This  new  voltage  (induced  e.m.f.)  in  the  plate  circuit  will  act  either 
to  increase  or  to  decrease  the  normal  potential  of  the  plate.  Conse- 


grid  or  input  to  the  tube  brought  about  by  the  electrostatic  coupling 
between  the  elements.  Hence,  if  the  plate  circuit  is  properly  con¬ 
structed  and  the  grid  circuit  also  is  formed  with  values  of  inductance 
and  capacity  which  make  the  two  circuits  resonant  ones,  then  this 
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quently  the  electric  field  of  the  plate  will  also  change.  The  changes  in 
the  potential  of  the  higher  charged  body  (the  plate  always  holds  a 
charge  much  stronger  than  the  grid)  will  also  cause  the  potential  on 
the  grid  to  change.  Here  we  have  the  plate  circuit  reacting  upon  the 
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change  in  grid  voltage,  when  it  returns  to  normal,  when  the  plate 
current  change  originally  referred  to  also  returns  to  normal,  will  cause 
another  variation  in  plate  current  to  take  place.  This  time  the  grid 
voltage  in  returning  to  normal  causes  another  plate  current  change. 


It  is  evident  that  the  plate  is  supplying  energy  to  the  grid  and  the 
grid  is  in  turn  causing  the  plate  current  to  vary.  Or,  in  other  words, 
the  feed-back  of  plate  energy  is  exciting  the  grid  continuously  and 
oscillations  of  constant  amplitude  will  be  produced. 
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Any  change  in  adjustment  or  conditions  which  might  cause  the 
plate  current  to  change  in  the  first  place  will  set  the  tube  into  excitation, 
for  instance,  varying  one  of  the  tuning  condensers  or  perhaps  due  to 
the  first  change  in  plate  current  as  it  rises  from  zero  when  the  filament 
circuit  switch  is  closed  until  the  current  reaches  what  would  have  been 
a  normal  steady  flow  had  not  the  coupling  between  the  electrodes  caused 
further  changes. 

Neutralizing  Inter-Electrode  Tube  Capacity. — Because  of  the  inher¬ 
ent  capacity  between  the  grid  and  plate  of  a  vacuum  tube  when  the 
electrodes  are  impressed  with  an  electric  potential,  it  does  not  operate 
satisfactorily  in  radio-frequency  circuits  where  regeneration  or  oscilla¬ 
tions  are  not  desired.  In  a  regenerative  circuit  the  building  up  of,  or 
amplification  of,  a  signal  is  always  under  control,  whereas  in  a  radio¬ 
frequency  amplifier,  the  building  up  of  the  signal  energy  through  the 
natural  action  of  the  tube  is  very  difficult  to  control. 

The  inductances  and  condensers  which  form  the  oscillatory  circuits 
of  vacuum  tube  amplifiers  together  with  the  self-capacity  between  the 
tube  elements,  embody  all  the  features  necessary  for  the  generation  of 
oscillations.  Such  circuits  will  oscillate  readily,  resulting  in  unpleasant 
howling  noises  and  other  undesirable  conditions. 

There  are  several  expedients  by  which  uncontrolled  oscillations  in  a 
radio-frequency  amplifier  circuit  may  be  suppressed.  One  system 
employs  a  resistor 
inserted  in  series 
with  the  grid  circuit. 

This  resistance  will 
absorb  or  dissipate 
the  energy  in  free 
oscillations  caused 
by  the  feed-back 
through  the  tube 
electrodes,  that  is, be¬ 
tween  plate  and  grid. 

A  resistor  of  suitable 
size  from  about  200 
to  800  ohms  is  used. 

Another  method  prevents  feed-back  current  from  flowing  by  neutraliz¬ 
ing  or  canceling  the  self-capacity  effect  of  the  tube.  Figure  332  illus¬ 
trates  a  system  to  neutralize  tube  capacity  by  utilizing  the  tube’s 
own  tuned  circuits,  operating  in  conjunction  with  a  balancing  condenser 
and  balancing  inductance.  The  condenser  is  connected  between  plate 
and  one  end  of  the  balancing  inductance. 


Fig.  332. — One  of  the  methods  employed  for  neutralising  a 
radio-frequency  amplifier  circuit. 
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Some  form  of  neutralization  is  necessary  in  a  radio-frequency  ampli¬ 
fier  circuit  to  nullify  the  effect  of  the  grid  to  plate  capacity  in  a  vacuum 
tube  by  producing  a  voltage  which  opposes  the  voltage  developed 
between  the  tube  electrodes  and  thereby  eliminating  inter-tube  capacity 
or  self -oscillation.  A  schematic  diagram  showing  one  circuit  arrange¬ 
ment  necessary  to  provide  plate  circuit  neutralization  is  illustrated  in 
Fig.  332.  The  purpose  of  the  neutralizing  coil  and  condenser  is  to  pro¬ 
duce  a  current  of  exactly  equal  amplitude,  but  opposite  phase,  to  that 
flowing  through  the  tube  due  to  the  capacity  existing  between  the  grid 
and  plate. 

Now  then,  the  electrical  values  of  the  neutralizing  circuit  must  be 
balanced  in  order  to  obtain  a  condition  of  equal  current  amplitude. 
This  condition  is  readily  arrived  at  by  designing  the  neutralizing  coil 
and  grid  coil  with  equal  amounts  of  inductance  and  by  employing  an 
adjustable  neutralizing  condenser  whose  capacity  value  can  be  set  to 
equal  the  grid-plate  capacity  of  the  tube,  plus  stray  capacities. 

The  process  of  neutralizing  a  radio-frequency  circuit  is  simply  one 
of  obtaining  the  correct  neutralizing  condenser  capacity.  Before  endeav¬ 
oring  to  neutralize  a  radio-frequency  circuit  we  must  first  render  the 
tube  incapable  of  any  amplifying  action.  This  may  be  done  by  using 
a  tube  which  is  perfect  in  every  respect,  but  operating  it  with  a  cold 
filament  so  that  the  only  coupling  between  the  input  and  output  cir¬ 
cuits  is  through  the  capacity  coupling  of  the  tube  itself. 

The  supply  of  heating  current  to  the  filament  of  the  tube  may  be 
stopped  in  one  of  several  ways.  One  side  of  the  filament  circuit  of  the 
tube  to  be  neutralized  may  be  opened  either  by  inserting  a  piece  of  paper 
between  the  tube  prong  and  socket  contact,  or  by  employing  a  special 
tube  with  one  filament  pin  sawed  off.  The  special  tube  must  be  one 
of  similar  type  to  the  regular  tube  it  replaces  when  neutralizing  the 
circuit.  It  has  often  proved  convenient  to  place  a  short  length  of  an 
ordinary  soda  fountain  drinking  straw  over  one  of  the  filament  pins  in 
the  UX  type  tube  in  order  to  insulate  the  pin  from  the  spring  contact 
in  the  socket. 

The  neutralization  of  the  circuit  consists  of  supplying  a  strong  sig¬ 
nal  (preferably  from  a  local  source  by  means  of  an  audio  oscillator  simi¬ 
lar  to  one  described  in  this  chapter)  to  the  input  or  grid  circuit  and 
adjusting  the  neutralizing  condenser  until  minimum  or  no  signal  is 
reproduced  in  the  output.  The  inter-electrode  capacity  of  the  tube 
and  stray  capacities  are  balanced  out  or  nullified  when  the  condition  of 
minimum  or  zero  signal  is  obtained. 

The  Wheatstone  Bridge. — In  Fig.  333  is  illustrated  a  very  simple 
and  useful  bridge  circuit  for  measuring  unknown  resistances  by  com- 
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Fig.  333. — This  is  a  conventional  circuit 
arrangement  of  a  wheatstone  bridge. 


parison  with  known  resistances.  The  measurements  of  capacity  and 
inductance,  with  proper  equipment,  may  be  carried  out  similarly.  In 
the  illustration  the  battery  supplies  potential  across  the  bridge  circuit 
between  A  and  B.  The  current 

divides  across  two  branches  ACB  llllljll - 

and  ADB.  The  voltage  across  A  + 

and  B  is  the  same  as  that  across 

both  branches.  9 

Remembering  that  the  voltage 

drop  across  a  resistance  depends 

upon  the  value  of  the  resistance  S* ^ 

and  the  current  flowing  through  it,  L  /  fGj  >  J 

we  know  that  for  some  point  on  the  A\  / 

circuit  ACB ,  such  as  the  point  C ,  \  1  / 

there  is  also  some  point  on  the  cir-  V/Wwwvw/ 

cuit  ADB  which  is  at  the  same  R2  D  R3 

potential.  Then,  the  unknown  re-  _  000  .  .  ..  .  . 

F  >  Fig.  333. — This  is  a  conventional  circuit 

sistance  is  inserted  between  A  and  arrangement  of  a  wheatstone  bridge. 

C,  and  a  known  resistance  R\  some¬ 
where  near  the  value  of  the  unknown  resistance  R  is  inserted  between 
C  and  B. 

It  may  be  said  that  the  path  ACB  is  a  continuous  resistance  path 
and  also  the  path  ADB  is  a  continuous  resistance  path.  A  galvanome¬ 
ter,  which  is  a  sensitive  direct  current  reading  instrument,  is  connected 
between  C  and  D.  The  connection  at  D  is  made  variable  so  that  it 
can  slide  along  the  continuous  resistance  R2  and  R3.  When  the  con¬ 
nection  D  is  first  placed  on  the  resistance,  a  deflection  on  the  galva¬ 
nometer  will  no  doubt  be  observed,  but,  if  we  slide  the  clip  D  along  the 
resistance  wire,  a  point  will  be  found  where  the  galvanometer  shows  no 
deflection.  This  would  indicate  that,  since  there  is  no  current  flowing 
through  the  galvanometer,  there  cannot  be  any  difference  of  potential, 
or  zero  voltage  between  C  and  D.  The  resistance  bridge  is  then  bal¬ 
anced. 

If  we  know  the  value  of  the  resistances,  represented  by  the  symbols 
RXt  R2 ,  Rz,  then  the  value  of  the  unknown  resistance,  R ,  may  be  found 
by  calculating  the  ratio  of  the  relative  sides  of  the  bridge.  Hence  R 
is  to  Ri  as  R2  is  to  R3.  Now,  in  order  to  determine  the  value  of  the 
unknown  resistance  Rt  we  can  employ  the  following  equation: 

J?2 

R  -  Ri  X  — . 

ttz 

A  similar  circuit  is  shown  in  Fig.  334,  but  this  time  the  purpose  of 
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balancing  the  bridge  circuit  is  to  find  the  capacity  value  of  an  unknown 
condenser.  This  bridge  circuit  is  composed  of  non-inductive  resistance 
coils  and  condensers.  The  alternating  current  which  flows  through  the 


A.C.  input  | 

mm 


two  parallel  paths  of  the  bridge  is 
obtained  from  the  secondary  of  a 
transformer,  an  alternating  current 
being  supplied  to  the  input  or  pri¬ 
mary  side.  The  unknown  condenser 
is  connected  in  the  branch  of  the 
circuit  between  A  and  C.  The  alter¬ 
nating  current  which  flows  through 
this  condenser  must  also  flow  through 
resistance  coil  L\.  A  standard  vari¬ 
able  condenser  calibrated  in  units  of 
microfarads  is  connected  in  the  other 
branch  of  the  circuit  ADB. 

When  an  alternating  current 
flows  through  the  circuit  and  con¬ 
denser  Ci  is  adjusted  until  no  current 
flows  in  the  galvanometer,  a  condi¬ 
tion  of  zero  voltage  exists  across  the 
bridge  from  C  to  D.  The  capacity 
of  the  unknown  condenser  can  then 
be  found,  and  the  various  quantities 
are  related  as  follows: 


Fig.  334. — One  method  of  setting  up  a 
Wheatstone  bridge  circuit.  The  two 
lower  views  show  how  a  resistor  may 
be  wound  in  order  to  make  it  non- 
inductive. 


Cx  L2  Lo 

i=Trc-c'xi 


In  order  that  the  frequency  of  the 
alternating  currents  flowing  through 
the  two  paths  ACB  and  ADB  may  not  affect  the  measurements,  the 
coils  Li  and  L2  should  be  non-inductive  resistances  of  low  value. 

A  non-inductive  resistance  coil  is  defined  as  one  in  which  one-half  of 
the  winding  is  wound  back  on  itself  in  such  a  manner  that  the  magnetic 
field  of  one-half  of  the  coil  opposes*  the  magnetic  field  of  the  other  half 
of  the  coil,  tending  to  neutralize  the  total  field,  as  illustrated  in  Fig. 
334.  Several  methods  are  used  to  wind  a  coil  in  this  manner,  but  the 
outline  given  here  illustrates  only  the  principle  of  operation.  Small 
arrows  in  the  drawing  indicate  the  direction  of  current  flow  in  the  two 
halves  of  the  coil,  and  the  large  arrows  indicate  the  direction  of  the 
magnetic  fields,  making  it  evident  that  they  are  both  opposed.  The 
d-c.  galvanometer  must  be  connected  to  a  thermo-couple  junction  to 
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operate  in  an  alternating  current  circuit.  The  junction  is  composed  of 
two  dissimilar  metals,  as  bismuth  and  antimony,  and  because  of  the 
heating  effect,  when  alternating  current  flows  through  the  junction,  an 
electromotive  force  is  produced  which  will  cause  direct  current  to  flow 
in  the  galvanometer.  The  alternating  current  does  not  flow  through 
the  meter  windings.  The  current  which  flows  through  the  meter  wind¬ 
ings  is  d-c.  due  to  the  voltage  generated  by  the  thermo-couple. 

The  foregoing  bridge  circuits  are  useful  in  determining  the  values  of 
unknown  condensers,  resistances  and  inductances,  and  this  principle  is 
the  one  used  in  balancing  or  neutralizing  the  effective  grid  and  plate 
capacity  of  a  radio-frequency  tube. 

Coupling  Oscillating  Circuits. — One  of  the  oscillators  described  in 


Fro.  335. — Showing  how  the  tank  circuit  (primary  oscillatory  circuit)  may  be  coupled 
to  an  antenna  by  means  of  a  link  circuit. 

recent  paragraphs  employs  the  Hartley  circuit.  Government  regula¬ 
tions  require  the  inductive  type  of  coupling  to  be  employed  between  the 
antenna  system  and  the  closed  oscillatory  system  of  a  transmitter.  The 
oscillation  transformer  consists  of  the  primary  and  secondary  coils, 
which  are  mutually  related  and  are  mounted  as  one  unit.  It  is  desir¬ 
able,  in  some  installations,  to  place  the  complete  antenna  sytem  with 
coils  out-of-doors.  The  coils  are  commonly  known  as  antenna  load¬ 
ing  inductances.  It  is  then  necessary  to  connect  the  closed  oscillatory 
circuit  to  the  antenna  system  with  a  link  circuit  or  feeder  line,  that  is, 
the  coupling  between  two  circuits  is  effected  either  by  inductive  coup¬ 
ling  or  capacitative  coupling.  The  two  methods  are  shown  in  Figs.  335 
and  336.  Whenever  either  of  these  two  arrangements  is  used,  the 
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antenna  inductance  and  the  antenna  ammeter  and  ground  connections 
are  all  in  series;  therefore  no  part  of  the  radiating  system  enters  the 
building  housing  the  transmitter,  only  the  feed  wires  connecting  from 
transmitter  to  antenna.  This  type  of  coupling  is  very  efficient  for 
short  wave  transmission  because  it  reduces  the  length  of  the  lead-in 
wires  from  the  antenna  to  the  set.  It  is  used  advantageously  in  many 
high-power  broadcasting  stations. 

The  coupling,  in  this  case,  is  effected  through  a  link  circuit  indicated 
E  in  the  diagram,  Fig.  335,  and  the  leads  connecting  the  transmitter 
to  the  antenna  are  called  “  feeder  wires.” 

Inductance  L\  and  condenser  C\  comprise  the  closed  oscillatory  or 
tank  circuit  which  regulates  the  frequency  of  the  high  frequency  oscilla¬ 
tions  generated  by  this  system.  The  blocking  condenser  C2  couples 
the  plate  to  inductance  Lx  at  point  A  for  feeding  back  the  alternating 
component  of  the  plate  current.  Between  B  and  C  on  inductance  L\ 
the  voltage  drop  is  obtained  to  excite  the  grid  with  an  alternating  poten¬ 
tial  to  generate  the  continuous  oscillations.  The  connections  are  made 
variable  to  control  the  potential  applied  to  the  grid. 

The  frequency  of  the  tuned  circuit  LxCi  is  controlled  by  variable 
clip  D.  The  inductance  E  of  the  link  circuit  is  fixed,  and  the  radio-fre¬ 
quency  current  is  induced  into  this  coil  from  Lx  of  the  tuned  circuit. 

When  the  antenna  loading  inductance  L2  is  mounted  outside  of 
and  at  some  distance  from  the  building,  a  suitable  connection  is  then 
made  from  the  link  inductance  E  to  L2,  made  variable  at  F,  in  order 
that  maximum  current  may  flow  through  the  link  circuit  and  produce 
highest  transfer  of  energy  from  the  closed  to  the  open  circuit.  The 
wavelength  of  the  open  circuit  is  varied  at  G  by  moving  this  clip  on  the 
antenna  inductance  L2. 

Another  method  of  coupling  is  shown  in  Fig.  336.  The  antenna 
coupling  to  the  primary  oscillatory  or  tank  circuit  L\C\  is  effected 
through  a  single  feeder  wire  W.  This  wire  is  connected  directly  between 
the  two  circuits  at  almost  any  convenient  point  along  the  inductance 
coil,  but  not  at  a  ground  connection.  A  radio-frequency  choke  coil  X 
connected  in  series  with  the  coupling  lead  acts  to  suppress  the  radia¬ 
tion  of  harmonics  generated  in  the  oscillator  tuned  circuit.  The  har¬ 
monics  are  radio-frequency  oscillations  of  a  higher  order  than  the 
fundamental  frequency  at  which  the  circuit  is  oscillating.  The  im¬ 
pedance  of  the  choke  coil  to  these  higher  frequencies  is  proportionally 
greater  and  acts  to  prevent  the  harmonics  from  being  radiated. 

This  method  of  coupling  is  easily  adjusted,  and  the  feeder  wire  W 
can  be  carried  distances  from  an  antenna  system  to  the  transmitting 
circuits  that  would  be  prohibitive  in  the  case  of  the  main  antenna  leads. 
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In  the  circuit  illustrated  no  direct  ground  connection  is  used  for  the 
antenna  system.  A  large  counterpoise  is  made  up  of  wires  radiating 
from  a  common  center  similar  to  the  hub  and  spokes  of  a  wheel.  This 
constitutes  a  capacity  ground  and  permits  the  antenna  to  oscillate  freely 
about  its  own  electrical  center.  The  plate  and  grid  couplings  of  the 
primary  oscillating  circuit  are  similar  to  those  already  described.  It  is 
seen  that  the  feed-back  from  the  plate  circuit  is  through  bypass  con¬ 
denser  C2  to  coupling  lead  P,  the  input  alternating  voltage  impressed 
between  grid  and  filament  necessary  to  excite  the  grid  for  the  generation 
of  continuous  oscillations  being  obtained  from  that  portion  of  the  pri¬ 
mary  inductance  L\  between  the  grid  G  and  filament  F  coupling  leads. 


Fig.  336. — The  oscillator  circuit  of  a  broadcast  transmitter  showing  the  tank  circuit 
consisting  of  L\C\  coupled  to  the  antenna  by  a  single  feed  wire.  The  radio-frequency 
choke  is  used  to  suppress  harmonic  radiation. 

For  the  purpose  of  fine  tuning  a  single  turn  variometer  is  connected 
in  series  with  the  primary  oscillator  circuit.  This  arrangement  enables 
the  adjustment  of  a  frequency  under  normal  conditions  to  within  100 
cycles  of  the  frequency  assigned  to  the  transmitter  by  the  government. 
Fine  tuning,  by  means  of  a  variometer,  is  to  be  found  in  the  circuits  of 
many  tube  transmitters. 

A  modulator  meter  is  shown  connected  in  the  secondary  of  an  iron 
core  transformer.  The  needle  of  this  meter  will  indicate  by  its  con¬ 
stant  deflection  the  degree  of  modulation  to  the  input  of  the  oscillator, 
and  is  one  of  the  methods  used  for  checking  the  efficiency  at  which  the 
modulator  plate  current  variations  are  affecting  the  amplitude  heights 
of  the  continuous  oscillations  generated  by  this  system.  The  modu- 
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lator  choke  coil  is  not  illustrated  in  the  diagram,  and  should  not  be 
confused  with  the  coil  P  of  the  transformer. 

The  oscillating  frequency  of  the  primary  circuit  in  this  transmitter 
is  1007  kc.  The  constants  of  the  circuits  are  a  50-microhenry  induc¬ 
tance  L\  and  an  air-type  condenser  C 1  of  .005  mfd.  capacity. 

A.C.  and  D.C.  Component  of  Pulsating  Current. — In  Fig.  337,  the 
curve  at  the  left  illustrates  an  alternating  current  and  the  one  at  the 

right  a  pulsating 
direct  current.  When 
an  alternating  e.m.f. 
is  superimposed  upon 
a  steady  e.m.f.  (d-c.) 
a  pulsating  current 
will  result,,  provided 
the  strength  of  the 
alternating  compo¬ 
nent  is  not  greater 
than  that  of  the 
direct  current.  The 
resulting  current  may 
be  better  explained 
by  reference  to  the  two  curves  if  we  assume  arbitrary  units  of  current 
values  rather  than  values  of  e.m.f. 

Let  us  suppose  that  five  units  of  direct  current  flow  steadily  in  a 
circuit  shown  from  C  to  D .  At  the  moment  D  let  an  alternating  cur¬ 
rent  shown  by  the  curve  at  the  left  be  impressed  upon  the  circuit.  The 
effect  will  be  to  cause  an  increase  in  the  direct  current  to  10  units  dur¬ 
ing  the  positive  alternation  of  the  a-c.  cycle  when  both  currents  are 
aiding,  or  flowing  in  the  same  direction. 

During  the  negative  alternation  of  the  a-c.  cycle  the  five  units  of  a-c. 
will  oppose  the  five  units  of  direct  current  resulting  in  zero  current. 
The  direct  current  continues  to  flow  uniformly  at  five  units  when  the 
alternating  current  does  not  flow  in  the  circuit.  This  one  cycle  of  alter¬ 
nating  e.m.f.  superimposed  on  the  direct  current  in  this  case  produced 
one  pulse  of  direct  current.  This  fact  is  important  because  throughout 
the  discussions  of  vacuum  tubes  we  repeatedly  refer  to  the  alternating 
component  of  the  fluctuating  plate  current.  It  should  be  remembered 
that  the  plate  direct  current  in  a  vacuum  tube  cannot  fall  below  zero, 
for  then  it  would  be  an  alternating  current  and  not  a  pulsating  d-c.  cur 
rent.  If,  in  a  given  circuit,  an  a-c.  component  is  greater  than  the  nor¬ 
mal  flow  of  d-c.  current  then  the  resultant  will  be  alternating  current 
and  not  a  pulsating  direct  current. 


10  Direct 


Pulsating - 


"**]■«-  Direct  -> 


One  cycle  of  A.  C. 
Superimposed  upon  D.  C. 


Fig.  337. — Illustrating  how  a  pulsating  current  is  equiva¬ 
lent  to  the  sum  of  an  alternating  current  and  a  direct 
current.  Hence  we  have  the  expression  “the  alternating 
component”  of  a  pulsating  current. 
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Vacuum  Tube  Transmitter  Employed  for  Telegraph  and  Telephone 
Transmission. — The  purpose  of  the  following  discussion  is  to  acquaint  the 
reader  with  the  usual  arrangement  employed  in  transmitters,  when  more 
than  one  tube  is  used  as  an  oscillator  or  as  a  modulator.  At  the  same  time 
we  will  explain  in  a  general  way  how  either  telegraph  or  telephone  trans¬ 
mission  is  accomplished.  It  also  will  be  explained  how  the  bower  SUP“ 
plied  to  the  transmitter  unit  may  be  obtained  from  a  kenotron  rectifier. 

In  Fig.  338  the  transmitter  is  shown,  and  in  Fig.  339  the  kenotron 
rectifier  and  filter  circuit  are  illustrated.  These  two  circuits  together 
represent  a  complete  radio  continuous  wave  (c.w.)  telegraph  and  phone 
transmitter. 

Let  us  return  to  Fig.  338.  For  telegraphy,  four  UX-210  radiotrons 
are  employed  as  oscillators.  For  telephony,  two  of  these  tubes  are 
utilized  as  modulators.  The  tubes  are  rated  at  7.5  watts  and  require  a 
plate  potential  of  from  350  to  400  volts  and  a  filament  potential  of  7.5 
volts.  The  approximate  plate  current  of  each  tube,  when  oscillating, 
is  60  milliamperes.  (A  reference  table  of  electrical  constants  of  the 
various  transmitter  tubes  is  given  in  the  Appendix.)  It  can  be  seen 
from  the  circuit  diagram  that  the  grids  of  each  oscillator  are  connected 
together  at  g ,  and  the  plate  of  each  oscillator  is  connected  at  junction  P2. 
This  places  both  oscillator  tubes  in  parallel  and  each  supplies  its  individ¬ 
ual  power  to  the  oscillatory  circuit.  The  grid  of  each  modulator  tube 
is  connected  to  the  junction  at  the  switch  contact  SW- 2,  and  each  plate 
of  the  modulator  is  connected  together  at  contact  STF-1.  These  con¬ 
nections  place  both  modulator  tubes  in  parallel  with  each  other. 

For  telegraph  transmission  all  of  the  four  tubes  are  connected  in 
parallel,  and  this  is  accomplished  by  a  three-blade  gang  switch.  The 
individual  contact  switch  arms  are  indicated  by  SW- 1,  SW-2  and  &IF-3. 
When  this  switch  is  thrown  toward  the  left,  it  makes  contact  for  c.w. 
telegraph  transmission.  If  we  trace  the  circuit  from  the  grids  of  the 
two  modulator  tubes  through  SW-2  to  c.w.,  then  over  to  point  gi,  we 
will  observe  that  the  grid  circuits  of  the  four  tubes  are  all  connected  in 
parallel  at  this  junction  point.  This  time  we  shall  trace  the  circuit  from 
the  plates  of  the  two  modulator  tubes  through  the  switch  SW- 1  to  c.w. 
and  over  to  P2.  We  shall  now  find  the  plate  circuits  of  the  four  tubes 
all  connected  in  parallel  at  this  junction  point.  All  four  tubes  will  now 
function  as  oscillators. 

The  plate  circuits  are  coupled  to  the  inductance  L  through  the  plate 
coupling  condenser  C\.  When  all  four  tubes  are  employed  as  oscillators, 
then  switch  SIF-3  will  be  in  position  on. the  contact  indicated  c.w.  This 
means  that  for  the  additional  power  supplied  by  the  four  tubes  a  differ¬ 
ent  coupling  for  feed-back  is  required  to  the  inductance  L  than  would 


Condenser 


Fig.  338. — How  a  vacuum  tube  transmitter  may  be  used  for  telegraphic  signaling  or  voice  transmission  by  simply  throwing  a 
switch.  All  of  the  tubes  are  operated  in  parallel  for  telegraphy,  whereas  for  telephony  two  tubes  in  parallel  are  worked  as 
oscillators  while  the  other  two  tubes  also  in  parallel  function  as  modulators.  The  phones  attached  to  L2  enable  an  operator  to 

listen  to  the  microphone  input. 


OSCILLATOR  AND  MODULATOR  TUBES 


657 


be  necessary  when  only  the  two  oscillators  were  working  together  as 
in  phone  transmission. 

The  grid-blocking  condenser  C2  in  conjunction  with  the  grid  leak 
determines  the  rate  at  which  the  current  flows  from  the  grid  back  to  the 
filament.  By  using  the  proper  sized  grid  leak,  a  definite  negative  poten¬ 
tial  can  be  held  on  the  grid  for  normal  operation. 

Condenser  C3  is  part  of  the  tuned  oscillatory  circuit,  and  provides 
the  voltage  drop  impressed  between  grid  and  filament  to  produce  the 
radio-frequency  oscillations.  Condenser  C3  is  called  either  the  grid 
excitation  or  grid  input  condenser . 

The  filaments  are  supplied  with  alternating  current.  If  the  power 


Fig.  339. — How  a  rectifier  circuit  may  be  arranged  to  provide  full-wave  rectification 
by  utilizing  several  half-wave  rectifier  tubes. 

to  this  circuit  was  supplied  from  a  motor-generator  or  rotary  converter, 
then  slip  rings  on  the  armature  of  the  d-c.  motor  or  rotary  converter 
would  furnish  the  a-c.  to  the  filaments,  through  a  step-down  transformer. 
When  the  circuit  is  operated  by  a  rectifier,  a  separate  filament-heating 
coil  is  included  in  the  power  transformer.  The  winding  which  supplies 
the  a-c.  is  tapped  in  the  middle  and  connected  to  the  post  marked  neu¬ 
tral,  as  shown  in  Fig.  339.  Two  condensers  are  connected  from  the 
neutral  point  to  each  outside  terminal  of  the  filament  circuit. 

The  diagram  of  Fig.  338  clearly  shows  that  the  neutral  point  of  the 
filament  circuit  is  connected  to  grid  excitation  condenser  C3  at  point  K . 
It  can  thus  be  seen  when  the  tubes  are  oscillating  how  the  voltage  across 
condenser  C3  is  impressed  between  the  grid  and  filament  of  the  tubes. 
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One  more  circuit  remains  to  be  completed,  namely,  the  connection 
between  negative  “  B  ”  and  the  filament  circuit.  We  refer  to  this 
specifically  because  we  find  this  connection  completed  from  K  to  n  with 
a  bias  resistor  and  a  transmitting  key  in  series.  There  is  a  small  switch 
SW- 4  which  can  be  placed  at  intermediate  taps  taken  from  the  resistor 
at  350,  400  and  450  ohms.  The  bias  will  be  determined  by  the  amount 
of  resistance  used. 

The  action  of  the  bias  resistor  modulates  the  continuous  high  fre¬ 
quency  current  generated  by  the  four  oscillators  when  used  for  tele¬ 
graphic  transmission.  The  audible  pitch  of  the  note  transmitted 
depends  upon  the  value  of  the  resistance,  and  this  can  be  changed  by 
varying  the  switch  SWA.  This  switch  is  sometimes  called  the  “tone 
switch.”  The  operation  of  the  key  closes  this  bias  resistor  circuit  and 
provides  means  for  sending  telegraph  signals.  It  is  thus  seen  that  a 
commercial  tube  transmitter  of  this  type,  which  can  radiate  a  modu¬ 
lated  continuous  wave,  is  designed  to  replace  completely  a  spark  trans¬ 
mitter. 

There  is  no  necessity  to  employ  a  chopper  in  this  circuit  to  transmit 
telegraph  signals.  Also,  the  signals  may  be  received  in  any  type  of 
receiving  set,  either  a  crystal  or  a  non-oscillating  vacuum  tube  detector. 

To  transmit  voice  signals  the  gang  switch  is  thrown  to  the  right  and 
the  switch  blades  make  contact  at  each  respective  switch  stud,  marked 
“Phone.” 

Let  us  trace  out  the  connection  from  the  plate  circuit  of  the  two 
modulator  tubes  through  SWA  to  point  Z,  and  also  trace  the  grid  micro¬ 
phone  transformer.  It  is  seen  that  the  four  tubes  are  no  longer  con¬ 
nected  in  parallel.  The  two  modulators  and  the  two  oscillators  form 
separate  parallel  groups. 

The  switch  blade  $IV-3  is  now  making  contact  on  the  stud  marked 
“Phone,”  connecting  to  the  tuned  inductance  L  at  point  P-1.  This 
different  connection  on  the  inductance,  as  previously  stated,  is  neces¬ 
sary  because  only  two  oscillator  tubes  are  now  supplying  lower  power 
through  the  plate  coupling  condenser  C\  to  the  tuned  oscillatory  circuit. 

Voice  transmission  is  accomplished  in  a  manner  similar  in  every 
respect  to  the  circuit  functions  previously  described.  A  speech  ampli¬ 
fying  tube  is  not  usually  required  when  a  low-powered  tube  is  employed 
as  a  modulator,  because  sufficiently  high  voltages  can  be  introduced 
directly  into  the  grid  circuits  of  the  modulator  from  the  secondary  of  the 
speech  input  transformer  to  give  a  high  percentage  of  modulation  for 
efficient  operation. 

In  the  microphone  transformer  illustrated  there  is  an  additional 
winding  L2  connected  to  telephone  receivers.  This  permits  the  micro- 
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phone  to  be  placed  in  some  remote  room  and  the  operator,  sitting  near 
the  transmitter,  may  hear  the  words  spoken  into  the  microphone  through 
the  receivers. 

The  foregoing  explanation  governing  oscillator  and  modulator  tubes 
connected  in  parallel  arrangement  holds  good  for  any  number  of  tubes 
up  to  certain  practical  limits.  For  instance,  a  standard  tube  trans¬ 
mitter  for  ship  installation  may  employ  as  many  as  seven  oscillator 
tubes,  and  some  of  the  high-powered  broadcasting  stations  are  equipped 
with  more  than  this  number. 

To  complete  the  power  unit  of  the  circuit  just  described,  we  will 
refer  to  Fig.  339.  The  circuit  arrangement  constitutes  a  single  phase 
full  wave  rectifier.  The  filter  system  is  composed  of  the  filter  choke  and 
the  three  condensers.  Two  of  the  condensers  are  connected  from  either 
side  of  the  choke  across  the  d-c.  line  from  positive  to  negative.  One  of 
the  condensers  is  shunted  across  the  filter  choke. 

The  power  from  the  a-c.  line  is  connected  into  the  primary  of  the 
power  transformer  and  provides  for  50  to  60  cycles,  102.5  to  115  volts 
a-c.  The  alternating  current  supply  is  illustrated  by  the  lower  wave  in 
the  oscillogram  in  Fig.  256a.  Full  wave  rectification  is  shown  by  the 
form  in  the  middle  oscillogram,  where  the  current  supplied  to  the  filter 
circuit  from  the  output  of  the  kenotrons  is  in  the  form  of  direct  current 
pulsations. 

It  is  clearly  defined  that  there  is  a  d-c.  pulsation  for  every  alterna¬ 
tion  of  the  a-c.  supply.  The  peaks  of  the  d-c.  pulsations  would  cause  a 
hum  in  the  receiving  set  tuned  to  receive  signals  from  this  transmitter 
except  for  one  fact.  When  the  pulsations  flow  through  the  filter  circuit, 
the  ripples  are  reduced  or  smoothed  out  so  that  the  output  of  the  recti¬ 
fier  conforms  more  nearly  to  a  constant  direct  current  flow.  This  is 
shown  in  Fig.  2566. 

The  power  transformer  has  three  secondary  windings.  Si  in  Fig. 
339  is  the  filament-heating  winding  supplying  alternating  current  to  the 
four  tubes  mounted  in  the  transmitting  circuit  of  Fig.  338.  Winding 
&2  in  Fig.  339  is  the  filament-heating  coil  which  supplies  alternating 
current  to  the  filaments  of  the  four  kenotron  rectifier  tubes.  The  third 
winding  S3  terminates  on  the  plates  of  these  kenotrons. 

The  tubes  employed  in  Fig.  339  are  UX-216  half-wave  rectifiers  each 
having  one  filament  and  one  plate.  The  tubes  are  arranged  to  provide 
full-wave  rectification.  Instead  of  only  two  tubes  being  employed  to 
fulfil  this  function  four  tubes  are  utilized,  each  pair  being  connected  in 
parallel.  The  plates  of  tubes  1  and  2  are  connected  at  junction  x,  then 
to  the  top  side  of  coil  S3.  The  plates  of  tubes  3  and  4  are  connected  to 
junction  y ,  then  to  the  bottom  side  of  coil  S3.  The  mid-tap  taken 
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from  this  coil  is  the  negative  side  of  the  d-c.  circuit.  The  filaments  of 
all  four  tubes  are  connected  in  parallel  and  to  the  coil  S2  by  which  they 
are  supplied  with  alternating  current,  and  the  mid-tap  of  this  winding 
provides  the  positive  potential  side  of  the  d-c.  circuit. 

Briefly,  because  of  the  one-way  conductivity  of  a  vacuum  tube,  for 
all  practical  purposes,  current  can  flow  only  from  the  plate  to  the  fila¬ 
ment.  Since  an  alternating  e.m.f.  is  induced  in  coil  £3,  the  plates  of 
tubes  1  and  2  will  receive  a  positive  alternation  when  the  plates  of  tubes 
3  and  4  at  that  instant  receive  a  negative  potential. 

When  plates  1  and  2  are  positive,  current  can  flow  through  these  two 
tubes  from  the  mid-tap  of  S3  to  the  filaments  and  out  through  the  mid¬ 
tap  of  S2,  to  the  positive  side  of  the  d-c.  line.  During  the  next  alterna¬ 
tion  induced  in  S3,  the  plates  of  tubes  3  and  4  become  positive  and  the 
plates  of  tubes  1  and  2  then  become  negative.  During  this  half-cycle 
tubes  3  and  4  are  active  and  current  will  flow  from  the  mid-tap  of  S3 
to  the  plates  of  tubes  3  and  4,  to  the  filaments  and  out  through  the  mid¬ 
tap  of  S2  again  to  the  positive  side  of  the  d-c.  circuit.  Thus  it  can  be 
seen  that  a  pulse  of  direct  current  will  flow  in  the  circuit  for  every 
alternation  of  the  induced  e.m.f.  in  the  secondary  coil  S3.  Moreover, 
this  parallel  arrangement  distributes  the  load  among  the  tubes  because 
each  pair  is  alternately  active. 

The  a-c.  supply  to  the  primary  of  the  transformer  is  connected  to  a 
switch  which  makes  contact  to  taps  on  the  primary  of  the  transformer. 
This  permits  a  regulation  of  the  input  voltages  to  the  power  transformer 
to  cover  any  change  in  line  voltages  from  102.5  to  115  volts. 

Vacuum  Tubes  Connected  in  Parallel. — When  several  vacuum  tubes 
are  connected  in  parallel,  either  operating  as  oscillators  or  modulators, 
there  is  a  certain  amount  of  coupling  between  the  tubes.  This  inter¬ 
coupling  sometimes  has  the  effect  of  setting  up  undesired  or  parasitic 
oscillations  in  circuits.  To  prevent  this,  choke  coils  are  connected  either 
in  all  of  the  plate  circuits  of  the  tubes,  or  in  the  grid  circuits  of  the  tubes. 
The  system  of  connecting  the  choke  coils  is  illustrated  in  Fig.  340. 
Each  tube  circuit  in  a  parallel  bank  would  be  identical  in  every  respect 
as  far  as  the  elements  in  the  circuits  are  concerned,  with  the  exception 
that  each  tube  would  have  an  individual  choke  coil. 

These  choke  or  reactance  coils  are  of  the  order  of  10  microhenrys 
when  used  with  a  50-watt  tube  and  do  not  react  or  have  any  choking 
effect  upon  the  normal  oscillating  current  in  the  tube  circuits.  The  use 
of  these  choke  coils  is  illustrated  in  the  chapter  entitled  “  Tube  Trans¬ 
mitters/ ^  Resistor  units  are  sometimes  inserted  in  the  grid  or  plate 
circuits  in  place  of  the  choke  coils  to  accomplish  the  same  results,  dissi¬ 
pating  the  energy  of  the  parasitic  oscillations  in  the  form  of  heat. 
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Modulated  Oscillator. — The  vacuum  tube  when  operated  as  an 
oscillator,  as  shown  in  Fig.  341,  is  one  of  the  most  flexible  devices  known, 
because  it  can  be  made  to  produce  oscillations  of  less  than  one  cycle  per 
second  and  as  high  as  several  hundred  million  cycles  per  second.  An 
oscillator  thus  can  be  used  to  transmit  audio-frequency  signals  by 
modulating  the  high  frequency  currents  which  are  generated  in  the 
oscillatory  circuit.  This  modulation  of  energy  is  obtained  from  sup- 


Fig,  340. — Vacuum  tubes  connected  in  parallel  for  transmission  require  the  use  of 
choke  coils  or  resistors  in  either  the  plate  or  grid  circuits  to  suppress  ultra  high 

frequency  oscillations. 

plying  the  correct  grid  leak  resistance.  In  general,  the  theory  of  modu¬ 
lating  by  this  means  rests  in  the  fact  that  while  the  tube  circuit  is  oscil¬ 
lating  at  radio-frequency,  the  current  flowing  to  the  grid  can  leak  off  only 
at  a  rate  determined  by  the  value  of  the  grid  resistance.  When  the 
grid  negative  potential  of  the  oscillator  is  thus  changed  periodically,  the 
size  of  the  amplitudes  of  the  generated  oscillations  is  varied. 

When  the  amplitudes  or  heights  of  “groups”  of  oscillations  are 
varied  by  a  changing  grid  potential  occurring  at  a  low  frequency,  a 
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modulated  continuous  wave  is  transmitted.  It  will  be  remembered  that 
in  the  discussion  of  a  modulator  tube  acting  upon  an  oscillator  it  was 
pointed  out  that  any  change  of  plate  potential  applied  to  the  oscillator 
at  an  audio-frequency  would  cause  the  oscillator  to  generate  a  modu¬ 
lated  continuous  wave  signal.  It  must  be  evident  that  an  oscillator 
can  be  made  to  generate  a  modulated  signal  either  by  changes  in  plate 
potential  or  variations  in  grid  potential.  The  method  used  when  an 
audio-frequency  note  is  desired  for  testing  or  calibration  purposes  is 
shown  by  the  circuit  diagram,  Fig.  341.  This  oscillator  is  also  very 
efficient  as  a  driver  circuit  to  furnish  a  signal  for  balancing  or  neutraliz¬ 
ing  the  radio-frequency  circuits  of  any  receiving  set. 

The  general  construction  consists  of  a  coil  wound  with  50  turns  of 


Fig.  341. — A  modulated  oscillator  circuit  for  calibration  and  testing  purposes.  A 
199  tube  is  used  and  the  circuit  covers  a  frequency  band  from  550  to  1500  kilocycles 

(200  to  546  meters). 

No.  20  D.S.C.  wire  on  a  2^-in.  tube.  The  negative  lead  of  the  filament 
is  connected  to  a  tap  on  the  coil  at  the  twenty-fifth  turn.  A  variable 
condenser,  .0005  mfd.  capacity,  is  shunted  across  the  whole  winding. 
This  oscillator  will  cover  the  broadcast  frequency  range  of  550  to  1500 
kc.,  which  equals  the  wavelength  band  of  200  to  546  meters. 

The  grid  condenser  of  .00025  mfd.  capacity  and  grid  leak  modulate 
the  output  high  frequency  current,  the  audio  note  being  dependent 
upon  the  value  of  the  grid  leak.  It  is  recommended  that  a  grid  leak  of 
4  megohms  be  used.  Whenever  a  higher  or  lower  pitched  audio  note 
is  desired,  it  is  necessary  only  to  change  the  grid  leak.  A  low  resistance 
leak  will  produce  a  high-pitched  note,  because  the  negative  charge 
accumulating  in  the  grid  leaks  off  at  a  fast  rate;  therefore  the  rate  at 
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which  the  grid  voltage  changes  is  periodically  increased.  On  the  other 
hand,  a  high  resistance  leak  will  produce  a  low-pitched  note. 

When  a  UX-199  tube  is  used,  a  plate  potential  supply  of  45  volts  is 
sufficient.  The  dial  of  the  condenser  can  be  calibrated  either  in  wave¬ 
lengths  or  in  kilocycles  from  a  wavemeter,  and  this  circuit  then  becomes 
very  useful  in  calibrating  tuned  radio-frequency  circuits,  or  adjusting 
the  plates  of  condensers  arranged  in  tandem  in  a  single-dial  control 
receiver,  because  the  frequency  of  the  oscillations  transmitted  will 
be  known. 

When  the  inductance  coil  L  is  placed  near  a  receiving  set,  high 
frequency  modulated  signals  will  be  induced  in  the  tuned  circuits  and 
received  in  the  telephones  in  a  manner  exactly  similar  to  a  modulated 
radio-frequency  signal  received  on  an  aerial  from  some  distant  trans¬ 
mitter.  This  circuit  is  really  a  miniature  transmitting  station,  sending 
out  an  audible  signal.  There  are  times  when  it  is  desired  to  adjust 
the  pitch  of  the  audio-frequency  signal.  This  may  be  done  by  chang¬ 
ing  the  value  of  the  grid  leak  resistance,  which,  as  stated  before, 
determines  the  pitch  of  the  audio  note.  The  small-sized  grid  condenser, 
.00025  mfd.  capacity,  will  permit  the  high  frequency  carrier  oscillations 
to  charge  the  grid  to  a  crest  voltage,  thus  maintaining  the  system  in  a 
state  of  oscillation.  While  the  grid  is  being  charged  positive  and  nega¬ 
tive,  current  flows  to  the  grid  and  it  is  the  function  of  the  grid  resistance 
to  allow  the  accumulation  of  electrons  on  the  grid  to  be  released  between 
groups  of  the  high  frequency  oscillations.  The  larger  the  resistance  the 
longer  it  will  take  the  trapped  electrons  to  leak  off.  This  means  that 
the  negative  voltage  of  the  grid  is  reduced  for  a  certain  interval  of  time, 
and  the  lower  voltage  at  which  the  grid  is  held  is  only  a  fraction  of  the 
initial  negative  charge.  The  rate  at  which  the  electrons  leak  away 
from  the  grid  is  known  as  the  time  constant ,  and  this  factor  is  controlled 
by  the  value  of  the  grid  leak.  It  is  obvious  that  by  changing  the  value 
of  the  grid  leak  the  operating  voltage  of  the  grid  will  also  change  to  a 
different  period.  If  the  frequency  of  grid  voltage  variation  occurs  at 
an  audio-frequency  rate,  the  continuous  oscillations  will  be  modulated 
and  the  envelope  of  the  high  frequency  carrier  currents  will  be  moulded 
to  produce  an  audible  signal  in  the  receiving  set. 
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COMMERCIAL  TUBE  TRANSMITTERS 

The  2-K.W.,  ET-3628  A.C.C.W.  Tube  Transmitter.  Popularly  Known 
as  the  Converted  P-8  Tube  Transmitter.  The  spark  form  of  transmis¬ 
sion  is  eliminated  in  the  type  P-8  transmitter,  and  vacuum  tube  opera¬ 
tion  is  made  available  by  the  replacement  of  the  spark  radio-frequency 
units  in  the  closed  (primary)  circuit  with  a  compact  tube  rack  and  coil 
and  condenser  assembly.  The  main  power  supply  equipment  is  retained. 
The  photographs  in  Figs.  342,  343a,  3436,  and  343c  show  the  con¬ 
verted  P-8  equipment. 

The  conversion  of  the  spark  transmitter  in  brief  is  made  by  remov¬ 
ing  the  following  parts:  the  quenched  gap  panel,  airduct,  primary  con¬ 
denser  rack,  coupling  shaft  and  scale,  rotary  gap  disk  and  muffler, 
changeover  switch  and  adjusting  handle,  and  all  upper  contact  studs  on 
the  wave-changer  panel.  Also,  the  primary  reactance  is  permanently 
cut  out  and  the  primary  inductance  (pancake  coil)  is  removed  and 
replaced  with  the  drum-wound  helix  type  called  the  “tank  indutance,” 
as  shown  in  the  photograph. 

The  tube  cradle  holding  the  two  UV-204-A's  is  then  installed  and 
protected  by  a  panel  screen.  The  filament  bypass  condensers  are 
mounted  on  the  rear  of  the  panel  in  a  position  directly  in  back  of  the 
filament  voltmeter.  A  large  board  holding  the  choke  coil  and  condenser 
assembly  is  put  in  the  place  formerly  occupied  by  the  spark  condenser 
rack.  On  this  board  are  the  grid  leak  resistor  of  4000  ohms  and  grid 
radio-frequency  choke,  the  large  plate  excitation  condenser  on  either 
side  of  which  are  mounted  the  two  smaller  plate  blocking  condensers. 
The  two  plate  radio-frequency  chokes  are  secured  to  the  bottom  of  the 
board  toward  the  rear. 

The  primary  wave-changer  panel  is  drilled  for  two  additional  con¬ 
tact  studs  and  five  flexible  leads  are  connected,  thus  providing  for  a 
five-wave  position  holder.  The  circuit  is  the  conventional  Colpitt’s 
oscillator  type  using  flexible  inductance  leads,  making  five  wavelengths 
available  as  indicated  in  the  schematic  diagram  of  Fig.  344. 

The  open  oscillatory  circuit  of  the  ET-3628  is  substantially  the  same 
as  the  P-8  except  for  the  two  additional  wavelengths  provided  and  the 
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secondary  inductance  has  only  one  variable  tap  which  after  calibration 
remains  in  a  fixed  position  for  all  wavelengths.  The  spark  transformer 
is  replaced  with  a  mid-tapped  transformer.  A  filament  voltmeter  is 
mounted  on  the  panel,  whereas  the  filament  rheostat  which  controls 
the  alternating  current  output  of  the  rotary  converter  is  usually  placed 
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Fig.  342. — Front  panel  view  of  P-8  converted  tube  transmitter,  type  ET-3628. 


near  the  operator’s  table.  The  mid-point  of  the  filament  trans¬ 
former  and  the  mid-point  of  the  plate  transformer  are  joined  with  a 
heavy  No.  12  gage  lead-covered  wire  which  is  connected  to  the 
ground. 

Theory  of  Operation. — Self-Rectifying  Tube  Transmitter. — The  self- 

rectifying  circuits  may  be  divided  into  the  following  two  classes: 
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(1)  Those  employing  one  tube  and  utilizing  only  one-half  of  the 
a-c.  cycle. 


Five  •  Wave 
Switch 


Secondary  of 
Oscillation 
Transformer 


Tank  Inductance 
Primary  of 
Oscillation 
Transformer 


Choke 


Fig.  343a. — Rear  view  of  converted  P-8  vacuum  tube  transmitter  model  ET-3628. 


(2)  Those  using  both  halves  of  the  a-c.  cycle  employing  two 
tubes  arranged  symmetrically  so  that  each  tube  operates 
alternately  during  the  positive  alternations  of  the  a-c. 
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cycle.  The  latter  type  is  utilized  in  the  ET-3628  described 
in  subsequent  paragraphs. 

Placing  the  ET-3628  into  Operation. — Before  starting  the  2-kw. 
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Fig.  3436. — A  close-up  view  of  the  converted  P-8  transmitter  (type  ET-3628)  in 
which  the  main  elements  are  clearly  shown. 

motor-generator  be  sure  that  the  motor  and  generator  field  rheostat 
controls  on  the  panel  are  at  lowest  points  and  also  adjust  the  filament 
rheostat  resistance  for  minimum  voltage.  To  start  the  set,  close  the 
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main  line  d-c.  switch  on  the  panel;  direct  current  will  then  flow  to  the 
motor  field  windings.  Next  press  the  automatic  starter  button  or 
throw  the  antenna  changeover  switch  to  the  transmitting  position. 
The  direct  current  fine  is  now  closed  through  the  starting  solenoid, 
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Fig.  343n. — A  side  view  of  the  ET-3628  tube  transmitter. 


marked  on  the  photograph  in  Fig.  342,  causing  the  plunger  bar  of  the 
automatic  starter  to  rise.  The  plunger  bar  moves  up  slowly,  short- 
circuiting  each  one  of  the  motor  armature  starting  resistances  in  suc¬ 
cession  as  it  touches  the  finger  contacts.  This  operation  is  necessary 
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in  order  to  prevent  an  excessive  current  flow  through  the  armature 
when  starting.  The  starting  resistances  compensate  for  the  lack  of 
sufficient  counter  e.m.f.  until  the  armature  attains  full  speed.  The 
direct  current  line  to  the  motor  armature  coils  is  closed,  however,  only 
when  the  bar  touches  the  first  finger  and  at  this  moment  the  armature 
will  begin  rotation.  From  this  point  on,  the  armature  continues  increas¬ 
ing  in  speed  until  the  bar  reaches  its  uppermost  position,  after  which 
the  speed  remains  constant.  The  motor  speed  may  be  changed  by 
moving  the  slider  of  the  field  rheostat  up  or  down,  as  the  case  may  be. 
When  the  bar  makes  contact  with  the  last  finger  on  the  right,  current 
flows  to  the  generator  field  through  the  low  power  resistor  (shunted  by 
a  S.P.D.T.)  switch  and  the  field  rheostat.  The  latter  devices  regulate 
the  a-c.  output  of  the  generator.  The  rotary  converter  used  for  fila¬ 
ment  excitation  is  set  into  operation  when  the  antenna  changeover 
switch  (“  Send-Receive  ”  switch)  is  placed  in  transmitting  position. 
Adjust  the  filament  rheostat  until  the  filament  voltmeter  reads  11  volts. 
Now  close  the  a-c.  main  line  switch  and  place  the  wave-changer  switch 
on  the  desired  wave.  This  should  be  followed  by  depressing  the  trans¬ 
mitting  key  and  at  the  same  time  turn  the  aerial  inductance  handle 
which  controls  the  sliding  contact,  until  a  maximum  deflection  is 
recorded  on  the  radiation  ammeter  scale.  This  method  for  fine  tuning 
permits  the  best  conditions  of  resonance  between  the  closed  and  open 
oscillation  circuits  to  be  obtained.  It  is  advisable  to  repeat  this  adjust¬ 
ment  when  operating  on  any  of  the  five  wavelengths.  Do  not  change 
the  wavelengths  while  the  key  is  depressed.  When  the  maximum 
antenna  current  is  obtained  and  with  the  wave-changer  on  the  desired 
wave,  the  key  may  be  operated  for  the  transmission  of  messages. 
The  set  is  closed  down  by  pressing  the  push-button  “  Start-Stop  ” 
switch. 

t  As  previously  mentioned,  the  power  is  regulated  by  the  generator 
field  rheostat  and  in  no  case  should  the  wattmeter  be  permitted  to  read 
higher  than  1^  kw.  The  single  pole  switch  shunted  across  the  low 
power  resistor  should  be  open  when  communication  is  established  with 
nearby  coastal  stations  in  order  to  minimize  interference. 

The  main  line  d-c.  switch  should  be  open  when  the  set  is  not  in 
operation  because  the  motor  fields  are  permanently  connected  across 
the  line  when  this  switch  is  closed.  With  the  d-c.  switch  closed,  cur¬ 
rent  feeds  to  these  coils  continuously  regardless  of  whether  the  motor- 
generator  set  is  running  or  idle.  It  is  understood  that  the  generator 
field  switch  on  the  panel  must  be  closed  before  operating  the  set. 
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FUNCTION  OF  PARTS 

The  antenna  radio-frequency  ammeter  indicates  maximum  deflection  when 
antenna  circuit  resonance  is  established  with  the  tank  oscillatory  cir¬ 
cuit. 

The  loading  inductances  permit  the  antenna  to  be  resonated  with  the  closed 
circuit  at  the  five  wavelengths  available. 

The  aerial  tuning  inductance  is  a  continuously  variable  inductance  having  a 
sliding  clip,  which  can  be  moved  by  rotating  the  topmost  handle  on  the 
front  of  the  panel.  The  inductance  can  be  increased  or  decreased  inch 
by  inch,  permitting  a  critical  resonant  adjustment  to  be  obtained  on  all 
waves. 

The  primary  inductance,  called  tank  inductance  or  plate  coil,  is  used  for 
obtaining  the  correct  amount  of  inductance  for  a  certain  capacitance  in 
the  excitation  condensers,  to  promote  the  generation  of  continuous 
oscillations.  Also,  the  tank  inductance,  being  mutually  related  to  the 
secondary  inductance,  functions  to  transfer  part  of  its  energy  by  electro¬ 
magnetic  induction  to  the  open  antenna  circuit,  thus  setting  the  latter 
into  excitation. 

A  plate  excitation  condenser  of  0.002  mfd.  capacity  is  connected  in  series  with 
the  grid  excitation  condenser  and  tank  inductance  forming  the  closed 
oscillatory  circuit.  The  plate  condenser  couples  the  output  circuit  or 
plate  to  the  input  or  grid. 

The  grid  excitation  condenser  of  0.014  mfd.  capacity  supplies  the  grids  of  the 
oscillator  tubes  with  a  radio-frequency  alternating  voltage  obtained  from 
the  radio  oscillations  flowing  in  the  tank  circuit.  This  is  known  as  the 
feedback  voltage.  It  is  seen  from  the  diagram,  Fig.  344,  that  the  voltage 
drop  impressed  between  grid  and  filament  of  the  tubes  is  obtained  through 
the  two  leads  connected  across  only  a  portion  of  the  total  primary  capaci¬ 
tance,  that  is,  the  portion  represented  by  the  grid  excitation  condenser. 
This  is  a  conventional  Colpitts  oscillator  circuit.  The  total  capacity  of 
the  tank  circuit  is  represented  by  both  the  grid  and  plate  excitation  con¬ 
densers  in  series.  Tuning  this  circuit  to  any  required  frequency  is 
accomplished  by  varying  the  flexible  leads  on  the  primary  inductance  for 
any  of  the  wavelength  positions  as  designated. 

The  plate  blocking  condensers,  of  0.001  mfd.  capacity  each,  prevent  the  plate 
d-c.  voltage  supplied  by  the  plate  transformer  from  being  applied  directly 
to  the  grids  of  the  tubes.  These  condensers  not  only  are  intended  to 
isolate  the  d-c.  circuit  from  the  oscillating  a-c.  circuit,  but  they  must 
offer  a  low  reactance  to  the  high  frequency  component  of  the  plate  cur¬ 
rent  and  thereby  serve  as  a  bypass  path  for  this  oscillating  energy  from 
the  plates  to  the  tank  circuit.  The  plate  supply  system  or  power  trans¬ 
former  secondary  would  be  short-circuited  if  these  condensers  broke 
down.  The  direct  current  component  of  the  plate  current  flows  through 
the  plate  radio-frequency  chokes  and  the  transformer  secondary. 
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The  plate  radio-frequency  choke  coils  keep  the  high  frequency  current  from 
backing  into  the  power-transformer  circuit  which  would  result  in  severe 
losses  of  energy.  In  this  way  the  maximum  flow  of  radio  energy  is 
maintained  in  the  tank  circuit. 

It  will  be  noticed  that  the  radio-frequency  chokes  are  not  single-layer 
wound  coils,  but  have  a  special  form  of  winding.  This  construction  was 
found  necessary  in  order  to  prevent  trouble  due  to  burned-out  chokes. 
The  burning  currents  were  frequencies  of  some  even  multiple  of  the  fun¬ 
damental  or  operating  frequency  of  the  transmitter.  Because  of  the 
special  winding  the  chokes  possess  a  greater  amount  of  inductance  and 
less  distributed  capacitance  than  the  ordinary  single-layer  wound  coil. 
Damage  to  these  special  chokes  could  only  be  done  by  frequencies  other 
than  those  that  might  possibly  be  generated  in  the  circuits  in  which  they 
are  contained. 

A  filament  heating  transformer  steps  down  the  a-c.  voltage  to  about  13  volts, 
no  load.  The  filament  rheostat  permits  the  adjustment  of  the  filament 
voltage. 

A  filament  rotary  converter  a-c.  receives  d-c.  power  from  the  110-volt  d-c. 
line  and  delivers  alternating  current  at  60  cycles  to  the  primary  of  the 
filament  transformer. 

The  grid  leak  resistance  of  4000  ohms,  connected  in  common  to  grids  of 
both  oscillators,  maintains  the  correct  negative  bias  for  stable  operation. 

A  grid  radio-frequency  choke  prevents  losses  through  the  grid  leak  circuit  of 
the  high  frequencies  which  flow  from  the  grid  excitation  condenser.  The 
largest  amount  of  this  energy  fed  back  from  the  plate  circuit  is  necessary 
for  building  up  a  maximum  alternating  voltage  on  the  grids  to  promote 
the  generation  of  continuous  oscillations.  Also,  the  grid  choke  will  sup¬ 
press  ultra  high  frequency  or  parasitic  oscillations  from  being  generated. 
The  frequency  of  such  oscillations,  if  allowed  to  occur,  is  governed  mainly 
by  the  plate  to  grid  capacity  of  the  two  tubes  in  series  and  the  inductance 
of  the  connecting  leads. 

The  filament  bypass  condensers  allow  the  radio-frequencies  to  flow  readily 
t  between  the  filament  and  tank  circuit.  Without  these  condensers  the  only 
other  path  provided  would  be  through  the  windings  of  the  filament-heating 
secondary.  These  windings  naturally  would  offer  a  high  inductive  react¬ 
ance  due  to  their  turns  and  the  presence  of  the  iron  core. 

The  plate  power  transformer  is  of  the  closed  core  type,  and  receives  a  low 
voltage  500-cycle  current  in  the  primary  and  delivers  a  high  voltage  500- 
cycle  current  from  its  secondary,  the  opposite  ends  of  which  are  con¬ 
nected  to  the  plates  of  the  oscillator  tubes.  Each  tube  alternately 
receives  a  positive  and  a  negative  voltage  during  successive  cycles.  Only 
the  tube  receiving  a  positive  voltage  at  any  particular  time  is  active, 
permitting  the  flow  of  plate  current.  The  plate  voltage  continually 
changes  in  strength  at  the  low  frequency  (500  cycles)  causing  the  gen¬ 
erated  continuous  oscillations  to  vary  their  amplitude  in  like  manner. 
This  is  called  tone  or  modulated  (A.C.C.W.)  continuous  wave,  and  also 
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classified  as  i.c.w.  The  primary  circuit  of  the  plate  power  transformer 
includes  the  transmitting  key,  wattmeter,  and  a-c.  generator. 

The  hand  transmitting  key  closes  the  generator  a-c.  circuit  and  energizes  the 
plate  transformer  which  in  turn  supplies  the  plate  potentials  necessary 
to  set  the  vacuum  tube  circuit  into  oscillation. 

The  circuits  of  the  motor-generator,  automatic  starter,  and  type  I  antenna 
transfer  switch  are  similar  to  those  described  in  other  sections  of  this  text. 
A  five  position  wave-changer  switch  changes  the  wavelength  of  the  closed 
oscillatory  circuit  or  tank  circuit  simultaneously  with  the  open  radiative 
circuit;  both  contact  arms  are  connected  mechanically  as  indicated  by 
the  dotted  line  in  the  schematic  diagram,  Fig.  344. 

Tuning — Split-Tuning  Indications. — Whenever  calibration  of  the 
converted  P-8  is  performed  the  power  should  be  adjusted  to  about  £  kw. 
and  the  tubes  constantly  observed  during  the  process  for  heating  and 
sparking.  A  rough  tuning  adjustment  is  first  taken  by  placing  the 
wave-changer  switch  on  the  lowest  wavelength  position  and  using  a 
wavemeter  held  near  the  tank  inductance  to  measure  the  wavelength. 
The  wavemeter  condenser  should  be  moved  very  slowly  in  order  not  to 
pass  the  exact  point  of  resonance.  The  tank  inductance  is  provided 
with  only  one  clip,  which  should  be  varied  until  the  desired  wavelength 
is  obtained.  This  procedure  is  to  be  followed  by  resonating  the  antenna 
circuit  to  the  primary,  or  tank  circuit.  The  adjustment  is  to  be  con¬ 
sidered  satisfactory  when  a  maximum  reading  is  obtained  on  the  antenna 
ammeter.  When  tuning  the  antenna  circuit  care  must  be  taken  not  to 
include  too  many  turns  on  the  secondary  coil.  It  will  be  found  that 
about  two  turns  gives  a  sufficient  amount  of  inductance  for  the  proper 
transfer  of  power,  and  will  not  result  in  too  close  coupling  between  the 
primary  and  secondary  circuits,  a  condition  that  usually  produces  an 
effect  called  “  split  tuning.”  It  is  essential  that  a  transmitter  be  cleared 
of  such  an  undesirable  condition,  providing  it  exists,  because  the  fre¬ 
quency  of  the  emitted  signal  will  “  swing  ”  sharply  from  one  frequency 
to  another.  The  operator  at  the  distant  receiving  station  could  only 
intercept  the  signals  upon  the  frequency  to  which  his  receiver  circuit  is 
tuned  and  the  other  frequency  when  the  signal  swings  could  not  be 
heard. 

In  order  to  detect  the  presence  of  split  tuning  the  following  two  tests 
should  be  employed. 

First,  the  transmitter  is  in  correct  adjustment  (i.e.,  only  one  fre¬ 
quency  or  wave  is  being  radiated)  when  the  antenna  ammeter  reading 
increases  steadily  while  the  open  circuit  is  brought  to  resonance  by 
turning  the  handle  on  the  front  of  the  panel  marked  “  Aerial  Tuning 
Inductance,”  and  if  after  the  resonance  point  is  passed  the  ammeter 
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reading  is  again  seen  to  decrease  steadily.  On  the  other  hand,  it  may 
be  accepted  that  two  frequencies  or  waves  are  being  radiated  (i.e.,  split 
tuning)  if  the  ammeter  reading  drops  suddenly  after  the  critical  point 
or  highest  reading  is  passed.  It  can  be  assumed  also  that  the  split 
tuning  effect  is  due  to  tight  coupling  and  this  trouble  may  be  corrected 
by  changing  the  coupling.  This  is  accomplished  by  altering  the  amount 
of  secondary  inductance  used  by  very  carefully  going  over  the  ribbon 
wire  inch  by  inch  with  the  clip  until  a  suitable  point  is  found,  but  not 
by  varying  the  distance  between  the  two  coils,  as  they  are  in  fixed 
mechanical  relation  to  each  other.  The  person  performing  the  calibra¬ 
tion  must  not  touch  any  wiring  or  clips  when  the  transmitting  circuit  is 
active.  It  is  advisable  to  open  the  switch  marked  “  Generator  Field  ” 
when  making  adjustments. 

Second,  another  test  for  determining  split  tuning  is  to  mark  the 
resonant  point  on  the  aerial  inductance  scale  while  the  handle  is  turned 
in  one  direction,  and  after  passing  the  resonant  point  by  two  or  three 
turns  of  the  handle,  reverse  the  direction  and  return  to  resonance  and 
again  mark  the  scale.  If  the  two  marks  do  not  coincide  the  coupling 
should  be  reduced  until  they  do. 

After  the  calibration  is  completed  on  low  power,  the  power  can 
then  be  increased  to  normal  and  an  antenna  current  of  about  10 
amperes  is  usually  obtainable.  In  order  to  provide  adequate  pro¬ 
tection  to  the  transmitter  apparatus  the  clearance  between  the 
safety  gaps  on  the  plate  transformer  secondary  are  to  be  set  at  about 
•jV  inch. 

Practical  Suggestions. — The  connections  in  the  transmitter  and 
power  units  should  be  gone  over  occasionally,  and  at  such  times  the 
antenna  and  ground  system  should  also  be  inspected.  While  ordinary 
faults  in  an  antenna  system  used  with  a  spark  transmitter  do  not  lower 
the  efficiency  to  any  appreciable  extent  they  do  become  troublesome 
with  a  tube  transmitter.  In  order  to  maintain  the  resistance  of  the 
antenna  at  a  minimum  the  ground  lead  should  make  a  clean  metal 
connection  with  the  hull  of  the  ship.  Two  or  three  ground  leads  are 
generally  required  and  these  may  be  easily  traced  to  their  actual  loca¬ 
tions,  whether  they  are  made  on  the  hull,  bulkhead,  conduit  pipe  or 
heating  system  piping. 

The  hard-rubber  strops  and  rods  which  insulate  the  antenna  are 
generally  replaced  with  porcelain  insulators  whenever  a  tube  transmitter 
is  installed.  The  porcelain  insulators  inserted  in  each  end  of  the  one 
or  two  wires  forming  the  horizontal  elevated  portion  of  the  antenna, 
those  in  each  halyard,  and  the  porcelain  deck  insulator  (if  one  is  used 
in  place  of  the  regular  electrose  deck  insulator)  should  all  be  carefully 
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examined  for  cracks  or  chips  in  their  surfaces  which  would  allow  the 
insulators  to  absorb  moisture. 

In  the  transmitter  proper  all  of  the  three  radio-frequency  chokes 
have  similar  characteristics  and  are  interchangeable.  If  trouble  devel¬ 
ops  in  either  plate  choke  coil  remove  the  choke  in  the  grid  leak  circuit 
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Fig.  345. — Front  panel  view  of  500-750-watt  tube  transmitter,  model  ET-3626. 


and  install  it  in  place  of  the  defective  plate  choke.  The  grid  leak  choke 
terminals  may  be  jumped,  as  this  choke  can  be  dispensed  with  for  emer¬ 
gency  operation.  Emergency  choke  coils  may  be  made  of  two  400- 
turn  honeycomb  coils  in  series,  or  their  equivalent. 

ET-3626  Commerical  Transmitter — 600-760  Watts. — The  front  view 
of  this  transmitter  is  shown  in  Fig.  345.  Other  views  of  the  complete 
transmitter  and  important  sections  are  shown  in  Figs.  346,  346a,  347, 
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348  and  349.  The  motor-generator  and  operator’s  control  panel  are 
illustrated  in  Fig.  350,  and  the  schematic  diagram  in  Fig.  351.  Trans¬ 
mission  on  two  wavelength  bands  is  provided  through  the  use  of  a 
transfer  switch  and  two  independent  sets  of  tuning  elements.  These 
bands  are  600  to  1250  meters  and  1250  to  2500  meters.  Interrupted 
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Fig.  346. — Rear  view  of  vacuum  tube  transmitter  type  ET-3626. 


continuous  wave  transmission  is  obtained  by  a  chopper  system  which 
causes  the  radiated  signal  to  produce  in  the  receiving  set  the  character¬ 
istic  tone  of  a  500-cycle  spark  transmitter. 

Eight  UV-211  50-watt  tubes  are  utilized  in  this  equipment.  Six 
tubes  connected  in  parallel  are  used  as  power  amplifiers  which  feed  their 
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output  into  the  antenna  system  through  a  coupling  transformer.  One 
tube  is  employed  as  the  master  oscillator  or  exciter.  Facing  the  panel 
the  master  oscillator  is  the  left-hand  front  tube;  it  utilizes  the  split 
inductance,  or  Hartley  method  of  feed-back,  to  produce  oscillations. 

Another  tube  located  directly  back  of  the  master  oscillator,  that  is, 
in  the  left-hand  rear  corner  of  the  tube  rack,  is  used  as  a  rectifier.  This 
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Variometer 


Rectifier  ^ 

Transformer 


—  Long  Wave 
Antenna  Coupler 


Fig.  346a. — Left  side  view  of  the  ET-3626  tube  transmitter. 


tube  charges  a  1.0-mfd.  condenser  to  a  potential  approximately  250 
volts.  Power  for  this  circuit  is  taken  from  the  77-volt,  30-cycle  filament 
supply  and  passes  through  a  small  transformer  which  steps  up  the 
voltage  to  250  volts  and  the  tube  rectifies  this  voltage  for  introduction 
into  the  keying  circuit.  While  the  sending  key  is  up,  a  negative  poten¬ 
tial  of  250  volts  is  applied  to  the  grid  circuits  of  the  master  oscillator 
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and  the  power  amplifiers  to  stop  oscillation  and  insure  continued  block¬ 
ing  of  the  plate  current.  This  grid  bias  voltage  is  automatically  con¬ 
trolled  by  the  manipulation  of  the  hand  key  which  in  turn  actuates  a 
relay  with  two  pairs  of  contacts.  The  relay  contacts  are  arranged  in 
such  a  manner  as  first  to  open  the  grid  circuit  stopping  oscillation  and 
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Fig.  347. — Right  side  view  of  ET-3626  tube  transmitter. 


immediately  after  to  permit  the  negative  250- volt  bias  to  be  applied 
while  the  key  is  up,  as  previously  mentioned.  A  second  relay  device 
shown  in  Fig.  348  provides  break-in  operation  by  connecting  the  receiv¬ 
ing  set  to  the  antenna  when  the  key  is  up. 

The  motor  armature  of  the  motor-generator  is  provided  with  two 
slip  rings  from  which  the  a-c.  power  is  obtained  for  filament  heating. 
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The  filament  transformer  receives  the  77-volt,  30-cycle,  single-phase 
power  through  a  rheostat  and  steps  down  this  voltage  to  the  value 
required  by  the  filaments,  or  10  volts.  The  power  for  plate  excitation 
is  delivered  by  a  two-pole  com  pound- wound  generator  giving  a  d-c. 
potential  of  1000  to  1200  volts. 

The  fundamental  oscillator,  power  amplifier  and  tuning  circuits  in 
this  transmitter  are  quite  similar  to  those  in  the  ET-3626-A  and  ET- 
3626-B  equipments.  The  theory  of  operation  and  other  information 
relating  to  the  main  circuits  of  the  three  models  may  be  fully  understood 


Fig.  348. — Showing  keying  relay,  break-in  relay,  fuses,  terminal  board,  motor  starter, 
and  main  line  power  switch  of  the  ET-3626  tube  transmitter. 


by  making  reference  to  the  discussions  on  transmitter  ET-3626-B  given 
in  subsequent  paragraphs.  The  principal  change  that  has  been  made 
is  in  the  method  employed  for  obtaining  the  250-volt  grid  negative  bias. 
In  the  ET-3626-B  it  is  obtained  from  the  voltage  divider  or  potentiome¬ 
ter  connected  across  the  positive  and  negative  1000  volts  of  the  gener¬ 
ator,  whereas,  in  the  ET-3626  this  potential  bias  is  furnished  by  one 
tube  which  functions  as  a  rectifier,  as  explained  in  a  foregoing  para¬ 
graph. 

The  fundamental  operation  of  the  transmitter  is  briefly  as  follows: 
When  sending  key  21  (Fig.  351)  is  up,  contacts  18  and  19  on  the  key  relay 
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are  closed,  at  which  time  the  250-volt  negative  bias  furnished  by  the 
rectifier  tube  22  is  applied  to  the  grids  of  the  oscillators  and  power 


Fig.  349. — The  component  parts  of  the  long-wave  and  short-wave  radio-frequency 
circuits  of  the  ET-3626  tube  transmitter. 

amplifiers.  This  bias  blocks  the  plate  current  of  all  tubes  and  oscil¬ 
lations  cease.  When  the  key  is  depressed  contacts  18  and  19  open, 
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thus  removing  the  bias,  and  oscillations  are  again  set  up  in  the  trans¬ 
mitter  circuits. 

Since  this  transmitter  does  not  contain  an  audio  oscillator  circuit  it 
requires  the  use  of  a  chopper  system  in  order  to  provide  i.c.w.  trans¬ 
mission.  Observe  how  the  chopper  commutator  15  is  shunted  across  a 
section  of  inductance  marked  8  in  Fig.  351  between  locations  N  and 


Filament 

Voltmeter 


Stop”  Button 


■Motor-generater  set  and  operater’s  control  box  unit  of  the  ET-3626  tube 
transmitter. 


Gnd  when  the  switch  16  is  placed  in  the  I.C.W.  position,  thereby  closing 
the  chopper  circuit.  When  in  operation  the  chopper  short-circuits  this 
section  of  the  inductance  at  approximately  500  cycles  per  second.  In 
commercial  service  signals  of  this  type  are  called  i.c.w.  The  chopper 
is  placed  in  operation  by  the  “C.W.-I.C.W.”  switch  on  the  front  of  the 
panel.  It  should  be  noted  that  the  antenna  current  will  be  somewhat 
less  than  when  straight  c.w.  is  used. 
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ET-3626-A.  600-760-Watt  Transmitter. — This  transmitter  uses  a 
total  of  eight  tubes  of  the  UV-211  type.  Six  of  these  tubes  are  connected 
in  parallel  and  operate  as  power  amplifiers,  whereas  the  remaining  two, 
also  connected  in  parallel,  are  the  master  oscillators.  The  front  and 
rear  tubes  at  the  extreme  left  of  the  tube  rack  are  the  oscillators.  An 


audio  oscillator  circuit  is  not  included  in  the  set  and  hence  a  motor- 
driven  chopper  is  used  to  give  i.c.w.  transmission.  The  schematic 
diagram  of  the  ET-3626-A  is  shown  in  Fig.  352.  Keying  is  uniwave  and 
the  negative  250-volt  keying  bias  is  supplied  from  the  potentiometer 
marked  18  in  the  diagram.  An  inspection  of  the  circuit  arrangement 
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shows  that  the  oscillator,  power  amplifier  and  antenna  circuits  are  simi¬ 
lar  to  those  in  models  ET-3626  and  ET-3626-B,  the  theory  of  which  is 
explained  in  the  paragraphs  immediately  following. 

ET-3626-B — 600-760-Watt  Transmitter — C.W.  and  I.C.W.  Telegraph 
Service. — This  transmitter  utilizes  eight  vacuum  tubes,  all  of  which  are 
of  the  UV-211,  50-watt  type.  One  vacuum  tube  functions  as  the  mas¬ 
ter  oscillator,  one  as  an  audio  oscillator  to  provide  for  i.c.w.  transmis¬ 
sion,  and  the  other  six  as  radio  power  amplifiers.  When  used  on  the 


Fig.  352. — Schematic  diagram  of  the  500-750  watt  tube  transmitter,  type  ET-3626- A. 


average  ship  antenna  the  transmitter  covers  a  continuous  range  from 
600  to  2500  meters  or  500  to  120  kilocycles.  C.w.  and  i.c.w.  teleg¬ 
raphy  are  obtained  by  turning  the  signal  switch  on  the  panel  to  the 
proper  position.  The  front  panel  view  is  shown  in  Fig.  353  with  all 
controls  and  meters  identified.  A  side  view  of  the  transmitter  is  shown 
in  Fig.  354.  A  schematic  circuit  diagram  of  the  fundamental  arrange¬ 
ment  is  shown  in  Fig.  355  while  the  wiring  diagram  is  given  in  Fig.  356. 
The  latter  diagram  shows  that  two  entirely  separate  sets  of  master 
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oscillator  (exciter)  circuit  elements  and  antenna  tuning  elements  are 
provided,  one  for  the  600  to  1250-meter  range  and  the  other  for  the 
1250  to  2500-meter  range.  Either  the  long  or  short  wave  range  may  be 
selected  by  the  seven-pole  double-throw  switch  marked  “  Transfer 
Switch.”  The  tubes  are  connected  to  the  long  wave  circuits  when  this 


Antenna  Ammeter 


Plate  Current - 
Ammeter 


Short  Wave  — 
Antenna 
Range  Switch 

Antenna  Tuning 
600*1250 
Meters 

Transfer  Switch 


Short  Wave 
Exciter  Tuning 


Generator  Field 
Rheostat  — 


Short  Wave  - 
Exciter 
Range  Switch 


*  Plate  Voltmeter 

_ _ Long  Wave 

Antenna 
Range  Switch 

Antenna  Tuning 
1250  2500 
Meters 


•Eight  Vacuum 
Tubes 


C.W.  •  I.C.W.  Switch 


-  Long  Wave 
Exciter  Tuning 


Test  Push  Button 


Long  Wave 
Exciter 

Range  Switch 


Fig.  353. — Front  panel  view  of  the  ET-3626-B  tube  transmitter. 


switch  is  thrown  up,  and  to  the  short  wave  circuits  when  it  is  thrown 
to  the  down  position. 

The  two  pointers  with  long  handles,  shown  just  below  the  hinged 
screen  door  about  midway  of  the  panel  in  Fig.  353,  control  the  master 
oscillator  (exciter)  circuits  by  means  of  which  the  desired  transmitting 
frequency  is  obtained.  Loading  of  the  antenna  circuit  is  accomplished 
with  a  tapped  inductor  equipped  with  a  rotor  coil  to  permit  fine  tuning 
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adjustment  by  the  variometer  method.  The  knobs  controlling  the 
antenna  tuning  are  located  on  the  upper  part  of  the  front  panel.  The 
short  wave  exciter  circuit  is  placed  on  the  left  and  the  long  wave  on  the 
right.  By  again  making  reference  to  the  schematic  diagram  it  is  seen 
that  the  exciter  oscillatory  circuit  or  frequency-determining  circuit  con¬ 
sists  of  the  inductor  labeled  3  and  the  condensers  4.  The  inductor  is 
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Fig.  354. — Right  side  view  of  the  model  ET-3626-B  tube  transmitter. 

also  provided  with  a  rotor  coil  which  permits  the  variometer  principle 
to  be  employed  for  changing  the  frequency.  The  plate  and  grid  of  the 
oscillator  tube  are  connected  to  the  tuned  circuit  by  leads  P  and  G 
through  bypass  condensers  2  and  7  respectively.  The  filament  is 
attached  to  the  oscillator  circuit  through  lead  F.  As  previously  stated, 
in  the  actual  transmitter  two  of  these  inductors  are  supplied  with  the 
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Fig.  355. — Schematic  circuit  diagram  of  the  ET-3626-B  tube  transmitter. 


Fig.  356. — Diagram  of  connections  of  vacuum  tube  transmitter,  model  ET-3626-B 
alternating  current  supply. 
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L-4  Amplifier  Tube  Grid  Choke 
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transfer  switch  to  place  either  in  the  circuit,  depending  on  the  frequency 
desired. 

Two  control  knobs  on  the  panel,  each  marked  “  Range  Switch,” 
permit  both  the  short  wave  and  long  wave  ranges  to  be  divided  into 
two  parts;  600  to  900  meters  and  900  to  1250  meters  for  the  short  wave, 
and  1250  to  1800  and  1800  to  2500  meters  for  the  long  wave. 

The  following  tabulation  gives  the  approximate  relation  between 
antenna  current  and  wavelength  for  the  ET-3626-B  when  used  with  the 
average  ship’s  antenna: 


Wavelength 

Antenna 

Current 

Transfer 

Switch 

Exciter  or 
Oscillator  Range 

Antenna 

Inductance 

600-  900 

10.1 

Down 

600-  900  SW 

600-  900  SW 

900-1250 

10.0 

Down 

900-1250  SW 

900-1250  SW 

1250-1800 

9.8 

Up 

1250-1800  LW 

1250-1800  LW 

1800-2500 

9.4 

Up 

1800-2500  LW 

1800-2500  LW 

A  key  relay  operated  by  power  from  a  100-volt  d-c.  supply  through 
a  resistance  and  hand  key  controls  the  grid  circuits  of  both  the  master 
oscillator  and  amplifier  tubes.  While  the  key  is  up  a  negative  bias  of 
250  volts  is  applied  to  all  grids,  thus  stopping  oscillation  and  insuring 
continued  blocking  of  the  plate  current.  The  keying  relay  is  also  pro¬ 
vided  with  additional  contacts  giving  break-in  operation.  While  the 
key  is  up  the  receiving  set  is  connected  to  the  antenna  and  the  relay 
is  adjusted  to  have  the  break-in  contacts  close  before  the  keying  con¬ 
tacts  close  and  also  to  have  the  break-in  contacts  open  after  the  keying 
contacts  open.  This  arrangement  prevents  sparking  at  the  antenna 
contacts  and  reduces  the  disturbance  from  clicks  in  the  radio  receiver. 

The  motor  armature  of  the  motor-generator  set  is  provided  with  slip 
rings  from  which  77-volt,  60-cycle  power  is  obtained  for  filament  heat¬ 
ing.  A  step-down  transformer  gives  the  required  filament  input  voltage 
with  regulation  through  a  rheostat.  The  d-c.  generator  for  plate  excita¬ 
tion  is  a  two-pole  shunt-wound  separately  excited  machine  delivering 
a  potential  of  1000  to  1200  volts  direct  current. 

PLACING  THE  ET-3626-B  INTO  OPERATION 

(1)  Before  starting  the  motor-generator  set,  turn  the  filament  and  gen¬ 
erator  field  rheostats  to  minimum  voltage  positions  and  close  the  main  line 
switch  if  it  has  been  opened. 

(2)  To  start  the  motor-generator  set  press  the  “  Start  ”  button  located 
on  the  operator’s  control  unit,  which  closes  the  first  contactor  on  the  motor 
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starter  and  from  one  to  two  seconds  later  the  running  contactor  closes  and 
the  machine  comes  up  to  full  speed.  Now  adjust  the  filament  voltage  to  10 
volts  by  means  of  the  rheostat,  which  is  also  mounted  on  this  unit. 

(3)  The  plate  voltmeter  should  be  observed  while  making  adjustment  of 
the  generator  field  rheostat  until  a  reading  of  1000  volts  is  obtained.  The 
plate  current  ammeter  should  read  about  1.2  to  1.4  amperes. 

(4)  The  transfer  switch  should  be  thrown  up  if  transmission  is  desired  on 
the  long  wave  range  between  1250  and  2500  meters,  or  down  for  the  short 
wave  range  between  600  and  1250  meters. 

(5)  The  exciter  tuning  and  range  switch  on  the  lower  part  of  the  panel  is 
next  placed  in  the  wavelength  position  desired,  the  short  wave  range  being 
on  the  left  and  the  long  wave  range  on  the  right. 

(6)  The  above  wavelength  adjustments  are  followed  by  placing  either  one 
of  the  antenna  tuning  switches  in  its  proper  position  according  to  the  range 
desired,  the  short  wave  range  switch  is  on  the  left  and  the  long  wave  switch 
on  the  right.  The  operator  must  be  careful  to  place  the  exciter  range  switch 
in  correct  position  corresponding  to  the  exciter  range  switch  for  a  given  wave¬ 
length. 

(7)  The  “  test  ”  button  on  the  panel  may  be  depressed  in  order  to  ascer¬ 
tain  if  maximum  antenna  current  will  be  obtained  for  a  certain  wavelength 
which  will  be  indicated  by  the  antenna  ammeter  deflection.  To  obtain  the 
best  adjustment,  turn  the  antenna  tuning  control  until  the  antenna  ammeter 
indicates  a  maximum  current  reading.  This  tuning  adjustment  is  attached 
to  the  variometer  rotor  coil  and  consequently  it  may  be  manipulated  for  any 
particular  wavelength;  it  resonates  the  radiating  or  open  circuit  with  the 
closed  circuit. 

(8)  When  a  satisfactory  radiation  indication  is  obtained  after  tuning  the 
set  as  outlined  above,  the  sending  kejr  may  be  operated  for  the  transmission 
of  messages. 

(9)  Before  sending  a  message  be  sure  the  “  C.W.-I.C.W.”  switch  is  in 
proper  position,  which,  of  course,  is  governed  by  the  type  of  receiver  employed 
at  the  station  with  which  communication  is  to  be  established.  When  the 
sending  key  is  closed  and  with  the  “  C.W.-I.C.W.”  switch  thrown  to  the 
"  I.C.W.”  position  the  audio  oscillator  will  generate  one  of  three  tone  fre¬ 
quencies  and  operate  in  conjunction  with  the  master  oscillator  and  radio 
amplifiers.  The  tone  frequency  switch  is  located  within  the  transmitter 
frame  on  the  right-hand  side  and  should  not  be  touched  while  the  motor- 
generator  set  is  running,  as  the  d-c.  voltage  is  on  the  circuits. 

10.  When  communication  is  completed  the  set  is  shut  down  by  pressing 
the  “  Stop  ”  button  on  the  operator’s  control  panel. 

Theory  of  Operation. — Referring  to  the  schematic  diagram  in  Fig. 
355,  only  one  coil  system  called  the  exciter  circuit ,  involving  the  genera¬ 
tion  of  oscillations,  is  shown,  since  the  circuit  is  fundamentally  alike  for 
the  two  wavelength  bands.  Only  one  antenna  variometer,  16,  is 
shown  for  the  same  reason,  although  two  such  coils  are  in  the  actual  set. 
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Looking  at  the  actual  set  from  the  front,  the  left-hand  tube  is  used 
as  the  master  oscillator,  coupled  to  a  split  inductance  or  “  Hartley  ” 
type  circuit  to  produce  oscillations.  In  the  diagram  this  tube  is  the 
second  one  from  the  right  with  its  oscillating  circuit  (exciter  circuit), 
consisting  of  variable  inductance  3  and  two  fixed  condensers  4.  The 
inductance  is  used  to  adjust  the  circuit  to  the  various  frequencies  or 
wavelengths. 

The  capacitance  of  the  condensers  is  .004  mfd.  and  .002  mfd.  respec¬ 
tively  and  they  function  in  conjunction  with  the  long  and  short  wave 
exciter,  coil  3,  for  varying  the  frequency.  The  feed-back  voltage  built 
up  across  inductance  3  between  the  taps  marked  G  and  F  is  used  to 
excite  the  oscillator  grid  through  the  .004  mfd.  coupling  condenser  7. 
This  condenser  blocks  the  d-c.  grid  current  from  the  oscillating  circuit. 
The  loss  of  high-frequency  energy  in  the  grid  leak  and  keying  circuit  is 
prevented  by  the  r.f .  choke  8.  The  correct  normal  negative  grid  bias  for 
the  oscillator  is  obtained  by  the  use  of  the  5000-ohm  grid  leak  resistor  6 
which  acts  to  hold  back  a  certain  quantity  of  electrons  on  the  grid 
when  the  circuit  is  in  a  state  of  oscillation.  The  positive  d-c.  voltage 
is  fed  to  the  oscillator  plate  through  a  choke  1  which  prevents  the  radio¬ 
frequency  from  backing  up  in  the  power-supply  circuit.  A  blocking 
condenser  2  having  a  capacitance  of  .004  mfd.  is  inserted  in  the  plate 
lead  P  connecting  to  the  oscillatory  circuit  in  order  to  furnish  a  low 
reactance  path  for  the  high  frequency  a-c.  component  of  the  fluctuating 
plate  current.  The  d-c.  component  of  the  plate  current  is  blocked  by 
this  condenser  but  flows  without  opposition  through  choke  1  and  to  the 
generator.  The  inductance  3  is  varied  by  means  of  the  rotating  coil 
marked  on  the  diagram  with  a  long  arrow  while  the  actual  control  knob 
on  the  transmitter  panel  is  labeled  either  “Short  Wave”  or  “Long 
Wave  ”  exciter  tuning.  The  neutralizing  condenser  5,  having  a  capaci¬ 
tance  of  .00014  mfd.,  is  designed  to  prevent  any  reaction  effects  due  to 
coupling  between  the  amplifier  circuit  and  the  master  oscillator,  a  con¬ 
dition  always  present  due  to  the  self-capacity  (grid  to  plate  capacity)  of 
the  amplifiers.  Choke  9  in  the  oscillator  grid  is  used  to  prevent  the 
production  of  ultra  high  frequencies ,  also  generally  known  as  parasitic 
oscillations. 

The  six  amplifier  grids  are  coupled  to  the  master  oscillator  circuit 
through  condenser  12  and  receive  their  excitation  from  the  adjustable 
lead  G  on  the  inductance  3.  A  .004-mfd.  condenser  12  serves  to  bypass 
the  high  frequency  oscillations  while  at  the  same  time  it  blocks  the  d-c. 
bias  voltage  of  the  amplifiers  obtained  through  the  use  of  the  grid  leak 
resistor  15.  This  100-ohm  resistor  operates  to  hold  an  adequate  num¬ 
ber  of  electrons  on  the  amplifier  grids,  thus  furnishing  the  correct  nega- 
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tive  bias  when  the  oscillations  produced  in  the  master  oscillator  circuit 
are  being  increased  in  power  by  the  amplifiers.  This  condition  obtains 
when  the  transmitting  key  is  depressed  when  the  radiation  of  a  signal 
wave  is  desired. 

The  amplifier  plates  receive  their  excitation  from  the  1000-volt  gen¬ 
erator  through  the  plate  coil  of  the  antenna  coupling  transformer  10. 
The  choke  14  builds  up  a  high  reactance  to  radio-frequencies  and  blocks 
the  flow  of  this  energy  through  the  grid  leak  and  keying  circuits,  thus 
preventing  high-frequency  losses. 

Inductive  coupling  between  the  closed  and  open  circuits  is  provided 
by  antenna  transformer  10.  Two  such  transformers  are  included  in  the 
transmitter,  the  long  wave  on  the  left  side  and  the  short  wave  on  the 
right  side.  The  radio-frequency  component  of  the  plate  current  of  the 
six  amplifier  tubes  passes  through  the  primary  of  10,  causing  a  rapid 
change  in  magnetism  which  acts  on  the  secondary  turns  and  as  a  con¬ 
sequence  an  alternating  e.m.f.  is  induced  in  the  latter  coil  which  sets  the 
antenna  system  into  excitation.  The  large  output  power  of  the  ampli¬ 
fier  tubes  is  delivered  to  the  antenna  in  this  manner.  The  6.0-mfd. 
condenser  20  furnishes  a  low-reactance  path  around  the  generator  for 
the  radio-frequency  component.  For  a  given  plate  voltage  the  amount 
of  power  transferred  to  the  antenna  is  controlled  by  the  ratio  of  turns 
in  transformer  10.  For  example,  a  larger  number  of  turns  used  in  the 
secondary  or  antenna  coil  than  in  the  primary  will  increase  power. 
The  proper  relation  of  turns  is  made  at  the  time  the  set  is  calibrated 
and  does  not  require  adjustments  by  the  operator.  Loading  the  antenna 
is  accomplished  with  a  tapped  inductance  16  provided  with  a  rotor  coil 
for  fine  tuning  the  antenna  by  the  variometer  method.  It  has  been 
previously  stated  that  two  such  devices  are  included  in  the  transmitter 
and  controlled  by  knobs  on  the  front  of  the  panel. 

Small  choke  coils  11  are  connected  in  the  grids  of  the  power-amplifier 
tubes  and  are  placed  as  close  to  the  tube  sockets  as  practicable.  The 
function  of  these  chokes  is  similar  to  choke  9  in  the  master  oscillator 
grid  circuit. 

The  transmission  of  telegraph  signals  is  accomplished  by  the  keying 
relay  17  controlled  by  the  hand  key,  the  latter  being  energized  from  the 
110- volt  d-c.  supply,  with  a  250-ohm  current  controlling  resistor  in 
series.  The  auxiliary  contacts  while  associated  with  relay  17  are  shown 
in  the  antenna  circuit  at  17 A.  Break-in  operation  is  provided  by  the 
closing  of  the  auxiliary  contacts  preceding  the  closing  of  the  grid  circuit 
contacts.  The  diagram  shows  the  connection  of  the  grid  return  from 
all  tubes  to  the  negative  1000  volts  at  point  marked  x ,  and  the  filament 
circuit  to  the  tapped  point  on  resistor  18.  This  resistor  is  attached  to 
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the  positive  and  negative  of  the  d-c.  generator  and  serves  as  a  poten¬ 
tiometer.  The  amplifier  grid  return  is  through  switch  contact  21 A 
when  c.w.  transmission  is  employed.  It  should  be  particularly  observed 
that  the  negative  1000  volts  is  not  grounded,  but  the  ground  is  formed 
at  the  tapped  point  on  potentiometer  18.  According  to  the  principles 
explained  by  Ohm’s  Law  we  know  that  a  drop  in  voltage  of  a  definite 
amount  will  result  in  the  windings  of  this  resistance  when  current  flows 
through.  The  amount  of  the  voltage,  in  this  instance  called  bias  volt¬ 
age,  depends  upon  the  strength  of  the  current  and  the  resistance  of  the 
unit  18  measured  in  ohms.  Hence,  when  the  sending  key  is  up,  radio 
energy  cannot  be  radiated,  because  the  large  negative  bias  obtained 
from  18  is  applied  to  the  grids  and  oscillation  stops.  Subsequently  a 
current  of  low  value  passing  through  potentiometer  18  from  the  d-c. 
generator  places  a  holding  bias  on  the  grids.  The  total  resistance  of 
the  potentiometer  is  40,000  ohms;  it  consists,  however,  of  two  separate 
resistors  joined  in  series.  The  1.0-mfd.  condenser  19  is  an  arc  absorp¬ 
tion  unit  connected  in  shunt  with  the  contact  points  of  key  relay  17. 
Large  potential  surges  due  to  keying  the  circuit  are  absorbed  and  dissi¬ 
pated  by  the  6.0-mfd.  condenser  20.  This  condenser  also  functions  as 
a  filter  condenser  for  smoothing  out  the  commutator  ripples  from  the 
1000-volt  generator  and  also  serves  as  r.f.  bypass  condenser. 

I. C.W.  telegraphy  is  accomplished  by  modulating  the  output  of  the 
power  amplifiers  with  an  audio-frequency  current  obtained  from  the 
audio  oscillator  circuit  consisting  of  three  capacitors  labeled  23  and  the 
secondary  winding  of  the  iron  core  transformer  22.  The  tube  function¬ 
ing  in  conjunction  with  this  low  frequency  circuit  is  known  as  the  audio 
oscillator  tube,  the  first  tube  on  the  left  in  the  schematic  diagram.  In 
the  actual  set  this  tube  is  located  directly  behind  the  master  oscillator 
tube.  The  production  of  an  oscillating  current  in  the  audio-frequency 
range  is  possible  through  the  feed-back  of  power  from  the  plate  or  pri¬ 
mary  winding  of  22  to  the  grid  or  secondary  ;  this  action  takes  place 
due  to  the  changing  flux  permeating  the  iron  core  which  always  accom¬ 
panies  all  variations  in  the  strength  of  the  plate  current.  A  low  fre¬ 
quency  current  is  generated  in  the  grid  circuit  by  employing  condensers 
of  high  capacitance  and  building  up  a  large  inductive  reactance  in 
this  circuit  through  the  use  of  windings  composed  of  a  large  number 
of  turns  together  with  an  iron  magnetic  circuit.  The  grid  of  the  audio 
oscillator  connects  to  one  side  of  the  secondary  winding  of  22  and 
receives  its  excitation  from  the  alternating  voltage  of  low  frequency 
induced  in  this  winding  from  the  fluctuating  plate  current  in  the  pri¬ 
mary.  The  opposite  end  of  the  secondary  is  joined  to  the  negative 
1000  end  of  the  potentiometer  18  at  point  x. 
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In  order  to  carry  on  i.c.w.  telegraphy  with  this  transmitter  the 
“  C.W.-I.C.W.”  switch  on  the  panel  is  thrown  to  position  marked 
“  I.C.W.,”  thus  closing  switch  21  in  the  schematic  diagram.  The  clos¬ 
ing  of  this  switch  supplies  power  to  the  audio  oscillator  tube  plate  from 
the  d-c.  generator,  while  at  the  same  time  switch  21 A  opens  and  removes 
the  short  circuit  around  grid  resistor  13  and  the  secondary  winding  of 
transformer  22.  The  audio  oscillator  grid  return  is  completed  at  point 
x,  which  provides  this  tube  with  a  blocking  bias  for  keying,  similar  to 
the  conditions  existing  on  the  grids  of  the  other  tubes  in  the  transmitter 
when  the  sending  key  is  up.  An  inspection  of  the  diagram  shows  that 
when  switch  21 A  is  open  the  grid  leak  current  of  the  six-power  ampli¬ 
fier  tubes  must  flow  through  resistor  13  and  the  secondary  of  transformer 
22.  Because  of  this  interrelation  between  the  radio  and  audio  circuits 
the  low  frequency  a-c.  voltage  induced  across  the  secondary  by  the 
fluctuating  plate  current  in  the  primary  of  22  is  effectively  applied  on 
the  grids  of  all  the  radio  power  amplifiers,  for  these  tubes  are  arranged 
in  parallel — all  of  the  grids  connected  to  one  common  junction  which 
leads  to  condenser  12  and  also  to  the  grid  leak  circuit  consisting  of 
choke  14  and  leak  resistor  15. 

When  the  sending  key  is  depressed  the  output  of  the  audio  oscillator 
is  impressed  upon  the  grids  of  the  amplifiers,  while  these  tubes  are  at 
the  same  time  operating  to  step-up  the  strength  of  the  continuous  oscil¬ 
lations  received  from  the  master  oscillator.  It  follows  that  for  any 
change  in  grid  potential  at  an  audio  rate  the  amplitude  heights  of  the 
continuous  oscillations  also  will  be  forced  to  vary  in  exact  accordance 
with  the  wave  form  and  frequency  of  the  audio  energy.  It  can  be  said 
that  the  c.w.  energy  is  modulated  with  the  frequency  of  the  audio  oscilla¬ 
ting  circuit.  The  c.w.  energy  is  known  as  the  carrier  frequency  and  it 
will  be  recalled  that  this  frequency  is  generated  in  the  circuits  of  the 
master  oscillator  and  amplified  through  the  six- power  tubes.  Hence, 
an  i.c.w.  signal,  or  better  a  modulated  wave  signal,  is  transmitted, 
which  after  being  intercepted  and  made  audible  in  the  distant  receiv¬ 
ing  set,  produces  a  signal  having  a  characteristic  spark  tone.  The 
term  tone  modulation  may  also  be  applied  to  this  variety  of  telegraphic 
transmission. 

The  audio  oscillator  circuit  can  be  adjusted  to  three  different  tone 
frequencies  by  varying  its  capacitance.  Three  condensers  marked  23, 
and  a  switch  making  suitable  connections  are  provided  for  this  purpose. 
By  proper  selection  of  condensers,  two  of  which  are  rated  at  0.5  mfd. 
each  and  the  third  at  1.0  mfd.,  the  tube  grid  bias  can  be  made  to  vary 
approximately  at  a  rate  of  500,  700  or  1000  cycles. 

When  operating  i.c.w.,  overloading  of  the  audio  oscillator  with  d-c. 
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current  from  the  power  amplifier  grids  is  prevented  by  the  3000-ohm 
resistor  13,  which  also  acts  as  a  grid  leak  resistance  for  the  amplifiers  in 
addition  to  resistor  15. 

The  grid  return  of  all  tubes  finally  terminate  at  a  tapped  point  on  the 
filament  balancing  resistor  when  key  contacts  17  are  closed.  The  inser¬ 
tion  of  this  small  amount  of  resistance  in  the  grid  circuit  requires  the  use 
of  the  .5-mfd.  bypass  condenser  24  in  order  to  provide  a  path  of  low 
reactance  to  the  radio-frequency  energy.  While  the  audio  oscillator 
functions  normally  during  i.c.w.  transmission  a  negative  bias  of  correct 
value  is  maintained  upon  its  grid  by  the  5.0-mfd.  grid  condenser  and 
3000-ohm  leak  resistor  marked  25  on  the  diagram.  During  c.w.  opera¬ 
tion  the  audio  oscillator  ceases  to  function  because  switch  21  is  open, 
and  at  this  time  the  grid  leak  circuit  for  the  power-amplifier  tubes 
is  through  grid  leak  resistor  15,  radio-frequency  choke  14,  and  switch 
21A  which  is  then  closed,  and  thence  to  the  negative  1000-volt  side  of 
potentiometer  resistor  18  indicated  on  the  diagram  at  point  x. 

The  instruments  on  the  transmitter  panel  are  labeled  on  the  sche¬ 
matic  diagram  as  follows:  A\  is  the  antenna  current  ammeter,  0.15 
amperes,  which  is  necessary  to  ascertain  when  resonance  is  established 
between  the  closed  and  open  circuits  on  any  of  the  different  transmit¬ 
ting  wavelengths  while  adjusting  the  antenna  variometer  controls;  A 2 
is  the  plate  current  ammeter,  0.5  ampere,  which  records  the  amount 
of  direct  current  flowing  from  the  d-c.  generator  to  the  plates  of  all 
eight  tubes;  Vi  is  the  plate  d-c.  voltmeter  equipped  with  a  0  to  1500- 
volt  scale  and  used  in  conjunction  with  the  multiplier  resistance  to 
indicate  the  positive  plate  potential  applied  to  the  plates,  and  V 2  is  the 
filament  a-c.  voltmeter  which  should  be  maintained  at  a  normal  value 
of  10  volts,  with  a  range  of  0  to  15  volts  used  to  indicate  the  input 
e.m.f.  applied  to  the  filament  terminals  which  provides  the  correct 
filament  temperature.  The  filament  voltage  should  always  be  main¬ 
tained  at  a  normal  value  of  10  volts  to  insure  long  tube  life. 

The  radio-frequency  chokes  1,  8  and  14  are  400-tum  duolateral- 
wound  coils. 

Troubles  and  Emergency  Measures. — It  will  be  found  that  a  majority 
of  the  suggestions  contained  in  the  following  paragraphs  are  applicable 
to  various  types  of  vacuum  tube  transmitters. 

Defective  Tubes.  Should  any  of  the  tubes  become  inoperative  and  no 
spares  are  available,  the  transmitter  may  still  be  operated  with  three  or  four 
amplifier  tubes  in  place  of  the  usual  six.  The  plate  voltage  should  be  reduced 
to  prevent  overheating  of  the  plates  of  the  tubes.  Care  must  be  taken  that 
the  tube  plates  do  not  exceed  a  dull  red.  The  master  oscillator  tube,  the 
front  left-hand  tube,  must  always  be  used.  I.C.W.  transmission  cannot  be 
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accomplished  without  the  left-hand  rear  tube  which  is  the  audio  oscillator, 
because  this  transmitter  is  not  equipped  with  a  chopper. 

Plate  Radio-Frequency  Choke  Coil  Burned  Out.  Should  the  master  oscilla¬ 
tor  plate  choke  (marked  1  in  Fig.  355)  burn  out,  remove  the  defective  plate 
choke  and  replace  it  with  grid  choke  8,  being  careful  to  put  in  a  temporary 
wire  jumper  to  close  the  grid  circuit.  This  provides  an  immediate  remedy, 
but  it  will  be  observed  that  the  efficiency  of  the  master  oscillator  will  be 
impaired.  A  400-turn  honeycomb  or  duolateral  coil  may  be  used  for  the 
plate  choke  if  one  is  available. 

Shorted  Plate  or  Grid  Blocking  Condenser.  This  difficulty  may  be  remedied 
by  removing  the  defective  condenser  and  substituting  one  of  the  larger  con¬ 
densers  in  the  other  wavelength  band.  The  substitute  condenser  can  be 
mounted  easily  in  a  temporary  position  by  lengthening  the  connecting  leads. 

Filament  Voltmeter  Inoperative.  The  filament  rheostat  should  be  adjusted 
until  the  tubes  begin  to  heat  or  the  antenna  current  drops  quickly.  When 
this  effect  is  observed  the  rheostat  should  be  adjusted  slowly  in  the  opposite 
direction  until  the  temperature  of  the  tubes  becomes  normal  and  the  antenna 
current  is  not  rising  rapidly. 

No  Indication  on  the  Antenna  Ammeter.  The  antenna  circuit  may  not  be 
in  resonance,  or  the  trouble  may  be  due  to  loose  connections.  Examine  the 
antenna  variometer  and  coupling  transformer  in  the  wavelength  range  that 
is  inoperative.  Also,  look  for  open  switch  blades — or  spread  in  them— in  the 
transfer  switch.  If  lack  of  antenna  current  is  thought  to  be  due  to  a  bumed- 
out  ammeter  place  a  wire  jumper  between  the  meter  terminals  and  note  the 
results.  If  this  is  found  to  be  the  seat  of  the  trouble,  the  only  alternative 
is  to  adjust  the  circuits  in  accordance  with  the  tuning  record  and  observe  the 
plate  current  ammeter  for  final  resonance. 

Burned-out  Plate  Ammeter  or  Voltmeter.  If  the  voltmeter  is  burned  out 
no  temporary  repair  is  possible.  It  is  suggested  that  the  generator  field  rheo¬ 
stat  be  adjusted  to  its  usual  position  and  the  tubes  watched  closely  to  prevent 
overheating  of  the  plates.  In  the  case  of  a  burned-out  plate  ammeter  a  150- 
watt  lamp  can  be  connected  to  the  meter  terminals  and  for  normal  operation 
the  lamp  should  not  exceed  full  brilliancy. 

Burned-out  Filament  Transformer ,  Filament  Rheostat ,  or  the  discontinuance 
of  the  a-c.  supplied  from  the  two  slip  rings  on  the  Motor  Armature.  The  fila¬ 
ment  circuit  should  be  disconnected  from  the  filament  transformer  secondary 
and  then  connected  to  the  terminals  of  a  storage  battery  in  the  following  man¬ 
ner:  Connect  five  cells  in  series  and  then  attach  the  filament  terminals  across 
the  five  cells.  The  connecting  leads  should  be  capable  of  carrying  30  amperes. 
If  the  cells  are  of  the  lead-acid  type  a  rheostat  control  will  not  be  required 
because  the  voltage  of  the  five  cells  is  practically  correct,  or  10  volts. 

Burned-out  Grid  Leak.  Should  the  grid  leak  of  the  power  amplifier  burn 
out,  it  may  be  replaced  by  an  equal  value  of  resistance  approximately  4000 
to  10,000  ohms.  A  satisfactory  substitute  may  be  made  up  with  a  rubber 
hose  about  10  in.  long,  filled  with  water  and  plugged  at  each  end  with  a  con¬ 
necting  wire  passing  through  each  plug  and  protruding  a  short  distance  in 
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the  water  to  form  suitable  electrodes.  A  small  amount  of  salt  or  washing 
soda  should  be  added  if  the  resistance  seems  too  high. 

Motor  Generator .  If  the  machine  fails  to  start  when  the  “  start  ”  button 
is  pressed,  look  for  an  open  main  switch  on  the  starter  panel,  or  a  defective 
main  fuse.  The  operator  should  ascertain  if  there  is  line  voltage  at  the 
main  switch  and  if  it  is  of  the  correct  value.  A  test  for  line  voltage  may  be 
easily  made  by  depressing  the  telegraph  key,  which  should  cause  the  relay 
key  to  work  providing  the  ship’s  power  is  on. 

If  the  contactor  in  the  automatic  starter  closes  when  the  “  Start  ”  button 
is  pressed,  but  the  motor-generator  armature  fails  to  rotate,  the  trouble  might 
be  due  to  a  burned-out  starting  resistance  on  the  back  of  the  starting  panel, 
or  it  would  be  well  to  look  for  loose  connections. 

A  frozen  bearing  will  prevent  any  movement  of  the  armature.  To  ascer¬ 
tain  this  condition,  first  open  the  main  switch  and  with  the  power  off  turn 
the  armature  over  by  hand  and  at  the  same  time  inspect  the  oil  wells  and 
rings  to  see  that  they  have  plenty  of  oil. 

Tube  Filaments  do  Not  Light.  If  the  motor-generator  starts  up  satisfac¬ 
torily  but  the  filaments  fail  to  light,  look  for  blown  fuses  on  the  terminal 
board,  which  might  happen  provided  a  tube  filament  has  been  previously 
short-circuited.  Also  look  for  defective  brush  or  insufficient  brush  tension 
on  the  motor  slip  rings  or  loose  connections. 

Tubes  Overheating .  Suppose  the  tubes  overheat  while  the  key  is  up.  It 
is  possible  that  a  low  voltage  bias  caused  by  a  defective  potentiometer  resist¬ 
ance  will  not  block  the  tubes  sufficiently.  Or  the  bias  voltage  may  be  par¬ 
tially  short-circuited  by  an  amplifier  tube  which  has  become  sbft,  this  condi¬ 
tion  being  generally  evidenced  by  the  troublesome  tube  showing  a  blue  haze 
and  heating  more  than  the  other  tubes. 

If,  on  the  other  hand,  the  tubes  overload  only  while  the  key  is  down,  the 
master  oscillator  tube  may  be  defective,  that  is,  oscillations  are  not  being 
generated  in  the  oscillator’s  tuned  circuit.  In  order  to  determine  the  possible 
reason  for  this  trouble  remove  the  six  amplifier  tubes  from  their  sockets  but 
keep  the  master  oscillator  and  audio  oscillator  tubes  in  place.  When  the 
key  is  now  depressed  the  oscillator  tube  will  heat  excessively  if  the  tube  or 
circuit  is  defective. 

However,  if  the  amplifier  plates  exceed  a  dull  red  glow  with  the  key  down 
and  the  antenna  in  resonance  it  may  be  assumed  that  an  incorrect  number 
of  plate  turns  is  used  or  the  antenna  coupling  transformer  is  defective. 

Audio  Oscillator  Circuit  Fails  to  Operate.  For  the  location  of  this  trouble 
look  at  all  connections  on  the  “  C.W.-I.C.W.”  switch,  audio  transformer  22 
and  condensers  and  switch  23,  indicated  on  the  diagram  in  Fig.  355.  The 
audio  oscillator  tube  may  be  defective  and  the  remedy  in  this  event  is  obvious. 
One  of  the  three  condensers  23  may  have  broken  down.  Should  the  plate 
current  rise  excessively  when  the  key  is  pressed  while  the  audio  oscillator 
seems  to  function  properly  the  trouble  may  be  due  either  to  a  shorted  ampli¬ 
fier  grid  leak  or  to  audio  oscillator  grid  leak,  both  of  which  units  are  rated  at 
3000  ohms. 
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Observe  the  Following  Precautions. — Never  clean  commutators  with 
the  motor-generator  set  running,  because  the  high  voltage  end  is  dan¬ 
gerous.  Do  not  change  tubes  or  make  adjustments  or  come  into  con¬ 
tact  with  the  wiring  while  the  set  is  in  operation. 
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Variometer 


Antenna 

Inductance 


Filament  Heating 
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Fig.  357. — View  of  the  200-watt  tube  transmitter  model  ET-3627. 


ET-3627 — 200-Watt  Transmitter. — This  transmitter  is  of  the  mas¬ 
ter  oscillator-power  amplifier  type.  There  are  three  50- watt  type 
vacuum  tubes  used  as  follows:  one  UV-211  as  the  master  oscillator  and 
two  UV-211  tubes  connected  in  parallel  as  power  amplifiers.  The 
photographs  in  Figs.  357  and  358  show  the  location  of  the  component 
parts.  The  front  panel  view  in  Fig.  359  illustrates  the  various  controls. 
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The  schematic  diagram  for  this  transmitter  is  shown  in  Fig.  360.  The 
power  amplifiers  increase  the  strength  of  the  continuous  oscillations 
generated  in  the  circuits  of  the  master  oscillator  and  feed  their  output 
to  the  antenna  system  through  the  coupling  transformer  T\.  The  pri¬ 
mary  or  plate  coil  of  Ti  is  called  the  tank  inductance.  The  grids  of 
the  power  amplifiers  receive  their  excitation  from  the  master  oscil¬ 
lator  through  the  coupling  or  bypass  condenser  Cg.  The  resistor  i?4 
prevents  overloading  of  the  amplifier  grids  with  radio-frequency 

voltage.  Continuous  oscilla¬ 
tions  are  produced  by  the 
Colpitt’s  method  of  feed 
back  which  utilizes  the  volt¬ 
age  drop  across  the  plates 
of  condenser  C7  for  grid 
excitation. 

The  principal  circuits 
of  the  ET-3627  are  substan¬ 
tially  the  same  as  those  in 
the  ET-3627-A  transmitter. 
A  description  of  the  latter 
transmitter  is  given  in  the 
section  immediately  follow¬ 
ing.  The  ET-3627-A  is 
different  from  the  ET-3627 
because  of  the  slight  modi¬ 
fication  made  necessary  to 
provide  the  ET  -  3627  -  A 
transmitter  with  break-in 
operation  through  a  mag¬ 
netically  operated  relay 
controlled  by  the  opera¬ 
tor^  sending  key. 

Placing  the  ET-3627 
in  Operation. — It  is  advis¬ 
able  before  starting  the 
motor-generator  set  to  turn  all  rheostat  knobs  to  the  extreme  right. 
The  “  start ,  1  push-button  which  operates  the  automatic  motor  starter 
is  pressed  and  the  motor-generator  will  come  up  to  speed  in  a  few  sec¬ 
onds.  The  filament  rheostat  R5  should  be  adjusted  until  a  filament 
voltage  of  10  volts  is  obtained,  as  indicated  on  the  meter  V\.  The  fila¬ 
ments  are  all  arranged  in  parallel  and  connected  to  the  step-down 


Fig.  358— Type  ET-3627  200-watt  transmitter. 
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transformer  T2  having  an  input  frequency  of  40  cycles  supplied  by  two 
slip  rings  provided  on  the  motor  winding.  The  plate  voltage  is  now 
adjusted  by  means  of  the  plate  rheostat  until  a  normal  working  voltage 
of  1000  volts  is  observed  on  the  indicating  meter  V2.  The  switch 
marked  “C.W.-I.C.W.”  should  be  placed  in  the  proper  position,  deter- 
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Fig.  359. — Front-panel  view  of  the  200-watt  tube  transmitter,  type  ET-3627. 


mined  by  the  type  of  transmission  desired.  If  this  switch  is  thrown  to 
the  I.C.W.  position  the  switch  shown  across  chopper  commutator  is 
opened.  At  the  same  time  the  chopper  motor  switch  closes  and 
the  chopper  will  be  set  into  rotation  and  its  commutator  will  function 
to  interrupt  the  continuous  oscillations. 
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Communication  with  a  distant  station  may  now  be  carried  on  by 
closing  the  transmitting  key.  Before  the  key  is  operated  the  master 
oscillator  variometer  should  be  set  at  the  desired  wavelength  by  means 
of  the  handle  provided  for  that  purpose.  While  the  key  is  pressed  the 
antenna  may  be  resonated  by  turning  the  handle  marked  “  Antenna 
Variometer,”  which  moves  the  rotor  coil  mounted  within  the  loading 
inductor  labeled  L\  on  the  schematic  diagram.  The  antenna  wave¬ 
length  is  changed  by  means  of  the  four-point  switch  shown  on  Li>  which 
is  operated  by  the  long  handle  on  the  transmitter  panel  marked 
“Antenna  Inductance  Switch.”  The  inductance  range  of  the  trans- 


Fig.  360. — Schematic  diagram  of  connections  in  the  200- watt  ET-3627  tube  trans¬ 
mitter. 


mitter  is  continuous  because  the  range  of  the  antenna  variometer,  shown 
below  Lif  is  sufficient  to  overlap  the  taps  on  the  loading  inductance  L\. 
When  the  transaction  of  telegraphic  business  is  completed  the  trans¬ 
mitter  is  placed  out  of  operation  by  simply  pressing  the  “Stop”  button. 

In  order  to  insure  the  radiation  of  a  clear  i.c.w.  note  the  chopper 
commutator  should  be  smoothed  off  during  periodic  inspection  of  the 
transmitter  units.  A  very  fine  grade  of  sandpaper  should  be  used  for 
this  purpose,  taking  care  to  prevent  unequal  wear  between  the  insula¬ 
tion  and  the  copper  segments.  It  is  advisable  at  the  same  time  to 
inspect  the  spring  silver  brushes  for  their  proper  tension  against  the 
periphery  of  the  commutator  wheel  and  make  adjustments  if  necessary 
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The  current  in  the  antenna  system  as  read  on  the  antenna  ammeter, 
and  the  plate  current  for  various  wavelengths  from  570  to  1000  meters, 
is  given  in  the  following  tabulation  to  inform  the  operator  regarding 
the  average  performance  expected  of  the  ET-3627.  The  values  listed 
below  were  obtained  with  the  transmitter  used  on  an  antenna  having 
a  natural  period  of  315  meters  and  when  radiating  a  c.w.  signal.  The 
reading  on  the  scales  for  each  of  the  tuning  control  adjustments  is  also 
given.  The  tubes  were  supplied  with  working  voltages  of  1000  volts 
plate  potential  and  10  volts  filament. 


Wavelength 

Antenna 

Current 

Plate 

Current 

Reading 

on  Scales 

Position 
of  Antenna 
Inductance 
Switch 

Master 

Oscillator 

Variometer 

Degrees 

Antenna 

Variometer 

Degrees 

570 

7.3 

.6 

0 

1 

625 

7.3 

.6 

20 

1 

690 

7.1 

.58 

40 

1 

750 

6.9 

.575 

60 

2 

810 

7.0 

.58 

80 

2 

858 

7.0 

.585 

100 

2 

6,9 

.585 

120 

92 

2 

945 

6.9 

.575 

140 

114 

2 

970 

6.8 

.565 

160 

130 

2 

1000 

6.7 

.56 

180 

137 

2 

200-Watt  Type  ET-3627-A  Transmitter. — Figure  361a  shows  a  front 
view  of  the  200-watt  continuous  wave  and  interrupted  continuous  wave 
vacuum  tube  transmitter.  (Side  and  rear  views  are  shown  in  Figs. 
3615  and  361c.)  The  fundamental  circuits  of  this  transmitter,  shown 
in  Fig.  362a,  are  quite  similar  to  those  in  the  ET-3627.  The  principal 
change  from  the  circuits  of  ET-3627  is  the  installation  of  a  break-in 
relay  in  the  ET-3627-A  to  meet  the  modern  requirements  in  handling 
commercial  radio  traffic  with  maximum  speed.  An  adjustable  posi¬ 
tioning  device  for  the  master-oscillator  variometer  permits  any  five 
frequencies  within  the  500  to  312-kilocycle  band  to  be  selected  and  kept 
in  a  permanent  adjustment.  This  provides  a  convenient  arrangement, 
because  in  changing  from  a  calling  to  a  working  frequency  the  operator 
is  not  required  to  make  careful  adjustments  to  locate  an  exact  position 
on  the  scale  with  the  master-oscillator  pointer.  Three  UV-2 11-50-watt 
vacuum  tubes  are  employed,  one  functioning  as  the  oscillator  and  the 
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remaining  two  being  connected  in  parallel  as  power  amplifiers. 
The  connection  diagram  for  the  motor-generator  unit  is  shown  in 
Fig.  362 -b. 

Theory  of  Operation. — The  theory  of  operation  of  the  200-watt  ET- 
3627-A  transmitter  may  be  understood  by  referring  to  the  schematic 
diagram  in  Fig.  362-a.  The  frequency  of  the  UV-211  master-oscillator 
tube  is  controlled  by  the  variometer  L4  which  operates  in  a  capacity- 
coupled  (Colpitt’s  oscillator)  circuit.  The  grid  alternating  e.m.f.  nec- 
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Fig.  361a. — Front  panel  view  of  the  200-watt  tube  transmitter  type  ET-3627-A. 


essary  for  the  promotion  of  continuous  oscillations  is  obtained  from  the 
voltage  drop  across  condenser  C7.  The  values  of  capacitance  of  the 
three  condensers  Ci,  Ce  and  C 7  and  the  inductance  of  variometer  L4  are 
carefully  selected  because  they  represent  the  circuit  constants  and 
therefore  determine  the  frequency  range  of  the  transmitter.  Condenser 
C5  is  the  usual  plate-blocking  condenser  and  serves  to  keep  the  d-c.  plate 
voltage  off  the  grid  and  oscillatory  circuit  of  the  master-oscillator  tube. 
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This  condenser  of  .003-mfd.  capacitance  provides  a  low  reactance  path 
for  the  radio-frequency  component  of  the  total  plate  current,  allowing 
it  to  flow  into  the  oscillatory  circuit  for  the  requisite  feed-back  of  plate 
energy  into  the  grid.  Radio-frequency  choke  L3  keeps  the  plate  high- 
frequency  component  from  backing  into  the  1000-volt  generator  circuit. 
The  grids  of  the  two  UV-211  power  amplifier  tubes  are  directly  con¬ 
nected  together,  that  is,  connected  in  parallel,  and  are  excited  by  radio 
energy  through  condenser  C 9  and  resistance  R4,  at  the  frequency  of  the 
master  oscillator  (m.o.)  oscil¬ 
latory  circuit.  Grid  leak  re¬ 
sistor  Ri  maintains  the  correct 
negative  bias  on  the  ampli¬ 
fiers,  and  radio-frequency 
choke  Z/2  prevents  losses  of 
the  high  frequencies  through 
the  grid  leak  circuit.  The 
grid  leak  on  the  master  oscil¬ 
lator  tube  is  resistor  #3.  The 
high-frequency  energy  in  the 
power-amplifier  plate  circuit 
feeds  into  the  plate  coil  (tank 
inductance)  of  antenna  trans¬ 
former  T\. 

The  antenna  is  set  into 
excitation  through  the  trans¬ 
fer  of  this  high  frequency 
from  the  output  of  the  power 
amplifier  tubes  through  the 
antenna  transformer  T\. 

The  primary  of  this  trans¬ 
former  carries  the  “  I.C.W.” 
and  “C.W  ”  switch.  It  will 
be  noticed  that  in  the  case 

of  interrupted  continuous  ^  3616.— ET-3627-A  transmitter.  Right 
waves  the  amount  of  in-  side  view, 

ductance  used  will  never  be 

as  great  as  for  straight  c.w.  This  feature  allows  the  radiated  wave 
of  the  i.c.w.  variety  to  possess  sharp  characteristics.  The  frequency 
of  the  master  oscillator  is  repeated  in  the  output  of  the  power 
amplifiers,  and  the  antenna  circuit  is  adjusted  for  resonance  to  this 
frequency  by  the  four  taps  and  variometer  on  the  antenna  loading 
inductor  L\. 
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Key  Rejay. — A  rapid  changeover  from  send  to  receive  is  provided  by 
the  magnetically  operated  break-in  relay  which  is  shown  mounted  on 
the  front  of  the  panel  in  Fig.  361-a.  This  relay  is  designated  as  K2  in 
the  schematic  diagram.  Modern  radio  traffic  conditions  require  this 
feature  to  be  provided  in  the  transmitter.  Keying  speeds  up  to  40 


R,  F.  Choke 


Antenna 

Variometer 


Filament  Heating 
Transformer 


Chopper 


Antenna 

Coupling 

Transformer 


Plate  Voltmeter 
Multiplier 
Resistance 


Rotor  Coii 


Master  Oscillator 
Variometer 


Fig.  361c. — Rear  view  of  ET-3627-A  tube  transmitter. 


words  a  minute  are  possible  with  the  relay,  as  it  is  equivalent  to  a 
double-pole,  single-throw  relay.  The  low  side  of  the  antenna  contains 
one  pair  of  contacts  connected  in  series  and  during  the  transmitting 
periods  they  serve  to  short-circuit  the  input  to  the  radio  receiver.  In 
order  to  prevent  sparking  at  the  antenna  contacts  and  also  to  reduce  the 
disturbance  from  clicks  in  the  radio  receiver,  the  second  pair  of  contacts 
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key  the  transmitter  proper  and  are  adjusted  to  close  slightly  after  and 
open  slightly  before  the  antenna  circuit  contacts. 

Keying  Circuits. — The  explanation  of  the  fundamental  keying  cir¬ 
cuit  will  be  understood  by  reference  to  the  schematic  diagram,  where  it 
is  seen  that  the  negative  lead  from  the  1000- volt  generator  connects  to 
one  of  the  key  contacts  on  the  break-in  relay  if  2.  The  negative  plate 
circuit  is  completed  through  the  upper  right  contact  of  this  relay  to  the 
mid-tapped  secondary  on  the  filament-heating  transformer  7V  The 


Fig.  3626. — The  connection  diagram  for  the  motor-generator  set  used  with  the 
ET-3627-A  tube  transmitter.  The  generator  is  shown  on  the  left  viewed  from  the 
commutator  end,  and  the  motor  is  on  the  right  also  viewed  from  the  commutator 
end.  Note  particularly  how  the  collector  rings  are  attached  to  the  motor  armature. 

grid  return  leads  of  both  the  power  amplifiers  and  master  oscillator  are 
returned  to  this  negative  side  of  the  plate  circuit  through  grid  leak 
resistors  Ri  and  R 3,  respectively,  after  passing  through  the  switch 
marked  “C.W.”  Both  the  negative  plate  circuit  and  the  grid  current 
are  broken  by  the  keying  action,  with  the  result  that  oscillations  stop, 
due  to  the  high  negative  potential  impressed  upon  the  grids  of  the  tubes 
whenever  the  contacts  open.  On  the  other  hand,  when  the  sending 
key  is  pressed  these  circuits  are  closed  by  the  relay,  with  the  result  that 
the  high  negative  blocking  potential  is  removed  from  the  grids  and 
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oscillations  are  produced.  The  relay  contacts  will  interrupt  a  large 

current  with  minimum  sparking. 

Legend  and  Function  of  Parts.  ET-3627-A  Transmitter 

Refer  to  schematic  diagram  Fig.  362-a. 

A-l.  Antenna  ammeter  (0-10  amperes)  is  used  to  indicate  resonance 
between  the  tank  inductance  or  plate  coil  Pri.  and  antenna  sys¬ 
tem. 

A-2.  Plate  ammeter  (0-2  amperes)  indicates  direct  current  drawn 
from  plate  generator  by  the  three  tubes. 

C-l.  Master  oscillator  plate  condenser,  .003  mfd.,  is  used  for  plate 
excitation  of  this  tube. 

C-2.  Filter  condenser,  1  mfd.,  acts  to  smooth  out  any  ripples  in  the 
d-c.  from  the  1000-volt  generator  due  to  commutation. 

C-3.  Filament  bypass  condensers,  .5  mfd.  each,  furnish  a  low  reactance 
path  for  the  radio-frequency  oscillations  from  grid  to  filament. 
Without  these  condensers  the  filament  heating  coils  on  the 
iron  core  transformer  T2  would  form  the  only  r.f.  path  which 
obviously  would  impede  the  flow. 

C-4.  Key  condenser,  .015  mfd.,  functions  to  absorb  and  dissipate  tran¬ 
sients  of  potential  surges  set  up  while  keying.  This  condition 
is  manifested  by  arcing. 

C-6.  Master-oscillator  plate  blocking  condenser,  .003  mfd.,  permits  the 
high  frequency  oscillating  component  of  plate  current  to  flow 
through  readily,  but  prevents  the  d-c.  component  of  the  plate 
supply  from  being  impressed  on  the  oscillator  grid  or  passing 
to  the  a-c.  tuned  circuit. 

C-6.  Master  oscillator  plate  condenser,  .002  mfd.,  functions  similarly 
to  Ci  and  forms  part  of  the  oscillatory  circuit. 

C-7.  Master  oscillator  grid  condenser,  .002  mfd.,  is  known  as  grid 
input  or  excitation  condenser  and  from  across  its  plates  is 
obtained  the  requisite  voltage  drop  to  be  applied  between 
grid  and  filament  for  maintaining  the  master  oscillator  and 
associated  circuits  in  a  state  capable  of  generating  continuous 
oscillations. 

C-8.  Chopper  condenser,  .003  mfd.,  in  conjunction  with  resistor  R9 
helps  to  smooth  out  any  unevenness  in  the  chopper  note  in 
order  to  produce  a  clear  and  distinct  tone  in  the  telephone 
receivers. 

C-9.  Power  amplifier  grid  condenser,  .0003  mfd.,  permits  the  high  fre¬ 
quencies  generated  in  the  master  oscillator  circuit  to  pass 
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through  and  excite  the  grids  of  the  two  radio-frequency  power 
tubes. 

F-l.  Plate  fuse  rated  at  2  amperes  (not  shown). 

F-2.  Receiver  antenna  fuse,  .5  ampere  (not  shown). 

K-l.  Hand  key  used  for  interrupting  the  stream  of  radio  oscillations 
generated  in  the  transmitter  into  dots  and  dashes  for  the  dis¬ 
patch  of  radio  telegraphic  messages. 

K-2.  Break-in  relay  (key  relay)  permits  a  rapid  changeover  from  send 
to  receive,  being  operated  magnetically  by  the  hand  key  Ki. 

L-l.  Antenna  variometer  and  four-tap  inductance  used  for  loading  the 
antenna  in  order  to  establish  resonance  with  the  tank  circuit. 

L-2.  Power  amplifier  grid  radio-frequency  choke.  To  prevent  losses 
in  the  grid  leak  circuit  of  the  high  frequencies  flowing  from  the 
master  oscillator  through  amplifier  feed  resistance  Ra  and  con¬ 
denser  Cg.  These  radio-frequencies  are  intended  to  build  up 
a  high  value  of  excitation  voltage  on  the  amplifier  grids. 

L-3.  Master  oscillator  plate  choke  is  in  series  with  the  positive  lead 
of  the  1000-volt  generator  and  functions  to  prevent  losses  by 
blocking  out  the  radio  oscillations  from  this  circuit.  These 
oscillations  will  flow  readily  through  the  low  reactance  path 
of  C5. 

L-4.  Master  oscillator  variometer  permits  any  five  frequencies  within 
the  500  to  312  kilocycle  range  to  be  selected. 

R-l.  Power  amplifier  grid  resistance,  500  ohms,  furnishes  correct 
grid  bias  for  stable  operation  of  the  two  UV-211  tubes. 

R-3.  Master  oscillator  grid  resistance,  7500  ohms,  maintains  the  grid 
at  correct  bias  or  negative  potential. 

R-4.  Power  amplifier  feed  resistance,  150  ohms,  used  to  maintain  the 
radio-frequency  voltage  supplied  to  the  power  amplifier  grids 
from  the  master  oscillator  at  a  normal  value. 

R-5.  Filament  rheostat,  20  ohms,  permits  a  close  control  of  filament 
terminal  e.m.f.  of  all  tubes  for  working  the  filaments  at  their 
normal  temperature. 

R-6.  Master  oscillator  parasitic  resistor,  15  ohms  (not  shown),  is  used 
to  suppress  the  generation  of  ultra-high  frequencies  caused  by 
the  plate-to-grid  capacity  of  the  vacuum  tubes  and  their  coup¬ 
ling  leads  which  give  such  a  circuit  a  definite  oscillation 
period. 

R-7.  Plate  rheostat,  250  ohms  (not  shown),  allows  a  fine  control  of  the 
positive  voltage  applied  to  the  plates  of  all  tubes. 

R-8.  Power  amplifier  parasitic  resistor,  15  ohms  (not  shown),  functions 
similarly  to  Rq. 
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R-9.  Chopper  resistor,  50  ohms,  works  in  conjunction  with  Cg  to 
smooth  out  any  unevenness  in  i.c.w.  energy. 

R-10.  Key  relay  resistor,  400  ohms  (not  shown). 

S-l.  Antenna  inductance  switch  permits  convenient  change  of  wave¬ 
length  from  calling  wave  to  communicating  (working)  wave. 
T-l.  Antenna  transformer  consists  of  tank  inductance  (plate  coil)  Prz. 

and  antenna  coil  Sec .  and  is  Used  to  provide  magnetic  coupling 
between  the  closed  and  open  oscillatory  circuits  for  the  transfer 
of  radio  power.  The  tapped  tank  inductance  allows  the  proper 
selection  of  inductance  for  either  form  of  transmission,  either 
c.w.  or  i.c.w. 

T-2.  Filament  transformer,  .125  kva.,  is  a  mid-tapped  step-down  iron 
core  transformer  which  receives  power  from  a  40-cycle  supply 
from  collector  rings  attached  to  the  armature  windings  of  the 
motor,  and  delivers  an  alternating  current  of  10  volts,  when 
regulated,  for  heating  the  filaments,  resulting  in  an  adequate 
electron  emission. 

V-l.  Filament  voltmeter,  0-15  volts  a-c.,  should  read  10  volts  after 
completing  the  voltage  adjustment  by  means  of  the  filament 
rheostat  R$. 

V-2.  Plate  voltmeter,  0-1500  volts  d-c.,  indicates  the  positive  plate 
potential  applied  to  each  of  the  three  plates. 

Chopper  Motor. — The  chopper  motor  is  rated  at  1/50  horsepower 
and  is  driven  from  115-volt  d-c.  supply.  When  i.c.w.  transmission 
is  desired  the  signal  switch  should  be  placed  in  “I.C.W.”  position, 
closing  one  pair  of  push-button  contacts  marked  I.C.W.,  which  closes 
the  d-c.  line  to  the  chopper  motor,  at  the  same  time  opening  a  second 
pair  of  contacts  marked  C.W.,  thus  removing  the  short  circuit  main¬ 
tained  around  the  chopper  during  c.w.  transmission.  Two  silver 
spring  brushes  resting  on  the  commutator  of  the  chopper  wheel  alter¬ 
nately  make  contact  with  the  copper  and  fibre  segments,  thus  causing 
the  grid  circuits  of  the  master  oscillator  and  power  amplifiers  to  be 
broken  at  the  rate  of  approximately  1000  times  a  second,  to  radiate 
a  wave  having  the  general  characteristics  of  the  note  produced  by  a 
500-cycle  spark  transmitter. 

Vacuum  Tubes. — Facing  the  transmitter  panel  the  tube  at  the  left 
is  the  master  oscillator  and  the  remaining  two  tubes  to  the  right  are  the 
power  amplifiers,  both  being  connected  in  parallel,  as  previously  men¬ 
tioned.  In  the  schematic  diagram  Fig.  362a  this  order  is  reversed  and  it 
may  be  seen  that  the  master  oscillator  is  drawn  at  the  right,  with  the 
two  power  amplifiers  at  the  left  of  the  diagram.  If  trouble  is  ex- 
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perienced  try  interchanging  all  available  tubes  in  the  oscillator  socket, 
because  a  poor  tube  in  this  socket  will  make  the  set  inoperative. 

The  evaluations  given  in  the  accompanying  table  will  enable  the 
operator  to  ascertain  the  practical  relation  between  the  operating  wave¬ 
lengths  and  the  currents  in  the  various  circuits.  The  positions  of  the 
antenna  variometer  pointer  on  the  scale,  indicated  in  degrees,  and  the 
antenna  inductance  switch,  also  are  recorded. 

The  ET-3627-A  transmitter  used  on  an  antenna  with  a  capacitance 
of  0.0008  mfd.,  resistance  of  four  ohms,  and  a  natiiral  period  of  315 
meters,  gave  the  following  results,  both  for  c.w.  and  i.c.w.  transmission: 


Wavelength 

Antenna 

Current, 

Amperes 

Plate 

Current, 

Amperes 

Reading  on  Scale. 
Antenna 
Variometer, 
Degrees 

Position  of 
Antenna 
Induct. 
Switch 

C.W.  600 

7.1 

0.59 

55 

1 

I.C.W.  600 

4.75 

0.39 

55 

1 

C.W.  800 

7.1 

0.6 

41 

2 

I.C.W.  800 

4.6 

0.39 

41 

2 

C.W.  960 

7.25 

0.61 

2 

I.C.W.  960 

4  6 

0.41 

102 

2 

A  different  set  of  results  was  obtained  with  the  transmitter  working 
into  an  antenna  possessing  the  following  characteristics:  a  capacitance 
of  0.0004  mfd.  and  resistance  of  four  ohms. 


Wavelength 

Antenna 

Current, 

Amperes 

Plate 

Current, 

Amperes 

Reading  on  Scale. 
Antenna 
Variometer 
Degrees 

Position  of 
Antenna 
Induct. 
Switch 

C.W.  600 

6.1 

0.5 

45 

2 

I.C.W.  600 

4.0 

0.33 

45 

2 

C.W.  800 

6.4 

0.5 

70 

3 

I.C.W.  800 

4.0 

0.32 

70 

3 

C.W.  960 

6.25 

0.55 

79 

4 

I.C.W.  960 

3.5 

0.32 

79 

4 

The  2-KW.  Model  ET-3638  Telegraph  Transmitter. — The  front  and 
rear  views  of  this  transmitter  are  shown  in  Figs.  363  and  364,  respec¬ 
tively,  and  the  schematic  diagram  in  Fig.  365.  An  inspection  of  the 
diagram  shows  that  the  general  arrangement  of  the  master  oscillator 
(M.O.)  and  power  amplifier  circuits  are  somewhat  similar  to  those 
employed  in  the  ET-3627-A  transmitter,  which  has  already  been 
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described.  The  ET-3638  equipment,  however,  utilizes  four  vacuum 
tubes  connected  in  parallel  as  intermediate  power  amplifiers  (I.P.A.) 
and  an  additional  loading  inductance  L\  in  order  to  increase  the  fre¬ 
quency  range  of  the  transmitter.  A  ship’s  antenna  with  a  low  capaci¬ 
tance  requires  the  use  of  an  external  loading  inductance  in  order  to 
permit  transmission  on  the  higher  wavelengths.  A  photograph  of  the 
external  loading  inductance  is  shown  in  Fig.  366.  When  this  trans- 
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Fig.  363. — Front  view  of  2-kw.  radio  telegraph  tube  transmitter,  model  ET-3638. 


mitter  is  used  on  an  antenna  with  the  proper  characteristics  it  will  cover 
a  continuous  wavelength  band  of  600  to  2400  meters  or  a  frequency 
range  of  125  to  500  kilocycles. 

The  transmitter  employs  seven  vacuum  tubes,  one  50- watt  UV-211 
as  a  master  oscillator,  four  similar  tubes  arranged  in  parallel  as  inter¬ 
mediate  amplifiers  and  the  remaining  two  tubes,  type  UV-851,  as  main 
power  amplifiers.  The  two  UV-851  tubes  are  shown  in  the  front  panel 
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view,  protected  by  the  screen  door.  These  main  amplifiers,  rated  as 
1-kw.,  require  a  plate  potential  of  2000  volts  d-c.  obtained  by  adjusting 
the  plate  rheostat,  and  the  filaments  each  draw  15.5  amperes  a-c.  when 
supplied  with  the  specified  terminal  voltage  of  11  volts.  The  five  50- 
watt  tubes  can  be  seen  in  the  rear  view  of  Fig.  364,  They  require  a 
normal  working  plate  potential  of  1000  volts  d-c.  and  a  filament  input 


|  n  w  I 
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Fig.  364. — Rear  view  of  type  ET-3638 — 2-kw.  telegraph  transmitter. 


e.m.f.  of  10  volts.  The  filaments  are  heated  from  80-cycle  power  pro¬ 
vided  by  slip  rings  on  the  motor  winding  through  the  step-down  trans¬ 
former  TV  The  filament  voltage  is  regulated  by  rheostat  Rio .  Since 
the  50-watt  tubes  requires  less  filament  voltage  than  the  main  power 
tubes,  the  output  of  the  filament  transformer  is  connected  to  the  lower 
power  tubes  through  the  resistor  #7,  which  serves  to  drop  the  voltage 
on  the  latter  tubes  to  the  required  value. 
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Theory  of  Operation. — The  ET-3638  is  placed  in  operation  on  the 
desired  wavelength  by  the  selection  of  the  proper  positions  for  the 
master  oscillator  and  the  power  amplifier  band  change  switches.  The 
master  oscillator  variometer  marked  Ls  on  the  diagram  is  then  placed 
at  the  desired  wavelength  as  indicated  on  the  scale  provided  for  that 
purpose.  In  order  to  resonate  the  antenna  with  the  closed  oscillatory 
circuit  for  maximum  current  as  read  on  the  antenna  ammeter,  the  rotor 
coil  of  antenna  variometer  L2  is  turned  by  manipulating  the  knob  on 
the  panel.  After  the  most  satisfactory  adjustment  has  been  found  the 


Fig.  365. — Schematic  diagram  of  the  ET-3638  vacuum  tube  transmitter. 


position  can  then  be  indicated  on  the  scale  calibrated  in  degrees.  It  is 
necessary,  of  course,  to  supply  power  to  the  antenna  system  whenever 
the  tuning  adjustments  suggested  above  are  performed,  and  this  may 
be  conveniently  done  by  depressing  the  il  test  button.”  This  button 
functions  similarly  to  the  operator’s  sending  key  and  works  the  mag¬ 
netic  relay.  The  keying  relay  which  provides  break-in  operation  is 
mounted  on  the  panel.  It  permits  the  receiver  to  be  connected  to  the 
antenna  and  the  transmitter  to  be  disconnected  whenever  the  sending 
key  is  up.  The  motor-generator  set  is  controlled  in  the  usual  manner 
by  a  “start-stop”  push  button  located  on  the  operator’s  table. 
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The  circuit  employed  in  this  transmitter  is  of  the  master  oscillator 
intermediate  power  amplifier,  main  power  amplifier  type.  The  vari¬ 
ometer  Ls  and  condensers  Cs,  C9  constitute  the  frequency-determining 


Fig.  366. — External  antenna  loading  inductance  used  with  ET-3638 — 2-kw.  trans¬ 
mitter. 

circuit,  which  is  the  Colpitts  type.  The  requisite  voltage  for  grid  exci¬ 
tation  of  the  oscillator  is  obtained  from  the  voltage  across  the  plates  of 
condenser  C9.  Condenser  Co  is  the  plate  by-pass  condenser  and  serves 
as  a  low  reactance  circuit  for  the  flow  of  the  high  frequency  component 
of  the  plate  current. 

When  the  signal  switch  on  the  panel  is  placed  in  the  “I.C.W.” 
position  the  motor-driven  chopper  commutator  M 1  functions  to  break 
the  grid  leak  circuit  of  the  master  oscillator  and  oscillations  cease.  The 
group  frequency  of  the  transmitted  signal  on  I.C.W.  operation  is 
approximately  800  cycles.  The  path  of  the  oscillator  grid  current  is 
through  the  radio-frequency  choke  L10  and  grid  leak  resistor  Rq.  The 
excitation  of  the  intermediate  power  amplifier  grids  by  the  high  fre¬ 
quency  output  of  the  master  oscillator  is  through  the  by-pass  condenser 
C7,  whereas  the  output  of  intermediate  power  amplifiers  feed  r.f. 
voltage  to  the  grids  of  the  power  amplifiers  through  condenser  C4. 
The  circuit  is  arranged  so  that  whenever  the  chopper  interrupts  the 
oscillator  grid,  excitation  of  the  amplifiers  will  cease  and  the  plate  cur¬ 
rent  of  these  tubes  will  drop  to  zero.  The  complete  discontinuance  of 
the  plate  current  in  the  amplifiers  minimizes  the  key  clicks  and  this 
action  is  controlled  automatically  because  a  cut-off  bias  is  supplied  to 
the  grids  of  the  six  amplifiers  from  a  125  volt  d-c.  bias  generator.  This 
generator  operates  in  conjunction  with  the  motor-generator  unit  and 
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also  supplies  the  direct  current  for  the  excitation  of  the  plate  generator 
field. 

In  order  to  minimize  the  radiation  of  very  high  frequency  harmonics 
the  capacitance  furnished  by  condenser  C 13,  shown  in  the  diagram 
shunted  across  the  plate  coil  (tank  inductance)  of  the  antenna  coupling 
transformer  T3,  is  used  to  by-pass  harmonic  energy. 

The  large  radio  power  transferred  from  the  two  UV-851  tubes  to  the 
antenna  through  the  coupling  transformer  T%  builds  up  the  potential 
on  the  antenna  side  of  the  loading  inductance  to  values  as  high  as  32,000 
volts  and  an  antenna  current  of  about  25  amperes  may  be  expected. 

EMERGENCY  TRANSMITTER 

ET-3650  Transmitter. — The  model  ET-3650  radio  telegraph  trans¬ 
mitter  described  in  the  following  paragraphs  is  designed  primarily  for 
installation  on  vessels  where  a  low-power  emergency  transmitter  is 
required.  The  transmitter  is  designed  to  provide  only  ACW-700  cycle, 
telegraphic  operation  on  any  frequency  in  the  band  375  to  500  kc. 

Antenna  Characteristics. — The  ET-3650  is  designed  to  operate  into 
an  antenna  having  an  effective  resistance  of  4  to  10  ohms,  an  effective 
capacitance  of  0.0006  to  0.0014  mfd.,  and  a  natural  wavelength  of  225 
to  450  meters.  The  transmitter  is  suitable  also  for  use  on  antennas 
having  an  effective  resistance  of  from  2  to  12  ohms,  but  the  output  will 
be  slightly  lower  when  the  antenna  resistance  is  below  4  or  above  10 
ohms. 

Rating. — Four  UX-210  vacuum  tubes  are  used  in  this  set.  For 
normal  operation,  all  these  tubes  are  used  in  the  self-excited  circuit,  also 
known  as  the  “  tank  ”  circuit. 

The  UX-210  tube  is  rated  to  have  an  output  of  7.5  watts,  and  the 
filament  requires  1.25  amperes  at  7.5  volts.  The  filament  voltage  should 
be  maintained  at  7.5  volts  to  insure  maximum  tube  life. 

Power  Supply. — The  equipment  has  been  designed  to  operate  on  a 
power  supply  of  12  volts  direct  current  which  is  furnished  by  a  motor  or 
storage  batteries. 

Location  of  Parts. — Front,  side  and  rear  views  of  the  ET-3650  are 
shown  in  Figs.  367,  368,  369  and  370.  The  various  units  are  mounted 
either  on  the  panel  or  framework.  Particular  attention  has  been 
directed  to  securing  a  symmetrical  arrangement  of  all  units  on  the  panel. 
The  sides  and  top  of  the  transmitter  are  provided  with  a  detachable 
cover  which  totally  encloses  the  transmitter  and  also  permits  of  easy 
access  to  the  transmitter  proper.  The  terminal  board  is  located  at  the 
right  side  of  the  transmitter  and  near  the  bottom.  (See  Fig.  369.)  It  is 
necessary  to  remove  the  cover  while  connecting  to  the  terminal  board. 
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The  four  vacuum  tubes  are  mounted  near  the  top  of  the  set,  as  shown 
in  Fig.  370.  All  meters,  switches  and  rheostat  controls  are  mounted 
on  the  panel,  and  controlled  from  the  front,  as  shown  in  Fig.  367. 


Fig.  367. — Front  view  of  the  type  ET-3650  emergency  telegraph  transmitter. 


Tank  Coil  UX  210 

Antenna 

Couj&ftg 

Tank 

■  Coupling 

Cart 

f 

1 

Coil 

frtametit 

By  Pats 

. 

Wave 

Change 

Contender 

Switch 

( _  :  Joral  fc»lj 

|  CoruJetuser 

1  Block 

1 

Gm  tLr 

f>  d  Choke  p:  ■  PUP* 

1 

Fig.  368. — Left-hand  side  and  rear  view  of  the  ET-3650  emergency  telegraph 

transmitter. 


The  desired  wavelength  is  selected  by  means  of  a  wave  change 
switch,  located  at  the  left  and  just  below  the  filament  voltmeter,  as 
shown  in  Fig.  367.  This  switch  selects  the  proper  tap  on  the  tank 
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inductance  and  on  the  antenna  loading  inductance  coil.  The  antenna 
circuit  is  resonated  by  means  of  the  antenna  variometer.  The  antenna 
variometer  control  is  located  at  the  right  of  the  panel  and  below  the 


Twwia! 
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Fig.  369. — Right-hand  and  rear  view  of  the  ET-3650  transmitter. 
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Fig,  370. — Top  and  rear  view  of  the  ET-3650  emergency  telegraph  transmitter. 


power  supply  voltmeter.  All  controls  on  the  panel  are  marked  accord¬ 
ing  to  the  particular  function  that  they  perform.  The  “  send-receive  1 
switch  is  mounted  directly  in  the  middle  of  the  panel  at  the  bottom. 
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The  framework  of  the  transmitter  is  cast  aluminum,  which  makes 
for  a  strong  light-weight  construction.  The  cover  is  especially  designed 
to  be  splash-proof  and  tight. 

Installation  and  Wiring. — The  diagram  of  connections,  both  internal 
and  external,  for  the  transmitter  is  given  in  Fig.  371.  The  schematic 
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12  V.  Battery  Motor  Generator 


Fig.  371. — Wiring  diagram  of  the  ET-3650  emergency  telegraph  transmitter. 

diagram  is  given  in  Fig.  372.  The  various  essential  units  are  numbered 
and  identified  on  both  diagrams  as  follows: 
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Pig.  372. — Schematic  diagram  of  the  ET-3650  telegraph  transmitter. 


1.  Plate  blocking  capacitors,  0.002  mfd.,  3000  V. 

2.  Tank  coupling  coil. 

3.  Antenna  coupling  coil. 

4.  Antenna  variometer. 

5.  Oscillator  tank  coil. 

6.  Grid  leak,  6000  ohms. 

7.  .Grid  choke  coil. 

8.  Plate  choke  coils. 

9.  Grid  parasitic  resistors,  15  ohms. 

10.  Antenna  ammeter,  0-5  amp.  scale. 

11.  Filament  voltmeter,  0-15  volt  d-c.  scale. 

12.  Filament  rheostat,  15  ohms,  5-amp.  capacity. 

13.  Motor  control  switch,  double  pole. 

14.  Power  control  switch,  three-point  type. 

15.  Filament  voltmeter  switch. 

16.  Send-receive  switch,  double  pole. 

17.  Plate  transformer. 

18.  Line  fuse,  60  amp. 
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19.  Wave  change  switch. 

20.  Plate  tank  capacitor,  0.004  mfd.,  3000  V. 

21.  Grid  tank  capacitor,  0.01  mfd.,  2000  V. 

The  transmitter  proper  is  firmly  bolted  to  the  table  by  means  of 
bolts  which  pass  through  the  mounting  holes  in  the  base  of  the  trans¬ 
mitter.  The  motor-generator  set  is  mounted  as  close  to  the  trans¬ 
mitter  as  convenience  permits. 

Theory  of  Operation. — Before  considering  in  detail  the  procedure 
for  adjusting  the  transmitter  to  any  desired  wavelength  within  its 
range,  it  is  well  to  understand  the  theory  of  operation  of  the  various 
circuits  involved.  Reference  will  be  made  to  the  schematic  diagram  of 
Fig.  372. 

The  circuit  used  is  of  the  full-wave  self-rectified,  capacity-coupled 
type,  inductively  coupled  to  the  antenna.  A  total  of  four  UX-210 
tubes  as  power  oscillators  are  used,  two  on  each  half  of  the  cycle. 

The  350-cycle  power  is  supplied  to  the  plates  of  the  tubes  through 
the  step-up  transformer,  labeled  17  on  the  schematic  diagram.  The 
plates  are  then  capacity-coupled  through  capacitors,  1,  to  the  tank 
circuit  which  is  made  up  of  capacitors  20  and  21.  The  inductances,  5 
and  2,  also  make  up  part  of  the  tank  circuit.  The  grid  leak  circuit  is 
made  up  of  inductance  7  and  resistance  6.  The  antenna  system  is 
inductively  coupled  to  inductance  2  of  the  tank  circuit  by  means  of 
antenna  coupling  inductance  3.  The  antenna  system  is  resonated  to 
the  tank  circuit  frequency  by  means  of  the  variometer  4.  A  particular 
tap  is  selected  on  this  variometer  by  means  of  the  wave-change  switch 
which  also  selects  the  tank  circuit  inductance  tap.  Resonance  is  indi¬ 
cated  by  means  of  antenna  ammeter  10.  The  filaments  of  the  tubes  are 
adjusted  by  means  of  rheostat  12.  The  voltmeter  11  indicates  the  sup¬ 
ply  line  voltage  or  the  filament  voltage.  This  line  voltage  should  be  12 
volts  direct  current.  The  filament  voltmeter  should  indicate  7.5  volts 
for  correct  operation  of  the  tube  filaments.  Switch  15  changes  the  volt¬ 
meter  from  the  line  to  the  filaments. 

The  set  is  keyed  by  means  of  an  external  key  which  closes  the  pri¬ 
mary  circuit  of  the  plate  transformer. 

Switch  13  is  a  motor-starting  switch  which  turns  the  power  onto 
the  transmitter  and  starts  the  motor-generator  set.  Switch  14  is  the 
“  high-low  ”  power  control  switch  which  changes  the  tap  on  the  primary 
of  the  transformer  17  and  thereby  provides  “  high  ”  or  “  low  ”  value  of 
the  plate  voltage.  No.  16  is  the  “  send-receive  ”  switch.  Resistors  9 
are  the  parasitic  resistors  mounted  on  the  tube  shelf  and  in  series  with 
the  vacuum  tube  grids. 
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Adjustment  of  Transmitter. — The  following  procedure  is  recom¬ 
mended  for  adjusting  the  transmitter  to  any  frequency  within  the 
band  of  375  to  500  kc.  First,  remove  the  cover  from  the  top  and  sides 
of  the  transmitter.  This  exposes  all  of  the  variable  elements  of  the 
transmitter  which  are  required  in  order  to  adjust  the  frequency  to  any 
desired  value.  It  will  be  noted  that  a  four-position  wave-change 
switch  is  provided  which  permits  the  frequency  of  the  transmitter  to  be 
rapidly  changed  from  one  definite  value  to  another.  For  the  purpose 
of  simplicity,  the  adjustment  to  only  one  frequency  will  be  explained, 
as  the  procedure  for  adjusting  the  transmitter  to  any  other  frequency 
will  be  the  same. 

First,  select  the  highest  frequency  that  the  transmitter  is  to  be 
operated  on.  Place  the  wave-change  switch  (Fig.  367)  on  position 
“  A.”  Select  flexible  copper  ribbon  tap  corresponding  to  the  wave- 
change  switch  “  A  ”  position  and  place  the  terminal  clip  over  a  turn 
of  the  spiral  wound  inductance  coil  5  located  at  the  top  of  the  trans¬ 
mitter.  The  first  trial  position  must  be  approximated  for  the  fre¬ 
quency  desired.  Next  move  the  antenna  coupling  coil  3,  located  at  the 
rear  of  the  transmitter,  as  far  to  the  right  as  possible;  this  reduces  the 
coupling  to  the  antenna  for  tank  calibration.  Power  may  now  be  placed 
on  the  transmitter  and  is  done  in  the  following  manner:  With  the  power 
control  switch  in  the  “  Low  ”  position,  place  the  motor-starting  switch 
in  “  Run  ”  position.  This  operation  supplies  current  to  the  filaments 
of  the  vacuum  tubes  and  starts  the  motor-generator  set.  Now  adjust 
the  filament* voltage  to  7.5  volts  by  means  of  the  filament  rheostat  12  and 
close  the  telegraph  key.  The  frequency  at  which  the  transmitter  is 
oscillating  can  now  be  measured  with  a  frequency  meter,  and  if  found  too 
high  or  too  low,  the  transmitter  should  be  shut  down  by  placing  the 
motor-starting  switch  in  the  “  Off  ”  position,  after  which  the  flexible 
connection  on  the  spiral  wound  tank  inductance  should  be  relocated  on 
another  turn,  or  portion  of  turn,  either  increasing  or  decreasing  the 
inductance  used  in  the  circuit,  depending  upon  whether  the  frequency  has 
to  be  decreased  or  increased.  Now  start  the  transmitter  and  measure 
the  frequency  again.  Repeat  this  operation  until  the  correct  frequency  is 
obtained. 

Now  to  resonate  the  antenna  circuit,  select  the  flexible  connection 
on  the  antenna  variometer  terminal  board  labeled  A  (which  corre¬ 
sponds  to  the  A  position  of  the  wave-change  switch),  and  fasten  it  to  one 
of  the  taps  on  the  antenna  variometer  labeled  1  to  5.  When  the  proper 
tap  is  located,  a  maximum  reading  will  be  obtained  on  the  antenna 
ammeter  as  the  antenna  variometer  is  rotated  through  the  resonant 
point  for  the  frequency  desired  (or  that  of  the  transmitter  tank  circuit). 
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One  or  two  trials  of  tap  setting  may  be  necessary  before  the  correct  tap 
on  the  antenna  variometer  is  found  which  will  place  the  resonant  point 
within  range  of  the  variometer  control  brought  out  on  the  front  of  the 
transmitter.  The  antenna  coupling  may  now  be  increased  by  moving 
the  coil  back  toward  the  left.  The  position  of  the  coil  should  be  locked 
at  a  point  just  below  (i.e.,  to  the  right),  where  the  antenna  current  drops 
sharply  when  the  antenna  variometer  is  rotated  through  resonance. 

Place  the  shield  on  the  transmitter  and  again  check  the  frequency  by 
coupling  the  wavemeter  to  the  antenna  lead.  If  slightly  high  or  low, 
raise  the  hinged  top  cover;  to  increase  the  frequency,  the  tank  induc¬ 
tance  in  the  flat  spiral  wound  coil  should  be  decreased  a  portion  of  a 
turn;  to  decrease  the  frequency  the  inductance  should  be  increased. 
Place  the  top  cover  back  in  position  and  recheck  the  frequency.  The 
effect  of  the  shields  and  the  position  of  the  antenna  coupling  coil  will 
affect  the  emitted  frequency  slightly,  therefore  this  final  adjustment  is 
required  in  order  to  provide  the  exact  frequency  desired. 

A  similar  procedure  is  followed  to  calibrate  to  the  other  frequencies 
which  are  selected  by  positions  B ,  C  and  D  of  the  wave-change  switch. 
For  each  position  of  this  switch,  the  corresponding  antenna  variometer 
tap  should  be  connected,  and  the  resonant  position  of  the  antenna  vari¬ 
ometer  control  itself,  recorded  for  various  frequency  settings. 

Always  tune  the  transmitter  with  switch  in  “  low  ”  'position  and  do 
not  change  to  u  high  ”  position  until  the  circuits  are  in  resonance .  The 
operator  should  be  careful  to  shut  down  the  transmitter  before  adjustments 
of  any  kind  are  made  inside  the  set. 

General  Installation  and  Maintenance  of  Transmitter. — The  trans¬ 
mitter  should  be  inspected  periodically  to  make  sure  that  all  parts  are 
operating  in  a  satisfactory  manner.  The  various  connections  should  be 
kept  tight  and  the  switches  operating  smoothly.  The  bearings  of  the 
variometer  should  be  lubricated  occasionally  with  a  light  grade  of  oil. 
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SHORT  WAVE  TRANSMITTERS  AND  RECEIVERS 

Although  short  wave  transmitters  are  very  simple  in  design, 
requiring  but  few  parts,  and  are  often  operated  on  very  low  power  as 
compared  with  long  wave  transmitters,  it  should  not  be  thought  that 
these  small  transmitters  are  inefficient  in  long  distance  communication. 
Operators  of  numerous  short  wave  sets  have  successfully  carried  on 
transmissions  over  very  long  distances,  often  exceeding  3000  miles. 

Before  continuing  with  our  discussion  of  the  transmitter  circuits, 
let  us  relate  about  the  theory  which  is  generally  accepted  in  scientific 
circles  concerning  the  propagation  of  short  waves  through  space.  The 
theory  we  refer  to  is  known  as  the  Heaviside-  Kennelly  Layer  theory 
which,  in  brief,  assumes  that  very  short  waves  do  not  follow  the  curv¬ 
ature  of  the  earth,  as  the  longer  waves  are  supposed  to  do,  but  the 
short  waves  are  reflected  by  some  medium  in  the  upper  atmosphere. 

Theories  Advanced  Relating  to  the  Propagation  of  Radio  Waves 
Through  Space. — Experience  proves  that  a  radio  wave  travels  greater 
distances  just  after  sundown  and  at  night  than  during  the  daylight 
and  also  that  waves  emitted  by  a  particular  station  often  change  their 
apparent  direction  of  travel  and  are  heard  in  receiving  sets  with  greater 
volume  in  certain  localities  than  others.  In  certain  areas  reception 
from  particular  stations  is  quite  impossible,  as  you  would  appreciate  if 
you  have  had  experience  in  operating  a  receiver  in  one  of  these  areas, 
which  are  known  as  “  dead-spots.”  However,  in  any  location,  even 
in  those  which  are  favorable  for  radio  reception,  there  are  times  when 
a  certain  amount  of  periodic  diminishing  or  fading  of  the  signal  energy 
is  experienced,  which  among  other  peculiarities  exhibited  by  a  radio 
wave,  is  largely  accounted  for  by  the  theories  of  propagation  advanced 
by  the  eminent  scientists,  Heaviside  and  Kennelly.  They  suggested 
that  a  stratum  of  rarefied  air  exists  about  one  hundred  miles  above  the 
earth’s  surface,  which  region  is  electrically  conductive  because  of  its 
ionized  condition.  The  height  of  the  ceiling  of  this  upper  stratum  rapidly 
changes  as  the  sun’s  rays  act  to  vary  the  density  of  the  ionized  condi¬ 
tion.  A  low  ceiling  or  ionized  atmosphere  tends  to  absorb  the  energy 
in  a  radio  wave  and  it  may  disappear  entirely  after  traveling  a  hundred 
miles,  or  even  less,  from  the  transmitting  antenna. 
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The  radio  wave  is  thought  to  be  composed  of  two  components,  one 
being  a  ground  wave  which  travels  along  the  curvature  of  the  earth, 
and  the  second  a  sky  wave,  which  is  projected  toward  the  upper  ionized 
strata  or  Heaviside  Layer .  The  sky  wave  is  then  reflected  from  the 
under  surface  of  the  ionized  layer,  the  ceiling  as  it  is  called,  at  an  angle 
toward  the  earth,  this  reflection  being  compared  to  light  from  a  mirror. 
Just  how  this  effect  upon  radio  transmissions  is  thought  to  be  brought 
about  may  be  visualized  as  shown  by  the  sketches  in  Figs.  285  and  286. 
There  it  can  be  seen  how  the  wave  of  a  certain  radio  signal  could  be 
absorbed  practically  a  short  distance  from  the  transmitting  antenna, 
yet  the  reflected  sky  wave  might  reach  the  earth  at  certain  locations 
many  hundreds  of  miles  distant,  thus  accounting  for  long-distance 
reception. 

The  reflection  of  sky  waves  results  in  what  is  termed  the  skipped 
distance  effect ,  and  as  just  stated  a  signal  may  be  inaudible  a  few  hun¬ 
dred  miles  from  the  transmitter  and  very  strong  several  thousands  of 
miles  away.  This  phenomenon  varies  according  to  the  wavelengths 
used,  the  time  of  day,  and  the  location  of  the  transmitter.  It  becomes 
more  noticeable  at  the  higher  frequencies,  or  lower  waves,  and  is  also 
dependent  somewhat  upon  the  seasons  and  the  power  supplied  to  the 
transmitter. 

In  practice  it  has  been  found  that  frequencies  in  the  order  of  12,000 
to  16,000  kc.  have  given  consistent  communication  during  all  periods 
of  the  day  and  night.  Of  course,  better  results  are  experienced  on  cer¬ 
tain  frequency  bands  than  others  during  certain  periods  of  the  twenty- 
four  hours  and  this  requires  changing  the  transmitting  frequency 
according  to  the  time- of  transmission. 

The  theories  relating  to  the  projection  of  an  electromagnetic  wave 
through  space  are  intensely  interesting,  but  they  cannot  be  dealt  with 
at  length  in  this  treatise,  because  we  are  more  concerned  just  now  in 
the  fundamentals  of  short  wave  transmitting  apparatus. 

The  types  of  circuits  employed  in  short  wave  transmitters,  in  gen¬ 
eral,  are  quite  similar  to  the  familiar  types  of  oscillator  circuits,  pre¬ 
viously  described.  The  principles  governing  the  operation  of  an  oscil¬ 
lator,  as  for  instance  the  Hartley  or  Colpitts  method  for  producing 
continuous  oscillations  (c.w.),  have  already  been  explained.  Two 
popular  types  of  coupled  Hartley  oscillator  circuits  used  in  short  wave 
transmitters  are  shown  in  Figs.  373a  and  3736.  The  diagram,  Fig.  373a, 
illustrates  the  shunt  feed  type.  Here  the  plate  current  does  not  flow 
through  the  tuned  circuit  inductance  L2,  while  coupling  for  feedback 
from  the  plate  circuit  is  through  condenser  C3.  It  is  to  be  understood 
that  only  the  a-c.  component  of  the  plate  current  passes  through  C3. 
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Fig.  373a. — A  short  wave  transmitting  circuit  utilizing  the  Hartley  system  for  the 
generation  of  c.w.  This  circuit  is  the  “shunt  feed”  type. 


Fig.  3736. — A  circuit  arrangement  of  a  typical  short  wave  transmitter  utilizing  a 
crystal-controlled  oscillator  to  stabilize  the  transmitter's  frequency. 
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The  diagram, 

Fig.  373b,  is  a  series  feed  type.  Notice  here  that  the 

total  plate  current  flows  through  the  inductance  L2.  This  circuit  is 
arranged  to  have  its  output  frequency  controlled  by  a  quartz  crystal 
oscillator;  the  tube  circuit  then  functions  to  amplify  the  crystal’s 

frequency. 

The  various  elements  embodied  in  the  two  circuits  can  be  easily 
identified  by  the  following  legend: 

U. 

Antenna  inductance. 

U. 

Oscillatory  circuit  (closed  circuit)  inductance. 

A. 

Thermo-couple  type  radiation  ammeter. 

Ci. 

Antenna  series  condenser. 

c2. 

Variable  tuning  condenser  in  shunt  to  L2. 

C3. 

Plate  blocking  condenser. 

c4. 

Grid  condenser. 

C5. 

Filament  by-pass  condenser. 

c6. 

Filament  by-pass  condenser. 

MA. 

D.C.  milliammeter. 

T. 

Step-down  filament  transformer. 

Fig.  374a. — Short  wave  amateur  transmitter  incorporating  the  Hartley  circuit. — 
Courtesy  American  Radio  Relay  League. 

The  shunt  feed  Hartley  circuit  in  Fig.  373a  depends  for  its  operation 
upon  the  voltage  drop  obtained  from  the  inductances  between  the  grid 
clip  and  filament  clip  when  current  flows.  This  voltage  used  to  excite 
the  grid  is  responsible  for  the  persistent  generation  of  continuous  oscil¬ 
lations.  Alternating  current  provides  a  very  convenient  means  for  sup¬ 
plying  the  filament,  obtained  from  the  use  of  a  step-down  transformer. 
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A  rheostat  (not  shown)  is  usually  inserted  in  the  primary  or  input  side 
of  the  transformer  in  order  to  regulate  the  terminal  e.m.f.  of  the  fila¬ 
ment.  This  should  be  adjusted  to  within  certain  limits  according  to 
the  characteristics  of  the  tube  used.  Many  installations  use  direct 
current  for  filament  supply  obtained  from  a  storage  battery.  Suppose 
that  battery  supply  is  used  instead  of  the  a-c.  in  the  shunt  feed  circuit 
shown  in  Fig.  373a,  then  it  would  be  necessary  to  slightly  modify  the 
filament  connections  as  follows:  The  lead  marked  F\  would  be  run  to 
the  positive  post  of  the  battery,  lead  F2  to  the  negative  post,  and  the 
center  tap  lead  to  Fi,  i.e.y  to  the  positive  side  of  the  filament  supply. 


I 


Fig.  3746. — Front  view  of  short  wave  amateur  transmitter.- 
Courtesy  American  Radio  Relay  League. 


One  method  for  keying  short  wave  transmitters  of  the  above  type 
is  to  insert  the  sending  key  in  the  center-tap  lead  to  the  transformer 
secondary  as  indicated  in  the  diagram.  By  placing  a  1.0  mfd.  con¬ 
denser  across  the  key  contacts,  arcing  at  the  points  will  be  practically 
absorbed,  or  if  a  condenser  alone  proves  insufficient,  a  resistor  of  approx¬ 
imately  10,000  ohms  should  be  put  in  series  with  the  condenser.  Other 
methods  of  keying  commonly  used  are  either  to  break  the  grid  circuit, 
or  to  affect  a  change  in  the  operating  grid  bias  from  a  low  value  to  a 
high  value. 

For  short  waves  all  of  the  apparatus  should  be  designed  expressly 
for  the  purpose  to  which  it  is  put.  Also,  special  attention  should  be 
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given  to  the  mounting  of  the  corelated  parts  with  their  circuit  connec¬ 
tions.  The  photographs  in  Figs.  374a,  3746,  374c  and  374d  show  dif¬ 
ferent  views  of  the  same  transmitter  designed  for  short  waves.  The 
mechanical  relation  of  the  parts  and  special  features  in  design  are 
clearly  indicated  in  the  photographs  which  are  reproduced  by  the 
courtesy  of  “  QST.”  In  most  types  of  sets,  the  transmitting  induc¬ 
tances  are  constructed  of  either  copper  tubing  or  flat  copper  ribbon 
wire  wound  edgewise  or  flatwise,  supported  in  certain  cases  by  crystal 
glass  spacers  or  some  material  possessing  the  highest  insulating  proper¬ 
ties,  or  we  might  say  a  material  having  a  high  dielectric  strength.  A 


Fig.  374c. — A  rear  view  of  a  short  wave  amateur  transmitter. — 

Courtesy  American  Radio  Relay  League. 

typical  set  of  interchangeable  coils  for  a  short  wave  transmitter  is  shown 
in  Fig.  374c. 

The  short  wave  spectrum  is  separated  into  channels,  known  as  the 
5-20-40-80  and  150  meter  wave  bands.  The  number  of  turns  used  and 
the  size  of  the  inductance  correspond  to  the  capacity  which  is  shunted 
across  them  for  the  purpose  of  wavelength  adjustment. 

Condensers. — In  general,  short  wave  circuits  are  supplied  with  two 
variable  condensers,  one  being  usually  shunted  across  the  secondary 
inductance  for  obtaining  the  proper  frequency,  and  the  other  shunted 
between  the  plate  and  the  oscillatory  circuit  to  control  the  feed-back 
voltage. 

The  transmitting  condensers  are  ruggedly  constructed,  as  can  be 
seen  in  the  photographs.  Since  reception  of  short  wave  signals  is  very 
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critical,  the  condensers  used  in  the  transmitter  are  carefully  designed, 
so  that  they  will  be  unaffected  by  atmospheric  conditions  which  might 
tend  to  alter  their  capacity  to  a  very  slight  degree,  but  sufficient  pos¬ 
sibly  to  vary  the  circuit  constants  and  the  frequency.  So  when  once  a 
transmitter  has  been  tuned  to  the  assigned  frequency  it  should  not  be 


Fig.  374 d. — A  close-up  view  of  a  short  wave  amateur  transmitter,  showing  the  heavy 
leads  and  strong  mechanical  construction. — Courtesy  American  Radio  Relay  League . 

permitted  to  “  swing  off  ”  this  frequency,  if  consistent  communication 
is  to  be  maintained. 

These  condensers  have  widely  spaced  plates  which  give  them  a  very 
high  breakdown  potential.  Remember  that  high  voltages  are  applied 
to  such  condensers  in  many  cases  and  that  air  is  the  dielectric  medium. 
Breakdown  potential  (or  breakdown  voltage)  varies  for  different  con¬ 
densers  and  run  as  high  as  10,000  volts  in  some  types  and  may  still  reach 
higher  values.  Thus,  we  learn  that  transmitting  condensers  are  rated 
both  according  to  their  capacity  and  breakdown  potential.  To  obtain 
the  desired  electrical  and  mechanical  features  the  plates  are  accurately 
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spaced  and  made  of  heavy  brass  or  aluminum.  Also  to  reduce  losses 
due  to  brush  discharge  all  sharp  edges  and  corners  are  smoothed  or 
rounded  off.  By  careful  design  of  frame  construction,  stator  plate  and 
rotor  plate  assembly,  creepage  losses  are  kept  to  a  minimum. 

Short  Wave  Antennas. — Antennas  used  for  short  wave  transmission 
should  be  located  entirely  out-of-doors,  if  surrounding  conditions  per- 


Fig.  374e. — Plate  and  antenna  coils  employed  in  a  short  wave  transmitter.  Coils 
A,  B,  C,  D  and  E  are  used,  respectively,  for  the  3500-4000  kc.  (80  meter),  7000- 
7300  kc.  (40  meter),  14,000-14,400  kc.  (20  meter),  28,000-30,000  kc.  (10  meter)  and 
56,000-60,000  kc.  (5  meter)  bands.  The  antenna  coils  are  shown  at  the  top. — 
Courtesy  American  Radio  Relay  League. 


mit,  or  if  the  lead-in  wire  enters  the  building,  the  wire  should  be  located 
in  an  unobstructed  area,  free  from  trees,  metallic  structures,  or  other 
energy-absorbing  bodies.  A  counterpoise  is  often  required,  although  not 
always,  and  its  correct  length  and  height  from  the  ground  must  be  found 
by  experiment.  In  general,  the  antenna  and  counterpoise  should  be  of 
the  same  length,  this  length  representing  the  total  amount  of  wire  used 


SHORT  WAVE  ANTENNAS 


731 


from  one  extreme  end  to  the  other,  including  the  lead-in.  To  explain 
this  point  clearly  we  have  drawn  a  simple  sketch  of  an  antenna  of  this 
type  in  Fig.  375a.  If,  for  example,  an  antenna  is  designed  for  trans¬ 
mission  on  a  certain  wavelength  in  the  50  meter  band,  then  the  total 
length  of  either  the  antenna  or  counterpoise  taken  separately  would  be 
approximately  40  feet  each,  the  individual  lengths  being  indicated  on 
the  diagram  by  A  and  C. 

Moreover,  the  third  harmonic  of  an  antenna  may  be  utilized  for 
transmission.  Then,  for  transmission  on  the  same  wavelength  in  the 
50  meter  band,  but  utilizing  a  harmonic  of  the  antenna,  the  antenna 
dimensions  would  require  altering  to 
give  it  a  higher  fundamental  wave¬ 
length.  The  fundamental  of  the 
antenna  required  would  have  to  be 
approximately  3  X  50,  or  150  meters. 

In  the  case  of  the  longer  funda¬ 
mental,  or  150  meters,  the  individ¬ 
ual  lengths  of  wire  forming  the 
antenna  and  counterpoise  should  be 
approximately  115  feet.  Thus,  we 
can  realize  that  there  is  a  very 
critical  relation  between  the  length 
of  wire  used  and  the  fundamental 
wavelength  of  any  antenna  system. 

The  tuning  of  the  transmitting  inductance  is  accomplished  in  the 
same  manner  as  for  a  long  wave  circuit.  In  tuning,  the  procedure  is  to 
first  calibrate  the  closed  or  primary  circuit  to  the  designated  frequency, 
this  adjustment  to  be  followed  by  tuning  the  antenna  circuit.  This  is 
done  by  moving  a  flexible  clip  along  the  antenna  inductance  until  maxi¬ 
mum  reading  is  indicated  on  the  antenna  ammeter.  Adjustment  of 
the  antenna  or  open  circuit  may  also  be  made  by  means  of  a  variable 
condenser  inserted  in  series  with  the  antenna,  providing,  of  course,  that 
a  condenser  is  incorporated  in  this  circuit.  A  close  and  critical  adjust¬ 
ment  of  the  antenna  to  any  desired  frequency  is  possible  with  a  series 
condenser.  It  will  be  recalled  that  a  series  condenser  lowers  the  wave¬ 
length  of  an  antenna  below  that  of  its  fundamental  or  natural  wave¬ 
length.  In  brief,  what  we  do  in  work  of  this  kind  is  to  tune  the  closed 
circuit  in  resonance  with  the  antenna  by  selecting  the  best  combina¬ 
tions  of  inductance  and  capacity.  If  it  becomes  necessary,  the  variable 
condenser  can  be  either  short-circuited  or  otherwise  eliminated  from 
the  antenna  circuit. 

Now  the  degree  of  coupling  between  the  open  and  closed  circuits  is 


Fig.  375a. — A  typical  short  wave  an¬ 
tenna  system  employing  a  counterpoise. 
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a  very  important  matter.  The  best  coupling  distance  between  the 
primary  and  secondary  inductances  exists  when  the  coupling  is  not  too 
close  to  cause  a  broad  signal  to  be  radiated  and  make  the  circuit 
unstable  in  operation. 

One  of  the  simplest  and  most  efficient  antennas  used  with  short 
wave  apparatus  is  known  as  the  Hertz  type.  A  general  idea  of  a  short 
wave  vertical  Hertz  antenna  may  be  had  from  the  sketch  in  Fig.  3756. 
Observe  how  the  antenna  inductance  as  well  as  the  other  circuit  ele- 


Fig.  3756. — One  type  of  short  wave  antenna  may  be  constructed  in  the  manner  sug¬ 
gested  by  this  drawing. 

ments,  such  as  the  radiation  ammeter,  the  antenna  and  counterpoise 
conductors  marked  A  and  C,  are  mounted  on  the  wooden  mast  by 
stand-off  insulators.  The  inductance  mounted  on  the  mast  is  con¬ 
nected  electrically  to  the  inductance  in  the  transmitter  itself  (which  is 
housed  in  the  building)  by  the  long  single  wire  F  which  is  called  a  feeder 
wire.  An  ultra-high  frequency  choke  is  often  inserted  in  series  with 
the  feeder  line  for  the  purpose  of  suppressing  harmonic  radiation.  This 
feed-line  method  of  coupling  an  antenna  to  the  transmitter  itself  is  gen¬ 
erally  adopted  in  large  transmitters  because  it  permits  the  antenna  to 
be  situated  some  distance  away  in  a  free,  open,  unobstructed  place. 
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With  this  system  the  high-frequency  oscillations  produced  in  the  oscil¬ 
lator  circuit  are  carried  through  the  feeder  line  to  set  the  antenna  into 
excitation. 

Since  there  is  no  mutual  inductance  between  the  closed  and  open 
circuits  with  the  feeder  line  method  of  coupling,  the  antenna  circuit 
can  be  calibrated  to  its  own  frequency  by  variation  of  the  antenna 
inductance  until  the  maximum  reading  is  observed  on  the  antenna 
ammeter.  Also,  at  the  same  time,  the  radio-frequency  clip  connecting 
the  feeder  line  to  the  closed  circuit  inductance  must  be  varied  for  a 
maximum  output. 

No  direct  ground  connection  is  made  to  the  lower  section  of  counter¬ 
poise  wire  C,  but,  as  shown  in  the  drawing,  the  lowest  point  marked  D 
is  located  several  feet  above  the  ground,  this  arrangement  giving  the 
effect  of  loading  the  circuit  with  additional  capacity  when  necessary. 
The  actual  manner  in  which  a  short  wave  antenna  is  connected  to  a 
counterpoise  must  be  determined  by  experimentation. 

Conventional  Type  Short  Wave  Circuit. — The  master-oscillator 
power-amplifier  circuit  illustrated  in  Fig.  376  will  be  used  to  describe  a 
conventional  type  short  wave  transmitter.  The  theory  of  operation  is 
as  follows:  The  frequency  of  the  generated  oscillations  is  governed  by 
the  amounts  of  inductance  used  in  L3  and  Z/4  and  the  amount  of  capacity 
used  in  condenser  C3.  The  oscillator  circuit  is  coupled  to  the  grid  of 
the  power  amplifier  through  coupling  condenser  C,  the  actual  connec¬ 
tion  being  made  with  clip  Gi  attached  to  some  location  on  the  turns  of 
the  oscillator  inductance  L3.  By  sliding  clip  G2  along  the  grid  coil  L4 
the  feed-back  of  energy  from  the  plate  necessary  for  promoting  the 
generation  of  oscillations  can  be  easily  regulated.  Observe  that  milliam- 
meter  MA  is  connected  in  the  circuit  so  that  only  the  plate  current  of 
the  oscillator  tube  will  be  indicated.  The  amplifier  circuit  is  tuned 
by  adjusting  inductance  L2  and  variable  condenser  C2.  The  correct 
positions  for  all  tuning  adjustments  for  the  particular  tubes  being  used 
in  the  transmitter  are  determined  by  observing  the  antenna  ammeter 
A  for  maximum  indications. 

When  the  fundamental  wavelength  of  the  antenna  is  the  same  as 
the  designated  operating  wavelength,  then  it  will  be  found  necessary 
only  to  tune  the  antenna  with  inductance  L 1.  However,  for  a  wave¬ 
length  lower  than  the  fundamental  it  will  be  necessary  to  insert  a  vari¬ 
able  condenser  C\  in  series  as  previously  suggested.  This  is  done  so 
that  a  decrease  in  inductance  L\  will  not  be  required  below  a  point 
where  efficient  coupling  between  the  open  and  closed  circuits  would  be 
normally  obtained. 

The  feed-back  from  the  plate  coil  L3  to  grid  coil  L4  is*brought  about 
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by  the  changing 
magnetic  field  set 
up  about  Ls  which 
acts  upon  the  turns 
of  L4.  This  method 
of  transferring  radio 
energy  from  one 
circuit  to  another 
is  known  as  induc¬ 
tive  coupling  or 
magnetic  coupling. 
A  small  radio-fre¬ 
quency  choke  coil, 
X ,  is  inserted  in  the 
grid  of  the  power- 
amplifier  to  sup¬ 
press  ultra-high 
frequencies.  These 
parasitic  currents 
are  multiples  of  the 
fundamental  or 
operating  frequency 
and  are  usually  set 
up  whenever  an 
oscillator  tube  cir¬ 
cuit  is  coupled  to  a 
power-amplifier 
system.  This  choke 
also  prevents  any 
loss  of  high-fre¬ 
quency  voltage  and 
consequently  the 
radio  voltages  gen¬ 
erated  in  the  trans¬ 
mitter  are  fully 
applied  to  the  grid 
of  the  power-ampli¬ 
fier  tube  through 
the  condenser  C. 
The  combination 
grid  condenser  Ca 
and  grid  leak  R2 
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regulates  the  voltage  of  the  oscillator  grid.  Condenser  C  acts  as  a 
blocking  condenser  to  isolate  the  d-c.  plate  voltage  from  the  grids  of 
the  tubes  and  acts  to  pass  the  r.f.  energy  from  master  oscillator  to 
the  power  amplifier  as  just  explained.  A  certain  value  of  grid  leak  R\ 
is  selected  so  that  the  correct  operating  potential  of  the  power-ampli¬ 
fier  grid  will  be  maintained  at  all  times. 

Briefly,  the  function  of  the  oscillator  tube  working  into  a  circuit 
containing  inductance  and  capacity  is  to  generate  radio  oscillations  of 
constant  amplitude  at  the  frequency  allocated  to  the  transmitter  by 
the  Radio  Commission.  These  oscillations  are  transferred  from  the 
output  of  the  oscillator  circuit  to  the  grid  of  the  power-amplifier  through 
condenser  C.  The  strength  of  the  signal  is  boosted  up  because  of  the 
amplifying  properties  of  the  power  tube.  Coils  L\  and  L2  constitute 
the  antenna  coupling  transformer.  A  circuit  arrangement  of  this  kind 
permits  a  much  greater  power  to  be  delivered  to  the  antenna  than 
could  be  otherwise  obtained  by  coupling  the  oscillator  tube  directly  to 
the  antenna.  Furthermore,  this  system  gives  stable  operation  and 
good  frequency  control  of  the  antenna  output. 

Inspection  of  the  diagram  shows  that  there  are  three  oscillatory  cir¬ 
cuits  which  must  be  tuned  to  the  same  frequency.  They  are  (1)  the 
oscillator  circuit  L3,  L4,  C3,  (2)  the  closed  tuned  circuit  £2,  C2, 
and  (3)  the  antenna  circuit  Li,  C\.  Because  the  losses  occurring  in  a 
short  wave  transmitter  are  high,  the  adjustment  of  all  of  these  circuits 
is  very  critical.  The  master-oscillator  power-amplifier  circuit  will  gen¬ 
erate  the  steadiest  signal,  with  the  exception  of  one  produced  by  a 
crystal-controlled  transmitter.  A  circuit  of  this  type  is  to  be  preferred 
where  consistent  communication  is  a  requirement  because  antenna 
swinging  has  practically  no  effect  on  the  frequency  of  the  emitted  signal. 

One  of  several  methods  may  be  employed  for  keying  the  transmitter, 
such  as  breaking  the  grid  circuit  or  changing  the  grid  working  voltage 
through  an  additional  bias  cut  in  by  the  key  circuit.  In  the  diagram, 
it  is  seen  that  the  grid  return  circuits  of  both  tubes  are  broken  and  the 
key  inserted  in  series.  When  keying  is  accomplished  by  changing  the 
grid  biasing  voltage  from  an  operating  voltage  to  a  high  blocking  volt¬ 
age,  it  is  possible  to  key  at  high  speeds. 

Power  to  operate  the  tubes  in  the  circuit  just  described  is  obtained 
from  an  electrolytic  rectifier  of  the  full- wave  type.  The  rectifier  sup¬ 
plies  the  requisite  d-c.  plate  voltage  from  a  60-cycle,  110- volt  a-c.  source 
and  operates  as  follows:  The  individual  jars  are  assembled  by  immers¬ 
ing  a  strip  of  lead  and  one  of  aluminum,  of  equal  size,  in  one  pint  of  a 
saturated  solution  of  borax  and  water.  For  each  75  volts  output,  one 
jar  should  be  provided,  and  for  each  ampere  supplied  to  the  circuit, 
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the  approximate  area  of  the  aluminum  should  be  8  square  inches. 
Current  will  flow  through  the  jar  in  only  one  direction  after  the  cells 
or  jars  have  been  “  formed.” 

It  may  be  advisable  to  list  the  precautions  necessary  when  “  form¬ 
ing  ”  a  jar.  The  output  of  the  rectifying  jars  is  short-circuited,  and 
a-c.  is  passed  through  it  for  one  to  two  hours.  During  the  earlier  stages 
of  this  process,  there  is  a  direct  short-circuit  placed  on  the  transformer 
which  requires  that  one  or  two  lamps  of  suitable  size  be  placed  in  series 
with  the  primary  circuit  to  act  as  a  load.  If  the  transformer  shows  a 
tendency  to  overheat,  lower  watt  lamps  should  be  substituted  for  the 
ones  in  use.  The  operation  is  considered  complete  when  a  dull  white 
deposit  appears  on  the  aluminum  plates,  and  at  this  period  the  protect¬ 
ive  lamps  are  removed  from  the  primary  circuit.  After  making  the 
usual  circuit  connections  the  rectifier  will  function  to  deliver  a  direct 
current  of  the  proper  voltage  to  the  tube  circuits. 

The  full  wave  rectifier  shown  here  is  connected  to  a  filter  system 
consisting  of  a  30-henry  choke  coil  and  two  large  filter  condensers 
marked  on  the  diagram  CF>  each  having  a  capacity  of  4.0  mfd.  The 
importance  of  a  good  filter  system  cannot  be  over-emphasized  because 
considerable  interference  may  be  caused  by  a  c.w.  transmitter  if  its 
60-cycle  or  motor-generator  commutator  frequency  is  permitted  to 
modulate  the  output. 

The  secondary  winding  Si  delivers  the  alternating  current  at  high 
voltage  to  be  rectified  through  the  jars  and,  due  to  their  one-way  con¬ 
ductivity  of  current  flow,  a  direct  current  is  obtained  from  their  output, 
which  in  turn  is  supplied  to  the  plate  circuits.  The  filaments  are  heated 
with  alternating  current  furnished  by  the  filament  winding  S2  of  the 
power  transformer.  The  grid  return  lead  in  common  with  both  tubes  is 
connected  to  the  center  tap  of  this  winding  with  the  transmitting  key 
inserted  in  series.  The  power  furnished  to  the  primary  from  the  main 
a-c.  supply  is  regulated  through  the  line  rheostat  RLy  this  circuit  being 
closed  and  opened  through  the  main  line  switch. 

Hertz  Antenna. — The  various  short  wave  transmitting  antennas  in 
common  use  employ  what  is  known  as  the  Hertz  Antenna.  It  is  inter¬ 
esting  to  know  that  the  Hertz  antenna  does  not  use  any  ground  connec¬ 
tion,  and  that  it  was  the  earliest  type  ever  constructed  for  the  express 
purpose  of  radio  wave  propagation.  In  later  years  Marconi  conceived 
the  idea  of  actually  connecting  the  antenna  to  the  earth. 

A  Hertz  antenna  may  be  set  up  either  in  vertical  form,  horizontal, 
or  bent  so  that  portions  of  it  occupy  both  positions.  Experiments  have 
proven  that  in  this  type  of  antenna  the  distribution  of  current  and  volt¬ 
age  are  non-uniform,  this  being  due  to  the  fact  that  there  is  always  a 
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high  radio-frequency  voltage  at  the  upper  or  antenna  end,  as  well  as 
at  the  lower  or  counterpoise  end.  At  the  electrical  center  of  the  antenna 
the  current  is  highest  when  operating  at  the  fundamental  of  the  radiat¬ 
ing  system.  If  you  were  to  test  along  the  antenna  circuit  from  point 
to  point  toward  either  end,  beginning  at  the  middle,  less  current  and 
more  voltage  would  be  evidenced  as  the  extreme  far  ends  were 
approached. 

A  test  such  as  we  suggest  here  for  determining  the  distribution  of 
voltage  can  be  performed  easily  by  the  use  of  a  neon  tube.  This  device 
consists  of  a  glass  tube  containing  a  small  quantity  of  the  rare  gas 
“  neon.”  The  principle  upon  which  this  testing  device  functions  is  that 
when  the  gas  is  acted  upon  by  high-frequency  waves  in  space  (the 
radiations  coming  from  any  active  antenna  or  electrical  conductor  act¬ 
ing  in  like  manner),  the  gas  is  ionized.  This  breaking  up  of  the  gas 
atoms  produces  a  beautiful  purplish  luminescence,  called  a  glow.  The 
tube  is  often  called  a  glow  tube.  It  is  used  in  a  practical  way  in  auto¬ 
motive  electrical  work  for  checking  up  on  imperfect  operating  high 
tension  circuits  connecting  to  the  spark  plugs.  If  the  neon  tube  is 
held  close  to  the  high  tension  leads,  and  the  circuit  functions  normally, 
electric  waves  will  radiate  from  the  wire  and  cause  the  tube  to  glow. 

In  testing  an  active  Hertz  antenna,  by  moving  the  tube  along  the 
conductors,  points  will  be  found  where  the  tube  glows  brightest;  these 
locations  are  the  points  where  the  highest  voltages  are  generated.  A 
few  trials  will  soon  indicate  how  far  the  tube  must  be  held  away  from 
any  live  high-voltage  wire  conducting  a-c.  to  obtain  a  satisfactory  indi¬ 
cation. 

It  is  to  be  understood  that  tests  of  this  kind  can  be  made  by  utilizing 
meters  instead  of  the  glow  tube.  The  reason  for  discussing  this  volt¬ 
age  and  current  distribution  is  based  upon  the  fact  that  there  are  two 
methods  for  energizing  an  antenna  of  this  type.  These  methods  are 
known  respectively  as  the  “  voltage  feed  system  ”  and  the  “  current 
feed  system.” 

The  voltage  feed  system  employs  but  one  wire,  carrying  a  low  cur¬ 
rent  but  a  comparatively  high  voltage.  A  single  feeder  wire  connects 
the  transmitter  circuit  to  the  antenna  as  shown  in  Fig.  377a.  When 
making  adjustments  to  this  circuit  the  feed  wire  should  be  connected 
to  a  point  on  the  antenna  where  a  current  node  exists,  as  for  instance 
at  point  marked  X . 

The  current  feed  system,  on  the  other  hand,  employs  two  wires  as 
illustrated  in  the  elementary  diagram  in  Fig.  3776.  A  large  current  at 
low  voltage  flows  to  the  antenna  from  the  output  of  the  transformer, 
which  in  turn  receives  its  excitation  from  the  transmitter.  This  system 
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is  known  as  the  single  wire  voltage  feed 
system. 


is  used  in  many  installations  for  exciting  the  antenna.  It  is  used  espe¬ 
cially  in  high-power  broadcasting  stations  of  50  kw.  or  more.  In  high- 

power  work  the  two  wires  are 
x  strung  on  wooden  poles  leading 

(A)  -  to  a  large  transformer  installed 

y  in  a  weather-proof  shed,  and  from 

=  =  this  point  the  connecting  leads 

are  run  to  the  antenna  proper. 
To  Transmitter  This  construction  permits 

the  antenna  system  to  be  located 
—  £  §  in  an  unobstructed  area  at  some 

§  remote  distance  from  the  trans- 

- 3  mitter. 

The  transfer  of  radio  power 
from  the  closed  to  the  open 
circuit  is  through  the  transformer 
Fig.  377a. — One  method  of  constructing  an  referred  to  in  the  paragraph  pre- 
antenna  for  short  wave  transmission.  This  ceding_  This  provides  inductive 
is  known  as  the  single  wire  voltage  feed  ,  .  .  .  n  . 

system  coupling,  which  is  the  method 

most  familiar  to  us,  in  the  ordi¬ 
nary  coupling  of  high-frequency  circuits.  In  Fig.  3776  notice  that  the 
transformer  secondary  is  connected  directly  to  the  center  of  the  split 
antenna.  An  antenna  which  radiates  several  harmonics  along  with 
the  fundamental  fre- 

- - Antenna - - — _ 

quency  will  have 

H  ,  ,  ,  .  ,  - - £ - rHMfflh  '  - i— — o 

several  nodal  points  T~  , .  <r 

L  "Insulators^ 

(zero  current  points) 
distributed  along  its 

length.  The  indica-  MJ  fAJ 

tion  at  the  nodal  point 

of  the  fundamental  or  CISC 

first  harmonic  is  pro-  /\  S  'I 

nounced  as  would  be  ^ — yQQQQQQQQ 

evidenced  by  the 

brightness  of  the  neon  |  uu“uu  | 

tube  when  used  in  a  |  To  Transmitter  I 

test.  However,  it  pIG ,277b. — Illustrating  the  principle  of  a  Hertz  antenna 
would  be  noticed  the  provided  with  a  two-wire  feed  system.  This  type  an- 
nodal  points  of  the  tenna  is  used  extensively  in  short  wave  transmission, 
second  and  high  har¬ 
monics  are  located  at  different  points  along  the  antenna,  and  further¬ 
more  the  nodal  point  of  each  harmonic  would  become  less  pronounced 
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as  their  frequency  increased  to  higher  orders,  this  phenomenon  being 
visualized  by  the  relative  intensities  of  the  glow  of  the  neon  tube. 
That  is  to  say,  the  power  or  energy  possessed  by  the  fourth  harmonic 
is  less  than  that  of  the  third,  and  the  energy  in  the  third  is  less  than 
that  of  the  second,  and  so  on.  This  rule  cannot  always  be  followed, 
for  there  are  isolated  instances  where  the  greatest  power  is  not  to  be 
found  in  the  fundamental,  also  called  the  first  harmonic. 

To  clearly  understand  what 
is  meant  by  a  nodal  point  refer  to 
the  curve  in  Fig.  377c.  In  this 
curve  the  line  .XT  is  the  zero  axis 
on  which  an  alternating  current 
sine  wave  is  represented.  The  sine 
wave  shows  that  the  points  of 
zero  current  (or  voltage)  marked 
Ay  Cj  E  and  G  are  called  nodes. 

Whereas  the  points  of  maximum 
amplitudes  marked  B,  D  and  F  are  the  anti-nodes  or  loops. 

Condensers  C\  and  C2  are  sometimes  inserted  in  series  with  each 
wire  of  a  two-wire  feed  line  in  the  manner  shown  in  Fig.  3776.  This  is 
done  in  order  that  both  wires  may  have  equal  field  strength  to  equalize 
the  effect  of  the  magnetic  field  and  reduce  any  radiation  troubles.  Also, 
a  radiation  ammeter  may  be  supplied  in  either  side  of  the  antenna  (or 
one  in  each  side  as  shown  in  the  drawing)  and  the  meters  will  read  alike 
if  placed  in  the  exact  electrical  center  of  the  radiating  system.  A  per¬ 
son  without  experience  in  short  wave  transmission  is  apt  to  be  unsuc¬ 
cessful  in  the  attempt  to  satisfactorily  adjust  a  voltage  feed  (or  single 
wire)  Hertz  antenna. 

The  peculiar  properties  exhibited  by  short  waves  and  their  persist¬ 
ence  in  covering  long  distances  on  low  power  has  encouraged  engineers 
to  conduct  exhaustive  tests  in  this  direction;  they  expect  soon  to  be 
able  to  utilize  the  very  short  waves,  as  low  as  5  meters  or  less,  which 
involve  the  highest  frequencies.  Commercial  short  wave  sets  operate 
successfully  down  to  about  16  meters. 

Let  us  compare  a  5  meter  and  a  4  meter  wave.  A  5  meter  wave 
represents  a  frequency  of  approximately  60,000,000  cycles.  Expressed 
in  sub-multiples  of  the  unit  cycle  this  wavelength  is  60,000  kilocycles, 
or  60  megacycles.  Now,  a  4  meter  wave  has  a  frequency  of  approxi¬ 
mately  75,000,000  cycles  or  75,000  kilocycles,  or  75  megacycles.  Work¬ 
ing  out  a  simple  problem  in  subtraction  shows  that  while  there  is  a  dif¬ 
ference  of  only  one  meter  in  wavelength  between  the  two  waves,  yet 
the  frequency  difference  between  them  is  15,000,000  cycles.  It  is  easy 


Fig.  377c.— A  simplified  manner  of  de¬ 
picting  the  nodes  and  anti-nodes  of  high 
frequency  oscillations. 
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to  calculate  how  a  great  number  of  stations  could  operate  within  this 
one  meter  band,  or  its  equivalent  15,000,000  cycles,  if  the  use  of  the 
ultra  short  waves  could  be  made  a  practicability. 

Short  Wave  Transmitting  Tube. — The  UX-852  short  wave  tube  is 
particularly  suited  for  use  as  an  oscillator  or  power  amplifier  in  circuits 
designed  for  short  wave  transmission,  especially  at  wavelengths  under 
100  meters,  because  of  the  tube's  low  internal  capacity.  Laboratory 
tests  show  that  the  grid  to  plate  capacity  is  practically  negligible,  it 

being  computed  at  0.14 
micromicrofarad.  The 
tube  has  a  power  rating 
of  75  watts.  A  high 
electron  emission  is  pos¬ 
sible  because  of  the  XL 
filament  used.  It  will 
oscillate  with  stability  on 
20  meters  and  under  cer¬ 
tain  conditions  at  |  of  a 
meter.  With  a  slight  re¬ 
duction  in  output  or  rated 
plate  voltage  the  tube  may 
be  operated  as  a  crystal 
controlled  oscillator.  The 
limitations  of  the  crystal 
make  power  reduction 
necessary. 

Damaging  base  flashes 
are  prevented  by  the 
double-end  or  T-shaped 
Fig.  378.— UX-852— 75  watt  short  wave  trans-  construction  of  the  glass 
mitting  tube.  envelope.  The  photo¬ 

graph,  Fig.  378,  clearly 
shows  that  each  pair  of  electrodes  are  provided  with  two  parallel  leads 
for  high  current  carrying  capacity.  It  is  imperative  that  pairs  of  leads 
be  used  always  when  making  connections  between  the  tube  and  the 
transmitter  circuits.  Alternating  current  should  be  supplied  to  the 
filament  when  possible.  The  plate  and  grid  return  leads  should  be 
connected  to  the  electrical  center  (center  tap)  of  the  filament  heating 
winding  on  the  power  transformer. 

Inasmuch  as  it  is  quite  impractical  to  measure  the  output  of  the 
tube  at  short  wavelengths,  its  correct  operation  may  be  judged  with 
sufficient  accuracy  by  observing  the  plate.  During  calibration  the 
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plate  temperature  should  not  be  permitted  to  rise  above  a  value  which 
will  cause  it  to  heat  to  more  than  a  cherry  redness.  A  plate  which  is 
heated  to  this  characteristic  color  is  taken  to  be  equivalent  to  dissipat¬ 
ing  approximately  100  watts,  caused  by  the  electron  bombardment  of 
the  anode  (plate). 

Inductive  or  Magnetic  Coupling. — Government  regulations  require 
the  use  of  inductively  coupled  antenna  circuits  for  the  transmission  of 
radio  waves.  One  of  the  advantages  of  magnetic  coupling  is  that  it 
permits  the  use  of  loose  coupling  which  sharpens  or  peaks  the  wave, 
thus  decreasing  interference  with  neighboring  receiving  sets.  A  sharp 
wave  reduces  losses  because  it  concentrates  more  of  the  energy  on  the 
designated  wavelength.  One  advantage  of  this  type  of  coupling  is  the 
elimination  of  a  series  condenser,  except  in  extreme  cases  when  work¬ 
ing  on  a  wavelength  below  that  of  the  fundamental  of  the  antenna. 
Other  advantages  are:  Harmonics  of  the  oscillator  can  be  suppressed 
more  efficiently,  and  the  so-called  u  key  thump  ”  can  be  reduced  con¬ 
siderably.  Also,  a  change  from  one  wavelength  to  another  may  be 
made  more  conveniently  without  the  necessity  of  locating  the  nodal 
point  either  at  the  filament  connection  or  the  grounded  point.  It  may 
bear  repeating  that  the  nodal  point  is  the  center  of  a  radiative  oscillating 
system,  such  as  an  antenna,  where  the  current  is  maximum  and  the 
radio-frequency  voltage  is  zero. 

Crystal  Controlled  Transmitter. — It  was  mentioned  in  the  early 
part  of  this  chapter  that  many  short  wave  transmitters  operated  either 
for  broadcasting  or  commercial  telegraphic  communication,  or  both, 
obtain  their  station's  frequency  by  the  use  of  a  small  quartz  crystal. 
It  is  now  firmly  established  that  a  quartz  crystal  will  maintain  stabil¬ 
ized  frequency  for  a  transmitter  within  very  close  limits.  The  Radio 
Commission  at  Washington  has  drawn  up  regulations  which  require 
that  a  station  shall  not  waver  from  its  assigned  frequency  by  more  than 
500  cycles.  To  hold  a  circuit  which  is  oscillating  at  a  frequency  of 
about,  let  us  say,  3,000,000  cycles,  to  within  a  band  not  extending  more 
than  500  cycles  either  side  of  this  value  is  a  matter  which  demands 
great  engineering  skill.  It  is  obvious  that  in  a  case  of  this  kind  the 
percentage  of  efficiency  required  is  unusually  high. 

Antenna  swinging  has  practically  no  effect  upon  the  steadiness  of  a 
signal  in  a  crystal  controlled  transmitter,  this  being  an  essential  feature 
when  consistent  communication  must  be  carried  on.  An  elementary 
diagram  of  a  crystal  controlled  oscillator  is  given  in  Fig.  379a.  The 
purpose  of  this  circuit  merely  is  to  provide  the  designated  frequency  of 
the  transmitter  and  the  output  of  an  amplifier  which  in  turn  feeds  its 
power  to  the  antenna. 
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Certain  classes  of  high-power  stations  employ  a  7.5  watt  tube  in  the 
crystal  controlled  oscillator  circuit,  as  shown  in  Fig.  3796.  This  tube's 
output  is  made  to  feed  into  a  first-stage  amplifier,  consisting  of  a  50- 
watt  tube.  The  latter  tube  in  turn  delivers  its  output  energy  to  either 
a  250  watt  or  1  kilowatt  tube,  and  again,  following  this  stage  we  may 
possibly  find  a  final  amplifier  circuit  containing  one  or  more  20  kilowatt 
tubes.  Thus  a  large  radio  power  at  a  constant  frequency  is  delivered 
to  the  antenna  in  this  manner.  The  whole  process  is  simply  one  of 
building  up  the  power  of  a  particular  frequency  through  successive 
stages  of  amplification  leading  to  the  antenna. 

Now  examine  the  circuit  in  Fig.  379a  which  shows  a  typical  crystal 
controlled  oscillator.  It  is  seen  that  the  circuit  consists  of  the  crystal, 


Fig.  379a. — One  of  several  methods  of  utilizing  a  quartz  crystal  to  control  the  fre¬ 
quency  allocated  to  a  transmitter. 

a  radio-frequency  choke  coil,  a  source  of  grid  biasing  voltage,  the  grid 
or  input  circuit  of  a  7.5  watt  tube  and  the  usual  “A,”  “B ”  and 
“  C  ”  batteries. 

Operation  of  the  Circuit. — The  circuit  in  Fig.  3796  is  purely  schem¬ 
atic  and  is  only  intended  to  set  forth  the  principles  of  coupling  a  crystal 
controlled  oscillator  to  a  series  of  stages  of  power  amplification.  Any 
one  of  several  methods  of  coupling  may  be  advantageously  used  between 
the  various  tubes,  as  for  example,  transformer  coupling  (this  being  the 
method  employed  in  the  circuit  illustrated),  impedance,  or  resistance 
coupling. 

Notice  that  the  inductance  inserted  in  the  plate  circuit  of  the  oscil¬ 
lator  tube  is  shunted  by  a  variable  condenser  which  permits  the  circuit 
to  be  quickly  tuned  according  to  the  crystal's  natural  frequency.  When 
the  set  is  in  operation  the  selected  frequency  is  transferred  from  induc¬ 
tance  Li  to  L2  by  electromagnetic  induction.  The  alternating  e.m.f. 
set  up  in  the  circuit  of  L<i  C2  is  applied  to  the  grid  of  the  first  stage  ampli¬ 
fier,  a  50-watt  tube,  and  the  influence  of  this  charged  grid  upon  the 
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electron  stream  in  the  tube  causes  the  same  frequency  to  be  repeated 
in  varying  plate  current  passing  through  L3.  Again  the  selected  fre¬ 
quency  is  com  muni-  V*\ 

cated  to  a  second  stage  ■  ■  — —  <  (y  fl1' 

of  amplification,  a  250-  3  I 

watt  tube,  this  time  000000  J 

through  the  action  occurring  _ > 

between  L3  to  L4.  The  in-  *tf - 

duced  voltages  in  L4,  C4,  when  o|  — — - 

impressed  upon  the  second  ^ 

amplifier  grid,  causes  the  plate  ^  |  § 

current  in  this  tube’s  output  5  e  03  6 

to  vary  at  the  designated  fre-  ^  |  _ o+  g  § 

quency  through  L5.  Now  if  ! a  >tlS  f»o  (  g  ^ 

a  further  increase  in  power  1  3  IF  J  J 

is  not  desired,  then  L5  may  be  j  000000  §  § 

loosely  coupled  (inductively)  1  ^  r  -----  ^  I 

to  the  antenna  through  Le>.  ^wssiiri  if 

Remember  that  the  gain  in  g  j  / —  —  ®  ^ 

radio  power  for  any  individual  Si  g  >> 

stage  of  amplification  depends  £ 1 1  &  1 

upon  the  characteristics  of  the  g  J  g  J  ^  §? 

particular  tube  used  and  the  J“£  |T°+  °  ^ 

power  supplied.  The  plate  [  73  IF  5-0 1  S  ^ 

and  filament  voltages  supplied  [  000000  If  g 

to  the  various  tubes  is  de-  L — *•  g  ^ 

termined  by  their  size  and  J"  ^  [  000^^1  1  *5 

rating.  Charts  giving  complete  !  ^  +  c5  * 

specifications  of  vacuum  tubes  1  3|F  0  “  $ 

will  be  found  in  the  Appendix.  1  — *  8  -S 

Let  us  mention  once  more  »  S  a 

that  a  7.5  watt  tube  worked  i  - *  ^  J§ 

as  an  oscillator  is  normally  ^  £  g 

supplied  with  a  plate  potential  ^*1*°  ^  -  ||jj _  J.  ^ 

of  about  350  volts,  a  50- watt  J  ", j,+  g  Jj1 

tube  working  as  an  amplifier  J  0  _  ^  ® 

with  1000  volts,  and  a  250-  |  £  £  £ 

watt  tube  with  2000  volts.  ! _ ^  L_3|g| _ - 

It  should  now  be  easy  to 

understand  how  a  crystal  oscillator  associated  with  a  vacuum  tube  can 
feed  its  output  to  a  more  powerful  tube  which,  in  turn,  is  coupled  to 
the  antenna,  or  the  crystal  oscillator  and  first  amplifier  may  be  coupled 
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directly  to  the  antenna  without  any  intermediate  stage  or  stages  of 
amplification. 

Power  also  may  be  derived  from  a  generator  or  from  batteries.  In 
low  power  sets  a  bank  of  high  potential  heavy-duty  “  B  ”  batteries  will 
give  very  efficient  service  over  long  periods.  A  storage  “  A  ”  battery 
may  be  used  for  supplying  the  filament  terminal  e.m.f. 

Rectifiers  of  the  thermionic  type  (hot  filament  type)  are  often  used 
for  the  power  supply  unit.  A  small  filter  consisting  of  chokes  and  con¬ 
densers  is  then  installed  to  smooth  out  the  ripples  in  the  rectified  pul¬ 
sations.  A  device  of  this  kind  can  be  designed  to  deliver  sufficient 
direct  current  plate  power  as  well  as  alternating  current  filament  power 
from  a  special  winding  on  the  transformer  for  use  with  low  power  tubes 
of  the  UX-210  variety.  This  combination  makes  a  very  convenient 
source  of  e.m.f.,  for  it  is  necessary  only  to  plug  the  cord  attached  to 
the  power  transformer  into  the  outlet  of  the  110- volt  a-c.  supply  line. 

Quartz  Crystal  Controlled  Oscillator. — One  of  the  greatest  scientific 
developments  of  recent  years  founded  on  the  oscillating  properties  of  a 
quartz  crystal  has  found  a  practical  application  in  the  frequency  con¬ 
trol  of  radio  transmitters.  A  crystal  can  be  utilized  to  control  any  r.f. 
system  with  reasonable  output  power.  Although  numerous  circuit 
arrangements  have  been  devised  by  which  a  crystal’s  output  frequency 
may  be  made  to  ultimately  set  up  oscillations  of  similar  frequency  in 
the  antenna,  yet  after  studying  these  circuits  carefully  we  will  find  them 
quite  alike  fundamentally.  Either  the  crystal-master  oscillator  circuit 
is  coupled  to  a  main  power  amplifier,  with  the  latter  circuit  working 
into  the  antenna,  or  the  transmitter  may  employ  several  intermediate 
stages  of  amplification  between  the  crystal-oscillator  and  the  main 
power  amplifier.  In  every  instance,  though,  the  function  of  the  ampli¬ 
fying  stages  is  merely  to  build  up  the  radio  power  progressively  at  the 
frequency  dictated  by  the  crystal’s  natural  oscillation  period. 

When  an  electric  circuit  is  formed  by  a  conductor  connecting  two 
metal  plates  between  which  a  crystal  is  placed,  and  the  plates  are  then 
subjected  to  alternating  mechanical  impulses,  the  crystal  generates  cor¬ 
responding  alternating  current.  This  effect  by  which  a  mechanical 
stress  imposed  upon  natural  minerals  of  this  kind  is  capable  of  setting 
up  a  flow  of  electrical  current  was  first  discovered  by  P.  and  J.  Curie, 
famed  for  their  research  work  with  radium.  Moreover,  it  was  found 
that  the  opposite  effect  could  also  be  produced  by  the  crystal;  that  is, 
when  an  electrical  pressure  (e.m.f.)  of  an  alternating  nature  is  impressed 
between  the  plates,  it  will  cause  a  similar  mechanical  vibration  in  the 
crystal.  It  is  evident  then  that  a  quartz  crystal  can  be  used  for  con¬ 
verting  mechanical  vibrations  into  electrical  oscillations  and  vice  versa. 
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We  are  forced  to  realize  that  nature  is  indeed  a  wonderful  master  over 
the  materials  and  forces  on  our  universe  when  we  stop  and  think  that 
in  recent  experiments  scientists  have  been  able  to  convert  electrical 
current  into  sound  waves  solely  with  the  aid  of  certain  kinds  of  crys¬ 
tals.  This  phenomenon  is  apparent  even  though  the  plates  or  metal 
conducting  sheets  do  not  quite  touch  the  respective  faces  of  the  crystal. 

This  peculiar  property  which  a  crystal  exhibits  has  been  given  the 
name  piezoelectric .  Different  kinds  of  crystals  have  piezoelectric  prop¬ 
erties,  but  they  are  not  all  suited  mechanically  for  practical  uses  and, 
furthermore,  they  do  not  all  have  the  same  pronounced  electrical  prop¬ 
erties  as  does  the  quartz  crystal.  Each  piezoelectric  crystal  has  a  nat¬ 
ural  mechanical  vibration  peculiar  to  itself  and  the  effects  are  strongest 
when  an  electrical  oscillation  is  adjusted  closely  to  the  natural  mechani¬ 
cal  period  of  the  crystal. 

Recent  laboratory  experiments  tend  to  bear  out  the  fact  that  when 
a  crystal  is  electrically  charged  it  undergoes  a  succession  of  mechanical 
vibrations,  or  as  some  would  say  a  tremulous  motion .  Its  shape  is  dis¬ 
torted  in  this  action  and  as  quickly  as  possible  the  crystal  seeks  to 
resume  its  original  physical  shape,  as  when  undisturbed  or  in  a  state  of 
rest.  It  is  while  endeavoring  to  get  back  to  normalcy,  that  is,  to  a 
normal  condition  of  rest,  that  we  say  the  crystal  is  oscillating.  The 
mechanical  vibration  occurs  at  a  tremendously  fast  rate,  in  the  order 
of  the  radio-frequencies,  if  the  crystal  is  cut  and  ground  to  a  specified 
thickness.  The  oscillations  set  up  in  the  electric  circuit  will  reach 
maximum  amplitudes  when  the  frequency  of  the  tuned  circuit,  consist¬ 
ing  of  inductance  and  capacity,  is  set  close  to  the  natural  frequency  of 
the  crystal. 

Thus,  it  is  possible  to  connect  an  electron  tube  oscillatory  circuit  to 
a  quartz  crystal  and  control  the  frequency  of  the  current  circulating 
through  the  system.  One  method  of  connecting  a  piezoelectric  oscil¬ 
lator  (quartz  crystal)  to  an  oscillating  tube  circuit  is  shown  in  the 
diagram  in  Fig.  379a.  It  is  to  be  understood  that  the  crystal  can  be 
inserted  either  between  the  grid  and  plate  or  between  the  grid  and 
filament.  If  the  crystal  is  inserted  between  the  grid  and  plate,  the 
capacity  of  the  filament  to  grid  electrodes  will  be  sufficient  to  provide 
the  requisite  feed-back  path  for  oscillations.  However,  when  the  crys¬ 
tal  is  placed  between  the  filament  and  grid,  the  capacity  of  the  grid  to 
plate  electrodes  provides  the  path  through  which  energy  is  fed  back 
from  the  plate  circuit  to  the  grid  circuit.  It  will  be  recalled  from  pre¬ 
vious  reading  about  oscillator  circuits  that  the  reintroduction  of  voltage 
to  the  grid  from  the  plate  circuit  maintains  the  tube  and  its  associated 
circuits  in  a  state  capable  of  generating  continuous  oscillations. 


746 


SHORT  WAVE  TRANSMITTERS  AND  RECEIVERS 


The  following  is  a  brief  account  of  the  reasons  generally  advanced  in 
scientific  circles  for  the  action  of  the  crystal  when  working  in  conjunc¬ 
tion  with  tbe  vacuum  tube  oscillator.  Refer  again  to  the  diagram  in 
Fig.  379a.  The  circuit  is  placed  in  operation  by  adjustment  of  the 
filament  voltage  until  a  normal  condition  is  reached,  or  we  could  other¬ 
wise  say,  until  normal  plate  current  flows.  While  the  plate  current 
builds  up  during  the  initial  starting  of  the  circuit  it  passes  through 
inductance  L,  since  L  is  connected  in  series.  It  is  obvious  that  the 
plate  current  undergoes  a  rise  through  L.  Undoubtedly  there  also 
occurs  a  momentary  rush  of  energy  toward  the  crystal,  and  although 
conduction  current  cannot  pass  through  the  crystal  because  of  its  high 
insulating  properties,  this  rush  or  surge,  nevertheless,  places  an  electric 
charge  upon  the  surfaces  of  the  crystal.  The  electric  charge  in  turn 
causes  the  crystal  to  vibrate  mechanically.  A  vibration  or  oscillation 
once  started  will  continue  because  the  plate  inductance  L  is  connected 
by  a  variable  condenser,  and  the  circuit  is  otherwise  arranged  to  become 
regenerative  by  the  familiar  method  which  utilizes  the  self-capacity  of 
the  tube  elements  for  the  purposes  of  feed-back  as  just  mentioned. 
There  must  be,  of  course,  the  proper  relation  between  the  crystal's  own 
natural  frequency  of  vibration  and  the  frequency  or  rate  at  which  the 
first  surge  of  energy  changes  in  value  in  order  to  excite  the  crystal  and 
cause  it  to  move  to  its  greatest  limits. 

Now  let  us  summarize  the  action  occurring  in  this  circuit.  The 
production  of  a  high  frequency  current  by  this  system  is  thought  to  be 
due  to  the  following  combined  effects:  (1)  to  the  ordinary  change  of 
current  when  the  circuit  is  placed  in  operation;  (2)  because  of  the 
tremulous  or  mechanical  vibrating  action  of  the  crystal;  and  (3)  by 
reason  of  the  feed-back  between  the  tube  elements,  sustained  oscilla¬ 
tions  are  generated. 

In  order  to  start  a  quartz  crystal  oscillating  it  may  be  necessary  to 
vary  the  capacity  of  condenser  C  very  slowly.  The  necessity  for  this 
preliminary  adjustment  may  be  accounted  for  by  the  use  of  an  incor¬ 
rect  value  of  inductance,  or  perhaps  the  crystal  itself  lacks  the  neces¬ 
sary  freedom  to  move. 

A  radio-frequency  choke  coil  is  inserted  in  the  grid  return  lead  to 
avoid  any  possible  loss  of  radio-frequency  voltage  through  the  grid 
return  circuit  consisting  of  the  “  C  ”  battery.  In  this  manner  maxi¬ 
mum  r.f.  feed-back  voltage  is  applied  to  the  grid.  The  grid  is  biased 
with  a  “  C  ”  battery  to  keep  the  swing  of  the  crystal  controlling  voltage 
over  on  the  negative  side  of  the  grid- voltage-plate  current  characteristic. 
A  maximum  output  will  be  obtained  from  the  circuit  when  a  minimum 
of  grid  current  flows.  When  a  negligible  grid  current  flows,  it  means 
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that  the  grid  is  not  blocked  by  a  heavy  negative  charge  that  would  act 
to  reduce  the  plate  current  to  zero,  which  is  an  undesirable  condition. 
A  small  amount  of  plate  current  is  necessary  before  a  crystal  circuit 
will  start  oscillating. 

About  Crystals  and  Crystal  Holders. — It  is  necessary  to  subject  a 
crystal  to  a  change  of  some  kind  in  order  to  start  it  oscillating.  This 
may  be  done  in  one  of  several  ways,  as  for  example,  an  e.m.f.  applied 
across  the  plates,  or  pressure  applied  to  the  plates,  or  even  a  change 
of  temperature,  will  affect  the  crystal.  A  crystal  usually  begins  to 
oscillate  immediately  when  the  circuit  in  which  it  is  used  is  made 
operative,  that  is,  when  current  builds  up  through  an  inductance  in  the 
plate  circuit,  or  by  varying  the  capacity  of  the  tuned  LC  circuit,  as 
shown  in  Fig.  379a.  The  values  of  inductance  L  and  capacity  C,  as 
shown  in  this  diagram,  should  be  chosen  to  permit  the  crystal  to  oscil¬ 
late  at  the  desired  frequency.  If  a  0-100-milliampere  hot-wire  meter 
is  connected  in  the  tuned  circuit  LCy  it  will  give  a  deflection  only  when 
the  crystal  is  oscillating,  thus  providing  a  good  test  indication.  If  the 
milliammeter  is  observed  as  the  condenser  is  varied  and  the  frequency 
of  the  tuned  circuit  approaches  the  natural  period  of  the  crystal,  the 
deflection  of  the  indicating  needle  will  increase,  but  when  the  exact 
point  of  resonance  with  the  crystal  is  reached  it  will  be  noticed  that  the 
needle  dips  and  the  reading  falls  to  zero,  because  the  tube  then  stops 
oscillating.  It  is  for  this  reason  that  the  oscillatory  circuit  associated 
with  a  crystal  is  always  tuned  to  some  frequency  which  is  a  little  differ¬ 
ent  from  that  of  the  natural  frequency  of  the  crystal. 

Crystal  holders  are  made  so  that  when  the  crystal  is  mounted 
therein  it  will  remain  in  one  fixed  position  with  respect  to  the  sides  of 
the  holder.  Only  a  very  light  spring  pressure  is  applied  to  the  top 
contact  plate.  Some  crystals  are  mounted  with  a  small  intervening 
space  between  the  upper  contact  plate  and  the  crystal  itself,  but  for 
reliable  operation  and  maximum  output,  the  upper  contact  plate  should 
actually  touch  the  surface  of  the  crystal,  though  very  lightly.  Thus, 
a  crystal  used  as  an  oscillator  must  be  free  to  move  when  mounted 
between  the  two  metal  plates  to  which  the  voltage  is  applied.  An  air 
gap  between  the  contact  plate  and  upper  surface  of  the  crystal  decreases 
the  output,  and  sometimes  causes  the  surface  of  the  crystal  to  show  a 
discoloration  which,  in  turn,  may  cause  it  to  heat  and  crack. 

The  holder  in  which  the  crystal  is  mounted  should  be  hermetically 
sealed  and  maintained  at  a  predetermined  temperature.  This  may  be 
done  by  placing  the  holder  on  a  metal  plate,  which  is  maintained  at  a 
constant  temperature.  The  heat  will  be  conducted  from  this  plate 
through  the  holder  directly  to  the  crystal.  The  holder  also  may  be 
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placed  in  a  compartment  with  a  suitable  heating  apparatus  and  a 
thermostat  to  control  the  temperature,  which,  in  some  installations, 
is  maintained  at  about  15°  Centigrade.  The  importance  of  con¬ 
stant  temperature  control  is  apparent  when  we  find  that  it  requires 
only  a  change  of  10°  Centigrade  to  cause  a  change  of  frequency  as 
much  as  1  kilocycle  (1000  cycles)  in  the  very  high  frequency  (short 
wavelength)  range. 

The  Crystal  and  Its  Care. — A  crystal  should  be  ground  absolutely 
flat,  with  the  surfaces  parallel.  If  the  thickness  is  not  uniform,  the 
crystal  will  not  oscillate.  The  shape  of  a  crystal  is  not  important.  It 
will  function  satisfactorily  as  long  as  it  has  uniform  thickness  and  no 
scratches,  blemishes,  or  chips  on  its  flat  surface.  The  thinner  the  crys¬ 
tal,  the  lower  its  fundamental  wavelength;  in  other  words,  the  oscilla¬ 
tions  in  the  vacuum  tube  circuits  are  produced  at  a  very  high  frequency, 
proportional  to  the  crystaPs  thickness,  or  approximately  105  meters 
wavelength  per  millimeter  thickness  of  the  crystal.  When  crystals  are 
cut  from  a  crystal  slab,  it  will  be  found,  in  general,  that  three  funda¬ 
mental  oscillations  are  possible.  The  reason  for  this  is  that  the  thick¬ 
ness  of  the  crystal  is  very  small  in  comparison  to  its  other  dimen¬ 
sions. 

The  several  natural  mechanical  vibrations  which  are  always  present 
are  thought  to  be  due  to  a  disarrangement  of  the  molecules  of  the 
crystal.  Any  ordinary  vacuum  tube  oscillator  also  generates  a  series 
of  harmonics  which  are  due  principally  to  distortion  produced  by  the 
tube  circuit.  It  frequently  happens  that  a  crystal  will  not  oscillate 
even  when  the  faces  appear  to  be  parallel.  A  little  grinding  in  a  mix¬ 
ture  of  No.  301  powdered  emery  and  kerosene  will  often  bring  back  oscil¬ 
lations.  This  is  done  by  pushing  the  crystal  in  a  circular  to  and  fro 
motion  on  a  flat  surface  holding  the  grinding  compound.  This  process, 
known  as  lapping ,  should  be  finished  off  by  grinding  in  a  mixture  of 
No.  100  carborundum  and  oil,  after  which  the  crystal  should  be  cleaned 
with  carbon  tetrachloride  (pyrene  liquid  or  Carbona).  Fingerprints, 
dirt,  or  grease  will  cause  the  crystal  to  become  inoperative.  In  this 
case  it  must  be  washed  in  the  grease  solvent.  The  grinding  of  a  crys¬ 
tal  requires  great  skill  and  should  not  be  undertaken  by  one  unacquainted 
with  the  work. 

All  of  these  interesting  facts  indicate  the  extreme  sensitivity  and 
peculiarities  of  the  quartz  crystal.  Crystals  are  rapidly  becoming 
standard  equipment  in  both  short  and  long  wave  vacuum  tube  trans¬ 
mitters.  As  can  be  seen  by  the  schematic  diagrams  the  circuits  in  them¬ 
selves  are  simple,  and  experience  proves  that  their  operation  is  stable 
under  the  severe  conditions  met  in  radio  communication. 
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Amplifying  Harmonics  of  a  Crystal  for  Short  Wave  Work. — When 
the  plate-tuned  circuit  of  a  crystal  oscillator  tube  is  tuned  slightly  off 
resonance  with  the  natural  period  of  the  crystal,  the  circuit  generates 
several  strong  harmonics  which  are  multiples  of  the  fundamental. 
When  it  is  desired  to  pick  off  a  particular  harmonic  for  exciting  the 
grid  of  the  power-amplifier  tube,  it  is  necessary  only  to  adjust  the 
grid-tuned  circuit  of  the  amplifier  L2C2,  Fig.  3796,  to  the  same  fre¬ 
quency  as  the  harmonic. 

A  crystal  which  is  not  too  thin  is  desirable  for  average  operating 
conditions  because  it  is  less  likely  to  break  down  and  crack  than  very 
thin  ones.  The  best  arrangement  is  to  employ  a  thicker  crystal  which 
has  necessarily  a  higher  natural  period.  For  instance,  the  crystal  con¬ 
trol  circuit  in  Fig.  3796  may  employ  a  160-meter  crystal.  In  this  case 
the  second  harmonic  is  80  meters,  and  the  third  harmonic  40  meters. 
When  it  is  desired  to  send  on  the  80-meter  wavelength,  the  power  ampli¬ 
fier  grid  circuit  L2C2  is  tuned  to  80  meters.  On  the  other  hand,  if  it 
is  desired  to  send  on  40  meters,  the  L2C2  circuit  should  then  be  tuned 
to  this  harmonic.  From  this  arrangement  it  is  seen  that  the  power 
amplifier  becomes  a  frequency  changing  device,  and  consequently  it  is 
known  as  a  harmonic  amplifier.  In  the  case  of  the  second  harmonic, 
twice  the  input  frequency  is  obtained  from  the  output  of  the  master 
oscillator. 

Let  it  be  assumed  that  the  grid-tuned  circuit  L2C2  is  adjusted  to 
receive  a  maximum  input  from  the  second  harmonic,  80  meters,  pro¬ 
duced  by  circuit  L\C\ .  The  output  of  the  first  power-amplifier  tube  is 
then  resonated  to  80  meters;  in  turn,  the  input  circuit  L4C4  of  the  fol¬ 
lowing  amplifier  is  tuned  to  resonance  to  80  meters,  and  lastly,  the 
antenna  system  is  calibrated  to  operate  on  80  meters. 

The  crystal-controlled  circuit  is  very  flexible  and  it  is  possible  to 
operate  with  a  crystal  having  a  160-meter  natural  period  on  any  of  its 
harmonics,  as  we  have  just  explained.  The  individual  circuits  may  be 
shielded  to  prevent  the  magnetic  field  of  the  coils  from  spreading  out 
and  inducing  radio-frequency  current  in  the  component  parts  of  the 
circuit.  When  shielding  is  employed,  it  is  important  that  the  coils  be 
made  small  in  order  to  prevent  losses  due  to  absorption  by  the  shielding. 

A  summation  of  the  foregoing  facts  relating  to  crystal-controlled 
oscillators  indicates  that  the  crystal  dictates  the  frequency  of  the  oscil¬ 
lations  and  the  vacuum  tube  simply  furnishes  the  power  to  drive  the 
crystal.  Crystals  can  be  ground  to  give  as  high  as  10,000,000  cycles 
(10  megacycles),  or  as  low  as  approximately  25,000  cycles,  or  less,  per 
second,  but  it  is  much  simpler  to  employ  a  crystal  having  a  lower  fre¬ 
quency,  as,  for  example,  a  frequency  of  about  2,000,000  cycles  (2  mega- 
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cycles)  and  operate  the  amplifier  circuits  at  one  of  the  various  individual 
harmonics.  Of  course,  the  exact  frequency  depends  upon  the  fre¬ 
quency  assigned  to  the  transmitter. 

It  may  be  worthy  to  mention  that  the  fundamental  frequency  of  the 
crystal  may  be  also  referred  to  as  “  harmonic  No.  1."  “  Harmonic 
No.  2  ”  is  exactly  twice  the  frequency  of  the  fundamental.  “  Har¬ 
monic  No.  3  ”  is  exactly  three  times  the  frequency  of  the  fundamen¬ 
tal,  and  so  on.  In  the  case  cited  above,  the  amplifier  circuit  may  be 
operated  on  the  fifth  harmonic,  10,000,000  cycles  (30  meters),  the  fun¬ 
damental  of  the  crystal  oscillator  being  2,000,000  cycles  (150  meters). 
Should  it  be  desired  to  transmit  on  30  meters  or  10,000,000  cycles,  a 
crystal  having  a  fundamental  of  2,000,000  cycles  (150  meters)  may  be 
employed. 

It  is  possible,  under  ordinary  conditions,  to  find  a  dozen  or  more 
harmonic  frequencies  having  sufficient  power  for  practical  application. 
It  must  be  remembered,  however,  that  the  fundamental  is  usually  the 
more  powerful  as  suggested  once  before  and,  in  progressive  order,  the 
other  harmonics  become  less  powerful. 

Neutralizing. — When  a  crystal  oscillator  circuit  is  operated  at  the 
fundamental  of  the  crystal,  it  is  then  necessary  to  neutralize  the  power- 
amplifier  tube.  This  means  that  the  grid  to  plate  capacity  within  the 
tube  must  be  so  balanced  out,  giving  the  effect  that  it  does  not  exist 
at  all.  This  small  capacity,  if  present,  encourages  the  setting  up  of 
unwanted  oscillations  in  the  circuits  resulting  in  erratic  operation. 
These  oscillations  are  better  known  as  “  self-oscillations.”  Inter- 
electrode  capacity  can  be  canceled  or  balanced  out  by  connecting  the 
grid  of  the  amplifier,  through  a  variable  condenser,  to  some  portion  of 
the  circuit  inductance.  The  correct  neutralizing  voltage  is  obtained 
from  the  potential  drop  across  the  inductance  when  current  flows.  To 
actually  eliminate  the  tube’s  capacity  effect  the  neutralizing  voltage 
must  be  equal  to  and  opposite  to  the  voltage  resulting  from  the  feed¬ 
back  between  the  grid  and  plate  electrodes.  However,  when  one  of  the 
crystal’s  harmonics  is  utilized  for  the  station’s  assigned  frequency, 
then  such  a  conventional  neutralizing  circuit  is  not  quite  so  necessary, 
and  in  many  cases  not  at  all, 

SHORT  WAVE  (HIGH  FREQUENCY)  RECEIVERS 

The  distances  which  high  frequencies  (short  waves)  carry  when 
using  relatively  low  power  are  almost  unbelievable.  Even  during  the 
daylight  hours  when  transmission  on  long  waves  is  not  ordinarily  good, 
and  despite  prevailing  weather  conditions,  it  is  a  fact  that  the  high  fre- 
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quencies  will  provide  unusually  reliable  long-distance  communication 
service.  A  very  notable  and  valuable  characteristic  experienced  in 
short  wave  reception  is  the  almost  complete  freedom  from  interference 
set  up  by  static.  The  same  is  not  true  when  working  on  the  higher 
wavelengths.  The  long-distance  value  of  these  short  waves,  the  rela¬ 
tively  low  cost  of  transmitting  equipment  and  maintenance,  and  the 
use  of  very  simple  receivers  all  contribute  toward  a  new  interest  in 
radio  transmission  and  reception  that  is  at  least  equal  to  and  perhaps 
greater  than  that  which  most  of  us  experienced  during  the  pioneer  days 
of  broadcasting. 

In  order  that  we  may  have  a  well-built  structure  upon  which  to 
base  our  future  work  in  this  field  it  is  necessary  that  we  not  only  study 
about  the  equipment  and  circuits  themselves  but  we  must  also  inform 
ourselves  about  the  peculiarities  of  short  wave  propagation  and  their 
effectiveness.  There  is  a  generous  amount  of  information  to  be  had 
on  this  subject  supplied  from  different  sources,  as  for  instance  the  data 
furnished  by  the  U.  S.  Army,  the  U.  S.  Navy,  the  Naval  Research 
Laboratory,  the  American  Radio  Relay  League,  the  large  commercial 
radio  companies  and  the  contributions  of  thousands  of  owners  of 
amateur  short  wave  stations. 

In  general  the  tuned  circuits  of  short  wave  receiving  sets  are  quite 
similar  to  the  timed  circuits  of  short  wave  transmitters.  Tuning  is 
accomplished  in  either  class  of  apparatus  by  altering  the  values  of 
inductance  and  capacitance  until  the  desired  circuit  constants  are  found 
at  which  radio  oscillations  of  a  particular  frequency  will  circulate  with 
maximum  effectiveness  through  the  circuits.  Remember,  all  of  our 
oscillatory  circuits  have  a  definite  amount  of  inductance  and  capacity, 
hence  they  tune  to  a  certain  frequency. 

Some  short  wave  transmitters,  depending  of  course  upon  the  ser¬ 
vice  they  render,  use  only  one  wavelength.  Consequently  after  a  cir¬ 
cuit  has  once  been  calibrated  and  checked  by  a  wavemeter  measure¬ 
ment,  then  usually  the  transmitter  requires  no  further  adjustment 
unless  it  wavers  off  its  assigned  frequency  for  any  cause.  If  more  than 
one  wavelength  is  assigned  to  the  transmitter,  as  would  be  the  case  in 
commercial  work,  then  suitable  clips  and  switching  arrangements  are 
provided  to  permit  an  instant  change  from  one  wave  to  another. 

On  the  other  hand,  a  receiving  set  must  always  permit  quick  and 
easy  tuning  over  a  wide  band  of  frequencies.  To  meet  the  latter 
requirements  a  short  wave  receiver  must  be  supplied  with  several  plug-in 
or  interchangeable  inductances  of  various  sizes,  each  coil  being  designed 
to  encompass  a  limited  frequenc}7  range.  Also,  there  must  be  sufficient 
overlapping  of  frequencies  at  the  extreme  upper  and  lower  limits  of 
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different  inductances  to  provide  a  progressive  change  in  frequency 
without  a  break  or  interruption  within  the  scope  of  the  receiver. 

A  regenerative  circuit  is  essential  in  short  wave  work.  Two  variable 
condensers  are  usually  embodied  in  the  design  of  present-day  short 
wave  receivers;  the  purpose  of  one  condenser  is  to  alter  the  capacitance 
of  the  timed  circuit  and  the  other  to  regulate  the  amount  of  regenera¬ 
tion,  i.e.,  to  control  the  amount  of  feed-back  voltage  supplied  to  the 
grid  input  circuit  from  the  plate  circuit.  It  is  to  be  especially  noted 
that  the  wavelength  range  that  can  be  covered  with  a  certain  coil 
depends  mainly  upon  the  maximum  capacity  of  the  tuning  condenser 
shunted  across  it. 

Coil-condenser  combinations  of  the  plug-in  type  are  coming  into 
more  general  use;  they  consist  of  a  separate  tuning  condenser  employed 
with  each  inductance  in  the  set.  This  feature  makes  it  possible,  when 
tuning,  to  utilize  the  entire  dial  scale  for  the  frequency  band  covered 
by  each  inductance  used.  The  practicability  of  using  plug-in  tuning 
condensers  as  well  as  plug-in  inductances  for  receivers  which  at  times 
must  work  in  odd  widths  of  the  various  frequency  bands  is  quite  obvi¬ 
ous.  This  class  of  service  demands  that  stations  operating,  let  us  say, 
several  hundred  cycles  from  each  other  must  be  separated  in  order  to 
individually  copy  their  signals.  So,  if  a  coil-condenser  combination  is 
used  we  can  make  each  band  spread  across  the  full  range  of  the  dial. 

Any  one  who  is  familiar  with  tuning,  in  general,  knows  that  when 
a  wavelength  band  is  cramped  within  a  short  radius  on  the  dial,  using 
only  a  limited  number  of  the  available  divisions,  it  simply  lessens 
selectivity  even  when  a  precise  vernier  control  is  used.  In  other  words, 
the  value  of  this  method  rests  in  the  fact  that  it  gives  full  scale  coverage 
for  any  band  according  to  the  inductance  used,  as  we  have  just  stated. 
It  is  not  to  be  understood  that  a  plug-in  condenser  is  always  necessary 
in  a  circuit  arrangement  to  give  satisfactory  results;  also  the  use  of  the 
last  10  divisions,  or  so,  on  the  upper  and  lower  limits  of  the  condenser 
dial  scale  is  not  always  necessary.  Other  requirements  of  short  wave 
receivers  in  addition  to  selectiveness  are  the  avoidance  of  hand-capacity 
effects,  smooth  regeneration  control  without  appreciable  variation  of 
the  tuning,  and  freedom  from  so-called  “  dead  spots  ”  where  the  cir¬ 
cuit  stops  oscillating  and  the  signal  is  lost.  The  trend  of  short  wave 
receiver  design  is  toward  the  development  of  efficient  r.f .  amplifiers  that 
will  operate  with  stability,  meaning  that  the  amplifiers  will  not  break 
into  self-oscillation,  thus  causing  erratic  results.  The  screen  grid  tube, 
type  222  (four  element  tube)  is  especially  suited  for  use  as  an  r.f.  ampli¬ 
fier  because  of  its  inherent  quality  of  canceling  the  effect  of  inter¬ 
electrode  (grid  to  plate)  capacity.  It  must  be  said,  however,  that  r.f. 
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amplification  in  a  short  wave  receiver  does  not  always  give  a  perceptible 
improvement  in  the  distance  covered.  Moreover,  an  additional  tuning 
control  might  be  required  for  the  r.f.  amplifier  circuit.  An  operator 
might  find  extra  dials  very  inconvenient,  especially  when  attempting  to 
hold  a  distant  transmitter  whose  frequency  is  wavering  (or  wobbling,  as 
we  more  commonly  refer  to  such  a  condition). 

It  frequently  happens  in  practice  that  an  operator  is  required  to 
tune  with  one  hand  and  copy  a  message  with  the  other.  On  all  but 
very  distant  stations,  the  receiver  should  be  tuned  by  simply  turning 
one  tuning  control.  On  very  weak  stations  it  might  be  found  neces¬ 
sary  to  adjust  the  coupling  between  the  antenna  and  grid  coils  to 
obtain  maximum  signal  strength.  For  these  reasons  considerable 
attention  is  always  given  to  the  receiver  design  to  make  it  simple  in 
operation.  A  one  or  two  stage  audio-frequency  amplifier  may  be  used 
with  a  receiver  of  any  type  to  build  up  weak  signals.  The  transformers 
in  such  an  audio  system  should  provide  uniform  amplification  of  all 
frequencies  in  the  audible  range,  but  they  must  act  to  suppress  high 
frequencies  or  losses  would  be  sure  to  occur.  In  referring  to  the  effect¬ 
iveness  of  a  transformer  in  readily  passing  a  certain  band  of  frequencies 
above  or  below  the  band  we  would  simply  say,  “  the  transformer  pro¬ 
vides  a  sharp  cut-off  at  both  ends.” 

And  now  let  us  proceed  to  a  brief  discussion  on  the  use  of  the  con¬ 
denser  previously  mentioned  for  regulating  regeneration.  By  the  cor¬ 
rect  adjustment  of  this  condenser,  known  as  a  “  throttle  condenser,” 
the  receiving  circuit  may  at  one  time  be  placed  in  a  regenerative  condi¬ 
tion  for  the  reception  and  amplification  of  a  modulated  signal,  as,  for 
instance,  ACCW.  Then  by  gradually  increasing  regeneration  through 
careful  manipulation  of  the  throttle  condenser  the  radio-frequency  feed¬ 
back  voltage  may  be  made  sufficiently  strong  to  cause  the  circuit  to 
slide  into  oscillation  and  the  set  would  then  be  capable  of  receiving  con¬ 
tinuous  r.f.  oscillations  (e.w.). 

The  point  at  which  oscillations  begin  is  evidenced  by  a  noticeable 
click  in  the  phones  or  a  simple  test  for  oscillation  is  to  touch  the  con¬ 
denser  stator  plate  with  the  finger;  forming  the  contact  should  produce 
a  click.  In  the  study  of  “  Regeneration  ”  it  was  stated  that  when  a 
receiver  is  generating  r.f.  oscillations  within  its  own  circuits  and  at  the 
same  time  it  receives  a  c.w.  signal  it  will  set  up  an  audible  beat  current 
capable  of  actuating  the  telephone  diaphragms.  This  production  of  a 
beat  current  is  the  result  of  the  receiver  oscillations  combining  with  the 
incoming  signal  oscillations,  providing  of  course  that  their  frequency 
difference  is  in  the  audible  range.  Although  two  beat  currents,  one 
higher  in  frequency  than  the  other,  are  actually  produced  by  this  inter- 
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action  of  high  frequency  oscillations,  yet  by  intelligent  use  of  the  con¬ 
trols  the  circuit  can  be  tuned  to  respond  to  either  audio-frequency 
beat  note.  Naturally  that  beat  frequency  which  provided  the  best 
readable  note  would  be  tuned  to.  In  any  circuit  which  is  designed  to 
generate  the  local  radio-frequency  and  produce  beats  in  this  manner, 
the  result  is  the  heterodyne  method  of  continuous  wave  reception. 

Explaining  briefly  a  major  requirement  of  a  short  wave  receiver  it 
could  be  stated  then  that  for  phone  or  modulated  cw.  work  the  set 
should  just  be  outside  the  oscillating  condition  where  maximum  ampli¬ 
fication  is  obtained,  and  for  cw.  work  the  set  should  be  just  inside  the 
oscillating  point  where  stability  of  operation  is  assured. 

The  schematic  diagrams  in  Figs.  380a,  3806  and  380c  show  in  a 
general  way  three  methods  for  controlling  regeneration  in  the  detector 
circuit.  The  circuit  in  Fig.  380a  is  the  familiar  three-circuit  tuner  with 
the  tickler  coil  controlling  regeneration.  A  system  of  this  type  is  quite 
impractical  in  short  wave  work  because  of  the  marked  changes  effected 
in  the  tuned  grid  circuit  whenever  the  tickler  coil  is  adjusted.  The 
circuits  in  Figs.  3806  and  380c  both  make  use  of  a  fixed  tickler  with 
regeneration  governed  by  a  variable  condenser  of  small  capacity.  This 
is  the  throttle  condenser,  marked  CT,  shown  connected  between  the 
plate  of  the  detector  and  the  tuned  oscillatory  circuit.  The  circuit  in 
Fig.  3806  is  known  as  the  shunt  (parallel)  plate  feed  type  and  is  per¬ 
haps  the  one  most  widely  used  for  the  reception  of  high  frequencies. 
In  Fig.  380c  we  have  the  series  plate  feed  type.  There  is  a  circuit  in 
popular  use  which  is  quite  similar  in  general  arrangement  to  the  one 
shown  in  Fig.  380a.  The  essential  difference  is  that  the  tickler  coil  is 
fixed  (not  variable  as  shown  in  this  diagram),  and  a  variable  resistance 
is  inserted  in  series  with  the  detector  plate  lead.  Other  means  for  con¬ 
trolling  regeneration  are  embodied  in  the  design  of  short  wave  sets,  as 
for  example  by  varying  the  heating  current  supplied  to  the  filament. 
The  desired  changes  in  the  filament  terminal  voltage  are  made  by 
adjusting  the  filament  rheostat.  Or  still  another  method  is  one  which 
incorporates  both  a  variable  resistance  in  the  plate  lead  and  the  throttle 
condenser  connected  in  the  circuit  in  the  usual  manner.  This  arrange¬ 
ment  provides  a  combined  resistance  and  capacity  control  of  regen¬ 
eration. 

A  short  wave  receiver  must  tune  more  sharply  than  would  be  neces¬ 
sary  in  the  case  of  sets  used  exclusively  for  broadcast  reception  on 
waves  above  200  meters.  If  a  circuit  does  not  tune  sharply  it  is  only 
natural  to  expect  that  when  a  certain  station  is  being  worked,  then  at 
the  same  time  other  stations  will  be  heard,  thus  causing  a  more  or  less 
strong  background  of  interference.  Under  some  conditions  a  receiver 


Figs.  380a,  3806  and  380c. — Three  well-known  types  of  regenerative  receivers.  Cir¬ 
cuit  (a)  utilizes  a  variable  tickler  for  regeneration  control.  Circuit  (6)  is  the  shunt 
(parallel)  plate  feed  type  with  fixed  tickler,  with  regeneration  controlled  by  a  vari¬ 
able  (throttle)  condenser.  Circuit  (c)  is  the  series  plate  feed  type  also  utilizing 
fixed  tickler  with  regeneration  controlled  by  a  throttle  condenser. 
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may  be  detuned  slightly  when  interference  is  experienced,  and  although 
this  procedure  will  result  in  a  small  sacrifice  in  signal  volume  on  the 
desired  station,  yet  the  reduction  in  interference  may  in  many  cases 
allow  a  message  to  be  easily  copied  by  the  operator. 

It  is  seen  that  in  short  wave  work  we  are  interested  both  in  the  design 
and  operation  of  a  set  in  order  to  obtain  maximum  transfer  of  radio 
signal  energy  from  the  antenna  system  at  one  frequency  and  to  place  the 
set  into  a  state  of  oscillation  or  regenerative  amplification,  at  will,  as 
determined  by  the  character  of  the  signals  received. 

The  question  is  often  asked  “  Where  is  the  line  of  division  between 
the  short  waves  and  the  long  waves?”  To  set  a  definite  line  of  demarka- 
tion,  insofar  as  we  know,  has  not  been  attempted,  it  being  generally 
understood  that  the  short  waves  are  those  in  the  order  of  200  meters 
and  below,  reaching  down  to  still  another  range  commonly  known  as 
the  “  ultra-short  ”  waves,  these  latter  being  arbitrarily  classified  as 
waves  of  5  meters  and  less.  Some  radio  engineers  engaged  in  short 
wave  research  do  not  consider  waves  above  100  meters  as  being  strictly 
in  the  short  wave  band. 

Long  waves,  then,  may  be  considered  as  those  extending  from  about 
200  meters  to  approximately  24,000  meters.  The  very  long  waves  are 
in  use  at  the  present  time  in  trans-oceanic  commercial  work.  The 
ultra-short  waves  have  been  utilized  to  a  limited  extent  only  within 
recent  months.  It  is  not  to  be  understood  that  their  use  has  reached 
a  stage  of  perfected  development.  Extensive  research  and  experi¬ 
mentation  are  now  being  conducted  by  the  engineers  of  the  government 
and  commercial  organizations  to  make  the  ultra-short  waves  useful  for 
radio  service.  It  seems  almost  beyond  a  doubt  that  the  effectiveness 
of  these  waves  will  soon  solve  the  problem  of  consistent  long  distance 
communication,  day  or  night,  and  regardless  of  seasons  or  weather  con¬ 
ditions. 

In  order  to  give  an  idea  of  the  extraordinary  high  frequencies  involved 
in  the  lowest  wavelengths  let  us  add  that  scientific  investigators  believe 
the  ultra-short  wave  spectrum  to  be  close  to  and  merging  into  the  heat 
wavelengths.  This  suggestion  of  the  close  proximity  of  radio  waves 
and  heat  waves  might  have  some  influence  upon  observed  phenomenon 
in  regard  to  the  concentration  of  radio  energy,  as,  for  example,  in  beam 
transmission.  Here  radio  signals  are  directed  in  a  narrow  path,  only  a 
few  degrees  wide,  toward  a  certain  receiving  station  thousands  of  miles 
distant.  A  simple  means  for  comparing  different  forms  of  energy  when 
concentrated  is  found  in  the  heat  beam  thrown  out  from  the  polished 
copper  reflector  of  a  type  of  electric  house  heater  with  which  most  of 
us  are  familiar.  Present  observations  indicate  that  the  possibilities  of 
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utilizing  the  entire  short  wave  band  (or  high  frequency  spectrum,  which 
means  the  same  thing)  are  limitless.  Accordingly,  as  new  transmissions 
are  effected  there  will  be  a  steady  development  in  short  wave  receiving 
equipment  to  keep  abreast  of  the  demands. 

In  present-day  radio  parlance  it  is  customary  to  speak  of  short  wave 
lengths  in  their  equivalent  of  kilocycles,  or  we  simply  say  kc.  (kc.  being 
the  abbreviation  for  kilocycles).  The  use  of  the  unit,  the  meter  (or 
wavelength  in  meters)  is  not  now  generally  preferred.  Often  we  find 
it  more  convenient  to  use  a  sub-multiple  of  the  kilocycle,  the  megacycle . 
One  megacycle  equals  1,000,000  cycles.  Simple  calculations  can  be 
made  to  translate  wavelength  to  frequency  and  vice  versa  by  applying 
the  well-known  wavelength  formula. 

300,000,000  meters  (velocity) 

Where  wavelength  (X  lambda)  =  - - - - - - — : - 

frequency  (cycles) 

It  is  a  very  easy  matter  to  change  frequency  when  expressed  in  cycles 
to  either  kilocycles  or  megacycles.  In  fact,  it  can  be  done  without 
resorting  to  the  use  of  pencil  and  paper.  For  example: 


30,000,000  cycles  =  30,000  kilocycles  =  30  megacycles. 
10,000,000  cycles  =  10,000  kilocycles  =  10  megacycles. 


The  following  paragraphs  will  be  devoted  to  a  consideration  of  the 
effectiveness  of  short  waves.  It  is  evident  in  practice  that  the  short 
waves  do  reach  out  and  cover  tremendous  distances,  but  their  great 
practical  advantage  is  their  effectiveness  in  establishing  consistent 
communication  during  the  daylight  when  communication  would  ordi¬ 
narily  be  difficult  when  working  on  the  long  waves. 

A  glance  at  the  following  tabulation  shows  the  remarkable  persist¬ 
ence  of  the  high-frequencies  in  getting  signals  through  to  their  destina- 


Frequency 

Band 

Kilocycles 

Communication  Range 
Average  Distance 

Frequency 

Band 

Kilocycles 

Communication  Range 
Average  Distance 

Day-Miles 

Night-Miles 

Day-Miles 

Night-Miles 

1500-2000 

100 

250 

5700-6000 

550 

4000 

2000-2250 

125 

300 

6000-6150 

600 

5000  + 

2250-2750 

150 

500 

6150-6675 

800 

5000  + 

2750-2850 

150 

550 

6675-7300 

1000 

5000  + 

2850-3500 

250 

600 

7300-8550 

1200 

5000+ 

3500-4000 

300 

1000 

8550-8950 

1500 

5000+ 

4000-5500 

450 

2500 

8950-9500 

1800 

5000+ 

5500-5700 

500 

3500 
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tion  during  the  daylight  hours.  We  generally  speak  of  the  communi¬ 
cation  range  as  either  “  day  miles  ”  or  “  night  miles,”  as  the  case  may 
be.  This  performance  data,  presented  before  the  Institute  of  Radio 
Engineers  by  Captain  S.  C.  Hooper,  U.  S.  N.,  gives  the  average  results 
over  a  period  of  many  months  of  investigation  under  all  sorts  of  climatic 
conditions. 

Although  the  peculiarities  of  the  high  frequencies  are  not  fully 
understood,  yet  there  has  been  sufficient  handling  of  traffic  in  this  field 
to  enable  station  engineers  to  draw  up  working  schedules  which  indicate 
just  what  frequencies  are  most  likely  to  reach  a  distant  receiver  at  cer¬ 
tain  hours.  The  communication  range  on  short  waves  changes  rapidly 
from  minute  to  minute  and  hour  to  hour.  It  is  not  an  uncommon  occur¬ 
rence  to  get  signals  through  at  a  certain  hour  at  a  particular  frequency 
and  have  them  fade  out  entirely  the  following  hour.  Such  a  working 
schedule  is  simply  an  accurate  record  of  transmission  phenomenon  giv¬ 
ing  the  most  effective  frequency  to  be  selected  for  stated  hours.  For 
instance,  let  us  suppose  that  a  sending  station  is  working  a  distant 
receiver  on  about  16,000  kc.  at  2  a.m.  with  a  strong  signal.  Now  if 
messages  are  still  on  file  which  must  be  transmitted  the  following  hour, 
then  both  stations  will  automatically  shift  to  some  other  frequency, 
perhaps  7300  kc.,  conforming  to  the  schedule. 

Short  waves  become  reflected,  refracted  and  polarized  in  transmis¬ 
sion,  resulting  in  what  is  commonly  known  as  the  skip  distance  effect . 
The  peculiar  behavior  of  the  high  frequencies  is  accounted  for  by  the 
Heaviside  layer  theory,  or  it  is  more  inclusive  to  say  Heaviside-Ken- 
nelly  layer  theory,  named  after  the  investigators  who  developed  the 
theory  of  ionization  of  the  upper  atmosphere  by  the  action  of  the  sun's 
rays.  This  theory  has  already  been  explained  in  the  paragraphs  on 
Short  Wave  Transmission. 

The  drawing  in  Fig.  381a  illustrates  the  “  skipped  distance  ”  fea¬ 
tures.  This  is  a  simple  means  of  showing  the  various  possible  paths 
of  the  short  waves  as  they  depart  from  the  transmitting  antenna,  reach 
the  ionized  layer,  and  are  reflected  to  the  earth  at  varying  distances. 
Frequencies  above  6000  kc.  have  a  silent  zone  due  to  the  “  skipping  ” 
of  the  wave,  at  distances  varying  up  to  hundreds  of  miles  in  the  daytime 
and  even  thousands  of  miles  at  night,  depending  on  the  frequency  from 
the  transmitting  station.  Because  of  the  uncertain  characteristics 
which  the  high  frequencies  are  prone  to  display,  the  values  given  in  the 
table  are  subject  to  deviation.  The  seasons,  summer  and  winter,  day 
and  night,  and  differences  in  the  height  of  the  Heaviside  layer  all  have 
their  individual  effects  on  transmission  distance.  The  curves  in  Fig. 
3816  illustrate  this.  These  curves  are  an  approximation  of  the  effective 
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midday  sky  wave  for  all  seasons,  a  night  sky  wave  for  all  seasons,  a  skip 
distance  curve  for  summer  midday  and  winter  midnight,  and  an  all- 


Fig.  381a. — Illustrating  the  “  skipped  distance  matures  accounted  for  by  the 
Heaviside-Kennelly  layer  theory  of  the  ionized  condition  of  the  upper  atmosphere. 

season  ground  wave  for  night  and  day.  Curve  1  shows  the  approximate 
distance  versus  frequency  for  an  all-season  midday  sky  wave.  Captain 


Fig.  3816. — These  curves  show  the  relative  distances  (communication  range)  that 
short  waves  of  different  frequencies  may  carry  during  the  summer  and  winter  months. 


Hooper  explained  the  use  of  the  curves  as  follows:  For  example:  Given 
a  distance  2200  miles  find  the  frequency  to  produce  a  good  readable 
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signal  at  the  receiving  station.  Vertically  up  from  2200  miles  to 
Curve  1  and  horizontally  to  the  left,  read  11,400  kc.  Given  a  certain 
frequency  the  distance  will  be  found  by  the  reverse  process.  The  fre¬ 
quency  and  the  distance  are  approximately  accurate  when  in  an  east- 
west  direction,  but  the  frequency  and  distance  for  north  and  south 
transmission  may  vary  greatly  from  these  figures. 

The  approximate  distance  versus  frequency  for  the  night  sky  wave 
at  all  seasons  is  illustrated  by  Curve  2.  The  curve  is  read  in  the  same 
manner  as  explained  above.  To  produce  a  good  readable  signal  at  a 
receiving  station  2200  miles  away  when  both  the  receiving  and  trans¬ 
mitting  stations  are  in  darkness,  it  is  found  that  approximately  6000  kc. 
will  suffice.  Also  it  is  probable  that  any  frequency  between  Curve  1 
and  Curve  2  at  2200  miles  will  suffice  and  the  choice  of  frequency 
depends  upon  the  experiment  and  the  time  of  day.  Greater  distances 
are  covered  by  the  lower  frequencies  at  night,  as  shown  by  this  curve. 
The  frequency  and  distance  for  north  and  south  transmission  may  vary 
somewhat  from  the  above. 

An  approximation  of  skip  distance  versus  frequency  for  midnight 
midwinter  is  given  in  Curve  3.  The  skip  distance  is  measured  horizon¬ 
tally  to  the  right  from  Curve  5.  The  skip  distance  at  any  particular 
time  of  day  or  year  may  vary  between  the  horizontal  on  Curves  3  and  4. 

Skip  distance  versus  frequency  for  midday  midsummer  is  shown  in 
Curve  4.  The  skip  distance  is  measured  horizontally  to  the  right  from 
Curve  5.  Curves  3  and  4  are  read  in  the  same  manner  as  described 
above.  The  last  curve,  No.  5,  is  an  approximation  of  distance  versus 
frequency  of  the  ground  wave  at  all  seasons  for  night  or  day.  The  curve 
is  to  all  intents  and  purposes  a  ground  wave  suitable  for  radio  compass 
work.  Night  effect  may  be  expected.  This  curve  as  shown  is  good 
for  approximate  day  and  night  transmission.  An  increase  of  power 
may  be  required  of  the  lower  frequencies  for  the  required  distance. 

Short  Wave  Receiver. — A  diagram  of  a  typical  short  wave  receiver 
appears  in  Fig.  382.  The  inductances  are  fitted  with  plugs  which  pro¬ 
vide  electrical  contact  and  also  serve  as  a  means  for  mounting  them  in 
the  sockets.  A  short  wave  receiver  is  supplied  with  several  sets  of 
inductances  of  different  sizes  and  by  interchanging  coils  the  receiver 
can  be  made  to  cover  a  very  wide  frequency  band.  Although  the  fre¬ 
quency  range  of  each  set  of  coils  is  large,  yet  the  wavelength  band  is 
small,  as  may  be  ascertained  by  reference  to  the  frequency- wavelength 
conversion  chart  in  the  Appendix. 

The  coils  and  other  circuit  elements  require  special  care  in  their 
design  and  assembly  in  order  that  the  receiver  will  behave  in  a  con¬ 
sistent  manner  throughout  the  tuning  range.  The  radio-frequency 
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losses  in  a  receiver  of  this  type  are  much  greater  than  when  dealing 
with  receivers  operating  on  the  higher  wavelengths.  A  short  wave  set 
should  be  capable  of  oscillating  over  its  entire  tuning  range,  that  is  to 
say,  there  should  be  no  non-oscillating  points  throughout  the  frequency 
spectrum  covered  by  the  receiver. 

The  d-c.  power  supplied  to  a  vacuum  tube  employed  as  a  regenera¬ 
tive  detector  in  a  short  wave  receiver  will  be  converted  into  an  alternat¬ 
ing  current  of  high  frequency  (c.w.)  in  a  manner  exactly  similar  to  that 
of  any  Oscillator  tube  when  the  proper  feed-back  of  plate  energy  into 
grid  circuit  is  provided.  There  are  several  methods  by  which  the 


Fig.  382. — A  typical  short  wave  receiver  circuit  using  plug-in  inductances,  fixed 
tickler  coupling  and  a  small  variable  condenser  to  control  regeneration.. 

amount  of  feed-back  voltage  introduced  into  the  grid  circuit  can  be 
controlled,  as  previously  mentioned,  three  of  which  are  shown  in  Figs. 
380a,  380b  and  380c.  This  control  of  the  plate  output  is  essential  in 
order  to  allow  the  receiver  to  be  easily  and  gradually  changed  from  an 
oscillating  to  a  non-oscillating  condition.  The  latter  adjustment  of  the 
circuit  permits  the  operator  to  obtain  all  of  the  advantages  of  regenera¬ 
tion  for  the  purpose  of  amplifying  short  wave  broadcast  signals.  On 
the  other  hand,  the  circuit  should  be  maintained  in  an  oscillating  con¬ 
dition  when  continuous  wave  signals  are  to  be  received. 

In  the  circuit  illustrated  in  Fig.  382  the  coupling  is  purely  electro¬ 
magnetic  (inductive)  between  the  antenna  and  secondary  coils.  There 
are  certain  types  of  receivers  which  employ  a  small  coupling  condenser. 
The  magnetic  coupling  allows  a  maximum  transfer  of  energy  without 
affecting  the  wavelength  calibration.  By  changing  the  coupling,  greater 
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selectivity  is  possible  and  interference  from  outside  induction  noises  is 
minimized.  Harmonic  tuning  is  also  possible  when  using  magnetic 
coupling  by  connecting  a  variable  condenser  in  series  with  the  antenna 
and  coupling  coils.  There  are  several  advantages  to  be  gained  by 
harmonic  tuning  as  follows :  One  advantage  is  that  a  long  antenna  may 
be  erected  which  increases  the  inductance  of  the  circuit  and  this  increase 
in  the  antenna’s  electrical  length  naturally  permits  a  higher  pick-up  of 
signal  strength.  Also,  the  tuning-in  of  this  energy  can  be  accomplished 
at  one  of  the  antenna  harmonics.  The  effect  of  harmonic  tuning  is 
most  noticeable  on  wavelengths  in  which  the  fundamental  or  natural 
period  of  the  antenna  is  some  multiple  of  the  wavelength  of  the  signal 
received.  Suppose  that  the  natural  period  of  an  antenna,  when  con¬ 
nected  to  one  of  the  plug-in  antenna  coupling  coils,  should  be  300 
meters,  then  in  this  case  the  second  harmonic  would  be  150  meters,  the 
third  harmonic  100  meters,  the  fourth  75  meters,  and  so  on. 

Accordingly  it  is  possible  to  adjust  an  antenna,  by  using  a  certain 
coil,  fco  that  one  of  its  harmonics  falls  approximately  on  the  wavelength 
of  the  station  whose  signals  are  desired.  If  we  adjust  the  coupling  of 
the  antenna  coil  and  secondary  coil  too  close  when  tuning  a  short  wave 
receiver  it  would  most  likely  cause  oscillations  to  cease  at  the  different 
harmonics.  If  this  should  happen  the  circuit  can  again  be  set  into 
oscillation  by  increasing  the  regeneration  which  in  this  circumstance 
would  be  done  by  slightly  decreasing  the  coupling.  It  will  be  found 
that  stronger  signals  are  obtained  at  these  resonant  points  than  on  other 
wavelengths  in  the  tuning  range.  A  good  plan  to  follow  when  tuning 
a  set  is  not  to  plug  the  antenna  coil  in  its  socket  until  after  other  adjust¬ 
ments  have  been  made  as  we  have  outlined  in  subsequent  paragraphs. 
There  is  practically  one  standard  type  of  receiver  used  in  short  wave 
reception.  It  employs  a  fixed  tickler  system,  and  a  variable  condenser 
(throttle  condenser)  to  control  the  amount  of  regeneration. 

Placing  a  Short  Wave  Receiver  in  Operation  and  General  Descrip¬ 
tion. — The  tuning  and  regeneration  controls  should  be  operated  accord¬ 
ing  to  the  suggestions  given  in  the  following  paragraphs.  These  simple 
rules  are  applicable,  in  general,  to  any  type  of  short  wave  receiver  using 
a  fixed  tickler.  Remember  that  efficient  tuning  comes  only  with  prac¬ 
tice.  The  best  adjustments  for  receiving  either  telegraphic  signals 
(code)  or  phone  messages  is  a  matter  of  experiment.  A  detector  circuit 
consisting  of  a  fixed  tickler  and  a  throttle  condenser  for  regeneration 
control  is  used  in  our  explanation.  The  schematic  wiring  diagram  is 
given  in  Fig.  382.  Smooth  regeneration  control  is  effected  by  changes 
in  the  throttle  condenser’s  capacity  while  tuning  is  but  slightly  effected 
by  this  method.  In  brief  the  function  of  this  condenser  is  to  limit  the 
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amount  of  radio-frequency  current  in  the  feed-back  circuit,  which  is  the 
same  thing  as  saying  that  it  limits  the  amount  of  regeneration. 

Although  the  circuit  shown  in  the  diagram  employs  only  one  stage 
of  a.f.  amplification  an  additional  stage  may  be  added  if  desired;  the 
connections  then  would  follow  the  usual  convention  for  such  circuits. 

The  signal  oscillations  pass  from  the  antenna  system  to  the  input 
circuit  of  the  first  tube  by  means  of  the  mutual  inductance  (magnetic 
coupling)  between  antenna  coil  Lp  and  grid  coil  Ls .  The  grid  coil  and 
condensers  C2,  Cs  comprise  the  tuned  circuit  and  the  r.f.  voltage  set 
up  across  the  condenser  is  applied  between  grid  and  filament.  The 
maximum  capacity  of  C3  is  .00025  mfd. 

Regeneration  is  made  possible  through  the  fixed  coupling  between 
plate  coil  T  and  grid  coil  Ls,  but  the  actual  amount  of  this  regeneration 
is  governed  by  the  adjustment  of  the  throttle  condenser  C\.  It  is  the 
function  of  this  condenser  to  limit  the  amount  of  radio-frequency  cur¬ 
rent  in  the  feed-back  circuit.  Changing  this  condenser's  capacity  causes 
it  to  offer  more  or  less  opposition  to  the  high  frequencies.  The  con¬ 
denser's  opposition  is  technically  known  as  its  reactance  (capacity  react¬ 
ance).  So  when  it  is  said  that  a  condenser  offers  more  or  less  opposition 
to  currents  of  different  frequencies  we  could  express  this  in  terms  of 
reactance.  However,  it  should  be  borne  in  mind  that  this  condenser 
adjustment  is  not  critical  and,  when  once  set,  the  circuit  should  oscil¬ 
late  over  the  tuning  range  without  difficulty. 

The  tube  should  go  in  and  out  of  oscillation  slowly,  not  abruptly, 
when  changing  from  an  oscillating  to  a  non-oscillating  condition.  When 
a  short  wave  receiver  is  first  placed  in  operation  both  the  wavelength 
and  regeneration  dials  should  be  set  at  zero,  followed  by  rotating  the 
regeneration  dial  approximately  one-third  the  distance  across  the  dial 
scale  until  an  indication  of  oscillation  is  heard  in  the  telephone.  A 
simple  test  which  will  indicate  whether  or  not  a  receiver  is  oscillating  is 
to  touch  the  grid’ side  of  the  secondary  coil;  if  a  click  is  heard  in  the 
telephones  each  lime  contact  is  made  between  your  finger  and  con¬ 
denser  plate  the  receiver  is  oscillating.  After  reaching  the  critical  point 
at  which  oscillation  starts,  the  regeneration  dial  should  be  moved  a  few 
points  higher  for  stable  operation. 

Now  after  the  above  tuning  adjustments  have  been  made,  plug  in 
the  antenna  coupling  coil  with  the  antenna  connected  to  the  receiver. 
With  the  antenna  coil  separated  from  the  secondary  coil  by  about  2 
inches  it  may  be  found  that  the  oscillations  have  stopped.  In  this  case 
the  regeneration  dial  should  be  again  rotated  a  few  degrees  beyond  this 
setting.  If  this  is  not  sufficient  to  start  the  oscillations,  a  decrease  of 
coupling  between  the  antenna  coil  and  secondary  coil  may  be  necessary. 
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With  the  receiver  oscillating,  it  will  no  doubt  be  found  that  when  mov¬ 
ing  the  wavelength  dial  from  zero  to  maximum,  the  receiver  stops  oscil¬ 
lating  at  various  points,  indicating  that  the  secondary  circuit  is  in  reso¬ 
nance  with  either  the  fundamental  frequency  of  the  antenna  circuit  or 
one  of  its  harmonics.  It  is  possible  that  the  wavelengths  most  fre¬ 
quently  used  by  the  operator  may  fall  on  one  of  the  non-oscillating 
points,  and  if  this  occurs  it  will  be  necessary  to  alter  the  size  of  the 
antenna,  either  lengthening  or  shortening  it  to  permit  oscillation  to  be 
maintained  again. 

Reducing  the  coupling  may  also  shift  the  non-oscillating  dead 
points,  but  this  in  turn  will  decrease  the  signal  strength.  Also,  by 
increasing  regeneration  to  a  higher  point  this  undesirable  condition  may 
be  overcome.  In  brief,  there  are  two  ways  of  shifting  the  dead  spot 
to  make  the  detector  circuit  oscillate  over  the  entire  range  of  the  dial, 
either  by  inserting  a  coil  or  a  condenser  in  series  with  the  antenna,  with 
a  switch  provided  to  cut  these  elements  in  or  out  as  desired.  Dead 
spots  are  often  due  to  the  use  of  inefficient  choke  coils  in  the  detector 
plate  lead.  A  choke  coil  with  a  very  low  impedance  at  certain  frequen¬ 
cies  in  the  short  wave  band  will  act  as  a  short  circuit  for  the  tube’s  high 
frequency  output  and  thus  prevent  the  set  oscillating.  The  obvious 
remedy  in  a  case  of  this  kind  is  the  use  of  a  good  choke. 

It  may  be  necessary  to  alter  the  detector  plate  voltage,  when  inter¬ 
changing  plug-in  inductances,  for  some  require  more  voltage  than  others. 

The  short  wave  receiver  illustrated  in  Fig.  382  shows  the  plate  coil 
T  magnetically  coupled  to  the  secondary  coil  Ls,  both  coils  being  in  a 
fixed  mechanical  relation,  thus  providing  the  requisite  feed-back  energy 
from  the  output  to  the  input,  as  previously  stated.  The  coupling 
between  antenna  coil  Lp  and  secondary  coil  Ls  is  inductive  and  variable. 
The  grid-leak  resistance  should  be  comparatively  high,  otherwise  squeal¬ 
ing  and  howling  may  occur,  and  the  circuit  in  general  be  made  unstable 
in  operation.  The  correct  value  is  found  experimentally.  We  might 
suggest  that  the  values  of  leak  resistances,  in  general,  used  for  this  work 
range  from  2  to  10  megohms.  Sometimes  a  leak  resistance  value  of 
about  2  to  5  megohms  will  be  found  best  while  in  other  instances  high 
values  would  be  required. 

The  oscillatory  circuit  consists  of  the  main  tuning  condenser  C$ 
shunted  across  the  secondary  coil  Ls.  A  variable  condenser  C2  of  low 
capacitance  is  connected  in  shunt  with  C3  to  provide  a  vernier  control 
for  fine  tuning.  Although  each  plug-in  coil  covers  a  large  frequency 
range,  the  small  variable  air  condenser  C2  permits  a  close  frequency 
variation  which  is  called  a  “  beat  frequency  control.”  The  regeneration 
or  throttle  condenser  C\  connected  between  the  filament  and  the  tickler 
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coil  is  adjusted  whenever  an  increase  or  decrease  in  regeneration  is 
desired.  It  functions  as  follows:  The  regeneration  control  or  throttle 
condenser  Ci  should  be  held  at  a  point  where  oscillations  are  just  main- 
tined  when  receiving  c.w.  or  i.c.w.  It  will  be  found  that  the  maximum 
response  in  the  telephones  will  be  received  for  a  weak  signal  at  this 
point,  because,  as  set  forth  on  the  subject  of  “  Regeneration,”  feeble 
currents  are  amplified  in  intensity  a  great  many  more  times  than  a 
strong  signal  for  the  same  adjustment  of  regeneration. 

On  the  other  hand,  when  it  is  desired  to  receive  broadcasting,  it  is 
necessary  to  place  the  receiver  in  a  non-oscillating  condition,  as  pre¬ 
viously  stated.  This  can  be  done  by  adjusting  the  throttle  condenser 
just  below  the  point  where  oscillations  are  maintained,  or  at  a  point 
where  the  circuit  is  rendered  incapable  of  producing  oscillations,  for 
this  provides  a  maximum  regeneration.  In  other  words,  the  capacitance 
of  Ci  is  varied  until  its  reactance  or  opposition  to  the  radio-frequency 
component  of  the  plate  current  is  sufficient  to  prevent  oscillations  and 
yet  allows  only  a  limited  amount  of  energy  to  pass  through;  just  enough 
in  order  to  give  maximum  regenerative  amplification.  Adjustment  of 
the  filament  current  by  the  filament  rheostat  provides  another  method 
for  obtaining  maximum  regeneration.  This  receiver  functions  as  a 
straight  regenerative  circuit  with  feed-back  provided  by  the  plate  coil, 
when  it  is  not  oscillating. 

One  stage  of  audio-frequency  amplification  may  be  added  to  the 
short-wave  receiver  as  suggested  in  the  diagram,  making  it  a  two-tube 
receiver,  consisting  of  a  regenerative  detector  and  audio  amplifier.  This 
circuit  functions  similarly  to  any  audio-frequency  amplifier  in  building 
up  a  signal  of  satisfactory  volume.  The  action  of  the  audio  amplifier, 
briefly,  is  as  follows:  An  alternating  e.m.f.  is  induced  in  the  secondary 
of  the  audio-frequency  transformer  AF  due  to  the  changing  magnetism  set 
up  in  the  iron  core  by  the  varying  audio  current  in  primary  coil  P .  The 
grid  of  the  audio  amplifier  tube  is  charged  with  this  signal  voltage.  In 
turn  the  signal  is  repeated  in  the  plate  circuit  by  variations  in  plate 
current;  such  variations  must  faithfully  record  the  audio  wave  form  and 
the  frequency  of  the  input  energy  to  the  grid.  This  is  the  action  of  all 
amplifiers.  The  changing  magnetism  in  the  phone  windings  caused  by 
the  fluctuating  plate  current  in  the  amplifiers'  output  acts  upon  the 
diaphragms  of  the  telephone  receivers,  causing  them  to  vibrate.  To 
prevent  the  amplifier  circuit  from  breaking  into  self-oscillation  it  is 
suggested  that  approximately  67.5  volts  or  less  of  “B”  battery  voltage 
be  used  on  the  plates,  and  the  filament  voltage  carefully  adjusted. 

A  radio-frequency  choke  coil  is  shown  inserted  in  series  with  the 
detector  plate  circuit  to  prevent  losses  of  radio-frequency  through  the 
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leads  connecting  to  the  power  supply.  In  some  short  wave  receivers, 
the  r.f.  choke  coil  is  replaced  by  a  high  resistance  of  approximately 
25,000  ohms.  A  radio-frequency  choke  coil  can  be  easily  constructed  by 
closely  winding  110  turns  of  No.  40  DCC  wire  in  a  single  layer  on  a 
tubing  of  insulating  material  2  inches  long. 

Winding  data  for  six  sets  of  plug-in  inductances  are  tabulated  here¬ 
with  in  order  to  suggest  the  approximate  size  of  wire  and  number  of 
turns  necessary  for  the  coverage  of  given  wavelength  bands.  The  cor¬ 
responding  frequency  range  is  also  given.  Only  an  approximation  can 
be  given  because  the  tuning  range  is  governed  by  the  capacity  of  the 
tuning  condenser  used,  as  previously  stated. 

The  range  of  wavelengths  which  certain  coils  will  cover  depends 
mainly  upon  the  maximum  capacity  of  the  tuning  condenser  shunted 
across  the  coil.  To  give  an  idea  of  the  wide  variance  in  the  relation 
between  the  capacity  and  coil  versus  wavelength  band  the  paragraph 
following  sets  forth  a  few  cases  for  comparison. 

The  inductances  are  made  up  in  different  forms  according  to  the 
preferences  of  a  designer.  We  have  the  solenoid  type,  sometimes  referred 
to  as  the  single  layer  wound,  the  basket  weave  type,  etc.  All  coils  are 
designed  with  the  view  of  lowering  their  distributed  capacity  to  pre¬ 
vent  high  frequency  losses.  Basket  weave  or  Lorenze  coils  have  a  low 
distributed  capacity,  but  there  is  a  slightly  smaller  magnetic  field  built 
up  around  these  coils  on  account  of  the  space  winding  than  is  the  case 
in  layer  wound  coils.  The  main  problem  in  dealing  with  short  waves 
is  to  construct  the  apparatus  so  that  the  losses  of  high  frequency  are 
reduced  to  a  minimum. 

It  should  be  remembered  that  the  range  of  wavelengths  which  cer¬ 
tain  coils  will  cover  depends  upon  the  maximum  capacity  of  the  tuning 
condenser  which  is  shunted  across  it. 

Other  refinements  may  be  included,  such  as  a  movable  tickler  coil 
to  be  used  principally  for  initial  adjustments.  The  rotary  condenser 
plates  should  connect  to  the  filament  side  of  the  circuit  in  order  to  cut 
down  the  body  capacity  effect,  and  grounding  of  the  filament  circuit 
may  be  necessary  in  some  cases. 

The  flat  layer  solenoid  type  of  plug-in  inductance  is  usually  wound 
on  notched  rib  forms,  or  narrow  bars  of  high  grade  insulating  mate¬ 
rial.  The  basket  weave  (Lorenze)  type,  previously  mentioned,  is  a 
form  of  winding  in  wide  use,  its  particular  form  gives  it  mechanical 
strength,  and  because  it  is  self-supporting  it  requires  only  the  use  of 
an  insulated  bar  to  hold  the  terminal  pins  for  making  electrical  con¬ 
nection  to  the  jack  plugs. 

Some  idea  of  this  dependence  of  frequency  range  upon  the  size  of  a 
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coil  and  the  capacitance  associated  with  it  can  be  obtained  if  a  few 
examples  are  cited  as  follows:  The  values  given  are  only  with  the  under¬ 
standing  that  they  will  differ  when  various  types  of  coils  ate  used  in  the 
receiver,  as  for  example,  the  solenoid  or  single  layer  wound  coil,  basket 
weave  and  other  popular  types. 

WIRE  DATA  FOR  PLUG-IN  INDUCTANCE  COILS 


Coil 

Frequency  Band 
Kilocycles 

Corresponding 
Wavelength 
Band  Meters 

No.  of 
Turns  on 
the 

Tickler 

No.  of 
Turns  on 
the 

Primary 

No.  of 
Turns  on 
the 

Secondary 

1 

1,000-  2,150 

300-139 

6 

4 

33 

e 

2,150-  4,550 

139-  65 

4 

3 

18 

3 

4,550-  7,300 

65-  41 

4 

2 

10 

4 

7,300-11,000 

41-  27 

4 

2 

8 

5 

11,000-16,000 

27-  17 

4 

2 

6 

6 

16,000-20,000 

17-  15 

3 

1 

4 

R.  F  Amplifier  Plifrto  s  Regenerative  Audio  Audio 


Fig.  383. — Showing  a  stage  of  r.f.  amplification  employing  the  screen  grid  tube  pre¬ 
ceding  a  regenerative  detector  and  two  stage  audio  amplifier  for  short  wave  reception. 


An  enameled  No.  28  wire  is  used  for  the  tickler  and  primary  wind¬ 
ings,  and  No.  20  wire  for  the  secondary  of  all  coils  for  which  these  par¬ 
ticular  data  are  applicable.  The  turns  are  space-wound  to  lower  their 
distributed  capacitance  and  are  wound  on  a  form  3  inches  in  diameter. 
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The  receiving  circuit  just  described  is  known  as  a  regenerative 
detector  circuit  with  one  stage  of  audio  amplification,  and  is  practically 
standard  for  short  wave  work.  A  vacuum  tube  circuit  used  solely  as 
a  combined  detector,  oscillator  and  amplifier,  is  known  generally  as  an 
“  autodyne  ”  circuit. 

A  schematic  diagram  and  circuit  constants  of  a  four-tube  set  employ¬ 
ing  the  screen  grid  tube  in  the  r.f.  stage  is  given  in  Fig.  383.  The  regen¬ 
erative  detector  circuit  is  arranged  similar  to  the  circuit  shown  in  Fig. 
3806.  The  addition  of  a  radio-frequency  stage  and  two  audio  stages 
does  not  materially  alter  the  principles  involved  in  the  use  of  the  regen¬ 
erative  detector.  Observe  in  Fig.  383  that  a  variable  resistance  inserted 
in  series  with  the  detector  plate  lead  is  utilized  to  effect  control  of 
regeneration. 

Legend  and  Circuit  Constants  for  Receiver  Shown  in  Fig.  383 

A.  Antenna  coil.  The  incoming  signal  current  sets  up  a  voltage 
drop  across  “  A  ”  which  is  applied  between  grid  and  filament 
of  the  r.f.  amplifier.  This  coil  is  of  the  plug-in  type,  or  a 
resistor  of  very  high  value  may  be  used. 

LI.  Tuning  inductance — plug-in  type. 

L2.  Tickler  Inductance — plug-in  type. 

L3.  R.F.  choke.  A  choke  suitable  for  short  wave  work  should 
range  in  inductance  value  from  approximately  85  to  250  mil¬ 
lihenries. 

Cl.  Short  wave  variable  tuning  condenser— plug-in  type  optional. 

Generally  called  a  midget  condenser. 

C2.  Grid  condenser — .0001  to  .00015  mfd. 

C3.  Fixed  by-pass  condenser— 2000  mmfd.  (.002  mfd.). 

C4.  Fixed  by-pass  condenser — .003  mfd.  (3000  mmfd.). 

C5.  Fixed  by-pass  condenser — .0005  mfd.  (500  mmfd.)  or  .001  mfd. 

(1000  mmfd.). 

RRRR.  Filament  ballast  resistors  of  .25  ampere  type  used  to  automati¬ 
cally  regulate  the  filament  voltage.  (This  value  depends 
upon  the  type  of  tube  employed.) 

RG.  Regeneration  control.  Variable  resistance  50,000  ohms. 

RV.  Volume  control.  Variable  resistance  200,000  ohms. 

RD.  Biasing  resistor  of  from  10  to  15  ohms.  Furnishes  a  small  bias 

to  the  control  grid  of  the  four-electrode  tube  UX-222. 

GL.  Grid  leak  resistance.  From  2  to  10  megohms. 

T1  &  T2.  Audio  transformers. 

A  short  wave  set  may  be  coupled  to  a  special  audio  amplifying  sys- 
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tem  to  work  in  conjunction  with  a  televisor  for  the  reception  and  repro¬ 
duction  of  moving  objects  and  scenes.  It  requires  a  broad  band  of  fre¬ 
quencies  to  accomplish  television,  and  for  this  class  of  service  special 
channels  must  be  allocated  by  the  Radio  Commission.  The  modulating 
frequencies  used  in  this  work  may  include  in  some  instances  a  band 
between  80  to  500  kc.  in  width.  In  general  the  number  of  “  dots  ” 
to  each  picture  and  the  number  of  complete  pictures  transmitted  each 
second  determine  the  perfection  of  definition  of  the  image  reproduced 
by  the  receiving  set. 

Antenna. — An  outdoor  antenna  of  most  any  shape  or  dimensions 
will  pick  up  sufficient  energy  to  give  good  readable  signals  in  the  20-40- 
80  meter  and  other  short  wave  bands.  A  vertical  antenna  in  many 
instances  is  not  as  efficient  as  one  having  both  horizontal  and  vertical 
positions.  Whenever  local  conditions  permit  it  is  a  good  plan  to  elevate 
the  aerial  wire  as  high  as  possible  in  a  free  unobstructed  space,  and 
clear  of  all  energy  absorbing  bodies.  The  length  of  the  wire  is  not 
critical  and  in  most  installations  you  would  find  that  a  wire  from  about 
20  to  60  feet  would  prove  sufficient  for  this  purpose.  A  long  antenna 
for  short  wave  work  is  not  necessary.  Insulators  having  a  high  dielec¬ 
tric  strength,  such  as  glass  insulators,  reduce  high-frequency  losses  and 
should  be  used  at  all  points  of  support. 

1-KW.  High  Frequency  (Short  Wave)  Transmitter,  RCA  Model 
ET-3656.— This  transmitter  provides  only  for  continuous  wave  (c.w,) 
telegraph  communication.  The  oscillatory  circuits  are  designed  to 
cover  a  continuous  wavelength  range  of  15  to  50  meters  (20,000  to  6000 
kc.).  The  output  of  the  set  works  into  a  single  wire  antenna  through 
an  antenna  coupling  transformer.  A  combination  of  voltage  and  cur¬ 
rent  feed  system  is  employed,  thus  permitting  either  method  to  be 
used  as  required  for  antenna  excitation.  Views  of  this  high  frequency 
transmitter  are  given  in  Figs.  384,  385a,  3855  and  385c. 

The  transmitter  employs  a  total  of  six  vacuum  tubes  operating  in 
the  circuit  as  shown  in  the  schematic  diagram,  Fig.  386.  The  six  tubes 
and  their  associated  circuits  perform  the  following  functions:  one  UX-211 
operates  as  a  crystal-controlled  master  oscillator,  one  UX-860  as  a  fre¬ 
quency  doubler,  two  similar  type  tubes  also  as  frequency  doublers  and 
two  UV-861  tubes  as  output  radio  amplifiers.  The  conventional  type 
crystal-controlled  master  oscillator,  intermediate  amplifier,  and  main 
power  amplifier  circuits  are  so  arranged  that  when  in  operation  the 
quartz  crystals  are  not  subjected  to  excessive  voltages  which  might  pos¬ 
sibly  cause  them  to  crack  or  break  under  a  strain. 

A  description  of  the  manner  in  which  the  tubes  function  is  as  follows: 
a  UX-211,  50- watt  tube,  operating  as  an  oscillator  on  only  500  volts 
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plate  potential,  supplies  power  to  the  quartz  crystal,  resulting  in  the 
tube’s  output  frequency  being  controlled  by  the  characteristics  of  the 
crystal.  The  radio-frequency  current  through  the  crystal  is  maintained 
at  a  very  low  value  by  the  low  plate  voltage  used  on  the  tube,  as  pre¬ 
viously  mentioned.  Several  crystals  are  mounted  in  a  temperature- 
controlled  compartment  in  order  to  prevent  a  variation  of  the  crystal’s 


Fia.  384. — Model  ET-3656. — 1-kw.  high  frequency  transmitter.  Front  view  with 

doors  open. 


frequency  due  to  changes  in  temperature.  A  switch  allows  any  one  of 
the  crystals  to  be  connected  in  the  circuit.  Note  the  heater  element 
and  the  thermostat  in  the  upper  left  of  the  diagram  used  to  regulate 
the  temperature.  The  output  of  the  crystal-controlled  tube  circuit, 
consisting  of  an  inductance,  a  variable  capacitor  and  a  radio-frequency 
meter  are  coupled  through  a  fixed  condenser  to  the  input  circuit  of  a 
UX-860  amplifier  tube  which  is  especially  designed  to  double  the  input 
frequency.  The  output  of  this  tube  supplies  grid  excitation  to  the  third 
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tube  stage,  which  uses  two  UX-860  tubes  connected  in  push-pull  arrange¬ 
ment.  The  final  high  frequency  of  the  transmitter  is  obtained  in  the 
intermediate  stage  by  doubling  the  frequency  twice  in  its  output.  Two 
UX-861  tubes  are  in  the  fourth  amplifier  stage,  although  only  one  tube 
is  shown,  and  they  increase  the  power  of  the  high  frequency  energy 
received  from  the  preceding  two  push-pull  UX-860  tubes. 

The  practical  operation  of 
the  transmitter  requires  that 
when  the  motor-generator  is 
set  into  operation,  and  im¬ 
mediately  after  the  armature 
reaches  the  full-running  posi¬ 
tion,  the  filament  voltages 
should  be  adjusted  to  provide 
their  proper  working  potentials 
by  means  of  the  filament 
rheostat,  which  varies  the 
voltage  input  to  the  filament 
heating  transformer.  The 
proper  crystal  is  then  selected 
for  the  frequency  on  which 
communication  is  to  be  main¬ 
tained,  after  which  the  radio 
amplifier  stages  are  tuned  in 
succession  for  maximum  out¬ 
put  by  means  of  a  continu¬ 
ously  variable  inductance 
adjustment  provided  in  each 
stage.  The  tubes  should  be 
operated  on  low  plate  voltage 
before  the  above  resonance 
adjustments  are  made  and 
after  completion  the  plate 
voltage  should  be  readjusted 
until  maximum  output  in  the 
antenna  is  obtained.  The  tuning  adjustments  are  recorded  on  a 
tuning  card  in  order  to  facilitate  the  placing  of  the  controls  in  their 
proper  positions  for  the  desired  transmitting  frequency.  The  output 
power  of  the  transmitter  may  be  lowered  to  an  amount  less  than 
the  normal  1-kw.  output  by  reducing  the  plate  voltage  supplied  to  the 
frequency  doublers  and  output  amplifier  stages. 

The  use  of  the  four-element  type  vacuum  tubes,  UX-860  and  UV-861, 


Fig.  385a. — 1-kw.  high  frequency  transmitter, 
RCA  Model  ET-3656.  Right  side  view  with 
shields  removed. 
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in  a  short  wave  transmitter  permits  the  amplifier  circuits  to  be  coupled 
in  the  usual  manner  without  the  need  of  neutralizing  condensers.  The 
self-capacity  of  the  tubes  is  lowered  to  a  negligible  value  because  the 
fourth  element  becomes  a  shielded  grid  when  impressed  with  a  constant 
positive  potential  of  correct  value.  The  shielded  grid  acts  as  an  elec¬ 
trostatic  screen  between  the  control  grid  and  the  plate,  thus  preventing 

the  passage  of  uncontrolled 
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should  not  be  affected  in 
any  way,  the  plate  is 
energized  from  a  separate 
d-c.  generator  coupled  to 
The  screen  grid  bias  volt- 


Fig.  3856. — Left  side  view  of  1-kw.  high  frequency 
transmitter,  Model  ET-3656. 


the  shaft  of  the  main  motor-generator  set 
ages  for  all  tubes  also  is  obtained  from  this  separate  generator. 

The  vacuum  tube  filaments  are  energized  from  two  slip  rings  pro¬ 
vided  on  the  motor  armature  winding.  The  UV-861  filament  requires 
10  amperes  and  11  volts  impressed  across  the  input  terminals,  while 
the  UX-860  draws  3.25  amperes  at  10  volts.  The  plate  voltage  to  the 
UX-860  and  UV-861  tubes  is  supplied  from  a  3000-volt  double  com¬ 
mutator  generator.  One  winding  on  the  armature  generates  1500  volts 
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and  will  deliver  approximately  .4  ampere  of  direct  current  to  the  two 
UX-860  tubes  and  the  two  windings  connected  in  series  will  deliver 
twice  this  voltage,  or  3000  volts,  to  the  plates  of  the  UV-861  tubes 
which  draw  1  ampere.  A  potentiometer  is  connected  to  the  output  of 
a  second  double  commutator  generator.  This  potentiometer  serves  as 
a  voltage  divider  from  which  are  taken  the  plate  supply  for  the  UX-211 
crystal-controlled  master 
oscillator  and  the  bias  volt¬ 
ages  for  the  control  grids  of 
the  UX-860  and  UV-861 
tubes. 

200 -Watt  High  Fre¬ 
quency  Radio  Transmitter 
RCA  Model  ET-3655.  This 
transmitter  is  designed  for 
telegraphic  communication 
on  continuous  waves  with 
provisions  made  to  operate 
on  T.  C.W.  (tone  c.w.), 
sometimes  called  intermit¬ 
tent  continuous  wave  in 
commercial  practice,  where¬ 
as  this  energy  is  actually  a 
continuous  wave  modulated 
at  tone  frequency.  A  dia 
gram  of  the  transmitter 
unit  is  shown  in  Fig.  387. 

When  suitable  connections 
are  made  between  a  radio 
telephone  unit  and  the  main 
transmitter  unit,  any  of  the 
different  forms  of  transmis¬ 
sion  may  be  employed. 

The  transmitter  operates  on 
four  wavelength  bands 
covering  a  continuous  range  of  26  to  150  meters.  The  bands  are 
divided  to  include  waves  between  26  and  36  meters,  36  and  50,  50 
and  90  and  90  and  150.  The  master  oscillator-power  amplifier  type 
circuit  is  used,  feeding  into  a  Hertzian  antenna. 

The  main  transmitter  utilizes  four  vacuum  tubes,  one  UX-860  as  a 
master  oscillator,  two  UX-860  tubes  as  power  .amplifiers  and  one 
UX-860  as  an  audio  oscillator.  The  last  tube  functions  as  an  audio- 


Fig.  385c. — 1-kw.  high  frequency  transmitter, 
Model  ET-3656.  Rear  view  with  shields  re¬ 
moved. 
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Fiq.  386. — The  schematic  wiring  diagram  of  Model  ET-3656  one  kw.  high  frequency  (short  wave)  crystal-controlled  tube  transmitter. 

This  set  employs  the  screen  grid  type  tubes  in  the  amplifier  circuits. 
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frequency  generator  which  modulates  the  carrier  frequency  of  the  mas¬ 
ter  oscillator  when  T.C.W.  transmission  is  desired.  Slip  rings  provided 
on  the  motor  armature  winding  supply  200  watts  a-c.  power  for  heating 
the  tube  filaments  through  the  low  voltage  winding  on  the  filament 
transformer  T ,  the  filament  terminal  voltage  being  controlled  by  the 
rheostat  R. 

Operation  of  the  Transmitter. — The  variable  condenser  marked  C\ 
tunes  the  master  oscillator  circuit  to  the  desired  carrier  frequency. 
This  circuit  can  be  modified  to  operate  either  as  a  radio  amplifier  or 
frequency  multiplier  to  permit  the  use  of  crystal  control.  The  need 
for  any  form  of  neutralizing  is  eliminated  whenever  the  screen  grid 
type  UX-860  tube  is  employed.  The  fourth  element  or  screen  grid  is 
supplied  with  a  positive  electric  potential  which  serves  to  reduce  the 
inter-electrode  (plate  to  grid)  capacity  of  the  tube  to  a  negligible  value. 
The  undesirable  effects  known  as  wobbling  or  frequency  instability  are 
practically  reduced  to  a  minimum  by  the  use  of  the  four-element  tube. 
The  master  oscillator  circuit  feeds  its  carrier  frequency  to  the  two 
UX-860  tubes  connected  in  parallel  and  their  output  works  into  the 
Hertzian  antenna.  The  coupling  effects  due  to  the  common  connec¬ 
tions  of  master  oscillator  and  power  amplifier  are  canceled  by  inserting 
a  combination  of  resistance  and  impedance  in  series  with  the  voltage 
supply  leads  connecting  to  the  screened  grid  elements  of  the  tubes. 
There  are  two  sets  of  resistances  and  impedances  connected  in  the 
screen  grid  leads,  each  set  being  marked  R\  and  L. 

The  power  amplifier  tuned  circuit  consists  of  inductance  L  and  two 
variable  condensers  C  and  C.  The  capacitance  of  these  condensers  is 
varied  simultaneously  because  their  rotor  plates  are  attached  to  the 
same  shaft.  Condenser  C2  serves  as  a  coupling  condenser  permitting 
the  passage  of  the  radio-frequency  component  of  both  power  amplifiers* 
plate  current  to  the  tuned  circuit  just  mentioned. 

Modulated  wave  signals  or  T.C.W.  can  be  transmitted  by  placing 
the  signal  selector  switch  in  the  T.C.W.  position,  which  closes  the  fila¬ 
ment  circuit  of  the  audio  oscillator  and  hence  an  audio-frequency  is 
obtained.  Various  audio-frequencies  are  possible  by  simply  varying 
the  capacity  of  the  audio  oscillator  circuit.  This  is  accomplished  by 
placing  the  switch  marked  in  the  diagram  “Audio  Tone  Frequency 
Switch”  in  one  of  three  positions,  and  in  this  manner  the  audio  oscil¬ 
lator  grid  bias  is  altered  at  either  a  500,  700,  or  1000-cycle  rate. 

The  potentiometer  connected  across  the  high  voltage  terminals, 
positive  (+  HV)  and  negative  (—  HV)  of  the  d-c.  generator,  is  used  as 
a  voltage  divider,  and  from  it  all  of  the  screen  grid  and  bias  voltages 
are  obtained. 


Antenna  I  |  Hertzian 
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Fig.  387. — -Complete  schematic  wiring  diagram  of  the  200-watt  short  wave  transmitter  Model  ET-3655.  This  transmitter 
employs  screen  grid  tubes  and  a  Hertzian  type  antenna.  It  ha^a  wavelength  range  from  26  to  150  meters.  Crystal  control 

may  be  used  to  stabilize  the  transmitted  frequency  if  desired. 
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The  Hertzian  type  antenna  resembles  two  inverted  “  L”  types  with 
their  vertical  portions  back  to  back  and  horizontal  portions  extending 
in  opposite  directions  from  the  vertical  portions.  This  design  is  known 
as  the  modified  horizontal  doublet  type.  To  minimize  radiation  in  the 
vertical  portion  of  the  antenna  (also  called  the  transmission  line)  it  is 
transposed  throughout  its  full  length.  The  transmitter  is  equipped  with 
two  magnetically  operated  relays.  When  the  sending  key  is  up,  the 
receiving  set  is  connected  to  the  antenna,  but  when  the  key  is  down  the 
receiver  is  short-circuited. 

Radio  Telephone  Attachment. — This  unit  is  the  conventional  speech 
amplifier-modulator  type  employing  the  Heising  method  (constant 
current  system)  for  obtaining  a  speech  modulated  radio  wave.  The 
principles  underlying  this  system  have  been  thoroughly  covered  in 
preceding  paragraphs.  Two  vacuum  tubes  are  used,  one  UV-849  as  a 
modulator,  and  one  UV-211  as  a  speech  amplifier. 

The  radio  telephone  unit  consists  of  a  modulation  plate  reactor 
microphone  supply,  bias  supply,  bias  filters,  speech  input  transformer, 
coupling  condensers,  choke  coils  and  indicating  instruments. 

The  plates  of  the  modulator  and  speech-amplifier  tubes  are  supplied 
with  a  high  positive  voltage  from  the  d-c.  generator.  The  grid  bias  for 
these  tubes  and  the  microphone  current  is  furnished  by  the  exciter. 

The  microphone  is  coupled  to  the  grid  of  the  UV-211  speech-ampli¬ 
fier  tube  through  a  1  to  25  step-up  iron-core  transformer.  When  the 
microphone  is  in  use  the  grid  of  the  amplifier  is  supplied  with  voltages 
which  vary  in  accordance  with  the  speech  frequency  current  flowing  in 
the  primary  of  the  transformer. 

Short  Wave  Adaptor. — It  is  possible  to  extend  the  operating  range  of 
all  types  of  modern  broadcast  receivers  to  include  the  short  wave  chan¬ 
nels  by  properly  connecting  a  short  wave  adaptor  circuit  to  the  receiver. 
With  an  adaptor  of  this  type  there  is  no  necessity  for  making  changes 
in  the  receiver  wiring.  A  typical  adaptor  circuit  is  shown  in  Fig.  387a. 
It  operates  on  the  super-heterodyne  principle  and  is  designed  for  use 
with  receivers  which  obtain  their  power  from  an  a-c.  line.  The  various 
elements  which  comprise  such  a  circuit  have  already  been  discussed 
in  different  parts  of  this  text.  The  schematic  diagram  is  given  to  show 
the  general  arrangement  of  a  circuit  of  this  type  by  which  it  is  possible 
to  convert  a  broadcast  receiver  into  a  short  wave  receiver  and  pick  up 
signals  from  short  wave  transmitting  stations.  Plug-in  coils  for  both 
tuning  circuits  change  the  wavelength  ranges.  These  ranges  overlap  suf¬ 
ficiently  to  insure  continuous  stability  from  the  lower  to  the  upper  limits 
of  response.  The  rotors  of  the  variable  condensers  are  grounded  to  mini¬ 
mize  capacity  effects  from  an  operators  hand  during  the  process  of  tuning. 
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Fig.  387a. — Schematic  diagram  of  a  short  wave  adapter  for  use  in  conjunction 
with  a  broadcast  receiver  to  extend  its  range  for  reception  of  signals  from  short- 

transmitting  stations. 
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CHAPTER  XXIII 


SPARK  FORM  OF  TRANSMISSION 

Introduction. — Radio-frequency  alternating  currents  of  suitable 
power  for  the  transmission  of  telegraphic  signals  are  generated  with  a 
spark  transmitter  by  the  process  of  utilizing  the  radio-frequency  oscil¬ 
lations  which  are  produced  whenever  a  condenser  discharges  across  a 
spark  gap  and  through  a  coil  of  wire,  or  inductance. 


Continuous  or  Undamped  Discontinuous  or  Damped 

Oscillations -Constant  Amplitude  Osculations -Decaying  Amplitude 


Fia.  388. — Curves  showing  two  different  forms  of  transmitted  radio-frequency  energy. 


A  periodically  reversing  current,  such  as  an  alternating  current  of 
radio-frequency,  may  consist  of  either  continuous  or  discontinuous 


Fig.  389. — The  circuits  of  a  spark  transmitter  from  the  a-c.  source  of  supply  to  the 

antenna. 


oscillations  as  curve  6,  Fig.  388.  A  group  of  continuous  oscillations  of 
constant  amplitude  is  shown  by  curve  a,  Fig.  388. 
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There  are  three  methods  employed  in  commercial  telegraphic  work 
for  generating  continuous  oscillations : 

(1)  By  a  vacuum  tube  oscillator. 

(2)  By  an  arc  generator  supplied  with  power  from  a  d-c.  source. 

(3)  By  the  radio-frequency  alternator  (the  Alexanderson  Alter¬ 

nator). 

Discontinuous  or  damped  oscillations,  which  decay  in  amplitude, 
are  generated  in  the  circuits  of  the  spark  transmitter  by  the  periodic 
discharge  of  some  form  of  condenser,  as  previously  mentioned.  A 
fundamental  diagram  of  such  a  circuit  is  illustrated  in  Fig.  389. 

The  complete  theory  underlying  the  action  of  a  condenser  when  it 
discharges  in  a  circuit  consisting  of  inductance  and  capacity  is  treated 
thoroughly  under  the  caption  “  How  an  Electrical  Circuit  Oscillates,” 
and  should  be  reviewed  at  this  time. 

Principles  of  Spark  Discharge. — Refer  to  Fig.  390,  showing  a  high 
voltage  transformer,  high  voltage  condensers,  spark  gap  and  inductance. 


Power  Transformer 


Fig.  390. — The  high  voltage  low  frequency  and  the  closed  oscillatory  circuits  of  a 
spark  transmitter.  The  simplified  sketches  at  the  top  show  the  oscillatory  circuit 
and  how  it  functions  to  produce  damped  oscillations  from  power  supplied  by  the 
secondary  of  a  step-up  transformer.  The  complete  cycle  of  events  is  shown  in  more 

detail  in  Fig.  273. 

Power  is  applied  by  the  transformer  to  the  oscillatory  circuit  formed  by 
the  primary  inductance,  the  high  potential  condensers,  and  the  spark 
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gap.  By  adjusting  the  length  of  the  gap,  the  point  at  which  a  certain 
voltage  or  potential  will  break  down  the  gap  resistance  may  be  regu¬ 
lated.  When  the  voltage  of  the  transformer  reaches  this  point  a  spark 
occurs  across  the  gap.  When  this  spark  occurs  the  high  voltage  in  the 
condensers  (the  condensers  in  the  meantime  being  charged  by  the  same 
voltage  building  up  across  the  gap)  discharge  through  the  primary  coil 
L,  resulting  in  the  setting  up  of  oscillations  in  the  circuit  consisting  of 
the  three  condensers,  inductance,  and  the  spark  gap.  The  frequency 
of  the  oscillations  surging  back  and  forth  through  this  circuit  depends 
principally  upon  the  capacity  of  the  condensers  and  the  inductance  of 
the  coil,  and  somewhat  upon  the  resistance.  The  frequency  may  be 
altered  by  changes  in  either  the  size  of  the  condensers  or  the  character¬ 
istics  of  the  coil.  These  oscillations  are  produced  by  very  high  voltages 
with  comparatively  low  current.  The  power  transformer  must  be 
rugged  in  construction  because  of  the  unusual  service  it  is  called  upon 
to  perform  when  producing  the  high  voltages. 

Analysis  of  a  Spark  Discharge  Producing  a  Group  of  Damped 
Oscillations.— The  analysis  of  a  spark  discharge  and  resulting  actions 
are  illustrated  in  Figs.  390  and  391.  The  transformer  curve  and  the 
oscillation  curves  are  shown  in  Fig.  391.  The  arrangement  of  the  spark 
discharge  circuit  is  shown  in  Fig.  390.  Just  how  a  charged  condenser 
functions,  together  with  an  inductance,  to  set  up  radio-frequency  oscil¬ 
lations  has  already  been  treated.  The  combined  action  of  a  charged 
condenser  and  a  coil  in  producing  oscillations  when  a  spark  gap  is  used 
is  not  different  in  principle  from  the  action  when  no  gap  is  employed. 
The  practical  difference  lies  in  the  fact  that  when  the  gap  is  used  its 
resistance  must  be  broken  down  by  building  up  the  voltage  in  the  trans¬ 
former  to  a  certain  value.  The  oscillatory  circuit  is  made  electrically 
conductive  when  a  spark  discharge  occurs,  and  at  such  time  the  con¬ 
denser  voltage  will  discharge  through  the  inductance,  thus  producing 
radio  oscillations. 

One  complete  cycle  of  events  during  the  discharge  of  a  high  voltage 
condenser  through  a  closed  oscillation  circuit  follow.  Refer  to  Fig. 
390.  WTen  condensers  C i,  C2,  and  C 3  absorb  a  charge  given  them  by 
the  alternating  current  flowing  from  the  secondary  winding  of  the  power 
transformer,  the  energy  in  the  circuit  is  said  to  take  the  form  of  an 
electrostatic  field  in  each  of  the  condenser  dielectrics.  In  view  A  the 
condensers  (only  one  condenser  is  shown)  are  to  be  considered  as  fully 
charged.  The  polarity  of  the  condenser  plates  is  indicated  by  the 
signs,  positive  and  negative.  It  is  also  to  be  assumed  that  the  poten¬ 
tial  strain  across  the  dielectrics  at  some  particular  moment  is  sufficient 
to  overcome  the  resistance  of  gap  G ,  and  a  spark  will  leap  from  one 
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Instant  when  Power  \ 

s - -  OhArnAC 


Curve  Shows  the 
500  Cycle  Current  in 
the  Secondary  of  the 
Power  Transformer 


electrode  to  the  other.  It  is  noticed  that  the  spark  bridging  the  gap 
now  functions  to  close  the  oscillatory  circuit.  The  discharge  current 
flows  across  the  gap,  and  ionizes  the  air,  further  reducing  the  gap  resist¬ 
ance.  This  results  in  the  path  between  the  gap  electrodes  becoming  a 
better  conductor  of  electricity.  Most  of  the  energy  formerly  in  the 

dielectric  is  converted 
into  energy  which  flows 
across  the  gap  and 
through  inductance  L, 
in  the  direction  marked 
by  the  arrows.  Mag¬ 
netic  lines  of  force  pro¬ 
duced  by  this  discharge 
current  are  established 
around  L.  Thus,  the 
energy  in  the  circuit  is 
now  concentrated  prin¬ 
cipally  in  the  magnetic 
field.  This  completes 
the  first  quarter  of  the 
cycle,  with  the  effect 
shown  in  view  B. 

The  condensers  now 
being  discharged,  no 
further  voltage  is  fur¬ 
nished  by  them  and  the 
current  through  L  be¬ 
gins  to  lower  in  strength, 
thus  causing  the  mag¬ 
netic  field  to  change  in 

magnitude  also.  That  is,  this  decrease  of  current  is  accompanied  by  a 
reduction  in  the  number  of  lines  of  force  around  L.  The  changing  field 
around  L  acts  upon  its  own  turns  of  wire  and  induces  an  e.m.f.  therein 
which  tends  to  prevent  the  current  decrease.  It  is  this  induced  e.m.f. 
generated  by  the  self-inductance  of  L  that  forces  the  current  to  con¬ 
tinue  flowing  across  the  gap  and  to  again  charge  the  condenser.  This 
time,  however,  the  polarity  of  the  condenser  plates  is  reversed.  The 
illustration  in  view  C  shows  the  polarity  signs  opposite  to  those  in 


Mdle  Periods'' 

-Active  Periods--'"' 

Fig.  391. — These  curves  indicate  that  each  time  the 
power  condensers  build  up  sufficient  voltage  to  over¬ 
come  the  resistance  of  the  spark  gap  a  series  of  damped 
oscillations  are  set  up  in  the  closed  circuit  which  are 
quickly  extinguished  by  the  quenching  action  of  the  gap. 


view  A. 

The  quantity  of  electricity  now  stored  in  the  dielectric  of  the  con¬ 
denser  is  less  than  the  initial  charge  given  it  by  the  transformer,  because  a 
certain  amount  of  the  energy  has  been  expended  in  overcoming  the  vari- 
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ous  oppositions  in  the  circuit.  These  oppositions  include  the  resistance 
of  the  circuit,  as  well  as  the  resistance  of  the  spark  gap.  Moreover, 
dissipation  of  part  of  this  energy  results  from  the  production  of  heat, 
light,  and  sound  at  the  spark  gap.  The  third  quarter  of  the  full  cycle 
now  commences,  for  the  condenser  discharges  and  current  flows  across 
the  gap  and  through  inductance  L  in  the  direction  opposite  to  that  of  the 
flow  during  the  first  quarter,  as  shown  in  view  B.  The -direction  of  the 
current  now  flowing  through  the  circuit  is  indicated  in  view  D  by  the 
arrows. 

After  the  condenser  gives  up  its  stored  energy  in  forcing  current 
through  the  circuit,  across  the  gap  and  through  inductance  L,  then  L 
will  again  be  surrounded  by  a  magnetic  field.  The  magnetic  field  in 
view  D  is  reversed  in  direction  to  that  of  the  field  in  view  B.  The 
magnetic  field  cannot  be  maintained  without  current  flow.  We  know 
at  this  moment  there  is  no  voltage  in  the  circuit  because  there  is  no  dif¬ 
ference  of  potential  across  the  condenser  plates,  as  they  are  discharged. 
Therefore,  the  lines  of  force  as  shown  in  view  D  recede  upon  the  turns 
of  wire  of  L  and  induce  an  e.m.f.  in  the  circuit.  This  e.m.f,  produced 
by  the  self-inductance  of  L  causes  a  continuation  or  perpetuation  of  the 
current  flow,  which  sends  current  through  the  circuit  to  recharge  the 
condensers.  The  direction  of  the  current  is  shown  by  the  arrows,  and 
the  polarity  of  the  plates  at  the  end  of  the  fourth  quarter  in  view  E  is 
marked  by  signs  (positive  and  negative),  these  being  now  similar  to  the 
polarity  at  the  start  of  the  cycle.  Each  reversal  of  the  current  flow  is 
called  an  alternation . 

At  the  termination  of  each  alternation,  the  electric  charge  in  the 
condenser  will  become  weaker  and  weaker,  due  to  the  dissipation  of 
energy  in  the  circuit  resulting  from  the  reasons  outlined  above.  A 
complete  cycle  consists  of  two  alternations.  The  condenser  will  con¬ 
tinue  to  discharge  periodically  as  long  as  it  has  sufficient  strength  to 
do  so.  The  transition  of  energy  is  from  the  electric  charge  in  the 
dielectric  to  the  magnetic  field  encircling  L,  and  vice  versa.  This  con¬ 
tinues  as  long  as  the  gap  is  electrically  conductive.  The  diminishing 
amplitudes  in  each  successive  alternation  are  illustrated  in  the  lower 
set  of  curves  in  Fig.  391.  This  gradual  reduction  in  the  strength  of  the 
alternations  or  oscillations  is  called  damping.  It  should  now  be  evident 
why  a  condenser  discharging  through  an  inductance  and  across  a  spark 
gap  will  generate  damped  waves.  The  closed  circuit  which  is  produc¬ 
ing  the  damped  oscillations  is  not  a  good  radiative  circuit  for  the  propa¬ 
gation  of  radio  waves  through  space;  hence  it  becomes  necessary  to 
couple  an  open  circuit  oscillator  or  antenna  system  to  this  closed  circuit. 

The  final  arrangement  of  the  circuits  of  the  spark  transmitter  is 
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illustrated  in  Fig.  389.  It  is  readily  seen  that  the  condensers  perform 
two  distinct  functions  and  operate  in  common  with  two  electrical  cir¬ 
cuits;  namely,  they  receive  a  high  potential  charge  at  a  low-frequency 
from  the  transformer  secondary,  and  deliver  power  to  the  closed  oscil¬ 
latory  circuit  when  the  gap  is  broken  down.  The  condensers  are 
charged  at  a  low  frequency,  perhaps  1000  cycles  per  second,  and  dis¬ 
charge  through  the  gap  and  inductance,  producing  radio-frequency 
oscillations.  The  student  should  notice  particularly  that  two  frequen¬ 
cies  must  always  be  considered  in  the  complete  action,  one  frequency 


Antenna 


Ground 

Fig.  391n. — Illustrating  the  principle  of  how  an  antenna  system  is  equivalent  to  an 
alternating  current  circuit. 

being  the  high  voltage  output  of  the  power  transformer  and  the  second 
being  the  frequency  of  the  damped  oscillations,  as  shown  in  Fig.  391. 

In  Fig.  389  the  wave  train  of  damped  oscillations  flowing  through 
the  closed  circuit  induces  an  alternating  voltage  in  the  open  circuit 
which  sets  the  latter  circuit  into  oscillation.  Refer  to  the  curve  in  Fig. 
401  giving  primary  and  secondary  circuit  reactions.  Keeping  in  mind 
that  a  single  cycle  of  this  alternating  current  in  the  open  circuit  sets  into 
motion  a  single  alternating  electric  wave  of  the  same  frequency  or  time 
period,  we  can  graphically  illustrate  the  oscillations  radiated  by  the 
antenna  circuit  by  the  group  as  shown  in  curve  b  of  Fig.  401.  The 
group  of  damped  oscillations  in  the  primary  circuit  is  of  short  duration, 
as  shown  in  curve  a. 

The  vertical  dotted  line  drawn  from  curve  a  to  curve  b  indicates 
that  the  oscillations  begin  to  build  up  in  the  secondary  circuit  before 
the  decay  of  the  last  cycle  of  the  exciting  current  a.  The  oscillations 
depicted  in  b  represent  the  radiated  energy. 
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P-8,  2-kw.  Spark  Transmitter. — A  fundamental  diagram  of  this 
transmitter  is  shown  in  Fig.  389,  a  front  view  of  the  panel  in  Fig.  392, 
and  a  right-hand  side  view  in  Fig.  393. 
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Fig.  392. — Front  panel  view  of  2-kw.  500  cycle  spark  transmitter,  type  P-8. 


The  apparatus  consists  of  the  necessary  power  equipment  which 
includes  a  2-kw.  500-cycle  motor-generator  with  a  synchronous  rotary 
gap  mounted  on  the  generator  shaft.  The  automatic  starter  is  provided 
with  a  push-button  type  “  stop-start  ”  switch  and  an  antenna  change¬ 
over  switch  which  permits  the  motor  to  be  controlled  from  the  operator’s 
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table.  The  latter  devices  are  not  shown  in  the  photographs,  but  their 
proper  positions  in  the  circuit  are  indicated  on  the  diagram.  Several 
protective  condensers  are  employed,  and  connected  across  the  various 
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Fia.  393— The  2-kw.  spark  transmitter,  type  P-8.  Observe  the  close  mechanical 
relationship  between  the  primary  and  secondary  coils  of  the  oscillation  transformer. 
This  adjustment  is  known  as  “close”  or  “tight”  coupling. 


windings  of  the  motor-generator.  A  60-cell  storage  battery  and  charg¬ 
ing  panel  fitted  with  protective  devices  and  suitable  switching  arrange¬ 
ment  is  used  for  auxiliary  power  in  the  event  of  a  breakdown  of  the 
ship’s  generator. 

The  motor  operates  on  input  voltages  from  95  to  115  volts.  The 
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generator  has  a  normal  open  circuit  voltage  of  350  volts  and  a  working 
or  load  voltage  of  140  volts.  (For  complete  information  on  motor- 
generator  operation  see  Chapter  V.)  The  oscillation  transformer  is  of  the 
inductively  coupled  type,  the  primary  and  secondary  windings  consisting 
of  a  strip-copper  spiral  wound  edgewise  on  a  rectangular  insulating  sup¬ 
port.  The  secondary  turns  for  the  standard  waves  are  selected  by  means 
of  flexible  plug  connections,  but  the  taps  on  the  primary  inductance 
are  soldered  fast  in  position,  connections  being  shifted  from  one  wave 
to  the  other  by  means  of  a  multipoint  wavelength  changing  switch. 

Tuning  the  Spark  Transmitter. — The  following  facts  should  be 
understood  in  regard  to  tuning  a  transmitter  of  this  type. 

(1)  In  order  to  obtain  the  maximum  flow  of  antenna  current,  a 

different  degree  of  coupling  at  the  oscillation  transformer 
must  be  found  for  each  of  the  standard  waves. 

(2)  In  order  that  the  radiated  waves  can  be  rapidly  changed  by 

simply  throwing  a  switch,  the  primary  and  secondary 
windings  of  the  oscillation  transformer  must  remain  in  a 
fixed  position  mechanically. 

(3)  The  coupling  of  the  oscillation  transformer  is  then  varied 

for  each  standard  wave  by  changing  the  self-inductance  of 
the  secondary,  that  is,  cutting  in  or  out  turns. 

The  correct  number  of  turns  for  the  secondary  winding  is  determined 
for  each  of  the  standard  waves  experimentally  as  follows : 

For  preliminary  determination  at  a  standard  wavelength,  say  600 
meters,  a  trial  number  of  turns  (4  to  6  turns)  is  selected  at  the  secondary 
winding  of  the  oscillation  transformer  through  the  flexible  plug  contact. 
This  having  been  done,  a  second  trial  number  of  turns,  say  4  turns,  are 
cut  in  at  the  loading  coil.  Turns  are  added  or  subtracted  at  the  aerial 
tuning  coil  (with  the  spark  gap  discharging)  until  the  aerial  ammeter 
indicates  a  maximum  deflection.  The  adjustment  for  resonance  having 
thus  been  located,  the  primary  and  secondary  oscillation  transformer 
windings  are  drawn  apart  or  placed  closer  to  ascertain  if  an  increase  of 
antenna  current  will  result.  If  separating  them  increases  the  antenna 
current,  it  indicates  that  too  many  turns  have  been  included  at  the 
secondary  for  the  mechanical  position  of  the  couplings  selected  at  the 
start;  and,  in  consequence,  turns  must  be  taken  out  of  this  coil  and 
additional  turns  cut  in  at  the  loading  or  aerial  coils,  until  resonance  is 
again  secured.  The  primary  winding  must,  however,  first  be  placed  in 
its  original  fixed  position  relative  to  the  secondary.  The  correct  number 
of  turns  must  now  be  found  out  for  the  other  waves  provided  by  the 
transmitter;  that  is,  the  correct  number  of  turns  must  be  selected  and  the 
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coupling  adjusted  until  the  maximum  antenna  current  for  each  wave  is 
secured  with  the  primary  remaining  in  a  certain  fixed  position  relative  to 
the  secondary. 

During  the  tuning  of  these  sets  it  has  been  observed  that  if  initial 
adjustments  are  made  near  to  metallic  dock  buildings,  the  effective 
antenna  resistance  is  altered,  and,  in  consequence,  the  tuning  adjust¬ 
ments  for  maximum  antenna  current  need  to  be  changed  slightly  when 
the  ship  is  at  sea.  Generally  it  is  only  necessary  to  vary  slightly  the 
aerial  inductance  for  maximum  aerial  current. 

After  the  set  has  been  tuned  in  this  manner,  the  purity  of  the  wave 
and  decrement  of  the  oscillations  are  measured  by  means  of  a  wave- 
meter  with  a  current-indicating  instrument  connected  in  series,  such  as 
a  wattmeter.  The  approximate  value  of  antenna  current  to  be  expected 
from  a  2-kw.  500-cycle  spark  transmitter  operating  from  600  to  800 
meters  is  about  12  to  17  amperes. 

Transformers,  General. — There  are  three  general  types  of  trans¬ 
formers  in  radio  circuits: 

(1)  Transformers  without  an  iron  core,  known  as  “  air  core.” 

(2)  Transformers  with  a  very  small  iron  core. 

(3)  Transformers  with  a  heavy  iron  core. 

The  air  type  transformer  is  used  in  radio-frequency  circuits. 

Power  transformers  are  classified  according  to  their  design  and 
physical  connection  of  the  respective  windings  and  construction  of  the 
magnetic  circuit  as  follows:  (1)  Closed  core  transformer,  and  (2)  open 
core  transformer. 

The  process  of  transformation  of  an  alternating  current  of  a  low 
voltage  to  one  of  high  voltage  is  based  upon  the  fundamental  principles 
of  electromagnetic  induction  which  have  been  discussed  in  other 
sections. 

The  essentials  of  a  power  transformer  are:  (1)  a  primary  winding; 
(2)  a  secondary  winding;  (3)  a  laminated  iron  core. 

Referring  to  Fig.  394,  the  alternations  of  current  flowing  from  the 
generator  through  the  primary  winding  Pri. ,  magnetize  the  iron  core, 
causing  a  changing  flux  to  permeate  the  iron  core,  which  in  turn  induces 
an  e.m.f.  in  the  secondary  Sec. 

An  iron  core  transformer  consists  of  two  electrical  circuits  or  coils 
wound  on  a  common  magnetic  circuit  of  iron.  The  winding  which 
receives  the  alternating  current  energy  is  called  the  primary,  or  input, 
while  the  coil  which  delivers  energy  at  the  same  or  an  increased  or 
decreased  voltage  to  another  circuit,  is  the  secondary  or  output.  The 
ratio  of  transformation  of  voltage  between  the  primary  and  secondary  is 
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Fig.  394. — A  conventional  diagram  of  a  closed  core  power 
transformer  with  the  flux  permeating  the  iron  core. 


practically  in  direct  proportion  to  the  number  of  turns  on  the  respective 
windings.  Two  types  of  transformers  are  shown  in  Figs.  394  and  395. 

In  a  step-up  transformer  the  ratio  is  always  greater  than  one  to  one, 
as  the  name  implies. 

If  the  primary 
e.m.f.  of  a  trans¬ 
former  is  110  volts, 
and  the  secondary 
e.m.f.  is  2200  volts, 
the  ratio  of  the 
transformer  is  20  to 
1.  The  two  gen¬ 
eral  types  used  in  a  radio  transmitter  are  the  open  core  and  the  closed 
core,  as  previously  mentioned.  These  names  are  given  to  the  two  types 
of  transformers  because  of  the  construction  of  the  magnetic  circuit. 

In  the  open  core  transformer,  the  magnetic  lines  of  force  pass  through 
the  air,  as  well  as  through  the  iron  core.  The  transformer  is  therefore 

known  as  an  open  core  transformer, 
because  the  magnetic  flux  does  not 
circulate  through  a  complete  or 
continuous  iron  path. 

In  the  closed  core  type  of  trans¬ 
former,  the  iron  completely  closes 
the  magnetic  path  for  the  lines  of 
force  set  up  by  the  alternating  cur¬ 
rent  flowing  through  the  coils. 
Iron  having  a  higher  permeabil¬ 
ity  than  air  increases  the  density 
or  magnitude  of  the  flux  for 
the  same  given  current  in  the 
circuit. 

When  an  alternating  current 
flows  through  the  primary  winding 
Pri.y  illustrated  in  Fig.  394,  a 
changing  magnetic  flux  threads 
in  and  out  around  this  coil,  and  the  iron  core  absorbs  this  magnetic 
flux.  Lines  of  force  cut  the  turns  of  wire  in  the  secondary  coil  Sec.y 
producing  in  each  turn  the  same  voltage.  If  we  assume  that  one  volt 
of  e.m.f.  is  induced  in  one  turn  of  the  secondary  coil,  and  there 
are  10,000  turns  in  this  coil,  the  full  voltage  across  the  secondary 
will  then  equal  approximately  10,000  volts.  It  is  apparent  that  the 
voltage  induced  in  the  secondary  is  proportional  to  the  number  of 
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Fig.  395. — Conventional 
shell  type  transformer, 
primary  and  secondary  windings 
mounted  on  the  center  leg  of  the  iron 
core. 
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turns  of  wire  in  the  winding.  The  flux  which  cuts  the  turns  in  Sec. 
is  produced  from  the  current  flowing  in  Pri .  The  flux  strength  provided 
by  Pri.  is  also  dependent  upon  the  number  of  turns  in  its  winding,  and 
the  voltage  impressed  across  each  turn  of  this  winding.  For  example, 
if  the  impressed  e.m.f.  of  the  primary  circuit  is  110  volts,  and  the  primary 
coil  is  wound  with  110  turns  of  wire,  there  will  be  provided  an  e.m.f.  of 
one  volt  across  each  turn.  This  follows  the  rule  of  the  proportional 
voltage  drop  through  a  circuit.  From  this  it  is  evident  that  the  ratio 
of  the  voltage  transformation  between  the  primary  and  secondary  is 
directly  in  proportion  to  the  number  of  turns  on  their  respective  windings. 
This  ratio  may  be  stated  as  follows:  the  voltage  of  the  primary  Ep  is 
to  the  voltage  of  the  secondary  E8  as  the  number  of  turns  in  the  primary 
Np  is  to  the  number  of  turns  in  the  secondary  Na.  Expressed  in  a 
formula: 

Ep_  =  Np 
E9  Ns 

Example :  Given  a  problem  to  find  the  secondary  voltage  of  a  transformer 
with  these  values 

Primary  voltage  =  Ep  =  110 
Primary  turns  =  Np  =  55 
Secondary  turns  =  Na  =  10,000 
Solve  for  Secondary  voltage  =  Ea 
110  55 

By  substitution,  —  =  — 

By  cross  multiplying,  55  X  Es  =  110  X  10,000 

110  X  10,000 

Transposing,  Ea  =  - ~r - 

oo 

Dividing,  the  answer  is,  Eg  —  20,000  volts. 

In  a  1  to  1  ratio  transformer  the  primary  has  the  same  number  of 
turns  as  does  the  secondary. 

The  alternating  current  transformer  does  not  change  the  frequency 
of  the  current  as  the  lines  of  force  produced  by  the  winding  Pri.  cut  each 
turn  in  Sec.  but  once,  for  any  given  current  change;  only  the  pressure,  or 
e.m.f.  induced  in  winding  Sec.  increases,  decreases,  or  remains  the  same, 
depending  upon  whether  the  number  of  turns  in  Sec.  is  greater,  less,  or 
the  same  as  the  number  of  turns  in  Pri . 
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The  core  of  the  closed  core  transformer  is  rectangular  in  shape  and 
consists  of  thin  stampings  of  iron,  called  laminations,  which  are  insu¬ 
lated  one  from  another.  The  iron  stampings  are  either  oxidized,  dipped 
in  shellac,  or  japanned,  so  that  when  the  core  is  assembled  no  iron-to- 
iron  contact  is  possible  between  them.  The  insulation  thus  provided 
between  successive  laminations  reduces  the  losses  in  the  transformer. 
The  principal  losses  are: 

(1)  Copper  losses:  When  current  flows  through  a  copper  con¬ 

ductor,  heat  is  generated. 

(2)  Eddy  currents:  Small  whorls  of  magnetic  flux  exist  in  the 

iron  core  in  addition  to  the  main  magnetic  field.  These 
magnetic  whorls  induce  small  currents  in  the  iron  con¬ 
ductor  which  produce  heat.  The  insulation  around  the 
laminations  tends  to  prevent  this  effect  from  being  carried 
through  the  iron  mass. 

(3)  Hysteresis:  Due  to  the  varying  magnetic  field,  there  is 

molecular  friction  set  up  in  the  molecules  of  iron,  which 
also  tends  to  produce  heat.  This  loss  can  be  overcome 
partly  by  employing  a  good  magnetic  grade  of  iron  having 
a  high  permeability. 

The  entire  transformer  windings  are  sometimes  immersed  in  a  semi¬ 
liquid  grease  or  oil  to  assist  in  dissipating  the  heat.  A  safety  gap  is 
provided  to  protect  the  secondary  winding  in  case  of  a  high  voltage 
due  to  an  overload  developing  across  its  windings. 

Closed  Core  Transformer. — The  closed  core  step-up  transformer 
consists  of  a  magnetic  leakage  gap,  such  as  the  air  gap  M  in  Fig.  396. 
When  operating  under 
normal  load  conditions 
the  air  gap  in  the 
transformer  coil  per¬ 
mits  the  self-induc- 
tance  of  the  primary 
circuit  to  remain  prac- 
tically  constant.  The  Fl0'  396  _^  conventional  diagram  of  a  closed  core 

.  .  .  .  Jt  J  power  transformer  equipped  with  a  magnetic  leakage 

reason  for  this  is  that  gap 

the  magnetic  flux  pro¬ 
duced  by  the  secondary  coil  has  an  independent  magnetic  circuit 
through  the  leakage  gap  which  can  be  maintained  practically  constant. 
If  a  strong  flux  is  produced  by  the  secondary,  it  cannot  result  in  demag¬ 
netizing  the  total  flux  produced  by  the  primary  to  the  extent  where 
the  self-inductance  of  the  latter  circuit  would  be  reduced  to  allow  an 
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excessive  flow  of  alternating  current  from  the  generator.  The  advan¬ 
tages  of  the  closed  core  can  be  summarized  as  follows.  The  primary  vol¬ 
tage  remains  practically  constant  under  varying  load  conditions;  the  self¬ 
inductance  of  the  primary 
winding  will  not  change 
materially  in  a  closed  core 
even  upon  a  direct  short- 
circuit  of  the  secondary ; 
the  danger  of  burning  out 
the  windings  is  minimized. 
Hence  a  transformer  with  a 
magnetic  leakage  gap  is 
particularly  suited  for  fur¬ 
nishing  the  power  to  the 
closed  oscillatory  circuit  of 
a  spark  transmitter. 

Open  Core  Transformer. 
— Fig.  398  shows  the  open 
core  step-up  voltage  con¬ 
stant  current  transformer. 
The  primary  coil  is  wound 
on  a  core  consisting  of  a 
bundle  of  fine  iron  wire  in 
circular  form.  Each  strand  of  wire  is  oxidized  or  dipped  in  shellac  in 
the  same  manner  as  the  laminations  of  the  closed  core.  The  open  iron 
core  is  covered  with 

/  \  /  ' 

several  layers  of  insu-  //^\\  //'\\ 

lating  linen  tape  called  /  /  /  \  \ 

empire  cloth,  and  wound  ,  /  !  \v>  \  \ _ 

with  two  or  three  layers  j  j  /  ^ 

of  a  coarse  copper  wire, 
such  as  No.  10  or  12 
B  &  S  gage  S.C.C.  wire. 

The  entire  primary  coil 
is  enclosed  in  an  insu¬ 
lating  tube  to  protect  it 
both  from  the  iron  core 
and  from  the  secondary 
coil.  The  secondary 
winding  is  composed 
of  several  sections,  or 
“  pies.”  Fig.  398. — The  low  voltage  input  and  the  high  volt¬ 

age  output  of  an  open-core  power  transformer. 
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Fig.  397. — A  high  voltage  transformer  of  the 
closed  core  type  used  in  radio  transmitting  in¬ 
stallations. 
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Watts  Input— Watts  Output,  the  Ratio  of  the  Transformation  of 
Power. — The  efficiency  of  any  device  is  measured  by  the  ratio  between 
the  amount  of  energy  put  into  it  and  the  amount  of  energy  obtained  from 
it.  That  is, 


Efficiency  = 


Output 

Input 


When  operating  any  type  of  transformer,  the  output  efficiency  is 
lowered  by  the  amount  of  the  copper  loss,  iron  loss,  and  other  losses. 

We  know  that  the  watt¬ 
age  output  of  a  circuit  can¬ 
not  be  greater  than  the  watt¬ 
age  input.  In  other  words, 
we  cannot  get  more  total 
energy  out  of  the  transformer 
than  we  put  into  it,  and  we 
must  remember  that  the  total 
watts  of  energy  in  the  circuit 
is  dependent  upon  the  voltage 
and  the  amperage,  or  current. 

If  a  transformer  is  97  per  cent 
efficient,  the  power  loss  would 
equal  3  per  cent. 

Spark  Discharger. — The  various  types  of  spark  gaps  are  different 
in  their  mode  of  functioning.  Four  general  types  are: 

(1)  Plain  spark  discharger. 

(2)  Non-synchronous  rotary  discharger. 

(3)  Synchronous  rotary  discharger. 

(4)  Quenched  spark  or  multiple  plate  discharger. 

(1)  Plain  Spark  Discharger. — The  plain  spark  discharger  consists  of 
a  spark  gap  between  two  fixed  metal  electrodes.  It  has  several  disad¬ 
vantages;  it  is  noisy,  and  does  not  quench  the  spark  quickly,  hence  its 
use  is  prohibited. 

(2)  Non-Synchronous. — The  non-synchronous  rotary  spark  dis¬ 
charger  consists  of  a  circular  disk  with  stationary  electrodes  connected 
in  series  with  the  closed  oscillation  circuit  and  a  rotor  element  with 
electrodes  mounted  on  a  disk  driven  by  a  d-c.  motor.  A  spark  discharge 
will  occur  each  time  two  electrodes  of  the  disk  come  opposite  the  two 
stationary  electrodes,  the  number  of  spark  discharges  varying  accord¬ 
ing  to  the  number  of  disk  electrodes  and  the  speed  of  the  motor  driving 
the  disk.  The  beginning  of  the  discharge  and  its  duration  is  timed  by 
the  gap  length,  which  is  regularly  changed  by  the  rotating  electrodes. 


Fig.  399. — A  detailed  view  of  a  power  transformer. 
Note  that  the  secondary  winding  is  composed  of 
many  small  sections  connected  together. 
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(3)  Synchronous  Spark  Discharger. — The  synchronous  rotary  spark 
discharger  is  similar  in  construction  to  the  non-synchronous  type  with 
the  exception  that  it  is  mounted  on  the  end  of  the  motor-generator  shaft. 
There  are  the  same  number  of  electrodes  mounted  on  the  rotor  disk  of 
the  gap  as  there  are  field  poles  in  the  generator.  Since  the  rotor  of  the 
gap  revolves  at  the  same  speed  as  the  armature  which  generates  the 
alternating  current  supplied  to  the  power  transformer,  a  spark  discharge 
is  produced  in  synchronism  with  each  alternation  of  the  charging 
current.  A  uniform  note  of  musical  pitch  is  emitted  by  the  trans¬ 
mitter,  as  the  two  frequencies  are  syn¬ 
chronized,  that  is,  the  spark  frequency 
and  the  generator  frequency.  With 
proper  adjustment  of  electrodes,  the 
spark  discharges  can  be  made  to  occur 
at  the  peak  voltage. 

(4)  Quenched  Spark  Discharger  or 
Multiple  Plate  Discharger. — The  func¬ 
tion  of  the  quenched  spark  discharger 
is  similar  to  that  of  the  synchronous 
type.  The  action  of  either  device  in  the 
circuit  is  such  that  it  serves  in  a  manner 
which  may  be  likened  to  that  of  a  trig¬ 
ger,  as  it  starts  oscillations  in  the  closed 
circuit,  and  also  quickly  stops  this  dis¬ 
charge  current  by  quenching  or  extin¬ 
guishing  the  spark.  The  antenna  sys¬ 
tem  is  thus  allowed  to  oscillate  freely, 
at  its  own  frequency,  as  previously  ex¬ 
plained. 

The  quenched  type  gap  is  shown  in 
the  front  panel  view  in  Fig.  392. 

A  cross-sectional  view  of  several  gaps  is  illustrated  in  Fig.  400.  They 
consist  of  two  flat  round  copper  disks  spaced  approximately  1/100  in. 
apart  by  an  insulating  gasket,  the  surface  of  each  disk  being  deeply 
grooved  near  the  outer  edge.  When  a  spark  discharge  occurs  between 
the  flat  surfaces  of  the  disk,  the  spark  moves  rapidly  toward  the  outer 
edge  and  is  quenched  when  it  reaches  the  point  where  the  gap  is  widened, 
due  to  the  grooving  in  the  plates.  This  prevents  the  spark  discharging 
at  the  edge  of  the  gasket,  which  would  soon  cause  a  short-circuit.  When 
a  series  of  short  spark  gaps  are  substituted  in  place  of  a  single  longer  gap, 
a  more  rapid  quenching  of  the  strongly  damped  discharge  current  is 
provided.  When  a  discharge  occurs  across  the  gap,  the  space  is  ionized, 


Cooling 

Ft»ng** 


Fig.  400. — A  cross-sectional  view  of 
a  few  of  the  gaps  in  a  quenched  spark 
gap.  The  complete  assembly  usu¬ 
ally  consists  of  approximately  15  in¬ 
dividual  gaps. 
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but  on  the  other  hand,  when  the  spark  discharge  ceases,  the  gap  is 
restored  to  its  initial  high  resistance,  providing,  of  course,  that  the  space 
in  the  gap  is  rapidly  de-ionized.  Refer  to  the  electron  theory  on 
ionization. 

Rapid  quenching  takes  place  when  the  gap  is  made  airtight,  by  care¬ 
ful  assembly  of  the  washers  (gaskets)  and  by  keeping  the  surfaces  of  the 
gaps  clean  and  smooth.  The  gaps  are  large  in  area  and  provided  with 
radiation  flanges  to  dissipate  the  heat.  A  motor  blower  or  air  duct  is 
sometimes  employed  to  keep  the  gap  cool.  The  surface  of  the  gap  in 
certain  types  is  silver-plated.  The  complete  quenched  discharger  used 
with  the  500-cycle  2-kw.  transmitter  is  made  up  of  15  gaps  mounted  in 
series,  tightly  clamped  together,  although  in  other  types  there  may  be 
less  than  this  number.  The  gap  is  provided  with  either  flexible  clips  or 
a  system  of  mechanically  operated  contact  blades  which  serve  to  cut 


Fia.  401.—' The  two  curves  on  the  left  show  how  the  antenna  system  of  a  spark  trans¬ 
mitter  derives  its  radio-frequency  power  from  the  rapidly  damped  oscillations  in  the 
primary  circuit.  The  illustration  at  the  right  shows  the  two  curves  superimposed 

on  each  other. 

in  or  cut  out  gaps  as  desired  for  operation  of  the  transmitter  under 
normal  power. 

The  quenched  type  spark  gap  permits  one  spark  discharge  for  each 
alternation  of  the  charging  current.  In  case  a  500-cycle  generator  is 
employed,  1000  wave  train  groups  of  damped  oscillations  are  radiated. 
The  quenching  effect  is  illustrated  in  the  lower  curves  of  Fig.  391.  The 
reaction  between  the  primary  and  secondary  circuits  is  diagrammatically 
illustrated  in  Fig.  401.  Summarizing,  the  advantages  of  the  quenched 
spark  gap  are,: 
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(1)  It  has  no  moving  parts. 

(2)  It  permits  the  use  of  low  voltage  transformers. 

(3)  It  is  noiseless  in  operation. 

(4)  When  properly  adjusted,  it  gives  the  synchronous  trains  of 

spark  discharges. 

(5)  High  antenna  current  is  obtained  because  closer  coupling  at 

the  oscillation  transformer  is  possible,  with  the  factor  of 
decrement  maintained  within  the  limits  defined  by  the 
government  regulations. 

(6)  The  uniform  spark  discharge  produces  a  clear,  high-pitched 

note  which  permits  a  better  formation  of  the  dots  and 
dashes  of  the  telegraphic  code  and  insures  a  more  easily 
deciphered  signal  which  will  penetrate  through  atmos¬ 
pheric  disturbance.  The  critical  pitch  of  the  note  is  also 
advantageous  because  the  diaphragms  of  the  telephone 
receivers  respond  to  it  more  effectively. 

In  the  event  that  the  transmitting  condensers  become  punctured  or 
broken  down  and  spares  unavailable,  a  spark  transmitter  could  be  oper¬ 
ated  in  an  emergency  as  follows. 

Place  the  secondary  of  the  power  transformer  in  series  with  the  spark 
discharger  and  connect  these  two  elements  directly  across  an  open  gap 
inserted  in  the  antenna  circuit.  The  antenna  will  then  be  set  into 
excitation  by  the  spark  discharges  occurring  across  the  gap,  thus 
radiating  a  broad  interfering  wave.  A  spark  transmitter  in  which  the 
gap  is  connected  directly  in  series  with  the  antenna  circuit  is  called  a 
plain  antenna  transmitter.  One  of  the  chief  advantages  of  the  syn¬ 
chronous  spark  discharger  is  that  it  permits  the  handling  of  large 
power,  and  also  the  oscillations  in  the  closed  circuit  are  rapidly  damped 
out.  This  reduces  the  interaction  between  the  magnetic  fields  of  the 
primary  and  secondary  of  the  oscillation  transformer.  A  minimum 
re-transfer  of  energy  from  one  circuit  to  the  other  permits  the  antenna 
current  oscillations  to  alternate  freely  at  their  own  natural  period,  or 
frequency. 

Power  may  be  regulated  in  a  quenched  gap  as  follows : 

(1)  By  reducing  the  a-c.  generator  voltage. 

(2)  By  decreasing  the  number  of  gaps  used. 

(3)  By  reducing  the  coupling  at  the  oscillation  transformer,  if 

necessary. 

In  the  synchronous  rotary  spark  set,  power  is  reduced  either  by 
reduction  of  coupling  at  the  oscillation  transformer,  or  by  lowering  the 
generator  voltage. 
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Pure  Wave. — The  following  regulation  is  an  excerpt  from  the  “  Act 
to  Regulate  Radio  Communication.” 

“At  all  stations  if  the  sending  apparatus,  to  be  referred  to  hereinafter  as  the 
transmitter,  is  of  such  a  character  that  the  energy  is  radiated  in  two  or  more 
wavelengths,  more  or  less  sharply  defined,  as  indicated  by  a  sensitive  wave- 
meter,  the  energy  in  no  one  of  the  lesser  waves  shall  exceed  ten  per  centum  of 
that  in  the  greatest.” 

A  transmitted  wave  is  said  to  be  an  impure  wave  when  the  ampli¬ 
tude  strength  in  any  lower  wave  exceeds  ten  per  centum  of  that  in 
the  resonant  or  greater  wave. 

Decrement.  Use  of  a  Sharp  Wave. — The  regulations  state: 

“At  all  stations  the  logarithmic  decrement  per  complete  oscillation  in  the 
wave  trains  emitted  by  the  transmitter  shall  not  exceed  two-tenths  (0.2)  except 
when  sending  distress  signals  or  signals  and  messages  relating  thereto.” 

A  transmitted  wave  with  a  decrement  greater  than  0.2  is  a  broad 
wave  and  possesses  interfering  qualities. 

The  Antenna  Changeover  Switch. — The  antenna  transfer  switch  is 
required  for  the  purpose  of  disconnecting  the  receiving  apparatus  from 
the  antenna  while  transmitting,  or  vice  versa.  Because  very  high 
potentials  are  generated  by  the  transmitting  apparatus,  the  receiving 
set  must  be  protected  from  the  transmitting  antenna  by  a  switch  and 
contacts  spaced  at  least  6  in.  apart.  Various  types  of  antenna  change¬ 
over  switches  in  general  perform  the  following  functions  when  thrown 
to  the  transmitting  position : 

(1)  The  antenna  is  connected  to  the  loading  inductance  or  oscillation  transformer 

of  the  transmitter.  The  changeover  switch  is  also  called  the  antenna 

transfer  switch  and  send-receive  switch. 

(2)  Direct  current  is  supplied  to  the  generator  field  by  the  closing  of  the  contacts, 

thus  exciting  the  generator  field. 

(3)  The  generator  circuit  to  the  primary  winding  of  the  power  transformer  is 

closed. 

(4)  If  a  motor  blower  is  used  for  the  spark  discharger,  its  d-c.  circuit  is  completed. 

(5)  The  circuit  to  the  primary  winding  of  the  transformer  of  the  receiving  set  is 

broken,  and  in  some  of  the  older  type  sets  employing  a  crystal  detector, 

,  the  crystal  is  short-circuited  by  the  closing  of  contacts.  In  this  type  the 

telephone  receivers  are  sometimes  short-circuited. 

During  the  period  of  reception  the  reverse  connections  and  discon¬ 
nections  are  completed  when  the  switch  is  thrown  to  the  receiving  posi¬ 
tion,  as  follows: 

(1)  The  antenna  is  disconnected  from  the  transmitter  transformer  and  connected 

to  the  receiving  transformer. 

(2)  The  primary  circuit  of  the  power  transformer  is  opened. 

(3)  The  generator  field  circuit  is  opened. 
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(4)  The  d-c.  circuit  of  the  motor  blower  is  opened,  providing  this  apparatus  is 

used. 

(5)  If  a  crystal  is  used  in  the  receiver,  the  short  circuit  across  it  is  removed. 

The  antenna  switch  is  generally  equipped  with  remote  control  by 
means  of  a  “  stop-start  ”  switch  which  serves  tooperate  the  automatic 
starter.  By  shutting  down  the  motor-generator  during  reception, 
interference  from  brush  noises  may  be  eliminated. 

Transmitting  Relay  Key. — In  radio  telegraphy,  an  ordinary  type  of 
signaling  key  can  be  connected  directly  in  the  a-c.  main  line  circuit  sup¬ 
plying  current  to  the  power  transformer  whenever  a  current  of  low  value 
is  to  be  interrupted.  While  a  very  small  arc  may  be  drawn  across  the 
contacts,  there  will  not  be  sufficient  heat  generated  to  burn  away  or 

damage  the  points.  However,  when 
large  current  values  are  interrupted, 
the  arcing  is  intensified  and  heavier 
contact  points  are  required.  More¬ 
over,  a  stronger  spring  mechanism  is 
needed  in  order  to  reduce  the  pos¬ 
sibility  of  the  points  sticking  together, 
burning  and  pitting  their  contact  sur¬ 
faces.  A  heavy  key,  called  a  relay 
key,  magnetically  operated,  is  con¬ 
trolled  by  closing  the  smaller  hand 
key  which  is  connected  to  an  electro¬ 
magnet.  A  relay  key,  with  its  cir- 
Fia.  402.— How  a  hand  key  is  used  to  cuit  diagram,  is  sketched  in  Fig.  402. 
operate  an  electromagnetic  relay  key.  The  contact  points  PP  are  made  of 

either  platinum,  silver,  iridium,  or 
other  alloys  having  a  low  coefficient  of  resistance.  The  circuit  of 
the  electromagnetic  relay  key  is  energized  from  the  100  volt  d-c.  line. 
The  direct  current  flows  through  a  resistor  of  approximately  100  ohms, 
the  hand  key,  and  finally  through  a  pair  of  magnet  coils  MM.  The 
coils  are  wound  in  such  direction  that  they  produce  the  proper  polar¬ 
ity  at  the  poles  and  create  a  strong  magnetic  field  which  attracts  the 
iron  armature  A ,  which  in  turn  carries  the  extra  large  contacts  PP. 
The  lower  contact  P  is  stationary.  When  the  electromagnet  coils  are 
energized  by  closing  the  hand  key,  armature  A  is  attracted  toward 
contact  P.  When  the  hand  key  is  released  the  coils  are  de-energized 
and  the  armature  is  pulled  by  a  strong  spring,  thus  making  and  breaking 
the  circuit  at  PP.  In  high  power  work  the  contact  points  of  electro¬ 
magnetic  keys  may  be  operated  in  a  bath  of  oil  to  break  60  or  more 
amperes  with  minimum  arcing. 
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ARC  TRANSMITTERS 

2-kw.  Federal  Arc  Transmitters. — The  standard  arc  transmitters 
are  based  upon  the  method  of  obtaining  radio-frequency  oscillations  by 
means  of  an  electric  arc.  The  arc  is  enclosed  in  a  chamber  with  an 
atmosphere  containing  hydrogen  and  the  electrodes  are  placed  between 
the  poles  of  a  powerful  electromagnet,  which  produces  a  strong  trans¬ 
verse  magnetic  field  tending  to  blow  the  arc  out.  Carbon  or  graphite 
is  used  for  the  negative  electrode,  while  the  positive  is  made  of  copper, 
and  water-cooled. 

An  arc  transmitter,  a  view  of  which  is  shown  in  Fig.  403,  consists  of 
the  following  main  units: 

(1)  A  source  of  direct  current  of  suitable  voltage. 

(2)  An  arc  converter. 

(3)  An  antenna  loading  inductor. 

(4)  An  antenna  and  ground  system. 

(5)  A  signaling  device. 

(6)  Auxiliary  and  control  apparatus. 

The  essential  features  of  such  a  transmitter  and  the  main  circuits 
are  outlined  in  Fig.  404.  The  arc  converts  the  power  supplied  by  the 
d-c.  generator  into  radio-frequency  energy  with  undamped  current  in 
the  antenna  circuit.  The  antenna  circuit  includes  the  antenna,  the 
loading  inductor,  the  electrodes  of  the  arc  and  the  ground  system. 
The  choke  coil  prevents  the  flow  of  radio-frequency  current  from  the 
arc  back  into  the  power  machinery  and  serves  to  sustain  and  steady 
the  arc  instelf.  The  frequency  of  the  undamped  current  in  the  antenna 
circuit  depends  upon  the  inductance  and  capacitance  of  this  circuit. 
The  resistance  of  the  circuit  also  affects  the  frequency.  The  frequency 
and  therefore  the  wavelength  may  be  altered  by  changing  the  value  of 
either  the  inductance  or  the  capacitance,  or  both.  Since  the  capacitance 
is  furnished  by  the  antenna  and  therefore  is  fixed,  the  inductance  of  the 
circuit  is  varied  in  making  changes  of  wavelength.  This  is  accomplished 
by  changing  the  connections  to  the  antenna  loading  inductor. 
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In  electric  power  practice  rotary  converters  are  used  to  convert 
alternating  current  of  60  cycles  or  other  commercial  frequencies  into 
direct  current.  In  the  field  of  radio  communication  arc  converters  are 
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Fig.  403. — The  2-kw.  Federal  are  transmitter. 


used  to  convert  direct  current  into  alternating  current  of  high  fre¬ 
quency— for  example,  60,000  cycles  and  higher.  The  rotary  converter, 
however,  involves  heavy  rotating  parts,  commutators,  and  so  on,  while 
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the  arc  converter  is  a  stationary  machine.  All  parts  of  an  arc  con¬ 
verter  are  stationary,  except  the  carbon  electrode,  which  is  rotated 
very  slowly  in  order  that  it  may  bum  evenly,  and  which  is  made  so  that 
it  may  be  screwed  in  and  out,  in  order  to  strike  and  adjust  the  arc. 
In  operation,  the  length  of  the  arc  flame  is  adjusted  to  secure  maximum 
antenna  current  and  this  is  the  only  adjustment  or  attention  required. 
After  the  arc  has  been  started  and  adjusted,  only  occasional  slight  adjust¬ 
ments  are  needed.  The  carbon  does  not  bum  away  as  in  an  ordinary 
arc,  but,  on  the  other  hand,  usually  builds  up  very  slowly,  depending 
on  the  chemical  composition  of  the  gas  in  the  chamber.  This  very  con¬ 
venient  feature  makes  it  possible  to  operate  an  arc  converter  for  hours 
at  a  time  with  only  a  few  slight  adjustments  of  the  carbon. 

The  hydrogen  gas  in  the  arc  chamber  is  obtained  by  the  decomposi¬ 
tion  of  alcohol,  which  is  fed  in  drop  by  drop,  and  vaporized  by  the 
intense  heat  of  the  arc.  Ker¬ 
osene,  which  also  may  be 
used,  gives  very  good  opera¬ 
tion,  especially  on  the  shorter 
waves,  but  has  the  disadvan¬ 
tage  of  causing  an  excessively 
large  amount  of  soot  in  the 
chamber.  Illuminating  gas 
can  be  used  when  available. 

Signaling. — While  the  arc 
is  in  operation  there  will  be  a 
continuous  flow  of  undamped 
current  in  the  antenna  circuit 
unless  a  means  is  provided  Fig-  404. — A  fundamental  arc  diagram  with 
whereby  the  radiated  energy  the  8iKnalin*  circuits  omitted- 

may  be  broken  up  into  dots 

and  dashes.  Signals  may  be  transmitted  by  any  of  the  three  fol¬ 
lowing  methods: 

(1)  Back  shunt  signaling  system. 

(2)  Coupled  compensation  signaling  system. 

(3)  By  means  of  a  chopper  used  together  with  either  of  the  above 

methods. 

Back  Shunt  Method  of  Signaling. — The  essential  units  of  this  method 
of  signaling  are : 

(1)  The  back  shunt  circuit. 

(2)  The  back  shunt  relay  key. 

(3)  The  Morse  hand  key. 
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The  circuits  employed  for  sets  equipped  with  the  back  shunt  method 
of  signaling  are  outlined  in  Fig.  405.  When  the  movable  contact  of 
the  back  shunt  relay  key  presses  against  the  stationary  contact  which 
is  connected  to  the  bottom  of  the  antenna  loading  inductor,  the  radio¬ 
frequency  current  flows  in  the  antenna  circuit.  When  the  movable 


Fig.  405. — A  fundamental  arc  diagram  showing  the  circuit  arrangement  for  the  back 
shunt  method  of  signaling. 

contact  presses  against  the  other  stationary  contact,  the  radio-frequency 
current  flows  in  the  back  shunt  circuit  and  there  is  no  current  in  the 
antenna,  because  it  is  then  disconnected  from  the  arc.  The  relay  key 
is  adjusted  so  that  the  movable  contact  makes  connection  with  one 
stationary  contact  before  it  breaks  with  the  other.  This  permits  the 
arc  to  remain  in  constant  operation  while  being  transferred  from  the 
antenna  circuit  to  the  back  shunt  circuit.  In  practice,  the  back  shunt 
relay  key  is  operated  by  an  electro-magnet,  which  is  controlled  by  a 
small  Morse  hand  key. 

Coupled  Compensation  Method  of  Signaling. — The  circuits  used 
when  signaling  by  the  coupled  compensation  method  are  outlined  in 
Fig.  406.  The  coupled  compensation  loop  is  a  single  turn  of  cable 
placed  around  the  lower  end  of  the  antenna  loading  inductor.  By 
means  of  the  auxiliary  hand  key,  the  loop  may  be  short-circuited  at  the 
will  of  the  operator.  With  the  arc  in  operation  and  the  auxiliary  hand 
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key  open,  radio-frequency  energy  will  be  radiated  at  a  certain  wave¬ 
length.  If  the  key  is  depressed,  the  energy  will  be  radiated  at  a  shorter 
wavelength  than  before.  This  change  in  wavelength  is  due  to  trans¬ 
former  action  and  mutual  inductance  between  the  main  coil  and  the 
short-circuited  loop.  Radio-frequency  energy  is  thus  radiated  at  two 
distinct  wave-lengths.  The  receiving  station  must  tune  to  hear  only  the 


Fig.  406. — A  fundamental  arc  diagram  showing  the  circuit  arrangement  for  coupled 
compensation  method  of  signaling. 

shorter  wave,  since  this  is  the  one  used  to  transmit  signals  by  depressing 
the  hand  key. 

Signaling  with  Chopper. — The  frequency  of  the  wave  radiated  by 
an  arc  radio  transmitter  is  greater  than  can  be  heard  by  the  human 
ear.  In  transmitting  to  a  station  which  is  receiving  with  a  crystal 
or  non-regenerative  vacuum  tube  detector,  it  is  necessary  to  break  up 
the  radiated  energy  into  wave  trains  of  an  audible  frequency.  This  is 
accomplished  by  the  chopper,  which  consists  of  a  commutator  wheel 
driven  by  a  small  motor. 

Referring  to  Fig.  407,  the  commutator  wheel,  when  rotated,  opens 
and  short-circuits  the  coupled  compensation  loop  at  a  speed  which 
gives  a  musical  note  in  the  receiver.  The  radio-frequency  energy  is 
thus  emitted  at  two  wavelengths,  as  when  using  the  auxiliary  hand 
key,  but  in  this  case  the  wavelength  rapidly  alternates  between  the 
maximum  and  minimum  value.  A  continuous  musical  note  is  thus 
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produced  which  may  be  heard  by  a  receiver  using  crystal  detectors, 
or  a  non-oscillating  vacuum  tube  detector. 


Fig.  407. — A  fundamental  arc  diagram  showing  the  circuit  arrangement  for  chopper 

method  of  signaling. 


Signals  may  be  transmitted  either  by  means  of  the  auxiliary  hand 
key  connected  in  series  in  the  circuit  between  the  loop  and  the  chopper, 
or  by  means  of  the  back  shunt  method  of  signaling.  When  the  auxiliary 
hand  key  is  used,  the  radiated  wave  is  broken  into  wave  trains  of  audi¬ 
ble  frequency  only  when  the  key  is  closed,  and  the  receiver  therefore 
reproduces  no  signal  when  the  key  is  open.  When  the  chopper  is  used 
with  the  back  shunt  method  of  signaling,  the  auxiliary  key  is  shorted  by  a 
small  switch.  The  chopper  is  effected  whenever  current  is  flowing  in 
the  antenna  circuit,  and  signaling  is  accomplished  by  controlling  current 
with  dots  and  dashes  in  the  antenna,  as  described  in  the  paragraphs  on 
the  back  shunt  methods  of  signaling. 

The  signals  emitted  by  an  arc  transmitter  may  be  in  the  form  of 
undamped  radio-frequency  energy  (c.w.)  or  of  undamped  energy  broken 
into  wave  trains  of  audible  frequency.  Receiving  sets  must  be  equipped 
to  receive  either  type  of  signals. 

Models  “K”  and  UQ”  2-kw.  Arc  Transmitters. — There  are  two 
models  of  2-kw.  arc  transmitters  to  which  this  instruction  is  applicable: 
Model  “  K  ”  and  Model  “  Q”  The  Model  “  K  ”  arc  radio  transmitter 
is  for  use  on  naval  vessels  and  Model  “  Q  ”  is  for  merchant  ships.  All 
of  the  apparatus  for  the  two  sets  is  the  same  and  the  sets  are  identical 
in  every  way  except  for  the  range  of  wavelengths  employed. 
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With  the  Model  “  K  ”  sets,  the  chopper  is  used  on  waves  below  952 
meters.  On  952  meters  and  above,  the  set  is  operated  as  an  undamped 
wave  transmitter. 

In  the  case  of  the  Model  “Q”  sets  for  merchant  ships,  the  chopper 
is  used  on  all  waves  up  to  and  including  800  meters.  For  the  waves  of 
1000  meters  and  over,  it  is  operated  as  an  undamped  wave  transmitter. 

In  general,  the  2-kw.  arc  radio  set  may  be  operated  as  an  undamped 
wave  transmitter  on  wavelengths  of  950  meters  and  above.  Below 
950  meters  the  chopper  is  used. 

Motor  Generator  for  2-kw.  Arc  Transmitter. — The  arc  of  a  2-kw. 
transmitter  requires  direct  current  power  supplied  at  250  to  400  volts. 
This  is  furnished  by  a  two-bearing  Crocker- Wheeler  motor-generator 
set,  which  consists  of  a  100  to  120- volt  d-c.  motor,  directly  connected 
to  a  shunt- wound  separately  excited  2-kw.,  400- volt  d-c.  generator. 
The  generator  will  deliver  2  kw.  at  250  to  400  volts,  and  is  wound  for 
separate  excitation  from  the  120- volt  d-c.  supply. 

Protective  Devices. — Two  protective  devices  for  the  motor  and 
generator  are  mounted  in  the  terminal  box  on  top  of  the  unit  and  are 
connected  in  the  circuit  at  all  times.  These  are  small  condensers  which 
absorb  any  stray  radio-frequency  currents  which  may  leak  back  into 
the  power  machinery  circuits. 

Motor  Starter. — The  motor-generator  is  started  by  means  of  a 
hand-operated  motor  starting  panel.  This  is  equipped  with  an  over¬ 
load  circuit  breaker  which  opens  the  motor  supply  circuit  in  case  the 
current  becomes  excessive.  The  terminals  on  the  starting  panel  are 
marked  to  insure  proper  connections. 

Generator  Field  Rheostat. — The  power  output  of  the  arc  converter 
is  regulated  by  adjusting  the  voltage  of  the  d-c.  generator  by  means  of 
the  generator  field  rheostat,  which  is  of  the  single  plate  type,  shown  in 
Fig.  408.  The  rheostat  should  be  installed  where  it  can  be  easily 
reached  by  the  operator  and  in  a  place  where  there  is  sufficient  air  cir¬ 
culation  to  prevent  it  from  overheating. 

Arc  Control  Panel. — The  arc  control  panel  shown  in  Fig.  403  is  the 
switchboard  through  which  connections  are  made  between  the  arc  con¬ 
verter  and  the  d-c.  generator.  It  also  carries  a  switch  through  which 
the  entire  transmitter  is  supplied  with  110-120  volts  direct  current. 
On  the  panel  are  mounted: 

(1)  The  set  supply  switch  and  fuses. 

(2)  The  arc  main  line  switch,  with  overload  trip  coil. 

(3)  The  arc  starting  resistor  and  shorting  switch. 

(4)  The  d-c.  ammeter  for  the  arc  circuit. 

(5)  The  d-c.  voltmeter  for  the  arc  circuit. 
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The  arc  main  line  switch  is  a  special  quick-break  switch,  which  con¬ 
nects  the  arc  converter  to  the  d-c.  generator.  It  is  provided  with  a  trip 

coil  which  opens  the  switch  in  case  of 
overload.  The  switch  will  not  close  on 
overload  or  short-circuit. 

The  arc  starting  resistor  is  connected 
in  series  between  the  arc  converter  and 
the  d-c.  generator  and  serves  to  protect 
the  generator  from  sudden  overloads 
when  the  arc  is  struck.  It  may  be  short- 
circuited  by  the  starting  resistor  switch 
after  the  arc  has  been  started. 

The  d-c.  ammeter  and  voltmeter  indi¬ 
cate  the  power  input  to  the  arc. 

.  Fig.  408. — A  rheostat  of  this  type  The  arc  control  panel  is  designed  for 
is  usually  employed  for  controlling  wall  mounting.  The  metal  framework 
the  field  excitation  of  either  6*.  ghould  ^  securel  g^ded  through  the 
motor  or  generator.  ,  ,  _  .  _  , 

terminal  and  lug  supplied  for  this  pur¬ 
pose.  The  negative  terminal  of  the  d-c.  voltmeter  is  supplied  through 
this  ground  connection. 

When  the  handle  of  the  arc  main  line  switch  is  pushed  down  until 
it  locks,  the  arc  is  connected  to  the  generator  through  the  ammeter 
and  arc  starting  resistor.  To  open  the  switch,  the  operating  handle 
should  be  raised  until  the  switch  trips.  The  arc  starting  resistor  switch 
is  operated  in  the  same  manner.  It  should  be  closed  only  after  the  arc 
has  been  started  and  is  in  operation.  These  two  switches  are  inter¬ 
locked  so  that  both  are  opened  whenever  the  arc  main  line  switch  is 
opened.  The  arc  starting  resistor  is  thus  automatically  placed  in  series 
between  the  arc  converter  and  the  generator  whenever  the  main  switch 
is  opened  to  shut  down  the  arc.  The  switches  may  be  operated  sepa¬ 
rately  by  opening  the  arc  starting  switch  first  and  then  the  main  line 
switch. 

Care  should  be  observed  when  shutting  down  the  transmitter 
to  open  the  various  switches  in  the  following  order:  First,  the  arc 
main  line  switch  and  starting  resistor  switch;  second,  the  set  supply 
switch. 

Arc  Converter. — The  arc  converter,  shown  in  Fig.  403,  has  a  nominal 
rating  of  2  kw.  The  series  field  coils  (blow-out  magnets)  within  the  con¬ 
verter  are  designed  to  safely  carry  8  amperes  direct  current  for  5  hours. 
The  maximum  current  rating  is  10  amperes  for  2  hours. 

The  arc  converter  is  designed  for  operation  on  250  to  400  volts 
direct  current.  The  voltage  necessary  to  obtain  a  given  antenna  cur- 
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rent  on  any  wavelength  depends  upon  the  resistance  of  the  antenna  cir¬ 
cuit  at  that  wavelength. 

The  magnetic  circuit  is  of  the  closed  type.  Pole  tips  project  into 
the  top  and  bottom  of  the  arc  chamber.  The  steel  outer  shell  of  the 
arc  converter  forms  a  return  path  for  the  magnetic  flux. 

Series  Field  Coils  (Blow-Out  Magnets)  Used  in  Arc  Chamber. — 
The  field  winding  is  divided  into  four  coils.  Three  of  these  are  placed 
below  the  chamber  and  one  is  placed  above  it.  All  four  coils  are  con¬ 
nected  in  series  and  serve  both  as  a  magnetizing  winding  and  as  choke 
coils  to  prevent  the  flow  of  radio-frequency  current  back  into  the  d-c. 
generator. 

The  blow-out  magnet  coils  used  in  arc  transmitters  serve  a  double 
purpose:  (1)  they  tend  to  blow  out  the  arc  at  certain  periods,  which 
removes  the  ionized  atmosphere  existing  between  the  arc  electrodes, 
thereby  reducing  heat  at  this  point  and  restoring  the  arc  resistance 
to  normal;  and  (2)  they  function  as  radio-frequency  choke  coils,  thus 
excluding  r.f.  oscillations  from  the  d-c.  generator  circuit. 

Arc  Chamber. — The  arc  chamber  is  a  gastight  and  watertight 
compartment  within  which  the  arc  bums.  The  chamber  is  enclosed  at 
the  top  and  bottom  by  water-cooled  bronze  plates.  It  is  divided  hori¬ 
zontally  into  two  parts  by  a  hinged  joint,  which  permits  the  section 
containing  the  upper  field  coil  to  be  lifted  back.  This  leaves  the  lower 
part  of  the  chamber,  which  contains  the  arc  electrodes,  easily  accessible 
for  cleaning  and  inspection. 

The  arc  chamber  should  never  be  opened  until  at  least  one  minute 
after  the  arc  has  been  extinguished.  Otherwise  the  red-hot  carbon  will 
ignite  the  explosive  mixture  which  is  formed  when  air  combines  with 
the  chamber  gases. 

Anode  Tip. — The  anode  is  the  positive  electrode  of  the  arc.  It  con¬ 
sists  of  a  water-cooled  copper  tip  supported  by  a  suitable  holder, 
which  is  insulated  from  the  arc  chamber  by  means  of  a  bakelite 
disk.  The  copper  tip  is  brazed  to  a  short  piece  of  brass  tubing  and  this 
unit,  which  is  known  as  the  anode  tip,  is  renewable  when  it  becomes 
worn  after  a  long  period  of  operation.  Care  should  be  taken  to  see 
that  the  anode  tip  is  always  properly  aligned  midway  between  the 
magnet  poles. 

Carbon  Electrode. — The  negative  electrode  of  the  arc  is  called  the 
cathode .  It  consists  of  a  carbon  in  a  removable  holder  which  is  held 
within  a  mechanism  that  is  slowly  rotated  by  means  of  worm  gears. 
The  carbon  is  clamped  in  the  holder  by  means  of  a  split  taper  collar 
and  locking  nut.  The  holder  is  provided  with  a  molded  “  Bakelite  ” 
knob  so  that  the  portion  of  the  holder  which  grasps  the. carbon  may  be 
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screwed  in  and  out  for  adjustment  of  the  arc  length.  The  carbon  for 
the  2-kw.  arc  converters  is  \  in.  in* diameter  and  7  in.  long. 

Alcohol  Supply. — The  hydrogen  gas  which  is  necessary  for  the 
operation  of  the  arc  converter  is  supplied  by  the  decomposition  of 
alcohol.  An  alcohol  cup  is  mounted  on  top  of  the  arc  converter.  This 
is  provided  with  a  needle  valve  and  a  sight  feed  glass  by  means  of 
which  the  flow  may  be  adjusted  and  observed.  The  alcohol  drips  into 
the  chamber  through  a  hole  in  the  upper  magnet  pole.  When  it  comes 
in  contact  with  the  arc  flame  it  is  decomposed  and  a  percentage  of 
hydrogen  is  released.  Either  grain  or  denatured  alcohol  may  be  used. 
When  the  arc  is  started,  after  a  long  period  of  rest,  it  is  necessary  to 
allow  the  alcohol  to  drip  rather  rapidly  into  the  chamber;  but  after  the 
arc  has  been  running  for  a  few  minutes  the  rate  of  flow  may  be  reduced 
to  only  a  few  drops  per  minute — only  enough  to  maintain  full  antenna 
current  and  a  smooth  running  arc. 

A  pressure  equalizer  pipe  within  the  alcohol  cup  provides  a  passage 
through  which  gas  from  the  chamber  is  permitted  to  reach  the  upper 
surface  of  the  alcohol  within  the  supply  cup.  This  pipe  insures  an 
equal  pressure  above  and  below  the  alcohol  and  permits  the  use  of  a 
gravity  feed.  The  supply  of  alcohol  should  always  be  turned  off  when¬ 
ever  the  arc  is  shut  down  for  more  than  a  minute  or  two.  Otherwise, 
alcohol  will  be  wasted  and  the  chamber  will  be  flooded. 

Water  Flow  Indicator. — An  indicator  is  supplied  in  order  that  the 
operator  may  always  be  sure  that  water  is  flowing  through  the  various 
arc  cooling  circuits.  This  consists  of  a  small  metal  case  with  a  glass 
front  and  back  within  which  a  colored  marble  is  placed.  When  water 
flows  through  the  indicator,  circulation  is  indicated  by  the  motion  and 
rattling  of  the  marble. 

Pressure  Regulator. — As  alcohol  is  supplied  continuously  to  the 
arc  converter  during  operation  there  will  always  be  a  certain  amount  of 
gas  generated  within  the  chamber.  A  hose  nipple  is  provided  by  means 
of  which  the  excess  gas  may  be  conducted  through  a  short  piece  of  hose 
to  the  unit  called  the  pressure  regulator.  The  pressure  regulator  consists 
of  an  aluminum  receptacle  divided  into  two  compartments  by  means  of 
a  rubber  diaphragm.  This  diaphragm  serves  to  maintain  the  gases  within 
the  chamber  at  approximately  atmospheric  pressure  at  all  times. 

Care  of  Arc  Converter. — The  main  points  to  be  observed  in  caring 
for  an  arc  converter  are : 

(1)  The  chamber  should  be  kept  reasonably  clean. 

(2)  No  water  leaks,  however  slight,  should  be  permitted  inside  the  chamber. 

The  anode  tip  connection  and  gasket  should  be  tested  whenever  a  new 
tip  is  installed.  , 
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(3)  The  chamber  should  be  kept  air  tight.  The  surfaces  of  the  upper  and  lower 

chamber  sections  should  always  be  clean  and  the  gasket  in  good  condition. 

(4)  The  bakelite  anode  insulating  disk  and  its  gasket  should  be  kept  clean. 

(5)  The  moving  parts  of  the  cathode  should  be  cleaned  and  oiled  occasionally. 


Fig.  409. — The  water  circulation  system  for  cooling  the  2-kw.  Federal  arc.  Salt 
water  must  never  be  used  in  the  circulation  system  because  of  its  good  current  con¬ 
ducting  property  which,  in  this  usage,  is  detrimental  to  the  arc. 


Water  Pump  and  Tank. — A  centrifugal  pump,  shown  in  Fig.  403,  is 
provided  for  circulating  water  through  the  various  water-cooled  parts 
of  the  arc  converter.  The  pump  is  driven  by  a  *-h.p.  110- volt  d-c. 
motor  which  is  mounted  upon  an  extension  of  the  pump  base  and  forms 
an  integral  part  of  the  pump  unit. 

A  15-gallon  tank,  shown  in  Figs.  403  and  409,  is  provided  as  a  con¬ 
tainer  for  the  arc-cooling  water.  It  is  necessary  to  use  fresh  water  for 
the  arc  converter  in  order  that  the  anode  may  be  insulated  from  earth. 
If  salt  water  should  be  used,  its  presence  in  the  rubber  hose  through 
which  cooling  water  is  supplied  to  the  anode  would  furnish  a  relatively 
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good  conductor  from  the  anode  to  the  chamber  and  the  electrodes  there¬ 
fore  would  be  short-circuited. 

Antenna  Loading  Inductor. — The  antenna  loading  inductor,  shown 
in  Fig.  403,  is  a  coil  of  radio-frequency  cable  wound  upon  a  bakelite 
framework.  It  is  connected  in  the  antenna  circuit  between  the  arc 
converter  and  the  series  condenser  from  which  a  connection  is  made 
to  the  antenna.  The  coil  is  provided  with  taps  brought  out  from  various 
points  in  the  winding  for  the  adjustment  of  wavelength.  When  a  large 
amount  of  the  coil  is  connected  in  the  antenna  circuit,  a  relatively  long 
wavelength  will  be  secured;  with  a  small  amount  of  the  coil  in  the  cir¬ 
cuit,  the  wave  will  be  relatively  short. 

A  bare  copper  helix  is  built  into  the  lower  end  of  the  antenna  loading 
inductor  in  order  to  provide  a  means  of  making  very  close  adjustments 
of  wavelength.  A  coupled  compensation  loop,  consisting  of  a  single  turn 
of  radio-frequency  cable,  is  placed  around  the  lower  end  of  the  antenna 
loading  inductor.  This  loop  provides  a  means  of  coupling  the  auxiliary 
key  circuit  and  the  chopper  to  the  antenna  circuit,  as  described  in  the 
paragraph  relating  to  these  units. 

When  in  operation  the  voltage  on  the  upper  end  of  the  antenna 
loading  inductor  is  relatively  high,  approximately  20,000  volts  above 
earth  potential. 

Adjustment  of  Wavelengths. — Metal  tags  are  provided  for  marking 
the  positions  of  the  connections  for  all  the  various  wavelengths  upon 
which  the  set  is  to  be  operated.  Two  flexible  conductors  are  supplied 
for  making  connections  to  the  various  terminals  of  the  loading  inductor. 

Radio-Frequency  Ammeter.— A  0-10-ampere  radio-frequency  (an¬ 
tenna),  ammeter,  shown  in  Fig.  403,  is  supplied  for  indicating  the  current 
in  the  antenna  circuit.  This  is  a  thermo-ammeter  with  a  self-contained 
thermo-couple. 

Relay  Key.— The  relay  key,  shown  in  Fig.  403,  provides  a  means  of 
connecting  the  arc  either  to  the  antenna  circuit  or  to  the  local  “  back- 
shunt  ”  circuit,  at  the  will  of  the  operator.  It  consists  of  a  movable 
contact  which  is  controlled  by  an  electromagnet  and  a  spring.  When 
the  operator  presses  downward  upon  the  Morse  hand  key,  the  electro¬ 
magnet  is  energized  and  the  movable  contact  then  connects  the  arc 
converter  to  the  antenna  circuit.  When  the  Morse  hand  key  is  released, 
the  spring  causes  the  movable  contact  to  connect  the  arc  converter  to 
the  local  “  back-shunt  ”  circuit.  The  two  stationary  contacts  through 
which  these  connections  are  made  are  so  arranged  that  the  connection 
with  one  circuit  is  made  before  breaking  the  connection  to  the  other 
circuit.  This  is  accomplished  by  the  use  of  springs  and  adjusting 
screws. 
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In  adjusting  the  relay  key,  care  should  be  taken  to  see  that  the 
movable  contact  makes  connection  with  one  stationary  contact  before 
it  breaks  with  the  other.  The  amount  of  motion  of  the  contacts  during 
this  period  of  common  connection  should  be  about  1/32  to  1/16  in. 
The  amount  of  break  between  the  contacts  when  they  are  open  should 
be  about  1/16  in.  After  the  key  has  once  been  carefully  adjusted  it 
should  require  very  little  further  attention,  with  the  exception  of  an 
occasional  brightening  of  the  contact  with  sandpaper.  A  small  amount 
of  oil  on  the  moving  parts  will  insure  long  life  and  prevent  their  sticking. 

Back  Shunt  Circuit  Unit. — A  local,  non-radiating  oscillatory  circuit 
is  supplied  in  order  that  the  arc  converter  may  have  a  circuit  upon 
which  to  oscillate  during  the  intervals  between  dots  and  dashes.  This 
local  circuit  is  called  the  back-shunt  circuit  (Fig.  405)  for  the  reason 
that  it  is  shunted  around  the  arc  when  it  is  desired  to  exclude  current 
from  the  antenna.  The  manner  in  which  signaling  is  accomplished  by 
the  back-shunt  circuit  method  is  described  in  another  paragraph  and 
illustrated  in  Fig.  410.  The  back-shunt  circuit  unit  consists  of  a  bake- 
lite  panel  upon  which  there  are  mounted  an  inductor,  a  condenser  and 
a  resistor. 

In  operating  the  set  the  resistance  of  the  back-shunt  circuit  should 
be  adjusted  so  that  the  radio-frequency  current  delivered  by  the  arc 
converter  remains  constant  whether  the  arc  is  upon  the  antenna  circuit 
or  upon  the  back-shunt  circuit.  This  adjustment  of  resistance  is 
secured  by  screwing  the  steel  disk  in  or  out  and  by  use  of  the  switch 
which  short-circuits  the  fixed  resistor. 

Transfer  Switch  for  Chopper  and  Auxiliary  Hand  Key. — A  single- 
pole,  double-throw  transfer  switch  is  supplied  in  order  that  the  coupled 
compensation  loop  around  the  bottom  of  the  antenna  loading  inductor 
may  be  connected  either  to  the  chopper  or  the  auxiliary  hand  key,  or 
to  the  two  in  series.  When  this  switch  is  thrown  to  the  right,  the 
coupled  compensation  loop  is  connected  directly  with  the  auxiliary  hand 
key.  Signaling  may  then  be  accomplished  by  the  coupled  compensation 
method  as  illustrated  in  Fig.  406. 

When  the  switch  is  thrown  to  the  left  the  chopper  is  connected 
directly  to  the  coupled  compensation  loop.  Signaling  with  the  chopper 
may  then  be  accomplished  by  the  use  of  the  back-shunt  relay  key.  The 
circuit  is  indicated  in  Fig.  407. 

With  the  switch  open,  the  auxiliary  hand  key  is  connected  in  series 
with  the  compensation  loop  and  the  chopper.  Signals  may  then  be 
transmitted  with  the  chopper  by  using  the  auxiliary  hand  key.  This 
method  is  illustrated  by  Fig.  407. 

Chopper. — The  chopper,  shown  in  Fig.  403,  consists  of  a  commutator 
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wheel  driven  by  a  *-h.p.  110-volt  d-c.  motor.  Segments  of  the  com¬ 
mutator  wheel  are  connected  at  regular  intervals  to  a  central  ring. 
The  chopper  brushes  are  so  adjusted  that  they  both  make  contact  with 
these  connected  segments  at  regular  intervals  during  the  rotation  of 
the  wheel.  The  two  brushes  are  connected  through  a  suitable 
switch  to  the  coupled  compensation  loop  which  is  placed  around 
the  bottom  of  the  antenna  loading  inductor.  The  commutator  wheel 
serves  to  alternately  open  and  short-circuit  this  coupled  compensation 
loop. 

A  single  pole  snap  switch  is  provided  for  starting  and  stopping  the 
chopper  motor. 

Auxiliary  and  Morse  Hand  Key.— The  auxiliary  hand  key  is  sup¬ 
plied  in  order  that  signaling  may  be  accomplished  by  the  coupled 
compensation  method  whenever  desired  and  in  case  of  failure  of  the 
back-shunt  method  of  signaling.  The  manner  in  which  the  coupled 
compensation  method  of  signaling  is  used  is  illustrated  by  Fig.  406. 

The  auxiliary  hand  key  is  slightly  heavier  than  the  usual  Morse 
hand  key  and  is  equipped  with  silver  contacts  f-in.  in  diameter. 

The  Morse  hand  key  is  the  usual  radio  telegraph  type.  By  means  of 
it,  the  relay  key  is  controlled  and  signaling  is  accomplished  by  the  back- 
shunt  method,  as  illustrated  in  Fig.  410. 

Note  Varying  Variometer. — The  tuning  with  an  arc  radio  trans¬ 
mitter  is  very  sharp  and  the  call  may  not  be  heard  in  case  an  arc  set  is 
calling  a  station  whose  receiver  is  not  tuned  exactly  in  unison.  In 
order  that  the  operator  may  be  able  to  slightly  vary  the  length  of  the 
outgoing  wave  while  calling,  a  note  varying  variometer  is  supplied. 
This  variometer,  shown  in  Fig.  403,  consists  of  a  stationary  coil  and  a 
coil  which  may  be  rotated  within  the  stationary  coil.  When  the  rotat¬ 
ing  coil  is  turned  in  one  direction,  the  out-going  wave  is  lengthened; 
and  when  it  is  turned  in  the  opposite  direction,  the  wave  is  shortened. 
By  rotating  this  coil  slightly,  first  in  one  direction  and  then  in  the  other, 
the  operator  is  able  to  slightly  vary  the  out-going  wave  and  thereby 
make  his  call  heard  by  the  distant  receiver. 

Antenna  Low  Power  Resistor. — In  order  that  the  antenna  current 
may  be  reduced  when  communicating  with  a  nearby  station,  a  resistor 
(shown  in  Fig.  403)  is  supplied,  which  may  be  connected  in  series  in  the 
antenna  circuit  for  operation  on  low  power.  A  shorting  switch  is 
mounted  on  the  bakelite  cover  of  the  unit.  This  switch  is  closed  except 
when  it  is  desired  to  operate  on  low  power. 

Antenna  Series  Condenser. — This  is  a  mica  condenser  connected  in 
series  in  the  antenna  circuit  on  all  wavelengths  below  2000  meters  and  is 
placed  in  the  circuit  between  the  antenna  loading  inductor  and  the 
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send-ground-receive  switch.  The  capacitance  of  the  series  condenser  is 
.0006  mfd.,  and  it  therefore  considerably  reduces  the  effective  capaci¬ 
tance  of  the  antenna  circuit.  This  permits  the  use  of  more  antenna 
loading  inductance  than  otherwise  could  be  used  for  any  given  wave¬ 
length.  The  increase  of  inductance  and  decrease  of  capacitance  insures 
steadier  operation  of  the  arc  converter,  especially  when  used  as  an 
undamped  wave  transmitter  on  wavelengths  between  950  and  2000 
meters.  For  waves  over  2000  meters,  the  series  condenser  is  shorted 
out  of  the  circuit  by  means  of  a  switch  mounted  upon  its  terminals. 

Operation  of  2-kw.  Arc  Radio  Transmitter. — Before  starting  the  set 
for  the  first  time,  the  various  circuits  should  be  tested  to  see  that  all 
electric  connections  have  been  made  in  the  proper  manner.  The  fol¬ 
lowing  steps  also  should  be  taken  to  start  the  arc : 

(1)  Fill  the  alcohol  cup  and  see  that  it  feeds  properly. 

(2)  Fill  the  water  tank  three-quarters  full  with  fresh  water. 

(3)  See  that  the  valves  of  the  water  tank  are  open  and  that  the  flow  indicates  a 

circulation  of  water  when  the  pump  is  started. 

(4)  See  that  all  moving  parts  are  properly  lubricated. 

To  start  the  set  after  a  long  period  of  rest: 

(1)  Close  the  set  supply  switch. 

(2)  Place  the  Send-Ground-Receive  Switch  in  the  sending  position.  This 

should  start  the  water  pump  and  the  carbon  rotating  mechanism  which 
are  supplied  through  interlock  contacts. 

(3)  Start  the  motor-generator  by  closing  the  circuit  breaker  on  the  starting 

panel  and  bring  the  motor  gradually  up  to  full  speed.  Adjust  the  gen¬ 
erator  voltage  to  about  250  volts  by  means  of  the  field  rheostat. 

(4)  Start  the  alcohol  flowing  so  that  it  drips  rather  rapidly.  Adjust  the  carbon 

on  the  arc  so  that  there  is  about  1  /32  inch  motion  when  the  arc  is  struck. 

(5)  Close  the  arc  main  line  switch  and  strike  the  arc.  Draw  it  out  as  long  as 

possible  without  causing  it  to  break.  In  starting  for  the  first  time,  it 
will  be  necessary  to  keep  the  arc  rather  short  for  a  minute  or  two  until 
sufficient  alcohol  has  been  decomposed  to  give  a  partial  hydrogen  atmos¬ 
phere  in  the  chamber.  As  soon  as  the  arc  starts  oscillating,  the  radio- 
frequency  ammeter  will  indicate  current  in  the  oscillatory  circuit  and  the 
arc  should  then  be  adjusted  to  obtain  a  maximum  reading  of  this  meter. 

(6)  Close  the  arc  starting  resistor  switch  and  adjust  the  arc  for  a  maximum 

reading  of  the  radio-frequency  ammeter.  The  alcohol  flow  may  now  be 
reduced  to  a  few  drops  per  minute  and  the  generator  voltage  adjusted  to 
obtain  the  desired  antenna  current. 

Arc  Adjustment. — After  the  arc  is  in  operation,  it  will  be  necessary 
to  make  only  occasional  slight  adjustments  of  arc  length.  These 
adjustments  are  made  to  obtain  a  maximum  reading  of  the  radio¬ 
frequency  ammeter. 

Only  enough  alcohol  should  be  used  to  obtain  full  antenna  current. 
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If  the  arc  breaks  or  goes  out  it  will  be  necessary  to  open  the  arc 
starting  resistor  switch  and  strike  the  arc  again.  In  case  the  arc  is 
struck  without  opening  this  switch,  a  short-circuit  will  result  and  a 
trip  coil  will  open  the  arc  main  line  switch.  It  is  then  necessary  to 
lift  the  handle  of  this  switch  to  the  upper  position  and  reclose  it;  then 
strike  the  arc  and  reclose  the  starting  resistor  switch. 

To  stop  the  arc  for  a  short  period. — (1)  Open  the  arc  main  line  switch 
(this  automatically  opens  the  arc  starting  resistor  switch). 

(2)  Put  the  “  Send-Ground-Receive  ”  switch  in  receiving  position. 

If  it  is  desired  to  stop  the  motor-generator,  this  may  be  done  by  opening 
either  the  “  Set  Supply  * 9  switch  or  the  circuit  breaker  on  the  motor  starting 
panel. 

To  start  the  arc  after  a  short  period  of  rest — (1)  Put  the  “  Send-Ground- 
Receive  ”  switch  in  sending  position  and  start  the  motor-generator,  if  it  has 
been  stopped. 

(2)  Close  the  arc  main  line  switch,  strike  and  adjust  the  arc. 

(3)  Close  the  arc  starting  resistor  switch  and  adjust  the  arc. 

To  shut  down  the  set  for  a  long  period  of  rest — (1)  Open  the  arc  main 

line  switch. 

(2)  Open  the  “  Set  Supply  99  swatch  (this  automatically  releases  the  arm 
of  the  motor  starting  panel  by  means  of  the  low  voltage  release  coil) . 

(3)  Cut  off  the  alcohol  flow. 

(4)  Place  the  “  Send-Ground-Receive  ”  switch  on  “  Receive  ”  or  "  Ground/1 
as  desired. 

To  use  the  chopper  with  the  back-shunt  method  of  signaling. — When  it 
is  desired  to  transmit  signals  on  waves  shorter  than  950  meters  by  means  of 
the  chopper,  the  following  procedure  should  be  observed : 

(1)  Throw  the  single  pole,  double  throw  transfer  switch  to  the  left  and 
close  the  double  pole  switch  mounted  on  the  chopper,  thereby  connecting  the 
chopper  to  the  coupled  compensation  loop  on  the  loading  coil. 

(2)  Start  the  chopper  motor  by  closing  the  snap  switch. 

(3)  Start  the  motor-generator  and  arc  converter  in  the  usual  manner. 

(4)  Signals  may  now  be  transmitted  by  using  the  Morse  hand  key  and 
back  shunt  circuit  in  the  usual  manner.  The  operation  of  the  chopper  is 
described  in  another  paragraph. 

To  use  the  chopper  with  the  auxiliary  hand  key. — (1)  Open  the  single 
pole,  double  throw  transfer  switch.  Close  the  double  pole  switch  mounted 
on  the  chopper  and  start  the  chopper  motor  by  the  snap  switch. 

(2)  Connect  the  arc  to  the  antenna  circuit  by  closing  the  shorting  switch 
on  the  Morse  hand  key. 

(3)  Start  the  motor-generator  and  arc  converter  in  the  usual  manner. 

(4)  Signals  may  now  be  transmitted  with  the  chopper  by  using  the  auxiliary 
hand  key. 
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To  transmit  undamped  wave  signals  by  means  of  the  auxiliary  hand  key. — 

When  it  is  desired  to  send  signals,  using  the  auxiliary  hand  key  without  the 
chopper : 

(1)  Throw  the  single  pole,  double  throw  switch  to  the  right  hand  posi¬ 
tion,  thereby  connecting  the  auxiliary  hand  key  directly  to  the  couple  com¬ 
pensation  loop  on  the  antenna  loading  inductor. 

(2)  Connect  the  arc  converter  to  the  antenna  circuit  by  closing  the  short¬ 
ing  switch  on  the  Morse  hand  key. 

(3)  Start  the  motor-generator  and  arc  converter  in  the  usual  manner. 

(4)  Signals  may  now  be  transmitted  by  the  coupled  compensation  method 
with  the  auxiliary  hand  key. 

To  change  wavelength. — (1)  See  that  the  arc  converter  is  shut  down. 

(2)  Change  the  antenna  connection  on  the  loading  inductor  to  the  ter¬ 
minal  which  is  marked  for  the  new  wave. 

(3)  Change  the  connection  between  the  bare  copper  helix  and  the  taps  in 
the  bottom  layer  of  the  loading  inductor  to  the  positions  which  are  marked 
for  the  new  wavelength. 

Peculiarities  of  an  Arc. — (1)  The  current  and  voltage  relations  of 
an  arc  converter  do  not  obey  Ohm’s  Law.  This  law  states  that  an 
increase  in  voltage  causes  a  corresponding  increase  in  current.  How¬ 
ever,  in  an  arc  converter  any  increase  in  current  will  cause  a  decrease 
in  voltage. 

(2)  In  the  arc  characteristic  curve  it  is  shown  that  a  decrease  in 
current  causes  an  increase  in  voltage  across  the  electrodes. 

(3)  The  critical  point  or  working  point  is  that  part  of  the  curve 
where  a  small  decrease  in  current  causes  a  large  increase  in  voltage. 

(4)  Carbon  does  not  obey  the  usual  law  of  resistance  as  regards  tem¬ 
perature  rise. 

In  any  metal  conductor,  as  the  temperature  rises,  the  resistance 
rises,  but  an  increase  in  temperature  of  carbon  lowers  its  resistance. 
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Introduction. — The  travel  line  of  radio  waves,  as  received  from  a 
distant  transmitting  station,  can  be  determined  by  a  radio  receiving 
apparatus,  the  device  being  called  a  radio  direction  finder .  The  terms 
radio  direction  finder  and  radio  compass  are  synonymous.  The  term 
radio  direction  finder  is  generally  used  in  the  belief  that  it  more  truly 
defines  the  function  of  the  instrument.  The  radio  direction  finder 
might  also  be  called  a  goniometer  or  radio  position  finder  or  radio  pelorus . 
In  fact,  it  should  be  regarded  as  a  pelorus,  or  position  finder,  with  which 
bearings  may  be  taken  at  distances  greatly  beyond  the  range  of  visi¬ 
bility.  A  pelorus  is  a  device  employed  to  take  sight  bearings. 

Every  ship,  eventually,  will  be  equipped  with  a  radio  direction 
finder,  because  it  has  proved  to  be  an  accurate  and  reliable  navigating 
instrument.  Its  potential  value  as  a  means  of  preventing  loss  of  life 
and  property  at  sea  has  been  demonstrated  in  hundreds  of  cases. 

Electric  current  is  set  up  in  any  conductor  encountered  by  the  elec¬ 
tromagnetic  waves  of  radio  energy  as  they  travel  through  space.  This 
property  of  electric  waves  is  utilized  in  the  radio  direction  finder,  which 
operates  on  the  general  principle  that  a  signal  of  maximum  intensity 
will  be  received  with  a  loop  antenna  so  placed  that  its  plane  is  pointing 
at  a  radio  station  which  is  transmitting.  On  the  other  hand,  if  the 
plane  of  the  loop  lies  at  right  angles  to  the  direction  of  the  radio  trans¬ 
mitter,  little  or  no  energy  is  picked  up  and  nothing  can  be  heard  in  the 
telephones.  As  the  loop  is  turned,  the  signals  drop  out  at  one  position, 
or  null  point,  which  is  well  defined  and  is  used  to  determine  the  direc¬ 
tion  of  the  incoming  wave  transmitted  by  a  distant  station.  The 
observed  radio  bearing  gives  the  angular  deviation  of  the  direction  of 
the  incoming  wave  from  an  arbitrary  fixed  line  such  as  the  fore  and 
aft  line  (keel)  of  a  vessel.  A  direction  finder  installed  on  a  land  station 
will  give  a  true  bearing  because  the  angular  deviation  of  the  direction 
of  the  received  signal  from  true  North  may  be  ascertained. 

In  the  application  of  radio  direction  finding  to  marine  navigation, 
one  or  two  methods  may  be  used,  each  one  being  the  reverse  of  the 
other. 
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(1)  The  direction  finding  apparatus  may  be  installed  at  fixed  sta¬ 
tions  on  shore,  called  radio  compass  stations,  from  which  bearings  are 
requested. 

(2)  The  other  method  is  to  install  the  direction  finder  on  the  ship, 
and  the  observer  takes  bearings  on  radio  beacon  stations.  The  instru¬ 
ment  then  may  be  used  to  great  advantage  in  a  number  of  ways,  among 
which  are  the  following: 

During  thick  weather  in  congested  waters,  ships  are  often  required 
to  wait  their  turn  for  long  periods  before  obtaining  bearings  from  the 
compass  stations  ashore,  because  only  one  ship  can  be  served  at  a  time 
by  the  stations  on  shore.  On  the  other  hand,  with  a  direction  finder 
installed  on  the  ship  bearings  may  be  taken  at  any  time  and  as  fre¬ 
quently  as  desired,  without  interfering  with  other  traffic  and  without 
delay. 

A  vessel  equipped  with  a  radio  direction  finder  may  ascertain  its 
position  in  relation  to  another  ship,  which  may  be  the  means  of  avoid¬ 
ing  disaster  during  bad  weather.  The  position  of  a  vessel  sending  out 
a  distress  call  may  be  determined,  enabling  a  rescue  ship  to  go  directly 
to  her,  or  the  ship  in  distress  may  find  the  bearings  of  rescuing  ships 
and  guide  them  to  her,  so  that  no  time  will  be  lost  in  searching  for  a 
ship  whose  exact  position  would  otherwise  be  unknown. 

The  direction  finder  is  designed  for  installation  in  the  chart  room  or 
pilot  house  of  vessels,  convenient  for  the  master  of  the  ship,  or  the 
navigating  officer,  to  take  bearings  on  the  radio  beacon  stations  of  the 
United  States  Bureau  of  Lighthouses,  or  any  radio  shore  station  or 
ship.  Inasmuch  as  bearings  taken  during  thick  or  foggy  weather  have 
the  same  degree  of  accuracy  as  sight  bearings  in  clear  weather,  the 
master  of  the  ship  can  navigate  and  locate  his  vessel  with  the  same 
confidence  as  with  bearings  taken  by  sight.  The  position  of  the  ship 
may  be  accurately  determined  by  taking  cross  bearings  on  two  or  more 
radio  stations.  A  radio  beacon  signal  may  be  used  as  a  leading  mark, 
as,  for  example,  in  order  to  enable  a  vessel  to  make  a  lightship  anchored 
in  the  approach  of  a  harbor  or  to  pass  outside  of  a  lightship  anchored 
to  guard  against  dangers  off  the  coast. 

The  map  given  in  Fig.  411  shows  the  radio  beacon  stations  located 
on  selected  important  lighthouses  and  lightships  along  the  coast.  The 
stations  are  equipped  with  apparatus  for  transmitting  a  simple,  distinc¬ 
tive  and  easily  recognized  characteristic  radio  signal  during  the  con¬ 
tinuation  of  fog  or  thick  weather,  by  means  of  which  the  navigator  of 
any  ship  provided  with  a  direction  finder  may  take  definite  bearings 
to  guide  or  locate  his  ship,  although  no  object  is  visible.  The  beacon 
stations  are  in  a  fixed  geographical  location,  and  a  practical  example  of 
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cross  bearings  is  shown  in  Fig.  412.  Fig.  413  shows  a  chart  of  the 
Port  of  New  York  with  the  three  flexible  cords  indicating  the  line  of 


direction  of  the  signals  of  each  station  intersecting  at  a  point  called  the 
fix.  In  this  case  the  fix  is  the  point  of  observation,  which  is  the  position 


Fia.  411. — A  chart  of  U.  S.  .radio  fog  signal  stations. 
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of  the  ship.  The  flexible  cords  are  attached  to  pulleys  and  weighted 
to  permit  of  convenient  changing.  An  equisignal  radio  beacon  emits 


Fig.  412. — Radio  fog  signals  near  New  York.  Chart  showing  location  of  three  radio 
fog  signal  stations  in  the  vicinity  of  New  York,  with  example  illustrating  the  use  of 
radio  signal  as  leading  mark  for  which  a  vessel  may  steer  in  approaching  New  York; 
also  example  of  the  obtaining  of  the  position  of  a  vessel  by  cross-bearings  on  three 
radio  stations.  The  distinctive  characteristics  of  the  signals  from  these  three  sta¬ 
tions  are  indicated  by  dots  on  the  circles;  the  larger  circles  are  at  the  approximate 
useful  limits  of  these  signals. 

two  distinctive  signals  which  can  be  received  only  in  certain  directions 
with  equal  intensity. 
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The  practical  utility  of  the  radio  compass  has  been  outlined  and 
it  is  apparent  that  bearings  may  be  taken  with  great  accuracy  between 


ship  and  shore,  or  shore  and  ship,  or  ship  to  ship,  for  any  distance  up 
to  several  hundred  miles,  either  in  thick  or  clear  weather. 


Fig.  413. — Illustrating  intersection  of  three  cross-bearings  plotted  against  north  and  south  line  to  determine  position 

of  vessels  entering  New  York  harbor. 
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Elements  of  the  Apparatus. — The  loop  structure  of  an  RCA  com¬ 
pass  is  shown  in  Fig.  414.  The  direction  finder  control  and  receiver, 
installed  in  the  radio  operating  room,  is  shown  in  Fig.  415.  Another 


Fig.  414. — Coil  antenna  of  a  marine  direction  finder  mounted  on  upper  deck. 

type  is  shown  in  Fig.  416  with  all  parts  identified.  A  schematic  diagram 
of  a  complete  assembly  is  shown  in  Fig.  417. 

Loop. — The  direction  finder  consists  of  a  rotatable  loop  antenna 
arranged  for  outside  mounting  above  the  chart  room  or  pilot  house, 
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connected  by  a  shaft  passing  through  the  deck  to  an  indicating  device, 
which  allows  bearings  to  be  taken  directly  from  a  compass  card  or 
gyro-repeater.  The  signal  from  the  radio  station  on  which  a  bearing 


Fig.  415. — Interior  of  a  radio  room  with  the  direction  finder  at  the  left  and  the  ship’s 
tube  transmitter  at  the  right. 

is  to  be  taken  is  picked  up  on  the  loop  above  deck.  When  the  plane 
of  the  loop  is  in  the  direction  from  which  the  signal  is  coming,  the 
signal  is  maximum.  Conversely,  the  signal  is  zero  when  the  plane  of 
the  loop  is  at  right  angles  to  the  direction  of  the  signal.  As  the  loop 
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Fig.  416. — One  type  RCA  radio  direction  finder  showing  receiver  control  and  indi¬ 
cator.  The  rotating  element  with  the  red  and  white  pointer  is  clearly  shown 
mounted  directly  over  the  compass  scale. 
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Fig.  4 17. —Schematic  diagram  of  a  standard  marine  diretion  finder  which  operates  in  conjunction 

with  a  super-heterodyne  receiver. 
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is  turned  through  180  deg.,  the  manner  in  which  the  signal  changes 
intensity  is  shown  in  Fig.  418.  It  is  seen  that  a  change  of  30  deg.  from 
Position  1  to  Position  2  only  changes  the  signal  intensity  from  100  per 
cent  to  85  per  cent,  whereas  the  same  movement  of  30  deg.  from  Posi¬ 
tion  3  to  Position  4  changes  the  signal  intensity  from  50  per  cent  to 
zero.  Consequently,  to  obtain  accurate  bearings  the  indicator  is  set 

to  take  readings  on  the  minimum 
signal. 

The  loop  itself  consists  primarily 
of  a  number  of  turns  of  wire  en¬ 
closed  in  tubes  joined  together  to 
form  a  square.  This  container, 
which  is  watertight,  is  mounted  on 
one  corner  with  its  plane  vertical 
and  supported  on  a  tripod  by  means 
of  which  it  is  raised  five  feet  above 
the  deck.  The  shaft  from  the  loop 
passes  through  a  universal  joint 
down  into  the  room  below.  The  loop 
rotates  on  ball  bearings,  swinging 
quickly  and  easily  from  one  position 
to  another  when  the  hand  wheel  is 
turned.  The  hand  wheel  is  located 
in  the  room  below,  being  mounted 
vertically  and  geared  to  the  loop 
shaft  with  a  two  to  one  reduction. 
Mounting  the  wheel  in  this  manner 
has  two  advantages:  one,  the  ease 
of  handling  the  loop  in  a  gale,  due 
to  the  reduction  gear  between  the 
Fig.  418.— How  the  signal  strength  varies  control  wheel  and  the  loop  shaft; 
in  intensity  while  rotating  a  compass  and  the  othe  that  the  rolling  and 
loop  is  indicated  in  percentage  as  shown  . .  .  .  ..  .  .  ?  , 

by  the  numbers  surrounding  the  circle.  P^hing  of  the  sh.p  does  not  inter- 

fere  with  the  manipulation  of  the 
loop  while  taking  a  bearing.  To  prevent  the  wind  from  turning  the 
loop,  a  lock  has  been  provided  on  the  shaft  of  the  hand  wheel.  The 
lock  is  set  whenever  the  instrument  is  not  in  use.  The  tripod  support¬ 
ing  the  loop  above  deck  is  mounted  on  a  triangular  oak  crib,  2  in.  thick 
and  36  in.  on  each  side,  serving  to  strengthen  the  deck  while  supporting 
the  loop  with  a  minimum  spread  of  the  tripod  legs. 

Automatic  Compensator. — Interposed  between  the  loop  and  the 
indicator  is  a  mechanical  compensator  which  automatically  provides 
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the  necessary  correction  to  offset  errors  in  the  observed  bearing.  The 
compensator  is  designed  to  permit  quick  and  accurate  calibration  of  the 
compass,  when  installed,  up  to  plus,  or  minus  20  deg.,  every  45  deg. 
The  errors  are  introduced  on  account  of  metal  objects  aboard  the  ship 
which  may  tend  to  distort  the  direction  of  the  wave  front,  that  is,  to 
change  the  apparent  direction  of  arrival  of  the  radio  waves.  Corrected 
radio  bearings  may  be  taken  from  the  indicator  after  the  compensator 
is  once  adjusted,  because  the  errors  will  be  the  same  for  any  given 
position  of  the  loop.  A  corrected  radio  bearing  is  one  to  which  the 
calibration  correction  has  been  applied. 

This  calibration  and  adjustment  is  usually  carried  out  on  the  first 
voyage  after  the  instrument  has  been  installed.  It  must  be  done  by 
someone  who  is  familiar  with  such  work.  It  also  requires  the  close 
cooperation  of  the  master  of  the  ship.  The  procedure  is  to  take  simul¬ 
taneous  sight  bearings  with  a  pelorus  and  radio  bearings  with  the 
direction  finder  on  some  station  while  swinging  the  ship.  The  difference 
between  the  sight  bearing  and  the  apparent  bearing  given  by  the  radio 
compass  will  be  the  error,  and  will  indicate  the  amount  of  local  wave 
front  distortion.  The  sight  bearing  must  be  taken  with  great  care, 
as  the  accuracy  in  obtaining  the  true  bearing  with  the  instrument  after 
calibration  will  depend  upon  the  accuracy  of  the  sight  bearing  taken 
during  calibration.  Usually,  the  maximum  error  will  exist  on  bearings 
taken  on  stations  off  the  bows  and  quarters.  The  error  on  bearings 
right  ahead,  or  astern,  or  on  the  beam,  is  usually  negligible. 

At  the  time  the  direction  finder  is  calibrated,  the  ship  should  be  in 
condition  for  sea,  with  booms  stowed.  Bearings  should  be  taken  with 
the  ship  in  the  same  condition,  as  it  must  be  borne  in  mind  that  changes 
in  the  position  of  large  metal  objects,  particularly  if  close  to  the  loop, 
may  cause  a  change  in  the  direction  of  advance  of  the  radio  waves, 
and  affect  the  calibration. 

Indicator — Compass  Card.— The  indicator  consists  of  a  dumb  com¬ 
pass  card,  mounted  so  that  readings  may  be  taken  in  degrees  from  the 
ship's  head,  or  the  card  may  be  adjusted  to  the  ship's  course  at  the 
time  the  bearing  is  taken.  Bearings  are  read  by  means  of  parallax 
lines  engraved  on  a  piece  of  plate  glass  revolving  above  the  compass 
scale  as  the  loop  is  turned.  One  side  of  the  indicator  is  equipped  with 
a  reading  glass  and  is  also  marked  with  an  arrow  head.  This  side  should 
always  be  used  for  reading  the  bearing,  as  it  is  the  side  used  when  the 
instrument  is  calibrated.  The  short  pointers,  marked  “  Red  "  and 
“  White,"  are  used  only  when  the  relative  direction  from  which  the 
signal  is  coming  is  not  known. 

The  compass  is  equipped  when  installed  with  a  Sperry  Gyroscopic 
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Repeater  or  dummy  compass,  from  which  the  compass  card  may  be 
properly  centralized.  The  centralization  of  the  compass  card  should 
be  checked  in  several  positions,  so  that  no  error  will  occur  in  any  of  the 
positions  of  the  indicator  or  pointer.  The  Sperry  Repeater  is  placed  in 
the  cover  of  the  receiver,  lined  up  with  the  lubber  line  in  a  correct  fore 
and  aft  relation  with  the  keel  of  the  vessel. 

On  ships  equipped  with  the  Sperry  compass,  the  pelorus  or  dumb 
compass  card  may  be  replaced  by  a  live  gyro-repeater.  Readings  with 
the  direction  finder  are  then  referred  to  the  true  meridian.  A  true  radio 
bearing  may  be  obtained  by  plotting  the  angular  deviation  from  true 
North  to  the  direction  of  the  incoming  signal. 

Receiver- Amplifier. —The  wires  leading  down  through  the  shaft 
from  the  loop  antenna  are  connected  to  a  receiver-amplifier  mounted  in 
the  base,  the  entire  instrument  being  self-contained  in  one  unit.  The 
receivers  of  the  present  day  operate  under  one  of  the  three  general 
principles,  as  follows:  tuned  radio-frequency,  regeneration,  and  super¬ 
heterodyne.  Any  type  receiver  may  be  used  in  conjunction  with  the 
radio  compass,  but  it  must  function  to  give  a  relatively  loud  signal  in 
order  that  the  minimum  may  be  well  defined.  It  must  also  eliminate 
other  signals  or  disturbances  of  whatever  sort  that  would  seriously 
interfere  with  obtaining  an  accurate  reading.  A  receiver  operating 
under  the  super-heterodyne  principle  will  accomplish  this  end,  and 
with  a  simplicity  of  controls.  Each  control  is  equipped  with  a  cali¬ 
brated  card  marked  to  show  the  approximate  position  of  the  tuning  for 
given  wavelengths. 

With  the  super-heterodyne  receiver  either  spark,  c.w.,  i.c.w.,  or  any 
modulated  signals  may  be  used.  A  complete  explanation  of  the  prin¬ 
ciples  of  loop  reception,  together  with  a  description  of  the  eight-tube 
super-heterodyne  and  general  instructions  in  the  operation  and  care  of 
the  direction  finder  equipment  is  given  in  the  following  paragraphs. 

How  Ship’s  Bearing  Is  Obtained  by  a  Direction  Finder. — Step-by- 
Step  Procedure  for  Operating  a  Direction  Finder. — Since  the  ship’s 
antenna  used  for  radio  transmission  must  be  open  when  bearings  are 
taken  with  the  radio  direction  finder,  a  positive  interlock  is  provided 
between  the  direction  finder  and  the  antenna  transfer  or  opening  switch 
in  the  wireless  room,  also,  a  signal  light  to  notify  the  radio  operator 
when  the  direction  finder  is  being  used. 

The  operation  of  taking  bearings  consists  of  listening  to  a  radio 
signal  with  head  phones  and  rotating  the  loop  by  means  of  the  hand 
wheel  until  the  signal  from  the  station  on  which  the  bearing  is  being 
taken  reaches  a  minimum  value  or  null  point,  which  is  well  defined. 
The  bearing  of  the  station  from  which  the  signals  are  received  may 
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then  be  read  directly  from  the  indicator.  This  gives  the  line  of  direc¬ 
tion  and  is  called  the  bilateral  bearing .  In  the  event  that  the  side  from 
which  the  signal  is  coming  is  not  definitely  known,  provision  is  made 
for  quickly  and  definitely  obtaining  a  unilateral  bearing  or  sense  of 
direction.  A  small  single  wire  antenna  is  used  in  ascertaining  the  sense 
of  direction  and  the  loop  is  swung  through  180  deg.  to  determine  which 
side  gives  the  louder  signal.  The  sensitivity  of  the  receiver  and  strength 
of  signals  may  be  adjusted  as  desired,  and  the  procedure  in  detail  is  as 
follows: 

(а)  The  external  control  circuit,  which  permits  operation  of  the 
direction  finder  from  the  radio  room,  should  function  in  this  way: 
When  the  master  switch  on  the  panel  of  the  receiver  is  pushed  to  the 
“  On  ”  position,  a  pilot  lamp  installed  in  the  radio  room  will  light. 

(б)  The  operator  upon  seeing  this  signal  will  place  the  lightning 
switch  in  the  “  DF  ”  (direction  finder)  position,  which  closes  the  fila¬ 
ment  relay  in  the  base  of  the  receiver  and  places  the  receiver  in  operat¬ 
ing  condition.  No  filament  current  is  available  for  the  tubes  before 
the  closing  of  the  relay. 

(c)  The  observer  when  finished  with  the  compass  will  push  the 
master  switch  to  the  “  Off  ”  position,  which  turns  out  the  pilot  light  in 
the  radio  room,  signifiying  that  the  operator  may  continue  his  watch. 

Operation. — (1)  The  panel  of  a  receiver,  controls  and  indicator  are 
shown  in  Fig.  416.  Plug  the  head  telephones  in  either  jack  (two  jacks 
are  provided  for  an  additional  pair  of  head  phones,  so  that  bearings  may 
be  observed  simultaneously  by  two  persons). 

(2)  Press  the  button  on  control  panel  marked  “On.”  This  turns  on 
a  light  in  the  radio  room,  which  is  a  signal  to  the  radio  operator  to  open 
the  antenna.  When  the  antenna  switch  in  the  radio  room  is  opened  it 
automatically  operates  a  relay  in  the  battery  compartment  of  the 
receiver  to  close  the  filament  circuit.  The  direction  finder  cannot  be 
operated  until  this  has  been  done. 

(3)  Turn  the  filament  rheostat  to  a  position  where  the  voltmeter 
reads  3  volts  or  5  volts,  depending  upon  which  type  of  tube  is  used  in 
the  receiver. 

(4)  Turn  both  tuning  controls  to  approximate  wavelength  setting 
of  the  station.  Then  turn  the  switch  to  position  marked  “Line.” 

(5)  Now  carefully  tune  Station  Selectors  I  and  II,  moving  the 
pointers  back  and  forth  over  the  position  for  loudest  signal  about  three 
times  to  determine  the  setting  that  gives  the  most  intense  signal.  It  is 
best  to  do  this  when  the  loop  is  turned  so  that  the  signal  is  not  disagree¬ 
ably  loud.  For  good  bearings  accurate  turning  of  Selector  I,  or  the  left 
hand  pointer  controlling  the  capacity  of  the  loop  Condenser,  is  important. 
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(6)  Set  “  Balance  ”  pointer  at  zero. 

(7)  For  line  of  direction  ( bilateral  bearing)  rotate  the  loop  slowly  until 
a  dip  in  signal  strength  is  noted.  Leave  the  loop  in  this  position  and  set 
“Balance”  at  the  position  giving  minimum  signal.  Readjust  the  loop 
slightly  to  get  zero  signal  strength.  Read  the  bearing  of  the  radio 
signal  station  from  the  end  of  the  indicator  that  carries  the  reading 
glass.  For  best  results  both  the  balance  and  the  loop  must  be  slowly 
and  carefully  adjusted.  When  taking  bearings  on  stations  within  five 
miles  it  may  be  desirable  to  reduce  the  signal  strength.  This  can  be 
done  by  reducing  the  filament  voltage,  or  by  a  slight  readjustment  of 
Station  Selector  II.  By  proper  adjustment  of  the  balance,  bearings 
can  be  obtained  on  beacons  within  a  radius  of  100  miles  which  are 
definite  as  to  sharpness  to  one  degree,  and  in  some  cases  to  one-fourth 
degree,  or  about  as  accurate  as  it  is  possible  to  adjust  the  loop. 

(8)  For  sense  of  direction  ( unilateral  bearing ),  if  the  sense  of  direction 
is  not  known,  turn  the  loop  to  give  maximum  response.  This  is  accom¬ 
plished  by  turning  the  loop  90  deg.  after  determining  the  line  of  direc¬ 
tion.  Adjust  the  filament  control  and  Station  Selector  II  to  give  a  sig¬ 
nal  of  medium  strength.  Turn  the  switch  to  the  position  marked  Sense , 
noting  the  strength  of  the  signal.  Turn  the  loop  quickly  through  180 
deg.  while  the  switch  is  in  Sense  position  and  note  the  strength  of  the 
signal.  If  the  signal  is  stronger,  the  station  is  in  the  general  direction 
indicated  by  the  Red  pointer.  If  the  signal  is  weaker  the  general 
direction  of  the  station  is  shown  by  the  White  pointer. 

Line  Sense  Features  and  Sense  Antenna. — A  test  should  be  made 
to  determine  whether  the  sense  indication  is  correct.  The  signal  should 
be  increased  when  the  Red  pointer  points  toward  the  sending  station 
and  decreased  when  the  White  pointer  points  toward  the  station.  If 
the  opposite  is  observed  the  loop  leads  should  be  reversed  at  the  tun¬ 
ing  condenser  and  the  test  repeated  to  verify  the  change  in  position 
of  the  pointer. 

For  satisfactory  sense  observations  it  is  suggested  that  after  obtain¬ 
ing  a  bearing,  the  loop  be  rotated  about  10  deg.  from  minimum  posi¬ 
tion,  in  the  Red  pointer  direction,  the  switch  being  thrown  to  the  sense 
position.  If  the  signal  increases,  the  reading-glass  end  of  the  index 
points  toward  the  beacon.  To  check,  listen  when  the  loop  is  moved  10 
deg.  in  the  opposite  (White  pointer)  direction.  Tests  should  be  made 
from  time  to  time  to  check  the  calibration,  by  taking  simultaneous 
sight  and  radio  bearings  when  approaching  and  passing  lightships 
equipped  with  radio  fog  signals,  or  by  asking  any  passing  vessel  to 
transmit  signals. 

Stations  used  for  checking  and  testing  calibration  of  the  direction 
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finder  should  be  located  so  as  to  be  entirely  surrounded  by  water,  and 
must  be  within  range  of  visibility,  but  not  less  than  one  mile  or  approxi¬ 
mately  two  miles  distant  from  the  ship.  The  intensity  of  the  signal 
should  be  adjusted  to  sound  uncomfortably  loud  on  maximum  position 
and  the  wavelength  as  close  to  1000  meters  as  possible. 

The  sense  antenna  should  consist  of  50  ft.  of  antenna  wire  with  one 
end  elevated  about  35  ft.  above  the  deck  on  which  the  receiver  is  located. 
The  remaining  slack  wire  should  be  pulled  aside  at  approximately  its 
mid-point,  to  form  a  V-shape,  on  its  side,  thus  > . 

Stations  Available  for  Taking  Bearings, — The  following  limitations 
should  always  be  considered  in  choosing  a  station  on  which  to  take  a 
bearing. 

(а)  A  bearing  should  be  avoided  which  involves  a  signal  that  has 
traveled  any  appreciable  distance  along  the  shore  line.  In  such  cases, 
the  line  of  separation  between  the  water  and  land  acts  as  a  partial 
reflection,  bending  the  waves  and  possibly  resulting  in  an  erroneous 
bearing. 

(б)  A  bearing  taken  on  a  station  separated  from  the  ship  by  inter¬ 
vening  land  should  be  considered  only  as  approximate. 

(c)  A  bearing  taken  on  a  station  more  than  150  miles  distant  should 
be  considered  as  approximate. 

(d)  On  bearings  taken  shortly  before  or  after  sunrise  or  sunset 
errors  due  to  so-called  night  effect  may  be  observed.  These  errors  are 
manifested  by  rapid  swinging  of  the  minimum  so  that  the  signal  sta¬ 
tion  seems  to  be  changing  its  position  while  the  bearing  is  being  taken. 
Bearings  taken  under  such  conditions  cannot  be  relied  upon.  Errors 
due  to  night  effect  are  usually  negligible  at  distances  of  less  than  100  miles. 

There  are  four  classes  of  stations  which  are  available  for  taking 
bearings. 

(1)  Special  Radio  Fog  Signal  Stations:  These  special  radio  fog  sig¬ 
nals  should  be  used  whenever  available  in  preference  to  any  other 
station,  for  the  following  reasons:  They  have  been  erected  by  the 
United  States  Government  and  various  other  governments,  specifically 
for  navigation  aid  in  connection  with  radio  direction  finders.  They 
emit  a  characteristic  signal  which  may  be  readily  distinguished  by  any¬ 
one  without  knowledge  of  the  telegraph  code.  They  are  so  located  on 
lightships  and  at  lighthouses  that  bearings  in  most  cases  will  be  all 
over  water.  The  published  positions  of  these  special  radio  fog  signal 
stations  may  be  depended  upon  as  accurate.  They  are  operated  con¬ 
tinuously  during  fog  or  thick  weather. 

(2)  Radio  Transmitters  associated  with  the  United  States  Naval 
Radio  Compass  Stations. 
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(3)  Other  commercial  and  Government  shore  stations. 

(4)  Ships  (under  way). 

To  obtain  bearings  on  stations  in  classes  2,  3  and  4,  it  will  be  neces¬ 
sary  to  call  the  radio  operator  to  identify  the  desired  station  by  its  call 
letters.  When  taking  bearings  on  shore  stations  in  class  3,  it  should  be 
borne  in  mind  that  the  published  positions  of  such  stations  in  many 
cases  are  only  approximate.  Also,  such  stations  are  likely  to  be  sep¬ 
arated  from  the  ship  by  intervening  land,  which  may  cause  swinging  of 
the  apparent  direction  of  the  station  from  the  true  reading.  In  general, 
bearings  should  not  be  taken  on  stations  in  class  3  unless  the  station  is 
known  to  be  located  directly  on  the  shore. 

Important  Tests  and  Maintenance  of  the  Direction  Finder  Equip¬ 
ment. — The  entire  radio  compass  is  self-contained  in  one  unit,  all  bat¬ 
teries  being  installed  in  the  bottom  of  the  pedestal  housing. 

(a)  Storage  battery  equipment. — The  following  elements  should  be 
inspected  at  least  once  each  week : 

(1)  Turn  on  the  filaments  and  determine  if  the  voltage  can  be 
brought  up  to  normal.  (To  do  this  requires  operation  of  the  antenna 
switch  in  the  radio  room  which  in  turn  operates  the  relay  in  the  battery 
compartment  of  the  direction  finder  receiver  and  is  therefore  a  check 
on  the  relay.)  A  receiver  of  the  type  using  199  tubes  will  require  a 
normal  voltage  of  3  volts,  and  other  receivers  may  employ  201- A  tubes 
which  require  a  normal  filament  voltage  of  5  volts. 

(2)  Measure  the  voltage  of  the  “  B  ”  battery,  which  should  not  be 
less  than  60  volts.  The  “  B  ”  battery  voltage  may  be  read  on  the 
upper  scale  of  the  voltmeter  on  the  control  panel  by  depressing  the 
push-button  mounted  below  the  meter.  If  the  “  B  ”  battery  reads 
less  than  60  volts  it  should  be  replaced.  The  4j-volt  “  C  ”  battery 
should  always  be  renewed  whenever  “B”  batteries  are  renewed. 

(3)  The  storage  battery  used  for  the  filaments  is  so  arranged  that 
when  the  “On-Off  ”  switch  on  the  control  panel  is  in  the  “  Off  ;;  position 
this  battery  is  on  trickle  charge.  Therefore,  the  battery  is  being  con¬ 
stantly  charged  at  a  slow  rate  while  not  in  use.  The  rate  of  charge  is 
normally  adjusted  to  provide  for  average  use  of  one  hour  per  day.  The 
charging  resistance  is  tapped  so  that  three  charging  rates  are  provided, 
depending  upon  the  length  of  time  the  compass  receiving  set  is  in  opera¬ 
tion,  each  rate  being  arranged  to  recharge  the  battery  for  one,  two,  and 
three  hours  of  daily  operation.  In  an  emergency  three  dry  cells  con¬ 
nected  in  series  may  be  used  as  an  “  A  ”  battery  in  the  receiver  using 
the  3-volt  type  tubes,  if  the  storage  “  A  ”  battery  should  become 
inoperative.  A  receiver  using  the  5- volt  type  tube  will  require  two 
banks  of  dry  cells  connected  in  parallel,  each  bank  to  comprise 
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four  dry  cells  connected  in  series,  to  operate  the  receiver  in  an 
emergency. 

A  sufficient  amount  of  distilled  water  should  be  added  to  the  “AM 
battery  every  three  months  to  bring  the  level  of  the  solution  within  one 
inch  of  the  top  of  the  container.  The  storage  “  A  ”  battery  is  of  the 
low  specific  gravity  type,  about  1150  at  full  charge.  The  solution  of 
electrolyte  in  the  battery  is  covered  by  a  layer  of  oil  to  prevent  evap¬ 
oration,  and  no  attempt  should  be  made  to  test  the  state  of  charge 
with  a  hydrometer,  as  it  would  only  draw  off  oil.  The  condition  of  the 
battery  must  be  determined  by  the  voltmeter  on  the  control  panel. 

(4)  A  main  double-pole  service  switch  is  provided  in  the  top  of  the 
battery  compartment,  in  the  pedestal  base.  The  switch  should  always 
be  open  while  the  ship  is  in  port,  or  at  any  other  time  when  current  is 
not  available  for  charging  purposes.  This  switch  disconnects  the 
direction  finder  receiver  from  the  ship’s  110- volt  d-c.  power  mains  and 
opens  the  battery  charging  circuit.  It  is  imperative  that  this  switch 
be  opened  if  the  ship’s  lighting  circuits  are  connected  to  shore  lines, 
which  may  be  either  a-c.  or  of  incorrect  polarity  d-c.,  for  charging  the 
battery.  Before  connecting  the  current  supplying  the  battery  charg¬ 
ing  equipment,  it  should  always  be  tested  for  polarity,  and  the  negative 
line  connected  to  the  negative  electrode  of  the  battery. 

(6)  Testing  the  Super-heterodyne  Receiver. — After  the  receiver  is  set 
in  operation,  adjust  the  filament  voltage  by  means  of  the  filament 
rheostat  control.  The  pointer  attached  to  Station  Selector  I,  which 
tunes  the  loop  to  the  desired  wavelength,  is  set  at  the  indicated  wave¬ 
length  on  the  scale;  then  slowly  vary  Selector  II,  which  controls  the 
oscillator  frequency,  back  and  forth  near  the  same  wavelength  band. 
After  the  signal  is  heard  both  selectors  are  again  adjusted  for  maximum 
signal.  The  rotation  of  the  loop  also  will  vary  the  signal  strength.  If 
interference  is  experienced,  it  can  be  avoided  sometimes  by  setting  the 
pointer  of  Selector  II  from  10  to  30  divisions  from  the  first  setting.  The 
test  for  oscillation  with  the  super-heterodyne  receiver  is  to  rotate  the 
pointer  of  Selector  II  across  the  entire  scale  to  cover  the  full  wave¬ 
length  range  and  at  the  same  time  repeatedly  touch  the  stator  plates  of 
the  oscillator  condenser,  which  is  connected  to  th§  shaft  of  Selector  II 
pointer.  A  click  should  be  heard  each  time  the  finger  touches  the  con¬ 
denser  plates.  In  the  event  that  the  oscillator  tube  circuits  do  not 
oscillate,  it  will  be  necessary  to  interchange  several  tubes  in  the  various 
sockets  until  the  best  arrangement  is  found. 

(c)  Troubles  and  Remedies . 

(1)  If  the  filament  voltmeter  does  not  read  (when  the  antenna 
switch  is  opened)  see  if  the  relay  in  the  direction  finder  filament  circuit 
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closes.  This  relay  is  operated  by  the  6-volt  “  A  ”  battery  in  the  radio 
room.  If  it  does  not  close,  the  batteries  in  the  radio  room  are  weak, 
or  the  auxiliary  contact  on  the  antenna  switch  is  dirty.  If  the  relay 
closes,  but  the  filament  voltmeter  does  not  read,  then  the  relay  con¬ 
tacts  are  dirty,  or  the  filament  battery  in  the  direction  finder  is  run 
down. 

(2)  If  the  filament  voltmeter  reads  normal,  but  the  receiver  sounds 
dead,  then  inspect  as  follows: 

See  that  the  “B”  battery  voltage  is  normal. 

Substitute  a  good  tube  in  turn  for  each  of  the  tubes  in  the  receiver 
(these  tubes  use  a  thoriated  filament  which  often  does  not  bum  out  at 
the  end  of  its  useful  life,  .but  has  merely  lost  the  capacity  to  supply 
electron  emission;  therefore,  the  fact  that  the  filament  lights  does  not 
mean  that  the  tube  is  good). 

See  if  all  connections  to  all  batteries  are  in  place  and  tight,  and  no 
wires  broken  under  the  insulation  where  not  readily  seen.  Voltmeter 
test  at  the  extreme  end  of  any  connecting  leads  will  give  a  quick  indi¬ 
cation. 

See  if  brushes  on  the  loop  collector  rings  are  making  contact. 

Replace  protective  lamp  in  “  B  ”  battery  circuit  with  a  spare  lamp. 
This  lamp  is  inserted  in  series  with  the  negative  “  B  ”  circuit  and  pro¬ 
tects  the  tubes  from  damage  should  the  filament  and  plate  circuits 
become  accidentally  crossed.  It  acts  as  a  fuse  because  it  will  burn  out 
if  subjected  to  a  voltage  much  in  excess  of  the  normal  3.6  volts  at  which 
it  is  rated.  This  protective  lamp  is  an  ordinary  Eveready  flashlight 
bulb  No.  1193  3.6  volts.  If  burned  out,  the  plate  circuit  will  be  opened 
and  the  receiver  will  be  inoperative.  Any  persistent  burning  out  of 
the  lamp  indicates  a  short-circuit,  which  must  be  cleared.  The  trouble, 
however,  may  be  in  a  defective  tube  or  wiring. 

If  the  receiver  is  noisy,  look  for  loose  connections,  particularly  at 
battery  connections  and  at  collector  rings.  See  if  the  collector  rings 
are  clean  and  the  brushes  are  making  good  contact.  Noise  may  also 
be  caused  by  a  defective  “  B  ”  or  “  C  ”  battery. 

(d)  Practical  Consideration  Affecting  Direction  Finder  Operation: 

(1)  The  location  selected  for  the  direction  finder  must  be  such  that 
the  loop  assembly  can  be  mounted  directly  over  the  receiver  and  pro¬ 
vide  the  greatest  convenience  in  taking  observations  with  a  minimum 
exposure  to  disturbing  effects  produced  by  the  ship's  rigging  and  equip¬ 
ment,  outlined  in  the  following  paragraph. 

(2)  The  center  of  the  loop  should  be  at  least  6  ft.  from  large  metal 
objects  such  as  masts,  funnels,  stays,  and  so  on.  Current  may  be 
induced  in  a  direction  finder  by  wires  forming  closed  circuits  such  as 
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stays,  whistle  cords,  and  so  on,  which  have  a  natural  wavelength  or 
fundamental  period  considerably  less  than  the  working  wavelength  of 
the  loop.  This  current  is  90  deg.  out  of  phase  in  the  compass  loop  with 
the  induced  current,  due  to  the  signal,  and  therefore  has  the  effect  of 
decreasing  the  sensitivity  of  the  instrument.  The  effect  apparent  to 
the  observer  is  the  broadening  of  the  minima . 

Inasmuch  as  the  masts,  stays,  and  so  on,  are  located  in  various 
directions  from  the  compass  loop,  they  sometimes  have  the  effect  of 
shifting  the  apparent  arrival  of  the  signal.  Therefore,  as  has  been 
explained  in  preceding  paragraphs,  the  process  of  calibration  involves 
compensating  for  this  apparent  shift  in  signal  direction  and  adjusting 
the  automatic  compensator  to  obtain  a  sharp  minima  at  all  angles. 
Objects  causing  the  error  should  be  permanently  grounded,  and,  if 
possible,  all  long  wires  should  be  broken  up  with  insulators  so  that 
they  may  not  have  a  natural  period  near  the  direction  finder  wave¬ 
lengths.  This  applies  only  to  whistle  cords,  signal  halyards,  and  simi¬ 
lar  wires,  and  does  not  affect  the  standing  rigging  unless  the  loop  of  the 
direction  finder  is  enclosed  within  a  loop  formed  by  the  rigging. 

When  two  stays  are  fastened  to  a  mast,  they  should  be  connected 
together  with  a  wire  near  the  apex,  and  another  wire  should  be  con¬ 
nected  between  the  lower  end  of  each  stay  and  the  ground,  or  hull  of 
the  ship.  This  arrangement  of  making  a  continuous  electrical  conductor 
of  the  stays  terminating  at  the  ground  is  called  bonding. 

Electrical  disturbances  caused  by  the  ship’s  equipment,  such  as  the 
induction  produced  by  sparking  in  the  generators,  motors  and  control 
apparatus,  must  be  minimized.  The  direction  finder  is  made  entirely 
of  non-magnetic  material,  and  has  no  effect  on  the  ship’s  compass, 
provided  it  is  not  located  closer  than  three  feet. 

Principles  of  Directional  Radio  Reception  with  Loop  Antenna. — The 
usual  method  of  inducing  a  high  frequency  alternating  current  in  a 
loop  antenna  is  to  use  the  loop  winding  as  part  of  or  all  of  the  inductance 
of  an  oscillatory  circuit.  In  Fig.  419  there  is  shown  a  simple  detector 
circuit  coupled  to  an  oscillatory  circuit  comprising  the  loop  A  BCD 
shunted  by  the  variable  tuning  condenser  C2.  Let  us  assume  that  the 
loop  is  constructed  similarly  to  the  loop  illustrated  in  Fig.  420,  called 
the  box  type. 

Before  entering  into  a  detailed  explanation  of  the  radio  compass 
circuits,  the  simple  action  of  the  loop  antenna  should  first  have  consid¬ 
eration.  Let  A  and  B  represent  two  sides,  respectively,  of  a  single  loop 
direction  finder,  with  the  arrow  indicating  the  line  of  direction  of  the 
flux  in  a  passing  electromagnetic  wave. 

When  the  loop  lies  in  the  same  plane  as  the  incoming  signal  wave, 
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that  is,  pointing  toward  the  distant  radio  transmitter,  maximum  induc¬ 
tion  takes  place.  By  studying  the  diagram,  it  can  be  seen  that  the 
current  induced  by  the  electric  field  in  side  A  is  in  advance  of  the  cur¬ 
rent  induced  in  side  By  and  if  the  two  sides  are  spaced  a  certain  dis¬ 
tance  apart  (which  they  are  in  actual  construction)  the  current  induced 
in  side  B  will  be  effective  an  instant  later  than  the  current  in  side  A. 

Wherefore,  a  current 
wifi  flow  around  the 
loop  A-B  as  a  result 
of  the  two  induced 
e.m.f.’s. 

In  the  lower 
drawing  of  Fig.  420 
the  plan  view  of  the 
loop,  as  shown  by 
position  1,  indicates 
the  position  of  the 
loop  in  a  plane  at 
right  angles  to  the 
wave  front  of  the 
incoming  signal;  or, 
as  it  is  more  com¬ 
monly  expressed,  the 
loop  lies  parallel  with 
and  points  toward  the 
direction  of  the  wave 
travel .  The  variable 
condenser  across  the 
loop  terminals  is  used 

to  tune  the  loop  circuit  to  resonance  with  the  signals  from  a  chosen 
station.  The  resulting  induced  signal  current  then  flows  to  the  detector 
to  be  translated  into  audio-frequency  current  suitable  to  operate  the 
head  telephones. 

If  the  loop  A-B  is  turned  on  its  axis  so  as  to  make  the  plane  of  its 
winding  form  an  angle,  which  is  less  than  a  right  angle,  with  the  line 
of  direction  of  the  wave,  as  in  position  2,  then*  it  can  be  seen  that  there 
will  be  a  small  difference  of  time  between  the  arrival  of  the  wave  at 
A  and  at  B.  The  time  difference  becomes  smaller  and  the  currents 
induced  in  the  loop  become  correspondingly  less  as  the  plane  of  the 
loop  approaches  that  position  where  it  is  at  right  angles  to  the  travel 
of  the  wave,  as  in  position  3.  In  that  position,  all  points  of  the  loop 
will  be  reached  by  the  wave  at  the  same  instant;  or  both  sides,  A  and  Bt 


Fig.  419. — A  circuit  diagram  of  a  direction  finder  having 
directional  (unilateral)  characteristics. 
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are  acted  upon  equally  by  the  electromagnetic  forces  and  the  induced 
voltages  in  A  and  B  will  be  equal,  but  opposed  in  direction,  and  there¬ 
fore  will  neutralize. 

This  property  of  a  loop  antenna  of  receiving  a  larger  proportion  of 
radio  energy  along  some  directions  than  others  is  called  its  directional 
properties  and  the  loop  is  then  known  as  a  directional  antenna . 

In  rotating  a  loop 

about  its  axis  one  com-  | 

plete  revolution  or  360  ^  , 

deg.,  two  maxima  and 

two  minima  points  will  \  A!  I  1. 

be  found.  Since  a  maxi-  jj  (  i]  j 

mum  signal  will  be  heard  _ *■■■■} - 

whether  side  A  or  side  B  D^ectlon  of^ave  ji  i  ji  j 

points  directly  toward  '!  1 

the  distant  sending  sta- 
tion,  the  loop  cannot 

be  utilized  to  indicate  ^t°  Radio  compass 

i  Receiving  Set 

the  exact  direction  from 

which  the  waves  are  ( - * 

coming.  Owing  to  this  J  I  top  v*w  ot  loop 

fact  a  loop  antenna  is  Direction  of  \  \  in  Three  Position* 

r  Wave  Travel  1 _ 

known  as  a  bilateral  - \XA  ]  , 

- r— - V-h+V - 1 —  1 

antenna  j  for  a  greater  1 - 

percentage  of  the  radio  1  pO\/ 

signal  waves  is  received  i  i  \  2 

in  angular  regions  180  *3 

deg.  apart  than  in  other 

directions  Fio-  ^0* — s^own  by  this  drawing  a  maximum 

'Tk  K*1  +  IK  signal  will  be  heard  with  the  loop  in  position  1, 

the  bilateral  ctiarac-  whereas  when  in  position  3  a  minimum  or  no  signal 
teristics  of  a  single  loop  be  heard, 

will  give  the  line  of 

direction,  but  not  the  exact  side  from  which  the  waves  are  advancing. 
This  is  known  as  the  180  deg.  ambiguity,  or  uncertainty. 

In  rotating  the  loop  it  will  be  noted  that  for  a  given  variation  of 
the  angle,  the  signal  strength  varies  by  a  greater  amount  when  the 
angle  is  close  to  90  deg.  than  when  it  is  around  zero.  Because  of  this 
fact  the  compass  will  be  more  sensitive  if  adjusted  to  a  zero  signal 
instead  of  a  maximum  signal.  On  the  other  hand,  the  sensitivity  of 
the  human  ear  is  usually  keener  in  discriminating  between  the 
presence  of  a  very  weak  signal  and  that  point  where  the  signal 
drops  out  than  in  detecting  the  changes  in  the  signal  strength  as 
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it  increases  and  decreases  a  few  degrees  in  the  region  of  maximum 
loudness. 

General  practice  is  to  turn  the  loop  in  a  position  where  no  signals 
at  all  are  heard,  thus  providing  a  more  accurate  adjustment.  Under 
these  conditions  the  plane  of  the  loop  will  not  be  parallel  to  the  direc¬ 
tion  of  the  wave  travel,  but  at  right  angles  as  shown  by  position  3  in 
Fig.  420. 

It  must  be  remembered  that  on  nearby  signals  only  a  very  small 
received  current  may  be  necessary  to  operate  the  detector,  but  if  the 
induced  energy  in  the  loop  is  less  than  that  necessary  to  cause  the 
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Fig.  421. — A  top  view  of  a  loop  or  coil  antenna.  When  it  is  in  the  position  A3,  B3 
a  signal  of  maximum  intensity  is  received,  whereas  when  it  is  rotated  to  occupy 
positions  shown  by  the  dotted  lines,  signals  of  minimum  intensity  or  no  signals  at 

all  are  heard. 


detector  tube  to  function,  no  signals  will  be  heard  in  the  telephones; 
this,  of  course,  refers  to  the  minimum  position  of  the  loop. 

Adjusting  for  Minimum  Signal. — A  few  brief  observations  are  given 
in  the  following  paragraph  about  the  theory  of  the  propagation  of  radio 
energy  which  will  serve  to  connect  with  the  more  detailed  explanation 
of  loop  reception. 

A  radio  wave  in  its  propagation  is  always  illustrated  by  a  sine  curve 
which  tells  us  that  the  electric  waves  alternate  through  space  and  these 
electromagnetic  forces  are  continually  passing  through  an  infinite  num¬ 
ber  of  instantaneous  values.  The  energy  rises  from  zero  to  maximum 
and  diminishes  again  to  zero  in  one  direction,  then  reversing  to  undergo 
a  similar  rise  and  fall  in  the  opposite  direction  for  each  complete  oscilla¬ 
tion,  as  shown  by  the  curve  of  wave  motion  in  Fig.  421.  One  cycle  or 
one  periodic  disturbance  of  a  radio  wave  is  known  as  its  wavelength 
and  is  the  distance  between  two  points  in  similar  phase  in  two  successive 
cycles;  for  example,  the  distance  M  to  N  is  the  wavelength.  If  the 
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wavelength  of  M  to  N  is  600  meters,  then  this  cycle  is  performed  in 
5  0  0,0  (To  seCOn(i- 

If  the  loop  is  held  in  a  fixed  position  so  that  its  turns  of  wire  do  not 
lie  in  a  plane  with  the  direction  of  the  wave  travel,  indicated  by  the 
long  arrows,  a  minimum  amount  of  induction  will  take  place  for  the 
following  reason: 

The  behavior  of  a  magnetic  field  of  force,  as  noted  in  the  theory 
covering  electromagnetic  induction,  is  such  that  when  a  magnetic  field 
of  varying  magnitude  threads  through  or  cuts  a  conductor,  an  alternat¬ 
ing  e.m.f.  is  induced  in  the  conductor,  and  the  strength  of  this  induced 
voltage  is  determined,  for  one  thing,  upon  the  angle  at  which  the  mag¬ 
netic  lines  of  force  cut  the  conductor.  Then,  if  the  compass  coil  is 
turned  to  occupy  position  A3B3  with  its  plane  parallel  to  the  direction 
of  the  wave  travel,  indicated  by  the  long  arrows,  it  will  be  threaded  by 
the  maximum  number  of  lines  of  force. 

As  previously  stated,  the  magnetic  field  will  strike  side  A3  a  moment 
in  advance  of  side  B3;  that  is,  the  crest  of  the  wave  reaches  one  vertical 
side  of  the  coil  when  the  crest  has  either  reached  or  already  passed  the 
other  vertical  side  of  the  coil,  so  that  the  voltages  induced  in  either  side 
are  unequal;  therefore,  an  alternating  current  will  flow  through  the 
coil,  and  a  loud  signal  will  be  heard  in  the  headphones. 

On  the  other  hand,  when  the  plane  of  the  coil  is  turned  at  right  angles 
to  the  incoming  wave,  as  in  position  A1B1,  the  magnetic  lines  of  force 
do  not  thread  through  the  coil,  but  strike  all  portions  of  the  coil  at  the 
same  instant  and  induce  an  e.m.f.  in  both  sides  A\  and  B\>  which 
neutralize  each  other,  resulting  in  no  induced  voltage  and  consequently 
no  current. 

If  the  loop  is  swung  from  position  A3B3  in  a  counterclockwise  direc¬ 
tion,  the  signal  will  greatly  decrease  in  intensity  as  the  loop  approaches 
position  A2B2  and  will  entirely  drop  out  in  position  AiB\.  As  we  con¬ 
tinue  to  rotate  the  loop,  sounds  will  again  reappear  when  the  loop 
comes  to  position  A4B4,  increasing  in  loudness  until  maximum  signal 
is  recorded  at  position  B3A3.  The  loop  has  been  turned  one-half  revo¬ 
lution,  180  deg.,  and  two  maximum  points  have  been  found.  If  the 
rotation  of  the  loop  is  continued  for  the  next  half  revolution,  the  "same 
effects  will  be  observed;  namely,  the  signals  will  begin  to  disappear  in 
positions  B2A2  and  .B4A4,  and  it  can  be  assumed  that  zero  or  minimum 
signal  is  in  position  B\A\.  Thus  two  maximum  and  two  minimum 
points  are  obtained  during  one  revolution  of  the  loop. 

For  all  practical  purposes  it  is  seen  that  the  zero  position  can  be 
considered  anywhere  between  the  limits  A4A2  or  B2B4,  as.  indicated 
by  the  dotted  arrows.  Since  it  is  impossible  to  obtain  the  position  for 
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absolute  zero  signal  in  practice,  the  mean  or  average  value  of  the  signal 
strength,  as  determined  by  the  ear,  at  the  positions  just  mentioned,  is 
taken  as  corresponding  to  the  theoretical  zero  position  at  A1B1.  This 
may  be  accomplished  with  sufficient  accuracy  by  swinging  the  loop  to 
either  side  of  zero  position  until  the  signal  is  barely  audible,  and  then 
taking  the  mean  reading  of  these  two  positions.  It  is  obvious  that  to 
induce  a  minimum  current  in  the  loop  giving  a  very  weak  signal  in  the 
receivers,  the  region  indicated  by  the  dotted  arrows  must  be  quite 
limited. 

By  employing  a  receiver,  the  minimum  current  received  in  the  loop 
may  be  made  very  small,  thus  increasing  the  sensitivity  of  the  appa¬ 
ratus.  By  then  increasing  the  signal  strength  through  one  or  more 
stages  of  radio-frequency  amplification  before  detection,  and  one  or 
more  stages  of  audio  amplification  after  detection,  greater  accuracy  and 
effectiveness  of  the  direction  finder  will  be  obtained.  In  other  words, 
the  minimum  and  maximum  points  will  be  more  clearly  defined. 

When  the  indicator  of  a  single  coil  direction  finder,  just  described,  is 
mounted  over  a  compass  card,  the  manipulation  of  the  loop  will  give 
only  a  bilateral  reading,  with  an  uncertainty  of  180  deg.  as  to  the  exact 
direction  of  the  sending  station. 

To  Plot  in  Graphic  Form  the  Induced  Current  in  a  Loop  Rotated 
360  Deg. — The  Figure-of-Eight  Diagram. — We  know  that  the  strength 
of  the  signal  is  dependent  upon  the  relative  position  of  the  coil 
with  respect  to  the  direction  of  the  incoming  signal.  The  purpose  of 
the  following  paragraphs  is  to  show  that  the  variation  in  the  induced 
voltage  in  the  compass  coil,  while  it  is  turned  one  complete  revolution, 
may  be  graphically  illustrated.  The  curve  representing  the  voltage  or 
current  changes  in  the  loop  will  have  the  appearance  of  the  figure  eight 
(8)  because  it  comprises  two  tangent  circles,  shown  in  Fig.  422. 

In  order  to  understand  the  principle  upon  which  a  radio  compass 
having  unilateral  characteristics  is  operated  (to  be  explained  in  a  fol¬ 
lowing  section),  not  only  will  it  be  necessary  for  a  reader  or  student  to 
have  an  elementary  knowledge  of  how  the  current  changes  in  value  as 
a  loop  is  rotated  about  its  axis,  but  some  means  must  be  employed  to 
illustrate  this  change  graphically.  By  very  little  application  and 
study  the  figure-of-eight  diagram  will  be  found  relatively  simple  in  con¬ 
veying  the  action  in  picture  form,  just  as  is  the  use  of  the  sine  curve 
in  illustrating  a  cycle  of  alternating  current. 

Let  us  begin  to  plot  the  curve  with  the  loop  in  the  position  to  receive 
maximum  signal,  as  shown  in  Fig.  422,  the  direction  of  signal  wave 
being  designated  by  the  arrow. 

To  compare  the  intensity  of  the  signals  for  the  different  loop  posi- 
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tions,  an  arbitrary  value  of  15  units  may  be  assumed  for  the  maximum 
unit  current  strength,  with  the  loop  in  line  with  NM,  which  is  in  the 
same  plane  as  the  incoming  signal.  The  unit  current  strength  will  pro¬ 
gressively  diminish  to  zero  from  15  units  when  the  loop  is  turned  from 
position  NM  until  it  lies  in  a  direction  as  indicated  by  GF . 

The  purpose  of  two  circles,  one  indicating  negative  units  of  current 
and  the  other  positive  units  of  current,  will  first  require  explanation. 
If  the  loop  is  turned  180  deg.,  with  the  side  of  the  loop  marked  N  always 
pointing  in  the  direction  toward  the  incoming  wave  (that  is,  so  this 
side  of  the  loop  will  be  acted  upon  before  the  other  side  M)>  then  the 


360°-0° 


Fni.  422. — The  figure-of-8  diagram.  When  a  loop  is  rotated  360  deg.  the  strength 
of  an  incoming  signal  will  vary  in  the  manner  indicated  by  the  two  inner  circles. 
This  provides  a  bi-lateral  characteristic. 


alternating  current  induced  in  the  loop  may  be  called  a  'positive  current. 
Now,  when  the  loop  is  turned  the  second  half  revolution,  the  side  N 
will  occupy  the  position  M  formerly  occupied,  and  this  time  side  M 
will  be  acted  upon  prior  to  N.  The  alternating  current  now  induced 
in  the  loop  is  identified  by  a  relative  term,  being  called  a  negative  cur¬ 
rent.  The  terms  are  merely  relative  and  have  no  other  significance 
than  to  indicate  that  the  alternating  current  flows  back  and  forth 
through  the  loop  windings  in  both  instances,  but  the  general  movement 
is  reversed.  That  is,  if  we  assume  an  alternation  of  current  to  be 
flowing  upward  in  side  N  when  N  points  toward  the  arrow  indicating 
the  wave,  the  current  would  at  that  very  instant  be  flowing  downward 
in  side  N,  if  N  were  reversed  to  occupy  the  position  of  side  M.  This 
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change  in  the  general  direction  in  which  the  alternating  currents  flow 
through  the  coil  should  be  simple  to  understand,  because  it  depends 
solely  upon  which  side  of  the  loop  is  cut  first  by  the  advancing  electro¬ 
magnetic  field.  Later  it  will  be  shown  that  the  whole  principle  upon 
which  unilateral  bearings  are  obtained  is  based  upon  this  reversal  or 
ehange  in  which  the  alternating  currents  flow.  Technically  it  would 
be  said  that  the  current  changed  in  phase. 

To  proceed  with  the  plotting  of  the  signal  intensity  curve:  Begin 
with  the  loop  in  zero  position,  in  line  with  GF ,  and  rotate  the  loop  from 
0  to  180  deg.  and  at  the  same  time  plot  the  positive  current  units  on  the 
circle  on  the  right  with  the  side  N  always  in  the  general  direction  toward 
the  signal  arrow.  With  the  loop  in  line  with  GF  place  a  dot  at  0  where 
the  two  dotted  circles  are  tangent ;  this  indicates  that  no  signal  is  being 
received.  Now  move  the  loop  30  deg.  in  the  line  with  A2A3,  assume  the 
signal  strength  to  be  5  units  and  place  a  dot  at  A  indicating  (positive) 
+  5  units.  In  the  same  manner  proceed  to  locate  other  positions  as 
follows:  Move  the  loop  to  60  deg.  in  line  with  8283  and  the  signal 
intensity  will  increase  to  +  10  units  represented  by  B}  then  to  90  deg. 
to  line  up  the  loop  with  line  NM,  representing  maximum  signal  strength 
at  point  C  with  +15  units,  the  value  which  we  arbitrarily  selected; 
move  the  loop  to  120  deg.  in  line  with  D2D3  and  the  unit  strength  will 
be  +  10  as  represented  by  point  D,  the  same  value  as  it  was  at  60  deg. ; 
advance  to  150  deg.  in  line  with  £2^3,  indicating  the  +  5  units  at  point 
E;  the  loop  is  now  turned  the  last  30  deg.  or  to  180  deg.  in  line  with 
FG ,  with  the  side  N  of  the  loop  pointing  toward  F .  Zero  signal  will  be 
received,  indicated  at  O  (where  the  circles  are  tangent). 

The  right  hand  dotted  circle  indicating  the  induced  current  in  the 
loop  when  rotated  from  O  to  180°  is  now  complete  and  we  may  begin 
plotting  the  signal  intensity  for  the  second  half  revolution,  but  it  must 
be  borne  in  mind  that  the  alternating  current  will  reverse  its  general 
movement  through  the  coil,  and  therefore  the  points  of  location  from 
180  to  360  deg.  will  be  plotted  on  the  left  hand  dotted  circle  and  the 
units  will  now  be  identified  with  negative  values.  With  the  loop  reversed, 
that  is,  with  side  N  in  the  position  occupied  by  M,  and  M  in  the  posi¬ 
tion  occupied  by  N,  move  the  loop  in  steps  of  30  deg.  and  plot  the 
negative  units  as  indicated  on  the  left  hand  circle.  This  gives  another 
maximum  position  because  the  loop  still  lies  in  the  same  plane  with  the 
incoming  wave.  Maximum  signal  is  again  received  as  designated  by 
—  15  units  at  point  C\. 

It  should  now  be  clear  how  the  two  minima,  at  0  and  180  deg. 
respectively,  and  the  two  maxima  at  90  and  270  deg.,  are  obtained  and 
then  illustrated  in  a  figure-of-eight  pattern  or  diagram.  Observe  that 
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throughout  the  explanation  the  frequency  or  number  of  cycles  of  alter¬ 
nating  current  is  not  involved,  for  the  curve  merely  shows  the  varia¬ 
tions  in  the  effective  strength  of  the  signal  in  the  receiving  apparatus 
when  the  loop  is  rotated  one  complete  revolution. 

The  single  coil  radio  compass  of  this  type  may  be  read  with  reason¬ 
able  accuracy  providing  the  general  location  of  the  distant  transmitting 
station  is  known. 

Bearing  Obtained  with  a  Single  Loop  Direction  Finder. — In  the  case 
of  a  ship  fitted  with  a  single  loop  radio  compass,  the  operator  may  find 
the  position  with  a  small  percentage  of  error  by  taking  cross  bearings 

on  two  or  more  radio  stations  - — — - 

transmitting,  as  shown  in  the  fjj  uL  CS  / 

diagram  of  Fig.  423.  Two 

methods  are  available:  p  jj\  ^ 

(1)  The  first  method  is 

where  the  vessel  is  equipped  \ 

with  a  direction  finder.  M  \ 

Transmitting  stations  AyB,C 

and  L>,  called  beacon  sta-  c  M  _ _ _ '  3 

tions, are  situated  at  different  S' 

locations,  which  are  charted 

and  known  to  be  geographic-  ^ 

ally  correct.  Each  station  is  D^W/ 

identified  by  the  character-  f 

istic  signal  it  transmits.  The  |{( 

observer  should  obtain  the 

,  -  i  0  r  ,,  Fig.  423.— A  vessel’s  position  (bearing)  is  ob- 

ang  es  ,  an  rom  e  by  the  method  suggested  in  this  drawing, 

four  readings  when  manip¬ 
ulating  the  loop,  and  then  by  plotting  the  locations  A,  Bf  C  and  D 
from  the  given  angles  the  position  of  the  ship  is  determined.  The 
lines  of  direction  of  two  or  more  bearings  will  intersect  at  a  point, 
called  the  fix ,  which  in  this  instance  is  the  point  of  observation,  or  the 
position  of  the  vessel,  because  the  plotting  of  the  bearing  has  been 
carried  out  on  board  ship. 

(2)  The  second  method  is  where  the  operator  sends  out  a  call  using 
the  ship’s  transmitter.  The  stations  A,  By  C  and  D  may  in  this  case 
be  equipped  with  direction  finders,  being  compass  stations.  The  same 
letters  and  locations  are  used  in  both  methods  to  simplify  the  explana¬ 
tion,  but  it  should  not  be  assumed  that  a  compass  station  and  a 
beacon  station  are  situated  at  the  same  location. 

Method  2  is  the  reverse  process  of  the  method  outlined  under 
Method  1.  The  operators  at  compass  stations  A,  Bt  C  and  D,  by 
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manipulating  their  direction  finders,  can  obtain  the  angles  which  are 
made  by  their  individual  bearings,  as  indicated  by  the  direction  of  the 
lines  pointing  toward  the  ship,  with  respect  to  the  North  and  South  line. 
The  angles  with  the  North  and  South  line  are  reported  by  each  station 
by  telephone  to  a  Central  Compass  Station  located  as  CS,  where  the 
angles  are  plotted  and  the  position  of  the  ship  is  determined.  The  Cen¬ 
tral  Compass  Station  may  then  telephone  or  telegraph  the  position  of 
the  ship  to  a  transmitting  station  at  the  same  or  some  other  location. 
The  latter  station  will  then  call  the  ship  which  requested  the  bearing 
and  report  the  ship’s  position  to  the  operator  on  board. 

When  a  vessel  equipped  with  a  single  loop  compass  is  nearing  port, 
the  exact  direction  of  an  incoming  signal  usually  becomes  known  when 
communication  is  established  between  ship  and  shore,  or  vice  versa. 

When  a  vessel  is  far  out  at  sea,  however,  a  bearing  may  be  desired 
and  the  operator  can  determine  the  line  along  which  the  radio  waves 
from  a  sending  station  are  acting,  but  may  not  know  definitely  the 
direction  from  which  they  are  coming.  To  eliminate  this  uncertainty, 
the  modern  compass  is  equipped  with  both  a  loop  antenna  and  a  verti¬ 
cal  wire  antenna,  which  function  in  conjunction. 

Bellini-Tosi  Goniometer. — The  form  of  direction  finder  described 
in  the  foregoing  paragraphs  employing  a  single  loop  is  probably  the 
simplest  construction,  but  it  has  certain  deficiencies  which  have  been 
indicated.  In  order  to  enable  the  operator  to  obtain  sharper  minima 
and  maxima  positions  a  direction  finder  was  developed  by  Bellini  and 
Tosi,  consisting  of  two  fixed  loops  with  their  planes  at  right  angles,  the 
coil  assembly  being  mounted  above  deck  in  the  usual  manner. 

One  loop  lies  in  a  plane  with  the  keel  of  the  ship  and  the  other  per¬ 
pendicular  to  it,  or  thwart  ship.  The  conducting  wires  leading  from 
the  terminals  of  the  two  loops,  A\  and  A 2,  are  carried  from  the  upper 
deck  structure  down  to  the  radio  room,  or  pilot  house,  as  shown  in  Fig. 
424.  They  are  connected  respectively  in  series  with  variable  con¬ 
densers  Ci  and  C2  and  also  with  field  coils  L\  and  L2.  The  two  field 
coils,  L\  and  L2,  are  in  a  fixed  position  with  their  planes  at  right  angles 
and  each  comprises  several  turns  of  wire.  A  smaller  exploring  coil,  L3, 
is  mounted  within  the  field  coils  and  may  be  rotated  by  a  handle  with 
its  angular  positions  shown  by  an  indicator  attached  to  the  compass 
card.  , 

The  action  of  each  of  the  compass  coils  is  the  same  as  that  of  the 
single  compass  coil  previously  described.  The  function  of  the  two 
field  coils  is  to  reproduce  the  energy  in  the  loop  coils,  but  to  a  less 
degree.  It  is  essential  that  the  two  loops  be  mounted  in  a  fixed  posi¬ 
tion  and  at  right  angles.  The  condensers  Ci,  C2  have  identical  capacity 
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values  and  are  tuned  simultaneously  by  a  handle  to  the  wavelength  of 
the  signal  to  be  received.  If  the  waves  advance  in  the  direction  of  loop 
Aij  the  oscillating  currents  induced  in  this  loop  will  be  maximum,  but 
at  zero  intensity  in  loop  A  2.  The  current  flowing  in  coils  L\  and  L2 
produces  about  them  magnetic  fields  which  are  proportional  to  the 
amount  of  energy  received  by  the  loops  to  which  they  are  connected. 
The  magnetic  fields  combine  to  produce  a  resultant  field  which  is  pro¬ 
portional  in  magnitude  to  the  signal  currents  in  the  two  loops.  If  the 
small  exploring  coil  L3  is  rotated  about  its  axis,  the  e.m.f.  induced  in 
this  coil  by  the  resultant  field 
due  to  the  flux  set  up  by  coils 
Li  and  L2  will  be  maximum 
when  the  plane  of  coil  L3  lies 
parallel  to  the  field  coil  pro¬ 
ducing  the  strongest  magnetic 
field.  In  the  case  just  cited, 
exploring  coil  L3  would  lie 
parallel  to  field  coil  L\. 

Again,  if  the  waves  advance 
in  the  general  direction  of 
loop  A  2,  the  induction  in  A  2 
will  be  maximum,  and  mini¬ 
mum  or  nil  in  A\.  Hence, 
the  exploring  coil  must  now 
lie  parallel  to  field  coil  L2  to 
receive  maximum  induction. 

In  order  to  supply  maximum 
current  to  the  detector  circuit, 
the  exploring  coil  L3  must 
always  be  at  right  angles  to  the  resultant  magnetic  field  produced 
around  the  windings  of  L\  and  L2,  and  the  corresponding  position 
of  the  exploring  coil  for  maximum  induction  of  signal  energy  may  be 
indicated  by  the  pointer  on  the  compass  card.  A  minimum  position 
may  also  be  taken  by  turning  L3  until  no  signal  is  heard.  By  previous 
calibration  of  the  compass  the  line  of  direction  of  the  sending  station 
may  be  determined. 

The  circuit  is  so  arranged  that  the  exploring  coil  is  really  acting  as 
a  miniature  compass,  depending  for  its  operation  upon  the  relative 
strength  of  the  two  magnetic  fields  surrounding  L\  and  L2,  which  in 
turn  are  dependent  upon  the  induction  of  current  from  an  advancing 
wave  in  the  respective  loops  A\  and  A 2.  The  exploring  coil,  being 
inductively  coupled  to  the  field  coils,  is  tuned  by  the  variable  condenser 
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C3  to  obtain  resonance  with  the  incoming  signal  frequency.  The  radio¬ 
frequency  current  received  in  L3  produces  a  potential  difference  across 
tuning  condenser  C3,  which,  when  applied  as  an  e.m.f.  to  the  grid  of  an 
electron  tube  detector,  will  be  translated  into  modulated  direct  current 
suitable  to  actuate  the  telephone  receivers. 

Let  us  suppose  that  an  advancing  wave  is  in  a  direction  which 
induces  current  of  equal  intensity  in  both  coils  at  the  same  instant, 
when  two  such  fixed  loops  are  thus  employed  to  obtain  a  bearing.  Then 
the  corresponding  fluxes  surrounding  the  field  coils  will  be  at  right 
angles  and  of  equal  strength.  It  will  be  understood  that  current  may 
or  may  not  be  induced  in  a  conductor  when  current  flows  in  another  cir¬ 
cuit.  This  action  depends  upon  the  inductive  relationship,  or  the  coup¬ 
ling  between  the  two  circuits.  Since  the  coupling  between  the  field 
coils  and  the  exploring  coil  is  purely  electromagnetic  and  variable,  a 
position  may  be  found  for  L3  for  which  no  signal  current  is 
set  up. 

In  the  goniometer  described,  the  coil  L3  will  not  point  in  a  direction 
toward  the  transmitting  station,  but  90  deg.  away  from  it  at  minimum 
signal.  This  system  depends  for  its  accuracy  upon  the  perfect  sym¬ 
metry  of  the  loops  and  coils,  and  several  readings  are  taken,  rotating  the 
coil  Lz  180  deg.  each  time. 

Unidirectional  Characteristics — Sense  Radio  Direction  Finder. — 

By  means  of  the  single  coil  antenna,  or  by  means  of  a  double  coil  goni¬ 
ometer,  we  are  able  to  determine  the  plane  parallel  to  which  the  elec¬ 
tric  waves  are  acting,  but  the  exact  direction  of  the  station  radiating 
the  signal  is  still  to  be  determined.  In  order  to  eliminate  the  180  deg. 
uncertainty  of  the  single  or  double  coil,  a  system  has  been  developed 
with  the  addition  of  a  vertical  wire  antenna,  which  is  an  adaptation  of 
other  methods  previously  explained.  The  wire  antenna  is  so  dis¬ 
posed  in  space  and  connected  through  a  field  inductance  coil  coupled 
to  the  field  coils  of  the  usual  loop  antenna  that  signal  waves  will  induce 
current  in  both  circuits  which  may  be  entirely  neutralized  once;  that 
is,  the  signal  may  be  eliminated  only  once  for  one  complete  revolution 
of  the  loop. 

The  purpose  of  this  method,  then,  is  to  obtain  one  well  defined  zero 
position  to  the  extent  that  determination  may  be  made  of  the  exact 
line  of  direction  in  which  a  distant  radio  transmitter  lies.  In  the  prac¬ 
tical  manipulation  of  the  radio  compass,  the  following  two  major  opera¬ 
tions  are  carried  out: 

(1)  The  line  of  direction  in  which  the  distant  station  lies  is  first 
determined.  This  is  called  the  bilateral  bearing. 

(2)  On  which  side  of  the  straight  line  the  distant  station  is  located 
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is  next  determined,  thus  giving  a  unilateral  characteristic  or  a  bearing 
which  supplies  the  sense  of  direction. 

A  simple  coil  antenna  ABCD,  used  in  conjunction  with  the  vertical 
wire  antenna  EF,  is  shown  in  Fig.  419.  Upon  referring  to  the  diagram, 
it  can  be  seen  that  the  incoming  signal  wave,  illustrated  by  the  arrow 
and  wave  motion,  strikes  the  wire  EF  first  and  induces  an  e.m.f.  therein, 
ahead  of  either  the  vertical  wire  BA,  or  the  wire  CD,  which  is  the  oppo¬ 
site  side  of  the  loop.  The  induced  e.m.f.  in  EF  produces  a  current  flow 
in  L\,  when  switch  S  is  closed,  and  its  magnetic  field  acts  upon  the  field 
coil  L2,  which  carries  the  current  produced  by  the  e.m.f.  in  the  loop. 
Therefore,  the  total  current  flowing  through  L2  will  depend  upon  the 
combined  action  of  the  coil  antenna  and  the  vertical  wire  antenna. 

This  explanation  should  be  clear  if  we  consider  that,  when  the 
switch  S  is  open  and  no  current  is  induced  in  L\,  there  can  be  no  transfer 
of  energy  from  L\  to  L2,  and  the  current  flowing  in  L2  is  the  result  of 
the  action  of  the  waves  upon  the  coil  antenna  alone. 

On  the  other  hand,  with  the  switch  S  closed  and  the  waves  coming 
from  a  direction  opposite  to  that  indicated,  the  signal  energy  will  strike 
wire  CD  in  advance  of  EF  and  BA.  Hence,  the  e.m.f.  induced  in  CD 
will  lead  the  e.m.f.’s  induced  in  EF  and  BA,  and  the  effective  e.m.f.  in 
the  circuit  will  produce  a  current  flowing  through  L2,  which  is  greater 
this  time  than  when  the  coil  antenna  acted  alone.  In  the  above  instance, 
the  switch  &  must  be  closed,  so  that  the  magnetic  field  surrounding  L\ 
will  induce  an  e.m.f.  in  L2,  and  the  induced  e.m.f.  must  also  be  in  such 
direction  that  it  will  assist  the  e.m.f.  already  induced  in  coil  L2  by  the 
energy  picked  up  on  the  loop. 

The  current  in  the  vertical  wire  antenna  coil  L\  will  tend  either  to 
diminish  or  to  build  up  the  current  flow  in  the  loop  coil  L2.  A  reduc¬ 
tion  or  increase  in  signal  strength  will  follow,  depending  upon  the  direc¬ 
tion  of  the  waves  and  the  relative  position  of  coils  L\  and  L2.  Just 
why  the  signal  will  either  increase  or  decrease,  as  explained  previously, 
is  because  the  induced  e.m.f.  in  the  loop  will  change  the  phase  of  the 
current  flowing  through  L\  relative  to  the  current  in  L2.  This  condi¬ 
tion  may  be  brought  about  either  by  a  change  in  the  direction  from 
which  the  waves  are  coming  or  by  reversing  the  loop  so  that  the  side 
pointing  toward  the  incoming  waves  will  have  the  induced  e.m.f.  lead 
the  other  induced  e.m.f.’s  which  previously  formed  the  reverse  order 
before  the  loop  was  turned.  This  action  can  be  demonstrated  easily 
by  the  use  of  the  vector  diagram  method.  A  very  practical  detailed 
explanation  is  given  in  subsequent  paragraphs  and  is  based  on  the 
relative  units  of  signal  strength  in  the  wire  antenna  and  loop  systems 
while  the  loop  is  turned  one  revolution. 
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How  to  Obtain  Exact  Direction  of  Distant  Sending  Stations. — Ref¬ 
erence  is  made  to  the  diagram  in  Fig.  419  in  giving  the  following  opera¬ 
tions  for  obtaining  the  exact  direction  of  a  distant  sending  station: 

(1)  When  the  switch  S  is  opened,  the  compass  loop  ABCD  is 
turned  to  a  position  where  the  signals  are  easily  read,  and  the  loop 
system  is  then  tuned  to  resonance  with  the  desired  signal  wave  by 
means  of  variable  condenser  (72. 

(2)  The  switch  S  is  now  closed  and  the  coupling  between  the  field 
coil  L\  connected  to  the  vertical  antenna,  and  coil  L2  connected  to 
the  loop  antenna  is  adjusted  until  a  signal  of  maximum  strength  is 
heard.  The  arrow  through  L\  indicates  that  the  coupling  is  variable. 
This  adjustment  is  known  as  the  balancer. 

(3)  The  next  operation  is  the  opening  of  switch  S.  Turn  the  loop 
until  the  signals  disappear  or  become  a  minimum.  The  loop,  when  in 
this  position,  is  in  a  plane  at  right  angles  (90  deg.)  to  the  line  of  direc¬ 
tion  of  the  signal  waves. 

(4)  While  the  switch  S  remains  open,  the  loop  is  turned  90  deg. 
from  the  position  occupied  in  (3)  until  a  maximum  signal  is  obtained. 
The  plane  of  the  loop  is  now  parallel  with  the  direction  of  the  signal 
wave.  The  line  of  direction  or  what  is  known  as  the  bilateral  bearing 
is  obtained  from  operations  (3)  and  (4). 

(5)  With  the  loop  in  this  position,  for  maximum  signal  energy,  the 
switch  S  is  now  closed.  The  signal  strength  will  either  increase  or 
decrease  relative  to  that  in  (4),  depending  upon  the  exact  direction 
from  which  the  waves  are  advancing.  If  the  signal  strength  decreases 
upon  closing  S,  the  waves  are  coming  from  a  certain  direction.  On 
the  other  hand,  if  the  signal  strength  increases,  the  waves  are  coming 
from  the  opposite  direction.  Whether  the  waves  are  coming  from  one 
direction  or  the  other  may  be  definitely  ascertained  by  equipping  the 
rotating  member  of  the  loop  with  two  pointers  diametrically  opposite, 
marking  one  red  and  the  other  white;  and,  by  previous  calibration  of 
the  instrument,  the  signals  then  may  be  known  to  come  from  a  given 
direction.  The  pointers  are  suspended  above  the  compass  card  and 
the  white  pointer  may  be  selected  to  indicate  the  known  direction  of 
the  sending  station  when  receiving  a  minimum  signal.  This  known 
direction  is  called  the  “  sense  ”  of  direction  and  the  bearing  obtained  a 
unilateral  or  unidirectional  bearing.  The  switch  S  is  called  the  “  Line- 
Sense  ”  switch,  because  opening  the  switch  gives  the  line  of  direction 
and  closing  the  switch  gives  the  sense  of  direction. 

The  pointer  gives  only  the  sense  of  direction  of  a  radio  station  with 
reference  to  the  bow  and  stern  of  the  vessel,  and  not  the  geographical 
location  of  that  station,  unless  the  direction  finder  is  equipped  with  a 
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live  gyro-compass  repeater.  Without  the  gyro-repeater,  the  station 
whose  direction  is  to  be  determined  must  be  obtained  from  the  sense 
reading  of  the  radio  compass,  plotted  with  the  ship's  standard  compass. 
Stated  more  clearly,  the  radio  compass  gives  the  angle  which  the  advanc¬ 
ing  wave  from  the  transmitting  station  makes  with  the  center  line  or 
keel  of  the  ship. 

Detailed  Explanation  of  Principle  of  Unilateral  Bearing  Illus¬ 
trated  with  Cardioid  or  Figure-of-Eight  Pattern  in  Diagram. — The  fun¬ 
damental  action  of  a  single  rotatable  loop  has  been  explained  fully  in 
foregoing  paragraphs  with  graphs  to  illustrate  the  changes  in  signal 
current  intensity  when  the  loop  is  turned  one  revolution,  as  shown  in 
Fig.  422.  We  may  now  proceed  to  the  behavior  of  the  vertical  wire 
antenna.  Assume  that  a  single  wire  EF ,  as  shown  in  the  diagram  of 
Fig.  419,  is  suspended  in  space  in  a  vertical  position,  connected  to 
field  coil  L\  with  the  circuit,  and  completed  through  switch  S  to  the 
ground.  Let  the  direction  of  the  incoming  signal  be  represented  by  the 
arrow.  One  should  not  have  any  difficulty  in  understanding  that  if  the 
vertical  conductor  EF  were  free  to  be  rotated  about  its  own  axis  irre¬ 
spective  of  the  direction  in  which  it  was  turned,  the  electric  waves 
would  induce  a  signal  current  of  uniform  magnitude.  Observe  that 
the  wire  is  not  to  be  moved  in  such  a  way  as  to  change  its  angular  posi¬ 
tion  with  the  radio  waves.  The  vertical  conductor  is  merely  rotated, 
and  if  the  motion  should  be  very  fast  it  could  be  compared,  by  simple 
illustration,  to  the  movement  of  a  spinning  top. 

A  vertical  wire  does  not  exhibit  directional  properties,  as  does  the 
loop,  and  for  this  reason  the  unit  current  strength  set  up  by  a  passing 
wave  will  be  equal  for  all  positions  of  the  wire  EF ,  if  it  is  turned  one 
revolution  (360  deg.).  When  these  uniform  values  are  plotted  on  a 
graph,  the  curve  will  take  the  form  of  a  circle,  as  shown  in  Fig.  425, 
because  all  points  on  the  circumference  are  equidistant  from  the 
center.  In  the  same  manner  that  an  arbitrary  value  was  assigned  to 
denote  maximum  signal  strength  in  the  loop,  as  stated  in  the  previous 
section,  which  was  given  as  15  units,  it  may  also  be  assumed  that  the 
unit  current  strength  in  vertical  wire  EF,  Fig.  419,  is  15  units.  This 
unit  value  will  not  change  in  EF,  as  in  the  case  of  the  loop,  either  when 
signals  change  their  direction,  or  the  loop  is  turned,  to  cause  a  variation 
of  the  current  units  in  the  latter.  Hence  a  single  wire  vertical  antenna 
has  as  its  characteristic  a  unit  signal  strength  unchanged  by  reason  of 
a  change  in  its  position;  whether  it  is  turned  360  deg.  on  its  axis  or  if 
the  direction  from  which  the  signals  are  advancing  is  changed.  Since 
the  induced  current  in  EF  is  always  of  uniform  value,  and  in  this 
instance  equal  to  15  units,  we  may  identify  this  current  by  calling  it  a 
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positive  current  or  +  15  units  for  convenient  comparison  (to  be  given 
later)  with  the  loop  current. 

Knowing  that  the  vertical  wire  has  non-directional  characteristics 
and  the  loop  has  bilateral  characteristics,  the  two  properties  may  be 
combined  in  an  intermediate  circuit  to  obtain  unilateral  or  unidirec¬ 
tional  characteristics.  The  intermediate  circuit  comprises  field  coils 
Z>2  and  L\  as  shown  in  the  diagram  of  Fig.  419.  The  fundamental  prin¬ 
ciple  of  this  action  may  be  explained  as  follows,  always  keeping  in 

•mind  the  fact  that  alternating  current 
flowing  through  L\  will  induce  an 
alternating  e.m.f.  in  L2  when  switch  S 
is  closed.  The  effectiveness  of  L\ 
circuit  upon  L2  circuit  will  be  observed 
by  the  strength  of  the  signal  in  the 
telephone  receivers,  because  L2  circuit, 
or  loop  circuit,  is  the  one  connected 
to  the  receiver.  Although  the  drawing 
shows  a  simple  vacuum  tube  detector 
connected  to  the  terminals  of  the  loop 
circuit,  a  regenerative  receiver  may  be 
used. 

If  we  superimpose  the  signal  e.m.f. 
induced  in  L2  from  the  alternating 
field  set  up  by  L\  upon  the  signal  e.m.f.  induced  in  L2  from  the  loop, 
there  will  be  produced  a  resultant  current  in  L2  which  is  non-uniform 
in  strength.  A  composite  of  the  two  energies,  one  from  the  loop  and 
the  other  from  the  vertical  wire,  is  graphically  illustrated,  the  final 
signal  energy  appearing  as  a  heart-shaped  curve.  The  heart-shaped 
curve,  called  a  cardioid,  is  shown  in  Fig.  426.  It  is  seen  that  it  is  based 
upon  the  addition  or  increase  of  the  total  current  with  the  loop  in  one 
position  and  a  reduction  or  decrease  of  the  total  current  when  the  loop 
is  turned  180  deg.  to  the  opposite  position.  The  dotted  circles  1  and  2 
are  reproduced  from  the  graph  in  Fig.  422  which  has  been  explained 
previously,  and  the  outer  dotted  circle  is  reproduced  from  the  graph  in 
Fig.  425. 

The  circle  1  of  Fig.  426  shows  the  alternating  current  units  when 
the  loop  is  turned  the  first  half  revolution,  and  these  units  are  called 
positive  units  to  distinguish  them  conveniently  from  the  negative  units 
which  are  so  called  because  of  the  reversal  in  the  order  in  which  the 
alternations  flow  back  and  forth  through  the  loop  during  the  second 
half  revolution.  This  reversal  in  the  general  direction  in  which  the 
alternating  current  flows  back  and  forth  through  the  loop  depends  upon 


Fig.  425.  — The  broken  line  circle 
shows  the  signal  current  in  a  verti¬ 
cal  wire  antenna  possessing  non- 
directional  characteristics. 


DETAILED  EXPLANATION 


851 


which  side  of  the  loop  is  presented  toward  the  advancing  wave  to  be 
acted  upon  and  receive  the  induced  e.m.f.  first.  The  induced  e.m.f. 
in  the  side  acted  upon  first  leads  the  induced  e.m.f.  in  the  side  acted 
upon  last  as  previously  explained. 

It  would  be  advisable  to  review  at  this  point  the  theory  of  the 
origin  of  the  figure-of-eight  pattern  or  curve  illustrated  by  the  two 
dotted  circles.  This  is  given  in  the  text  relating  to  Fig.  422. 

In  Fig.  426  the  cardioid  or  effective  signal  intensity  curve  is  plotted 
by  algebraically  adding  the  positive  current  units  induced  in  the  verti- 
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Fig.  426. — Depicting  unilateral  characteristics.  The  effective  strength  of  the  signal 
shown  by  the  heart-shaped  curve  (cardioid)  is  obtained  by  combining  the  loop  cur¬ 
rent  and  the  vertical  antenna  current  while  rotating  the  loop. 

cal  wire  to  the  positive  and  negative  units  of  alternating  current  induced 
in  the  loop  coil  by  a  passing  wave. 

With  the  loop  in  the  position  as  shown  in  the  diagram,  in  a  plane 
with  the  incoming  signal,  to  receive  maximum  induced  current  of  +  15 
units  designated  by  point  D,  and  added  to  the  +  15  units  in  the  wire 
antenna,  we  obtain  the  first  location  for  graphically  showing  the  total 
current  of  +  30  units  at  point  B .  If  the  loop  is  now  turned  with  its 
plane  parallel  to  line  CF ,  then  +  5  units  of  signal  strength  will  be 
received,  shown  by  point  E ,  and  this  added  to  the  constant  +  15  always 
coming  in  on  the  vertical  wire,  will  equal  +  20  units,  giving  a  second 
location  at  point  F ,  designating  the  effectiveness  of  the  combined  cur¬ 
rents  at  this  moment. 

The  loop  is  again  turned  to  line  up  with  GK,  and  in  this  position,  it 
is  in  a  plane  90  deg.  to  the  wave  travel  and  zero  units;  that  is,  no  current 
is  induced  in  the  loop.  The  current  in  the  circuit  is  now  only  that. 
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which  is  contributed  by  the  vertical  antenna,  or  +  15  units.  This  is 
shown  by  a  third  location  at  point  G  on  the  outer  dotted  circle.  Again 
turn  the  loop  to  line  with  CN.  Observe  that  the  last  change  in  loop 
position  has  caused  that  side  of  the  loop  which  was  acted  upon  first  by 
the  incoming  energy  to  be  now  acted  upon  last;  and,  as  previously 
explained,  the  alternating  current  will  flow  back  and  forth  through  the 
loop  with  the  alternations  occurring  in  the  reverse  order  or  in  opposite 
phase.  The  alternating  current  in  the  loop  at  once  begins  to  oppose 
the  alternating  current  in  the  vertical  wire,  and  the  opposing  current 
or  negative  units  will  become  stronger  as  the  loop  is  further  rotated  to 
bring  the  plane  of  the  loop  again  in  line  with  the  arrow  indicating  the 
direction  of  wave  travel. 

This  time,  with  the  loop  in  line  with  CN,  —  5  units  will  be  induced 
in  the  loop,  shown  by  point  M,  and  this  algebraically  added  to  +  15 
units  in  the  vertical  wire,  shown  by  point  N,  will  give  a  total  of  10  units 
designated  by  point  H.  A  fourth  location  for  the  combining  energies 
has  thus  been  found.  It  might  be  explained  here  that  +  15  units  added 
algebraically  to  —  5  units  will  equal  +  10  units.  This  is  another  way 
of  stating  that  if  you  have  a  quantity  of  15  of  any  thing  and  you  take 
away  5  units,  there  will  remain  10  units. 

The  loop  is  now  turned  from  position  in  line  with  CN  to  position 
in  line  with  CA ,  and  it  will  be  seen  that  the  loop  is  once  more  in  a 
plane  parallel  to  the  waves  to  receive  the  maximum  signal  strength  of 
—  15  units.  That  side  of  the  loop  which  was  pointing  toward  B  is 
now  pointing  toward  A ,  or  toward  the  sending  station.  While  the 
strength  of  the  alternating  current  in  both  circuits  is  equal,  yet  they 
are  opposed  in  direction;  that  is,  the  two  energies  are  180  deg.  out  of 
phase.  Consequently,  the  —  15  units  of  the  loop  added  to  the  +  15 
of  the  vertical  wire  will  cancel;  that  is,  no  signal  current  will  flow  in 
the  circuit,  and  no  signal  will  be  heard  in  the  receiver.  The  —  15 
units  in  the  loop  shown  at  point  A ,  and  the  +  15  units  in  the  vertical 
wire  shown  also  at  point  A,  when  added  algebraically,  will  equal  0, 
designated  by  point  C.  By  continuing  the  rotation  of  the  loop  the 
points  of  location  at  J,  K,  and  R  will  likewise  be  found. 

By  drawing  a  line  through  all  of  the  points  plotted,  respectively 
B,F,G}H,CyJ,K,R ,  the  heart-shaped  curve  will  be  the  result.  This 
curve  tells  us  that  the  loop  coil  functioning  in  conjunction  with  the 
vertical  wire  antenna  has  unidirectional  characteristics,  because  we 
have  one  broad  maximum  shown  by  the  curve  that  extends  from  F  to 
B  and  to  R ,  with  the  signals  coming  in  fairly  strong,  even  to  points 
G  and  K ,  whereas  we  have  a  rapid  reduction  in  signal  strength  indicated 
by  the  curve  from  H  to  C  and  J  to  C,  with  one  sharply  defined  minimum 
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in  the  region  at  C,  where  the  signals  drop  out  entirely.  In  practical 
manipulation  of  the  direction  finder  we  may  obtain  either  an  ill-defined 
or  a  biased  curve,  meaning  that  the  currents  flowing  in  the  two  circuits 
do  not  always  exactly  neutralize  to  produce  a  critically  defined  mini¬ 
mum.  The  adjustment  of  the  loop,  when  turning  it  to  read  a  bearing, 
and  the  adjustment  of  the  balancer,  must  be  carried  out  very  accurately 
and  the  reasons  can  now  be  readily  understood. 

The  design  of  a  system  of  this  type  must  be  carefully  worked  out, 
with  the  view  that  the  unit  current  strength  in  each  circuit  will  be  of 
equal  value  and  the  effectiveness  of  the  currents  will  cancel  at  the  posi¬ 
tion  for  minimum  signal.  If  the  units  of  current  in  the  vertical  wire 
exceed  the  units  of  loop  current,  or  vice  versa,  a  sharply  defined  mini¬ 
mum  reading  cannot  be  obtained.  From  the  foregoing  paragraphs  it 
is  seen  that  the  heart-shaped  curve,  or  cardioid,  is  a  graphical  repre¬ 
sentation  of  signal  strength  heard  in  the  telephone  receivers,  from  a 
distant  transmitter  upon  which  bearings  are  being  taken,  when  a  loop 
and  vertical  wire  directional  characteristics  are  both  utilized  to  obtain 
a  “  sense  ”  direction  reading. 

A  brief  summary  of  the  action  at  the  minimum  and  maximum  posi¬ 
tions  is  here  given  with  respect  to  flow  of  the  alternating  current  in 
both  field  coils  L2  and  L\  as  shown  in  the  diagram  of  Fig.  419. 

(1)  With  the  switch  S  closed  and  the  loop  turned  so  that  the  wave 
strikes  side  A  B  in  advance  of  side  CD,  the  induced  e.m.f.  in  A B  will 
lead  the  induced  e.m.f.  in  CD.  Assuming  that  a  maximum  signal  is 
now  heard,  let  us  consider  the  movement  of  only  one  alternation;  that 
is,  one-half  cycle  of  the  current  in  Li  and  in  L2.  Suppose,  for  this 
alternation,  that  the  current  is  flowing  upward  in  L2  and  the  magnetic 
field  set  up  around  L\  by  the  signal  current  will  thread  through  the 
windings  of  L2  in  such  direction  that  the  induced  current  resulting 
therefrom  will  flow  through  L2  in  an  upward  direction.  Now  the  e.m.f. 
induced  in  side  AB  by  the  wave  will  cause  current  to  flow  through  Lo 
also  in  an  upward  direction.  Therefore  the  resultant  current  in  L2  for 
this  one  alternation  is  the  sum  of  e.m.f.’s  set  up  in  the  L2  circuit  by  this 
interaction  between  Li  and  L2.  Since  the  signal  e.m.f/s  are  aiding  the 
received  signal  will  be  very  loud.  It  could  be  said  that  the  signal  cur¬ 
rents  in  the  loop  and  in  the  antenna  are  cooperating  because  they  are 
in  phase  with  each  other. 

(2)  With  the  switch  S  still  closed,  turn  the  loop  one-half  revolution 
so  that  the  wave  will  now  strike  side  CD  in  advance  of  AB.  The 
induced  e.m.f.  in  CD  will  now  lead  the  induced  e.m.f.  in  AB.  Again 
consider  the  movement  of  current  during  only  one  alternation.  We 
know  that  the  induced  e.m.f.  on  the  vertical  antenna  EF  does  not 
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change  in  direction  for  any  given  alternation,  as  does  the  induced  e.m.f. 
in  the  loop  when  the  latter  is  turned  180  deg.  Let  us  assume  that  the 
current  for  this  alternation  flows  through  Li  in  an  upward  direction. 
During  this  period,  the  current  induced  in  L2  by  the  magnetic  field 
surrounding  L\  will  flow  in  an  upward  direction  in  L2,  the  same  as  in 
explanation  (1).  But  the  e.m.f.  induced  in  side  CD  will  be  in  such 
direction  that  current  will  flow  through  L2  in  a  downward  direction.  It 
can  be  seen  that  the  total  signal  current  now  flowing  through  L2  is  due 
to  the  difference  between  the  two  e.m.f. ’s  which  are  impressed  upon 
coil  L2  by  this  action.  The  two  e.m.f. ’s  now  oppose  each  other,  or  it 
might  be  said  that  the  magnetic  field  changing  around  L\  is  bucking  the 
magnetic  field  around  L2  produced  by  the  loop  current.  If  the  two 
fields  are  equal  in  strength  and  opposed  in  direction  by  180  deg.,  or  180 
deg.  out  of  phase  with  each  other,  the  effect  will  be  to  reduce  the  e.m.f. 
in  coil  L2  to  zero.  Accordingly  the  e.m.f.  7s  will  cancel  or  neutralize 
and  no  signal  will  be  heard.  This  is  the  occurrence  in  the  field  coil 
system  for  minimum  signal  position  of  the  loop. 

The  transition  or  change  in  phase  is  gradual  from  the  time,  as  in 
position  (1),  where  the  currents  in  the  antenna  and  loop  circuits  respec¬ 
tively  are  in  phase,  to  where  the  currents  are  180  deg.  out  of  phase,  in 
position  (2),  as  can  be  observed  by  the  progressive  reduction  in  signal 
strength  from  maximum  to  minimum  positions.  The  effective  signal 
current,  as  it  undergoes  this  wide  variation,  is  clearly  shown  by  the 
heart-shaped  curve  or  cardioid  in  Fig.  426. 
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RADIO  AVIATION 

Introduction. — As  expected,  radio  has  become  an  important  factor 
in  connection  with  flying  and  it  is  used  to  serve  air  navigation  just 
as  it  does  marine  navigation.  More  than  twenty  radio  beacon  sta¬ 
tions  are  in  operation  on  a  direct  airway  across  the  American  con¬ 
tinent  from  New  York  to  San  Francisco — the  first  completed  unit  of 
a  nation-wide  service.  Additional  installations  are  being  made  rapidly 
on  other  airways  to  safeguard  travel  on  the  principal  highways  of  the 
air.  It  is  agreed  that  a  radio  wave  or  beam  is  the  only  reliable  means 
of  penetrating  fogs  or  mists  to  any  great  distance  and,  obviously,  radio 
provides  the  only  means  of  contact  between  an  airplane  in  flight  and 
the  ground  when  atmospheric  conditions  make  visibility  naturally  low. 
Hence,  radio  by  its  fundamental  nature  aids  air  navigation  in  the 
following  important  ways:  In  furnishing  direct  communication  between 
airplanes  in  flight  and  the  ground,  and  directional  indications  to  pilots 
for  guiding  their  airplanes  along  established  airways. 

To  increase  the  reliability  and  safety  of  air  travel  the  Airways  Division 
of  the  Department  of  Commerce  planned  a  system  of  radio  beacon  trans¬ 
mitters  at  important  airports  throughout  the  country.  These  transmit¬ 
ters  send  out  a  signal  which  produces  narrow  beams  of  radio  waves, 
that  is,  electromagnetic  waves.  This  radio  energy  in  space  is  invisible 
to  the  eye,  of  course,  but  it  can  be  easily  picked  up  and  the  signal  may 
be  heard  in  earphones  in  one  system,  or  it  will  provide  an  indication  on 
a  meter  in  another  system,  by  using  suitable  receiving  equipment  on  the 
plane.  The  radio  beams  are  made  to  coincide  with  the  established  civil 
airways,  which  are  equipped  with  powerful  searchlights  located  at  promi¬ 
nent  places  to  mark  out  the  various  courses.  Thus,  aircraft  is  guided 
along  routes  over  which  most  of  the  flying  takes  place.  In  addition  to 
the  directional  radio  beacon  signals,  service  is  rendered  by  broadcasting 
weather  reports  and  other  news  of  importance  to  fliers. 

An  air  route  is  called  an  airway  and  a  radio  beacon  station  is  referred 
to  as  a  radio  range . 

The  directive  properties  of  a  cross-loop  antenna  system  are  used 
to  produce  the  radio  beams  in  the  desired  directions  along  the  estab- 
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lished  civil  airways.  With  the  aural  type  of  directive  radio  beacon  in 
use,  any  pilot,  providing  he  is  flying  along  an  airway  and  has  his 
receiver  properly  tuned,  can  listen  to  either  the  beacon  signal  or  the 
broadcast.  In  thick  weather,  or  at  night,  the  pilot  may  be  guided 
almost  automatically.  Determination  of  wind-drift,  compass  varia¬ 
tions  and  deviations  and  the  proper  time  intervals  for  course-changing 
cease  to  be  necessary. 

With  the  aural  system  the  pilot  merely  listens  for  radio  signals.  As 
he  leaves  an  airport  he  hears  the  International  Morse  code  characters 
“A”  or  “N.n  If  the  plane  is  off-course  to  one  side  the  “A”  predom¬ 
inates;  if  off-course  to  the  other  side  then  the  letter  “N”  will  be  heard 
more  distinctly.  If  the  plane  is  exactly  right  on  the  course  the  two  sig¬ 
nals  will  merge  into  one  long  dash  similar  to  the  code  character  “T.” 
Therefore,  without  glancing  at  the  beacon  light  ahead,  and  even  if  poor 
visibility  obscures  it  altogether,  the  pilot  may  follow  a  true  course  by 
flying  his  plane  so  that  at  all  times  the  long  dash  predominates  in  his 
earphones.  When  the  visual  system  is  used  it  is  only  necessary  for  a 
pilot  to  observe  the  indications  on  a  meter  located  on  the  instrument 
board  to  keep  on  a  chosen  course. 

Since  the  majority  of  airplanes  are  used  for  commercial  transporta¬ 
tion  they  must  operate  on  rigid  schedules  day-in  and  day-out  and  dur¬ 
ing  all  kinds  of  weather.  As  an  aid  in  helping  airmen  maintain  a 
schedule  a  radio  wave  sent  out  by  a  radio  beacon  station  serves  their 
needs  especially  at  times  when  the  powerful  searchlights  which  beam 
along  the  airways  cannot  be  seen  on  account  of  unfavorable  weather 
conditions.  At  the  present  stage  of  development  radio  telephony  is 
most  practicable  for  one-man  planes  such  as  those  that  fly  the  mails, 
but  in  the  large  passenger-type  planes  which  carry  an  operator,  pro¬ 
vision  is  made  to  use  c.w.  telegraphy  where  long  distance  must  be 
covered.  In  the  latter  case  telephony  is  used  for  stand-by  or  emergency. 

To  judge  how  important  radio  is  to  aviation  we  have  only  to  realize 
that  radio  is  the  only  means  of  making  contact  with  airplanes  in 
flight  under  adverse  weather  conditions  and  at  long  distances.  We 
will  now  mention  many  important  services  which  radio  can  provide 
for  air  navigation.  With  only  a  receiving  set  aboard  the  aircraft  the 
service  between  ground  stations  and  aircraft  would  include,  (a)  the 
reception  of  the  radio  range  beacon  signals  which  mark  out  the  airways; 
(b)  give  weather  reports  and  forecast  and,  (c)  information  such  as  the 
proximity  of  other  airplanes  and  so  on.  With  two-way  communication 
provided  by  a  radio  transmitter  and  receiver  on  the  plane,  we  can  sum¬ 
marize  the  services  as  follows:  (a)  a  pilot  can  remain  in  direct  constant 
communication  with  his  home  airport;  (6)  he  is  able  to  ask  for  inf  or- 
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mation  when  shut  in  by  fog,  snow,  rain,  or  storms  and  during  night 
flying;  (c)  he  can  summon  aid  in  times  of  distress  as  in  the  case  of  a 
forced  landing  and,  (d)  he  can  guide  his  airplane  in  flight  along  a 
definite  route  through  the  air  by  means  of  the  directive  signals  sent 
out  by  a  radio  range  quite  as  a  motorist  follows  a  routed  highway. 

Radio  Range  or  Radio  Beacon  Station. — The  interior  of  the  Airways 
Radio  Station  of  the  Department  of  Commerce  located  at  St.  Louis, 
Mo.,  is  shown  in  Fig.  427.  Stations  similar  to  this  one  are  located  at 


Fig.  427. — Interior  of  the  Airways  Radio  Station  of  the  U.  S.  Department  of  Com¬ 
merce  at  St.  Louis,  Mo. 

points  approximately  200  miles  apart  along  established  airways  in  the 
United  States.  This  photograph  shows  the  essential  equipment  in 
such  a  station,  which  consists  of  a  combined  2-kw.  telegraph  and  tele¬ 
phone  intermediate-frequency  transmitter  for  sending  out  the  signal 
for  directive  purposes  and  radio  telephone  for  broadcasting  weather 
service  and  other  information  to  airplanes  for  their  safety  in  flight.  In 
addition,  a  short-wave  transmitter,  Department  of  Commerce  built 
(shown  at  the  extreme  left  in  the  photograph),  is  used  for  point-to-point 
communication.  Then  there  is  the  receiving  equipment  necessary  to 
carry  on  this  service  which  consists  of  a  short-wave  and  long-wave 
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receiver,  the  long-wave  receiver  on  the  operator's  table  being  a  model 
IP-501.  Teletype  machines  are  also  provided  which  print  on  a  paper 
tape  all  information  important  to  fliers,  and  this  appears  at  each  station 
in  the  circuit.  Land  line  telephone  and  telegraph  are  also  employed 
in  collecting  and  distributing  this  information  between  stations. 

The  procedure  now  in  use  is  to  transmit  the  radio  beacon  signals  in 
conjunction  with  the  radio  broadcasts  on  the  same  frequency.  The 
signals  are  sent  out  continuously  except  during  four  three-minute  periods 
at  the  quarter  hours  at  which  time  the  radio  telephone  broadcasts  are 
made.  The  beacon  is  cut  off  every  fifteen  minutes  and  identified  by 
station  announcement,  which  is  followed  by  correct  time  and  weather 
reports  and  other  announcements,  and  then,  on  completion  of  the 
broadcast,  the  beacon  is  again  placed  in  operation.  Frequency  chan¬ 
nels  have  been  set  up  for  this  service  by  the  Federal  Radio'  Commission, 
a  particular  channel  being  used  along  a  given  air  route  regardless  of 
the  number  of  transport  companies  flying  that  route.  This  system  may 
be  interrupted  at  any  time  to  send  emergency  messages  to  pilots  in 
flight. 

It  is  to  be  understood  that  all  airport  stations  owned  by  the  com¬ 
mercial  airport  companies  operate  on  a  calling  and  working  frequency 
which  is  designated  by  the  Federal  Radio  Commission.  Since  airport 
transmitters  are  used  to  give  orders  to  pilots  by  radio  telephone 
as  to  landing  procedure  when  weather  conditions  make  it  necessary, 
their  range  must  not  exceed  five  miles  so  as  to  prevent  interference 
between  neighboring  airports. 

Radio  Range  Beacon  System  for  Airways. — The  map  in  Fig.  428, 
issued  by  the  Airways  Division  of  the  Department  of  Commerce,  shows 
the  general  plan  of  the  civil  airways  system  and  locations  of  the  radio 
range  beacon  transmitters  which  are  either  in  operation  or  are  proposed. 
The  paths  of  the  four  routes  pointed  out  by  the  signals  of  each  trans¬ 
mitter  are  indicated;  these  indicated  paths  are  actually  radio  waves  in 
space  and,  although  they  cannot  be  seen,  nevertheless  they  are  referred 
to  as  beams .  Each  beam  shoots  out  for  a  distance  of  about  two  hundred 
miles  in  a  certain  direction  but  covers  only  a  small  area  in  width. 
When  these  radio  waves  or  signal  beams  are  picked  up  by  the  antenna 
of  an  airplane  flying  a  given  course  and  are  reproduced  by  the  radio 
receiver  they  indicate  to  the  pilot  his  exact  location,  that  is,  whether 
or  not  the  plane  is  on  the  airway  marked  out  by  the  beacon. 

From  the  map  we  can  see  that  the  important  routes  or  airways 
across  the  country  and  along  the  coasts  do  not  always  lie  in  a  straight 
line.  Since  four  beams  are  radiated  from  the  antenna  of  a  radio  range, 
as  in  Fig.  428,  and  they  are  normally  equally  spaced  and,  therefore, 
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90  deg.  apart,  it  is  necessary  in  many  cases,  as  the  map  indicates,  to 
shift  the  angle  between  beams  in  order  that  they  will  project  out  in  the 
proper  direction  to  coincide  with  the  airways.  It  is  of  interest  to  know 
that  in  the  case  of  the  New  York-Cleveland  Airway  served  by  the  radio 
beacon  at  Bellefonte,  the  angle  between  the  beams  had  to  be  shifted 
from  180  deg.  to  166  deg.  because  Hadley  Field,  New  Brunswick,  N.  J., 
is  a  few  miles  north  of  a  location  which  would  make  this  airway  lie  in 
a  straight  line. 

Smaller  radio  beacons,  called  marker  beacons ,  with  a  transmitting 
range  of  about  five  miles,  are  located  at  the  intersection  of  adjacent 
courses  and  are  arranged  to  send  out  a  special  characteristic  signal 
modulated  at  about  1000  cycles  alternately  on  the  different  frequencies 
used  by  the  intersecting  courses.  The  marker  beacon  signal  informs 
the  pilot  that  he  is  leaving  one  course  and  entering  the  next  and,  there¬ 
fore,  should  retune  his  receiver  to  the  frequency  on  which  the  adjacent 
radio  range  is  operating.  We  suggest  that  the  reader  carefully  examine 
the  sketch  in  the  lower  left  of  the  map  because  it  explains  in  a  simple 
way  the  principle  upon  which  the  aural  type  of  directive  beacon  operates. 

Explanation  of  a  Radio  Beacon  Station. — A  radio  beacon  station  is 
usually  located  as  near  as  practicable  to  a  landing  field.  The  essential 
circuits  for  supplying  the  required  signals  and  the  antenna  system  which 
produces  the  beams  because  of  its  directional  properties  are  shown  in 
Fig.  429.  The  antenna  system  consists  of  two  loops  placed  at  right 
angles  to  each  other  and  supported  on  poles  as  illustrated  in  Fig.  430. 
In  the  small  building  at  the  foot  of  the  center  pole  are  the  radio  trans¬ 
mitter,  automatic  signaling  device,  link  circuit  relay,  goniometer,  and 
the  two  loop  antenna  units  each  of  which  is  supplied  with  an  antenna 
ammeter,  and  other  apparatus  required  in  the  operation  of  the  radio 
range.  There  are  four  lead-in  conductors  which  pass  through  glass 
insulators  in  the  side  of  the  building  and  connect  the  antenna  loops  to 
the  goniometer  and  antenna  units  just  mentioned. 

The  link  circuit  relay  and  automatic  signaling  device  are  mounted  in  a 
single  unit  between  the  transmitter  and  the  goniometer.  This  unit  con¬ 
tains  the  rheostat  for  controlling  the  speed  of  operation  of  the  signaling 
device.  The  goniometer  serves  to  couple  the  output  of  the  transmit¬ 
ter,  or  characteristic  signal  formed  by  the  dots  and  dashes,  to  the  loop 
antenna  system,  but  its  main  function  is  to  direct  the  four  radio  beams 
in  certain  directions  from  the  antenna  and  permit  the  desired  degree  of 
sharpness  of  the  beams  to  be  obtained. 

Fig.  430  suggests  the  size  of  the  two  antenna  loops  which  are  crossed 
at  an  angle  of  90  deg.  to  each  other.  The  approximate  physical  dimen¬ 
sions  of  each  loop  would  be  represented  by  a  triangle  having  an  altitude 
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of  70  ft.  with  a  bottom  line  or  base  300  ft.  in  length,  the  base  being  ele¬ 
vated  about  10  ft.  above  the  ground. 

First  consider  the  signaling  device.  It  consists  of  a  motor  which 
drives  a  set  of  especially  shaped  discs  or  cams  which  “  make  ”  and 
“  break  ”  the  circuit  as  they  rotate  and,  hence,  the  device  transmits 


Fig.  429.  Schematic  diagram  of  a  radio  beacon  transmitter. 

the  Morse  code  characters  “A”  and  “N”  as  you  would  do  if  you 
were  sending  these  letters  alternately  on  two  Morse  telegraph  hand 
keys.  (Letter  A  is  • —  and  N  is  — ).  To  be  more  exact  the  cams  are 
so  timed  to  send  the  “A”  and  “N”  in  such  a  way  that  no  portions 
of  the  two  characters  are  transmitted  simultaneously,  and  also  the  two 


Fig.  430. — One  type  of  antenna  system  used  in  conjunction  with  a  radio  beacon 

transmitter. 


letters  are  supplied  alternately  to  the  two  loops  by  the  relay.  Thus, 
the  system  works  as  follows:  If  the  dash  in  “N”  is  sent  first  on  one 
loop,  the  dot  in  “A”  is  sent  next  on  the  other  loop,  the  dot  in  “N” 
is  then  sent  on  the  first  loop,  and  lastly  the  dash  in  “A”  is  sent  on 
the  second  loop.  So,  if  the  pilot  heard  these  signals  in  his  earphones 
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and  all  the  dots  and  dashes  followed  one  another  in  succession  and  with¬ 
out  intervals  and  all  were  of  equal  strength,  then  the  effect  would  be  of 
hearing  one  long  dash  of  constant  signal  strength.  When  the  charac¬ 
ters  combine  into  a  long  dash  it  is  referred  to  as  blending  or  interlocking 
of  the  “A”  and  “N”  signals.  Hence,  the  reception  of  a  series  of 
dashes,  which  would  sound  like  dah-dah-dah  and  so  on,  would  tell  a 
flier  he  is  traveling  in  a  direct  line  with  the  beam  and  is  therefore  on 
the  course.  Now,  if  an  airplane  were  flying  in  any  area  between  the 
lines  of  the  beams  one  of  the  individual  letters  would  be  heard  strongest, 

depending  upon 
which  side  the  air¬ 
plane  was  off  the 
course.  Also,  any 
waviness  of  the 
signal  or  key  clicks 
heard  indicates 
that  the  airplane 
is  off  the  center 
line.  The  individ¬ 
ual  letters  “  A  ” 
and  “  N  ”  which 
comprise  the  signal 
are  sent  at  a  rate 
which  would  cor¬ 
respond  to  about 
22  words  per  min¬ 
ute,  counting  5 
letters  to  a  word, 
and  in  groups  of 
from  1  to  12  signals  in  the  manner  that  a  clock  tolls  time,  so  that  a 
beacon  station  can  be  identified  by  the  number  of  signals  per  group. 

Visual  Beacon  Indicator. — Particulars  concerning  the  visual  beacon 
indicator  are  given  through  the  courtesy  of  the  Aeronautics  Branch  of 
the  Department  of  Commerce.  As  shown  in  Fig.  431  it  is  a  simple 
rugged  box  mounted  on  the  instrument  board  and  electrically  connected 
to  the  receiving  set  output  in  place  of  telephone  receivers.  In  this  box 
there  are  two  strips  of  metal,  called  “  reeds  ”  (refer  to  Fig.  432)  which 
are  mounted  side  by  side,  the  tips  of  which  are  white  and  are  visible 
through  the  face  of  the  instrument  (refer  to  Fig.  433). 

When  the  beacon  signals  are  received,  the  two  reeds  vibrate  verti¬ 
cally;  and  since  they  are  tuned  to  the  two  modulation  frequencies  used 
at  the  beacon  sending  station,  they  serve  as  a  device  for  indicating 


Fig.  431. — Showing  a  visual  type  radio  beacon  indicator 
mounted  on  the  instrument  board  of  an  airplane,  where  it 
may  be  readily  observed  by  the  pilot. 
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equality  of  received  signals.  When  they  are  vibrating  with  equal 
intensity,  the  picture  conveyed  to  the  eye  consists  of  two  broad  white 


vertical  ribbons,  vary¬ 
ing,  of  course,  according 
to  the  adjustment  of 
the  receiving  set,  from 
an  eighth  of  an  inch  to 
a  quarter  of  an  inch  or 
more  in  depth.  The 
vibrating  is  hardly 


noticeable,  the  effect 
being  that  the  lines  sud¬ 
denly  are  lengthened  or 
shortened. 

Reed  Vibrations. — 


When  the  two  white  lines  Fig.  432. — Sketches  of  reed  indicator  construction, 
are  equal  in  length  the 

airplane  is  on  its  course.  (Refer  to  Fig.  434.)  A  deviation  from  this 
course  to  the  left  increases  the  vibration  of  the  left  reed  or  white  line 


Fig.  433. — Diagram  showing  how  the  four  beacon  courses  are  produced  in  the  direc¬ 
tions  where  the  radio  intensities  from  the  two  antennas  are  equal;  also  reed  indicator 
with  shutter  system  to  fit  indication  to  red  or  black  courses. 


and  reduces  the  other,  and  likewise  vice  versa.  The  longest  reed,  or 
the  deepest  white  line,  shows  the  side  the  plane  is  off  the  course.  In 
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general,  that  is  all  there  is  to  it,  and  so  long  as  the  pilot  keeps  the  two 
white  lines  of  equal  size,  depth,  or  length — whichever  he  chooses  to  call 
it — the  plane  may  safely  be  regarded  as  being  on  the  course  which  the 
radio  beams  are  blazing  through  the  air  for  any  radio-equipped  plane 
to  interpret  their  meaning. 

The  transmitting  set  is  of  the  double-beam  directive  type.  (This 
is  a  general  description  of  the  four-course  beacon,  or  a  beacon  that  may 
serve  four  courses  at  the  same  time.)  The  transmitting  station  is  usu¬ 
ally  located  at  an  airport  just  off  the  landing  field,  and  operates  on  a 
frequency  in  the  250-350  kilocycle  band.  The  transmitter  has  two 
directive  antennas  crossed  at  an  angle  of  90  deg.  with  each  other.  These 
are  simple  loop  antennas,  each  emitting  waves  of  maximum  intensity 
in  its  plane  and  minimum  at  right  angles  thereto.  Along  the  line  form¬ 
ing  the  bisector  of  the  maximum  radiations  from  the  two  antennas  the 
intensities  of  the  radio  waves  from  the  two  are  equal.  Off  this  line,  on 
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Fig.  434. — Relative  change  in  amplitude  of  vibrating  reeds  for  various  deviations  from 
the  true  course.  When  pilot  is  on  the  course,  reeds  A  and  B  vibrate  with  equal 

intensity. 


either  side,  one  of  the  two  waves  is  stronger  than  the  other.  An  airplane 
may,  therefore,  follow  a  course  along  the  bisector  referred  to,  provided 
the  two  sets  of  waves  can  be  distinguished  from  each  other.  The 
beacon  modulation  frequencies  are  65  and  86.7  cycles  per  second,  and 
each  reed  in  the  receiver  is  tuned  to  each  of  these  two  numbers. 

The  visual  beacon  can  be  employed  with  any  receiving  set  which 
operates  at  the  frequencies  used,  by  merely  connecting  the  reed  indica¬ 
tor  in  the  receiver  output.  The  only  special  requirement  is  that  the 
audio-frequency  amplifier  be  designed  to  operate  efficiently  at  the  low- 
modulation  frequencies  used  in  the  beacon,  which  is  common  practice 
in  receiver  design.  Aircraft  receiving  sets  are  now  commercially  avail¬ 
able  which  fulfill  this  requirement. 

It  is  desirable  that  a  receiving  set  used  for  the  reception  of  the 
visual  beacon  signals  have  as  high  an  undistorted  power  output  as  pos¬ 
sible.  Since  the  reeds  are  practically  immune  to  interference,  atmos¬ 
pheric  and  other  disturbances  will  not  affect  their  operation  unless  of 
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sufficient  strength  to  overload  the  receiving  set.  The  greater  the  over¬ 
load  point  of  the  receiving  set,  the  greater  will  be  the  range  of  the 
beacon  during  severe  interference. 

The  incorporation  of  an  automatic  volume  control  is  highly  desirable, 
since  such  a  device  would  still  further  reduce  the  effort  on  the  part  of  a 
pilot  using  the  beacon  signals.  Automatic  volume  control  is  possible  with 
the  visual  beacon  system,  since  the  two  distinguishing  modulation  fre¬ 
quencies  operate  continuously.  Without  the  automatic  volume  con¬ 
trol,  the  operator  of  the  set  on  flying  toward  the  transmitter  must 
reduce  the  volume  which  increases  constantly  as  the  plane  approaches 
the  terminal,  or  in  flying  away  from  the  station  the  volume  must  be 
increased  as  the  plane  goes  farther  and  farther  away  in  order  to  keep 
the  signals  of  value  at  all  times. 

Flying  a  Course. — To  make  the  use  of  the  receiver  as  simple  as 
possible,  a  plug-in  arrangement  is  provided  so  that  the  relative  position 
of  the  two  tuned  reeds  of  the  indicator  may  be  reversed  by  turning  the 
indicator  upside  down.  Reference  to  Fig.  433  will  indicate  the  purpose 
of  this  reversal.  Suppose  that  a  pilot  is  flying  away  from  the  beacon 
on  either  course  A  or  C.  If  he  deviates  to  the  left  of  his  course,  the 
amplitude  of  the  65-cycle  reed  will  increase  and  that  of  the  86.7-cycle 
reed  will  decrease.  A  deviation  to  the  right  of  the  course  results  in  an 
opposite  effect.  It  is  desirable,  therefore,  to  place  the  65-cycle  reed  on 
the  left  of  the  86.7-cycle  reed  in  order  that  the  pilot  may  observe  the 
simple  and  instinctive  rule — longest  reed  shows  side  off  course — turn  to 
the  shorter  reed.  When  flying  to  the  beacon,  however,  this  rule  holds 
true  only  if  the  relative  position  of  the  reeds  is  reversed,  the  65-cycle 
reed  being  now  on  the  right  of  the  86.7-cycle  reed.  Consider,  now,  the 
two  90-deg.  courses,  B  and  D.  On  these  courses  the  relative  position 
of  the  two  reeds,  in  order  to  make  the  rule  just  stated  apply,  is  exactly 
the  reverse  of  that  for  courses  A  and  C,  whether  flying  from  or  to  the 
beacon.  To  distinguish  between  the  two  sets  of  courses  (A,  C  and  B, 
D)  a  color  system  may  be  adopted  on  the  airway  maps,  A,  C  being  in 
one  color,  and  B,  D  in  another.  A  shutter  is  mounted  on  the  front  of 
the  reed  box  which  exposes  either  one  color  or  the  other.  When  set  to 

TO 

the  first  color  the  words  FROM  are  exposed,  whereas  when  the  shutter 

FROM 

is  set  to  expose  the  second  color,  the  words  TO  are  exposed.  The 
pilot  then  sets  the  shutter  to  the  color  of  the  course  to  be  flown  and 
plugs  in  the  course  indicator  in  order  that  the  direction  (with  respect  to 
the  beacon)  which  he  is  to  fly  is  right  side  up.  The  simple  rule  already 
stated  then  obtains. 
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Pointer-Type  Course  Indicator  for  Use  with  Visual-Type  Radio 
Range  Beacon. — The  following  data  on  the  pointer-type  course  indicator 
are  presented  through  the  courtesy  of  the  Aeronautics  Branch  of  the 
Department  of  Commerce.  Pilots  may  find  this  indicator  more  con¬ 
venient  than  the  regular  reed  indi¬ 
cator  with  its  two  white  lines,  de¬ 
scribed  in  foregoing  paragraphs. 
The  pointer-type  indicator  has  the 
same  freedom  from  radio  interference 
and  static  as  the  regular  reed  indi¬ 
cator. 

The  complete  device  consists  of 
a  reed  converter,  a  rectifying  unit, 
the  indicating  instruments,  and  a 
switch.  The  portion  of  the  device 
which  the  pilot  sees  is  shown  in  Fig. 
435,  the  reed  converter  and  reotifier 
units  being  placed  in  any  convenient 
location  on  the  airplane.  The  top 
instrument  of  Fig.  435  is  the  course 
indicator.  The  pointer  of  this  instru¬ 
ment  remains  at  center  when  the 
airplane  is  on  the  course,  and  swings 
to  the  right  or  left  as  the  airplane 
deviates  from  the  course.  It  does 
this  by  means  of  the  difference  in  in¬ 
tensity  of  the  two  modulation  signals 
received  from  the  beacon.  Since  the 
two  modulation  signals  are  equal 
when  the  airplane  is  on  the  course, 
the  course  indicator  then  reads  zero. 
The  course-indicating  instrument 

^  ,  .  .A  ,  alone  would  not  show  any  effect  if 

Iig.  435. — Diagrams  of  dials  and  switch 

used  in  connection  with  the  pointer-type  beacon  signals  should  stop  or 
course  indicator  for  the  visual  type  the  receiving  set  fail,  and  as  the 
radio  range  beacon.  instrument  continued  to  read  zero 

the  pilot  might  be  deceived  into 
thinking  his  course  was  still  being  indicated.  The  second  instrument, 
shown  in  Fig,  435,  indicates  the  volume  of  the  received  signal  and  elim¬ 
inates  the  possibility  just  mentioned.  The  volume  indicator  has  essen¬ 
tially  the  same  function  as  the  loudness  of  received  signal  in  reception 
of  the  aural  beacon  or  the  reed  vibration  amplitudes  in  the  reception  of 
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the  visual  beacon  by  means  of  the  regular  reed  indicator.  As  a  result, 
in  addition  to  its  function  as  already  outlined,  it  also  facilitates  tuning  of 
the  receiving  set  and  controlling  the  intensity  or  volume  of  the  received 
signal  when  automatic  volume  control  is  not  used. 

The  purpose  of  the  switch  shown  in  Fig.  435  is  to  assure  that  the 
deflection  of  the  pointer  of  the  course-indicating  instrument  is  in  the 
same  direction  as  the  deviation  of  the  airplane  from  the  course.  The 
pilot  sets  the  switch  dial  to  point  to  the  color  of  the  course  to  be  fol¬ 
lowed  and  the  proper  direction  of  flight  relative  to  the  beacon  (TO  or 
FROM). 

Function  of  Reed  Converter. — In  the  reed  converter,  which  is  the 
heart  of  this  indicator,  the  motion  of  the  two  vibrating  reeds  is  utilized 
to  induce  voltages  in  two  pick-up  or  generating  coils.  These  voltages 
are  then  rectified  by  means  of  copper-oxide  rectifiers  and  the  rectified 
voltages  applied  in  opposition  across  the  terminals  of  the  pointer-type 
course-indicating  instrument.  The  con¬ 
struction  of  the  reed  converter  is  indi¬ 
cated  in  Fig.  436.  One  element  of  the 
complete  reed  converter  is  shown,  two 
of  these  elements  being  required  for  the 
four-course  indicator  and  three  for  the 
twelve-course  indicator.  The  reed,  S , 
which  is  tuned  to  one  of  the  modula¬ 
tion  frequencies  of  the  radio  range 
beacon,  is  driven  by  means  of  the  two 
driving  coils  0  and  P,  through  which  the 
beacon  signals  in  the  receiving  set  output  are  made  to  pass.  The 
motion  of  the  reed  generates  a  voltage  in  the  pick-up  coils  Q  and  P,  the 
frequency  of  this  voltage  being  the  same  as  the  frequency  to  which 
the  reed  is  tuned.  The  magnitude  of  the  induced  voltage  is  propor¬ 
tional  to  the  amplitude  of  vibration  of  the  reed  and,  consequently,  to 
the  intensity  of  received  signal  of  that  frequency  present  in  the  receiving 
set  output. 

The  reed  is  wider  than  in  the  conventional  reed  indicator  so  that  it 
may  project  under  the  driving  and  pick-up  coils  at  the  same  time. 
Two  permanent  magnets  are  employed  to  prevent  setting  up  a  common 
magnetic  path  whereby  the  pick-up  coils  would  have  direct  induction 
from  the  driving  coils  even  if  the  reed  were  at  rest.  This  would  result 
in  broadening  of  the  beacon  course  and  also  in  operation  of  the  course 
indicator  by  atmospherics  and  other  interfering  signals.  Although  the 
reed  serves  as  the  common  return  path  for  the  two  magnetic  systems, 
its  width  is  such  as  to  prevent  reaction  between  them. 


Fig.  436. — Construction  of  a  reed 
converter. 


868 


RADIO  AVIATION 


Circuit  Arrangement. — The  electrical  circuit  arrangement  for  the 
complete  device  when  employed  in  reception  on  a  four-course  beacon, 
using  65-  and  86.7-cycle  modulation,  is  shown  in  Fig.  437.  The  voltages 


Fig.  437. — Electrical  circuit  arrangement  for  a  complete  visual  type  radio  range 

beacon  device. 


generated  in  the  converter  pick-up  coils  are  rectified  by  means  of 
copper-oxide  rectifiers  A  and  B .  The  rectified  output  voltages  are 
applied,  in  opposition,  across  the  terminals  of  the  course-indicating 
instrument  through  the  reversing  switch.  The  purpose  of  the  re- 
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versing  switch  was  explained  in  the  foregoing  text.  The  volume- 
indicating  instrument  is  connected  to  read  the  sum  of  the  output 
currents  from  the  two  rectifier  units.  The  best  combination  of  instru¬ 
ments  found  in  the  laboratory  and  flight  tests  carried  on  by  the  Depart¬ 
ment  of  Commerce  is  a  250-0-250  microammeter  for  the  course 
indicator  and  a  0-500  microammeter  for  the  volume  indicator. 

The  reed  converter  device  has  very  nearly  the  same  sensitivity  as 
the  regular  reed  indicator  when  adjusted  to  give  equivalent  course 
sharpness.  The  stronger  the  signal  delivered  to  the  reed  converter 
from  the  receiving  set  output,  the  sharper  the  course  indications  become. 
This  feature  has  an  important  bearing  upon  the  use  of  the  reed  con¬ 
verter,  since,  if  the  signal  intensity  is  maintained  at  too  high  a  level, 
the  pointer  of  the  course-indicating  instrument  may  deflect  off  scale 
for  too  small  a  deviation  from  the  course.  Sense  of  deviation  from  the 
course  beyond  this  value  is  then  lost.  With  the  250-0-250  micro¬ 
ammeter  used  as  the  course  indicator  and  the  input  signal  to  the  con¬ 
verter  maintained  at  4  milliwatts,  the  full  width  of  the  beacon  space 
pattern  may  be  utilized.  At  this  signal  level  the  sharpness  of  the 
course  indications  is  equivalent  to  that  obtained  with  the  regular  reed 
indicator. 

Principle  of  u Bending”  or  “Shifting”  Radio  Beacon  Beams —It 
is  well  known  that  a  simple  loop  has  directive  properties  and,  therefore, 
the  signals  it  sends  out  will  be  strong  from  one  side  and  weak  from 
another.  This  unequal  distribution  of  radio  energy  in  the  field  set  up 
around  an  active  loop  antenna  system  would  be  detected  by  making 
tests  with  a  portable  receiving  set.  To  illustrate  this  difference  in 
signal  intensity  we  use  circles  such  as  those  shown  in  the  drawings 
of  Figs.  438,  439  and  440.  A  simple  loop  emits  a  wave  of  maximum 
intensity  in  a  direction  in  line  with  its  own  plane  and  minimum  at  right 
angles  thereto.  Fig.  438  explains  this  as  follows:  Circles  Cl  and  C2 
show  that  the  energy  radiated  by  the  “A”  loop  is  maximum  in  an 
up-and-down  direction  looking  at  the  page  and  minimum  in  a  direction 
across  the  page.  This  same  relationship  exists  for  the  “  N  ”  loop, 
its  directive  properties  being  shown  by  circles  C3  and  C4.  These 
circles  and  heart-shaped  curves  illustrating  relative  intensity  of  radio 
waves  in  space  are  known  as  “  field  patterns/7 

The  effect  of  normal  radiation  of  the  crossed  loops  of  a  radio  range 
is  pictured  in  Fig.  438;  here  we  see  four  courses  provided  at  90  deg. 
apart  since  the  r.f.  current  in  each  loop  is  the  same  and,  hence,  the  radi¬ 
ation  is  the  same.  Remember  that  in  the  aural  system  a  course  or 
radio  beam  occurs  in  a  line  along  which  energy  in  the  “A”  signal  and 
“  N  ”  signal  are  equal,  these  locations  being  marked  by  heavy  dots  on 


870 


RADIO  AVIATION 


the  circles.  Engineers  of  the  Airways  Division  have  worked  out  two 
methods  for  bending  the  beams  the  desired  amount  to  line  them  up  with 
established  airways.  One  method  for  obtaining  the  desired  effect  is  to 
insert  a  suitable  resistance  in  either  loop  to  increase  or  decrease  the  r.f. 
current  in  the  loop;  this  produces  courses  as  shown  in  Fig.  439.  Another 
method  consists  of  supplying  the  circular  radiation  of  a  vertical  wire 
antenna  in  addition  to  the  radiation  of  the  loops.  A  vertical  antenna 
has  no  directional  properties;  it  radiates  equally  well  in  all  directions 
and,  hence,  its  energy  acts  on  the  loop  energies  to  produce  an  effect 
as  shown  in  Fig.  440.  Comparing  the  three  drawings  which  are 
largely  self-explanatory,  note  how  the  field  patterns  differ  in  every  case, 
and  that  wherever  the  “A”  and  “N”  signals  are  equal  a  course  is 
produced.  Since  the  beams  are  only  a  few  degrees  wide  and  travel  in 
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Fig.  438 


Field  Pattern  of 
"A”  Loop  Reduced  by 
Inserting  Resistance 

Fig.  439 


Field  Pattern  of 
“A"  Loop  Energy  Added 
to  the  Vertical  Antenna 

Fig.  440 


Figs.  438,  439,  440. — Illustrating  the  principle  of  bending  or  shifting  radio  beacon 
beams  as  a  means  of  guiding  aircraft  along  a  charted  course. 

a  line  outward  from  the  beacon  for  a  couple  of  hundred  miles,  then 
the  closer  an  airplane  is  to  the  beacon  the  narrower  and  sharper  the 
beam  becomes.  The  beams  are  about  7  to  10  miles  wide  at  a  distance 
of  100  miles  from  the  radio  range  beacon. 

Radio  Range  Transmitter. — The  transmitter  illustrated  in  Fig.  441 
is  used  for  radio  range  service  at  the  Airways  Radio  Station  at  Hadley 
Field,  just  outside  of  New  Brunswick,  N.  J.  A  transmitter  of  this 
kind  may  also  be  used  at  airports  for  point-to-point  communication  or 
for  communication  from  airports  to  aircraft.  Of  special  interest  are 
the  goniometer  and  the  two  loop  tuning  units  shown  mounted  on  the 
wall  which  are  built  into  metal  frames  and  completely  shielded.  An 
antenna  ammeter  is  provided  in  each  tuning  unit  for  use  in  tuning  the 
antenna  loop  with  which  it  is  used.  Observe  how  the  four  lead-in  con- 
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ductors  which  connect  to  the  crossed-loop  antenna  system  pass  out-of- 
doors  through  glass  insulators  installed  in  the  two  panels  on  the  wall. 
For  radio  beacon  work  this  range  equipment  will  ordinarily  use  only 
tone  modulated  telegraphy,  this  being  accomplished  by  modulating  the 
transmitter  through  the  regular  audio  system  included  in  the  modulator 
unit,  using  an  audio-frequency  oscillator  for  obtaining  the  desired  fre¬ 
quency.  When  radio  telephone  transmission  is  used  for  broadcasting 
weather  service  the  high  frequency  generated  by  the  transmitter  is 
modulated  by  the  voice  frequencies  passing  to  it  from  the  microphone 
and  the  modulator  circuits. 


Fig.  441. — This  transmitter,  installed  at  the  Airways  Radio  Station  at  Hadley 
Field,  N.  J.,  is  used  exclusively  for  radio  range  service. 

Airport  Radio  Telephone  and  Telegraph  Transmitter. — Inasmuch 
as  the  various  air  transport  companies,  or  airway  systems  as  they  are 
sometimes  called,  are  engaged  in  flying  the  mails  and  carrying  passengers 
and  cargo  they  necessarily  have  certain  obligations  to  meet  in  safeguard¬ 
ing  the  lives  and  property  of  those  who  use  this  modern  method  of  trans¬ 
portation.  Also,  the  service  rendered  must  be  reliable  to  retain  the 
support  of  the  flying  public  and  this  requires  that  established  schedules 
be  maintained  day-in  and  day-out  and  often  under  the  most  unfavorable 
weather  conditions.  It  is  easy  to  appreciate,  therefore,  that  an  airways 
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system  can  facilitate  the  handling  of  traffic  which  includes,  among  other 
things,  the  arrival  and  departure  of  its  planes,  by  employing  radio  for 
communication  purposes  at  airports  or  terminals  under  its  control. 
A  typical  radio  transmitter  for  use  at  airports  is  described  in  the  follow¬ 
ing  paragraphs.  The 
transmitter,  which  is 
the  RCA  model  ET- 
3666  and  pictured  in 
Fig.  442,  consists  of 
two  main  units,  the 
unit  at  the  left  being 
the  radio-frequency 
portion  of  the  set,  and 
the  one  at  the  right 
the  modulator. 

The  equipment 
for  a  transmitter  of 
this  type  includes 
other  apparatus  not 
shown  in  the  photo¬ 
graph  such  as  a  tele¬ 
graph  key,  start-stop 
switch,  send-receive 
switch,  microphone, 
storage  battery,  and 
so  on.  When  con¬ 
nected  to  a  suitable 
antenna  system  the 
output  of  the  power 
amplifier  will  deliver 
200  to  350  watts  of 
continuous  wave 


Fig.  442. — The  RCA  type  ET-3666  telegraph  and  tele¬ 
phone  transmitter  for  use  at  airports.  The  radio-fre¬ 
quency  unit  is  the  left-hand  section  of  the  transmitter; 
the  modulator  is  on  the  right. 


(c.w.)  radio-frequen¬ 
cy  energy.  It  is  to 
be  noted  that  such  a 
transmitter  provides 
continuous  wave 
the  addition  of  the 
also  made  available. 


telegraphic  transmission  only,  and  it  is  by 
modulator  unit  that  telephone  transmission  is 
This  airport  transmitter  operates  in  the  low  wavelength  or  high-fre¬ 
quency  band.  Its  radio-frequency  circuits  cover  a  continuous  frequency 
range  of  from  2000  to  6000  kilocycles  which,  in  terms  of  wavelength, 
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represents  a  band  from  150  to  50  meters.  When  special  coils  are  used  in 
the  transmitter,  the  r.f.  circuits  will  cover  a  still  lower  waveband,  or 
one  extending  from  5900  to  17,200  kilocycles,  which  is  54  to  17.5  meters. 

By  employing  the  master  oscillator-power  amplifier  type  of  radio¬ 
frequency  circuit  the  signals  radiated  by  the  antenna  are  kept  at  prac¬ 
tically  a  constant  frequency,  that  is  to  say,  the  signals  will  not  waver 
appreciably  above  or  below  the  assigned  frequency.  This  condition 
is  to  be  desired  in  any  transmitter  because  the  operator  at  the  receiving 
station  can  copy  a  code  message  or  listen  to  a  spoken  communication, 
depending  upon  which  method  of  transmission  is  used  at  the  time, 
without  the  annoyance  of  occasionally  readjusting  his  tuning  dials.  Fur¬ 
thermore,  frequency  stability  in  a  transmitter  tends  to  lessen  or  prevent 
interference  between  stations  in  congested  wavebands,  and  especially 
those  which  are  assigned  to  aviation.  The  allowable  difference  between 
the  frequency  assigned  and  that  actually  transmitted  is  governed  by  the 
waveband  and  the  class  of  radio  service — broadcast,  marine,  aviation 
and  so  on. 

The  special  features  of  the  control  circuits  of  this  airport  set  are 
given  in  the  following  paragraphs.  The  transmitter  is  provided  with  a 
local  “  start-stop  ”  switch  which  is  mounted  on  the  front  of  the  trans¬ 
mitter  panel  and,  in  addition,  an  external  “  stop-start  ”  switch  from 
a  remote  point  can  be  connected  in  parallel  with  the  switch  on  the 
panel  to  enable  the  operator  to  control  the  set  from  one  or  the  other 
of  these  two  switches.  When  the  “  start-stop  ”  switch  is  placed  in 
the  11  start  ”  position,  voltage  is  applied  to  the  filaments  of  the  radio¬ 
frequency  and  rectifier  tubes  and  also  to  the  delay  action  relay.  The 
relay  contacts  control  the  d-c.  supplied  to  the  plates  of  the  tubes.  It 
is  necessary  to  have  a  delayed  action  relay  to  prevent  the  load  of  the 
plate  circuits  from  being  thrown  on  the  rectifier  tubes  until  a  certain 
time  has  elapsed  after  applying  filament  voltage  to  the  tubes.  A  time 
interval  of  about  thirty  seconds  in  the  operation  of  the  relay  between 
the  closing  of  the  filament  circuits  and  the  plate  circuits  is  sufficient  to 
provide  proper  protection  for  the  rectifiers. 

The  transmitter  includes  a  “  send-receive  ”  relay  controlled  by  a 
“  send-receive  ”  switch  for  transferring  the  antenna  and  ground  con¬ 
nections  from  the  transmitter  circuit  to  a  receiver,  when  a  receiver  is 
located  close  to  the  transmitter.  This  “  send-receive  ”  switch  inter¬ 
locks  the  coil  of  the  main  plate  contactor  in  such  a  way  that  plate  voltage 
is  not  supplied  to  the  rectifier  tubes  excepting  when  the  “  send-receive  ” 
relay  is  in  the  “  send  ”  position.  The  control  circuits  also  include  a 
main  power  switch  which  serves  to  remove  all  power  from  the  various 
transmitter  circuits  with  the  exception  of  the  6-volt  storage  battery 
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circuit.  The  transmitter  is  keyed  for  telegraphic  operation  in  the  usual 
way  by  means  of  a  telegraph  key  generally  placed  on  the  operator’s 
table.  A  test  key  located  above  the  power  control  switch  on  the  trans¬ 
mitter  panel  has  its  contacts  in  parallel  with  the  contacts  of  the  tele¬ 
graph  key.  The  test  key  is  used  for  convenient  operation  while  the 
transmitter  is  being  adjusted  to  any  desired  frequency  within  its  band. 

The  power  supply  from  an  electrical  transmission  line  required  for 
operating  this  equipment  is  220  volts  a-c.,  3  phase,  60  cycles.  This 
includes  all  power  for  operating  the  transmitter  and  rectifier  circuits, 
with  the  exception  of  a  small  amount  of  energy  supplied  by  a  6-volt 
storage  battery  for  the  keying  relay  and  microphone. 

In  the  photograph  in  Fig.  442,  the  screen  doors  of  both  the  trans¬ 
mitter  and  modulator  units  are  open,  which  permits  a  clear  view  to  be 
had  of  the  vacuum  tubes  used  in  this  set.  Note  that  the  r.f.  circuits  of 
the  transmitter  unit  utilize  four-element  UX-860  screen-grid  tubes; 
there  is  one  UX-860  tube  used  as  a  master  oscillator  and  two 
UX-860’s  as  power  amplifiers.  In  the  power  circuits  six  UV-872  tubes 
are  used  as  rectifiers.  A  plate  transformer  which  connects  to  the  220- 
volt  a-c.  line  supplies  power  to  the  rectifiers.  The  tubes  required  to 
accomplish  telephone  operation  are  in  the  modulator  unit  at  the  right 
and  they  consist  of  one  UX-860  used  for  a  speech  amplifier  and  two 
UX-849’s  for  modulators. 

Note  that  the  indicating  instruments  located  at  the  top  of  the 
transmitter  panel  consist  of  a  plate  ammeter,  antenna  ammeter,  plate 
voltmeter,  and  filament  voltmeter.  Directly  below  this  set  of  instru¬ 
ments,  and  to  the  right  of  the  panel,  is  located  the  control  for  the  antenna 
tuning  capacitor;  below  this  is  the  control  for  the  power  amplifier  tuning 
capacitor,  and  directly  to  the  left  of  the  latter  is  the  control  for  the 
master  oscillator  tuning,  capacitor.  Observe  that  below  the  tuning 
controls  just  mentioned  are  the  master  oscillator  and  power  amplifier 
tubes.  On  the  control  panel  located  below  these  tubes  are  the  power 
switch,  the  filament  rheostat  control,  the  test  key,  the  internal  stop- 
start  switch,  and  the  main  line  switch.  In  the  bottom  compartments 
below  the  control  panel  are  seen  the  rectifier  tubes  and  the  terminal 
board,  the  various  relays  and  contactors. 

At  the  top  of  the  modulator  panel  are  the  plate  ammeter  and  filament 
voltmeter,  and  below  these  are  three  tumbler  switches  which  make  it 
possible  to  read  the  individual  or  collective  plate  currents  of  the  audio 
tubes.  It  should  be  mentioned  that  whenever  a  remote  station  is 
operated  in  conjunction  with  a  main  airport  station  and  they  are  at  a 
considerable  distance  from  each  other,  a  line  amplifier  will  be  required 
to  boost  up  the  strength  of  the  audio  currents  in  the  microphone  circuit 
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to  a  suitable  value  for  operating  the  audio  amplifiers  in  the  modulator 
unit. 

100-Watt  Aircraft  Radio  Transmitter. — The  principal  units  of  a 
typical  aircraft  transmitter  installation  consist  essentially  of  a  trans¬ 
mitter,  a  receiver,  a  filter  unit,  a  control  box,  an  antenna  ammeter,  an 
antenna  reel  with  300  ft.  of  wire,  headphones  and  microphones.  Also, 
an  air  propeller  and  double-current  generator  called  a  wind-driven 
generator,  or  a  dynamotor  and  storage  battery  are  required  to  supply 
the  necessary  operating  voltages  to  the  set.  A  receiver  would  get  its 
power  supply  from  the  same  source  as  the  transmitter.  In  Fig.  443 
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Fia.  443. — Showing  the  separate  units  of  an  airplane  transmitter,  RCA  model 

ET-3653-A. 


we  see  the  separate  units  of  an  airplane  transmitter,  the  different  com¬ 
ponents  being  clearly  marked  for  identification.  These  units  are  dis¬ 
tributed  about  the  fuselage  of  the  plane  in  any  convenient  location  and 
only  the  control  unit  and  jack  box  and  antenna  ammeter  need  be  within 
reach  of  the  pilot  or  operator.  The  control  unit  in  the  photograph  is 
for  the  RCA  model  ET-3653A  radio  aircraft  transmitter  to  provide 
two-way  communication  with  stations  on  the  ground. 

The  explanations  following  will  give  a  good  idea  of  the  special  fea¬ 
tures  concerning  a  typical  light-weight  and  compact  aircraft  trans¬ 
mitter.  By  careful  design,  a  complete  unit  for  combined  telephone 
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and  telegraph  transmission  has  been  produced  which  weighs  only  about 
28  lb.  Figs^  444  and  445  show  the  transmitter  unit  with  covers  removed. 
These  interior  views  show  the  special  form  of  one  type  of  compact  air¬ 
craft  transmitter.  Note  in  Fig.  444  how  all  of  the  four  tubes  are 
mounted  on  one  side  of  a  vertical  partition  or  panel  which  runs  length¬ 
wise  of  the  set.  In  Fig.  445  showing  the  rear  view,  note  how  the  different 
parts  which  are  required  in  the  generation  of  high-frequency  current 
are  supported.  The  parts  include  the  antenna  coupling  transformer, 
neutralizing  condenser,  several  fixed  condensers,  the  master  oscillator 


Fig.  444. — A  view  of  one  side  of  the  RCA  type  ET-3653-A  airplane  transmitter, 
with  protective  frame  removed. 

tuning  inductance,  resistors,  and  so  on.  This  form  of  construction 
makes  the  parts  easily  accessible  for  inspection,  testing  and  servicing, 
which  is  important  in  aircraft  radio  maintenance.  A  special  cable 
form  with  disconnector  blocks  permits  the  transmitter  to  be  quickly 
disconnected  from  the  power  source. 

The  circuits  of  the  transmitter  function  in  a  manner  similar  to  other 
transmitters  in  that  they  convert  the  electric  power  output  from  a  gen¬ 
erator  into  a  form  which,  when  connected  to  an  antenna,  will  produce 
the  radiation  of  radio  waves.  Now  refer  to  the  schematic  diagram  of 
this  transmitter  in  Fig.  446.  The  master  oscillator-power  amplifier 


Fig.  445. — Another  view  of  the  ET-3653-A  airplane  transmitter,  with  protective 

frame  removed. 

iently  within  sight  of  the  pilot  or  operator.  It  is  provided  with  a  0-5 
ampere  scale  and  is  operated  from  a  thermocouple  so  that  no  radio¬ 
frequency  current  is  carried  by  the  leads  connecting  the  meter  to  the 
transmitter.  The  meter  tells  at  a  glance  when  the  antenna  is  properly 
resonated  and  normal  antenna  output  is  obtained. 

There  are  two  methods  of  signaling  provided  by  this  transmitter — 
radio  telephone  and  continuous  wave  (c.w.)  telegraph.  Radiophone 
communication  is  effected  by  means  of  an  anti-noise  microphone, 
microphone  transformer,  and  modulation  reactor,  using  the  Heising 
or  constant  current  system  of  plate  modulation. 
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type  of  circuit  with  a  Hartley  oscillator  is  shown  in  the  diagram.  In  its 
circuits  is  generated  the  carrier  frequency  that  is  delivered  to  the 
power  amplifier  whose  output  in  turn  feeds  the  antenna  system  by  means 
of  an  antenna  transformer.  Antenna  tuning  is  accomplished  by  chang¬ 
ing  the  length  of  the  trailing  wire,  after  the  desired  frequency  has  been 
set  on  the  master  oscillator.  In  order  to  make  it  possible  for  the 
operator  to  adjust  the  antenna  tuning  satisfactorily,  a  small  meter  for 
indicating  resonance,  called  an  antenna  ammeter,  is  coupled  to  the 
antenna  circuit  through  a  transformer.  The  meter  is  mounted  conven- 
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In  brief,  the  reactor,  marked  M  on  the  schematic  diagram,  keeps  the 
direct  current  supplied  to  the  plates  of  the  modulator  and  power 
amplifier  at  a  substantially  steady  value,  and  the  audio  current  in  the 
microphone  circuit  causes  variations  in  the  plate  current  passing 
through  the  tube  by  varying  its  grid  voltage  through  the  resistance 
coupling  unit,  marked  Rl,  R2,  and  C.  In  addition  to  the  microphone 
and  output  windings,  the  microphone  transformer  has  a  side-tone 
winding  which  is  connected  across  the  headphones  of  the  two  operators 
and  across  the  receiver  output.  The  purpose  of  this  is  to  allow  the 
headphones  to  be  used  for  interphone  communication  between  the  pilot 


Fig.  446. — Schematic  diagram  of  the  ET-3653-A  airplane  transmitter. 


and  co-pilot,  or  operator  at  all  times  on  board  the  aircraft,  and  also  for 
listening-in  on  what  is  being  transmitted  over  the  radiophone  and  for 
the  reception  of  incoming  radio  signals  without  the  necessity  of  switch¬ 
ing  any  headphone  connections. 

Telegraph  communication  is  obtained  by  means  of  a  manually  oper¬ 
ated  key,  the  tubes  being  biased  to  cut  off  when  the  key  is  up,  and 
normal  bias  and  consequently  normal  output  being  obtained  with  the 
key  depressed.  There  is  no  radiation  from  the  transmitter  when  the 
key  is  up,  since  plate  current  is  then  zero. 

For  aviation  purposes  a  special  air-tight  telegraph  key  is  used  which 
eliminates  all  possibility  of  sparking  contacts  igniting  fumes.  Also,  it  is 
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necessary  to  use  an  anti-noise  microphone  similar  to  the  type  shown  in 
Fig.  443,  this  being  constructed  so  that  motor  and  propeller  noises  will 
have  practically  no  effect  on  it,  but  when  the  operator  speaks  directly 
into  it  the  diaphragm  will  be  actuated  and  his  voice  will  be  transmitted. 
The  control  box  unit  shown  connected  to  the  aircraft  transmitter  con¬ 
tains  switches  for  changing  from  “  send  ”  to  “  receive  ”  and  from 
“  c.w.  telegraphy  ”  to  “  telephony,”  and  the  necessary  jacks  for  insert¬ 
ing  the  plugs  attached  to  the  key,  microphone,  and  headphones. 

In  regard  to  the  waveband  covered  by  this  100- watt  transmitter  it 
should  be  mentioned  that  transmission  can  be  effected  on  either  of  two 
frequency  ranges,  namely,  2250  to  2750  kc.  (109  to  133  meters)  and  316 
to  600  kc.  (600  to  950  meters).  With  the  radio-frequency  circuits 
adjusted  for  the  latter  band,  either  a  trailing  antenna  or  fixed  antenna 
may  be  used. 

Power  Is  Obtained  from  a  Wind-Driven  Generator  or  a  Dynamotor. 

— In  connection  with  aircraft  transmitters  the  voltage  supply  for  the 
various  circuits  offers  special  problems.  At  the  present  stage  of  develop¬ 
ment  of  aircraft  radio  the  transmitters  and  the  receivers  used  in  the  larger 
type  planes  normally  obtain  their  power  supply  from  a  wind-driven 
generator  or  a  dynamotor  which  is  fed  from  the  plane’s  storage  battery. 
The  battery  usually  is  a  12-volt  landing  light  battery  and  is  kept  in  a 
charged  condition  by  a  wind-driven  generator.  The  dynamotor  method 
makes  it  possible  to  transmit  when  a  plane  is  not  in  flight,  which  would 
be  especially  advantageous  to  a  pilot  in  case  of  a  forced  landing.  A 
wind-driven  generator  is  mounted  outside  the  plane,  usually  on  a  strut, 
and  is  driven  by  a  single  blade  propeller  which  is  self-adjusting  so  that 
it  maintains  the  speed  of  the  generator  at  about  4000  r.p.m.  This 
regulating  feature  is  due  to  the  centrifugal  force  developed  with 
increased  speed  which  acts  on  weights  so  placed  as  to  cause  the  blade 
to  turn  through  an  angle  of  pitch.  An  advantage  of  this  type  of  drive 
is  that  constant  voltage  is  maintained  under  varying  flying  speeds.  In 
brief,  the  torque  component  acting  on  the  blade  overcomes  the  torque 
of  the  generator. 

A  wind-driven  generator  for  the  100-watt  transmitter  just  described 
would  have  a  high-voltage  winding,  marked  H.V.  in  Fig.  446,  which 
would  deliver  0.4  ampere  (400  ma.)  at  1000  volts  d-c.  for  plate  and  bias 
voltages,  and  also  a  low- voltage  winding,  marked  L.F.,  which  would 
supply  12  volts  to  the  tube  filaments.  However,  if  a  dynamotor  were 
used  the  tube  filaments  would  be  connected  to  a  12-volt  landing  light 
battery  which  puts  a  drain  on  the  battery  of  about  64  amperes,  and  the 
dynamotor  would  furnish  the  required  plate  potential.  A  retractable 
generator  is  one  that  can  be  swung  into  the  fuselage  when  not  in  use. 
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“  Ignition  Shielding  ”  and  “  Bonding  ”  in  Airplanes. — Many  obsta¬ 
cles  had  to  be  overcome  in  aircraft  construction  before  it  was  possible 
to  eliminate  interference  which  prevented  clear  radio  reception.  The 
most  noticeable  disturbance  comes  from  the  ignition  wires  leading  from 
the  magneto  to  the  spark  plugs.  This  is  due  to  the  electromagnetic 
waves  which  are  radiated  by  the  conductors  forming  a  circuit  wherein 
an  electrical  spark  occurs,  such  as  magnetos,  for  example,  which  gen¬ 
erate  the  high  voltage  for  the  spark  plugs.  To  reduce  this  difficulty  to 
a  negligible  amount  the  ignition  cables  are  covered  with  a  copper-wire 
braiding  which  is  suitably  grounded.  In  many  cases  it  requires  shielding 
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This  type  antenna  is  usually  employed  for  reception  only. 


airplane. 


of  spark  plugs  by  means  of  special  copper  shields  to  reduce  radiation 
by  the  plugs  themselves. 

All  airplanes  on  which  radio  communication  equipment  is  to  be 
installed  must  be  thoroughly  bonded.  The  term  bonding  means  that 
all  metal  parts  of  the  airplane  are  connected  by  electrical  conductors 
which  are  attached  during  the  process  of  manufacture,  this  being  done 
to  eliminate  the  danger  of  sparks  between  metal  parts. 

Aircraft  Antennas  and  Equipment. — Considerable  experimentation 
is  being  conducted  to  find  a  type  of  antenna  most  suitable  for  aircraft 
radio  transmission  and  reception.  There  are,  in  general,  two  types  of 
antennas  in  use;  namely,  the  fixed  antenna  and  the  trailing  antenna. 
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One  type  of  fixed  antenna,  the  vertical  type,  is  shown  in  Fig.  447  on  a 
monoplane  which  carries  mail.  A  vertical  antenna  is  known  also  as  a 
pole  antenna  or  strut  antenna. 

Many  planes  use  the  fixed  type  antenna  which  may  be  erected 
either  in  a  vertical  or  horizontal  position  between  the  wing  tips,  or  in 
some  other  manner,  and  although  this  type  has  proven  good  for  reception, 
it  nevertheless  limits  the  transmission 
range.  As  the  name  implies,  the 
trailing  type  floats  under  the  plane 
while  it  is  in  flight  and,  therefore,  it 
must  be  reeled  out  after  taking  off 
and  later  reeled  in  before  a  landing 
is  made. 

Under  ordinary  flying  conditions 
and  at  the  wavelengths  used  in 
aerial  navigation,  it  has  been  found 
that  a  trailing  wire  (Fig.  448)  of 
100  or  200  ft.  is  a  far  better  radiator  of  electromagnetic  waves  than  a 
short  fixed  wire  of  perhaps  only  6  to  50  ft.  or  more  in  length.  The  usual 
practice  in  antenna  construction  is  to  employ  a  fixed  type  for  a  one- 
man  plane  because  here  the  pilot  is  also  the  operator  and  he  cannot 
conveniently  handle  an  antenna  reel.  In  a  one-man  plane  if  only  radio¬ 
reception  is  desired  the  vertical-pole  type  usually  answers  the  purpose, 
but  where  two-way  communication  is  to  be  carried  on,  a  greater  range 


Fig.  449. — Showing  two  types  of  horizontal  fixed  antennas  installed 
on  airplanes  for  two-way  communication. 

can  be  covered  by  using  either  of  the  horizontal  fixed  types  shown  in 
sketches  A  and  B,  Fig.  449.  Sketch  A  shows  antenna  conductors  sup¬ 
ported  by  insulators  and  stretched  from  the  wing  tips  to  the  rear  of 
the  fuselage  to  form  what  is  called  a  doublet.  The  conductors  join  two 
other  wires  called  transmission  lines,  which  terminate  at  either  end  of 
the  antenna  inductance  of  the  radio  transmitter.  In  sketch  B  a  slightly 
different  form  is  used  which  may  be  classed  with  a  T-type  antenna 


Fig.  448. — The  trailing  wire  antenna  is 
used  on  many  airplanes  to  increase  trans¬ 
mission  range. 
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Fig.  450. — Insulated  reel  installed  on  air¬ 
craft  for  paying-out  and  drawing-in  the 
trailing  wire  antenna — Western  Electric 
type. 


Fig.  451. — This  fairlead ,  manufactured  by  the 
Western  Electric  Company,  is  an  insulated  tube 
which  permits  the  antenna  wire  to  pass  through 
the  fuselage  of  an  airplane. 
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good  contact  at  all  times.  An  insulated  antenna  lead  from  the  trans¬ 
mitter  passes  through  an  opening  in  the  side  of  the  chamber  and  makes 
positive  brush  contact  with  the  axle  of  the  pulley  wheel  over  which  the 
antenna  passes.  At  the  lower  part  of  the  photograph  in  Fig.  450  can 
be  seen  the  knob  on  the  crank  which  is  used  to  reel  in  the  wire  when  a 
landing  is  to  be  made,  and  at  the  top  is  shown  the  brake  lever  for  locking 
the  reel  against  rotation.  A  small  weight  attached  to  the  remote  end 
of  the  wire  keeps  the  wire  floating  or  trailing  properly  when  the  plane  is 
in  flight. 

There  is  always  a  compromise  to  be  made  when  one  chooses  between 
an  antenna  of  the  fixed  type  with  its  limited  range  of  radio  communi- 


Fig.  452. — Phantom  view  showing  the  arrangement  of  a  typical  aircraft  radio 
installation  which  provides  for  two-way  communication.  Courtesy  Western 

Electric  Company. 


cation  and  an  antenna  of  the  trailing  type.  In  one  case  the  antenna 
is  always  in  a  fixed  position  and,  therefore,  requires  no  attention  on  the 
part  of  the  pilot  or  operator,  whereas,  in  the  other  case,  the  antenna 
does  require  a  certain  amount  of  attention.  However,  regardless  of 
what  type  is  used  for  aircraft,  special  care  must  be  exercised  to  prevent 
the  wire  from  becoming  detached  or  breaking  off  in  flight,  which  might 
possibly  result  in  its  becoming  entangled  with  the  control  cables  of  the 
plane.  It  is  quite  obvious  that  if  the  control  cables  ever  became 
fouled  from  this  cause  a  serious  catastrophe  might  result. 

If  it  is  desired  to  use  a  fixed  vertical  antenna  in  preference  to  the 
trailing  wire,  this  may  be  accomplished  by  using  a  tuning  unit  designed 
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to  couple  the  transmitter  into  the  antenna.  By  referring  to  the  phantom 
view  of  a  complete  two-way  aircraft  communication  system  in  Fig.  452 
one  can  grasp  the  idea  of  how  a  vertical  antenna  may  be  mounted 
permanently  midway  between  the  fuselage  and  tail. 

The  advantages  and  disadvantages  of  the  fixed  antenna  and  the  trail¬ 
ing  antenna  are : 

Fixed  Antenna: 

(1)  Less  flexible  as  to  tuning. 

(2)  Takes  up  space  in  hangar.  A  pole  antenna  is  about  6  ft.  high. 

(3)  Possibility  of  fouling  wires  in  event  of  breakage  in  flight. 

(4)  Less  range  for  given  power. 

(5)  For  reception  it  has  practically  no  directional  tendencies. 

Trailing  Antenna: 

(1)  Less  ignition  interference  in  receiving. 

(2)  Transmitting  range  at  least  twice  that  of  fixed  antenna. 

(3)  Possibility  of  using  the  antenna  itself  as  the  tuning  agency. 

At  this  point  it  shouldv  be  mentioned  that,  in  the  case  of  the  100- 
watt  transmitter  previously  described,  when  it  is  to  be  operated  in  the 
high  wavelength  band  from  600  to  950  meters,  an  antenna  loading  unit, 
like  the  one  in  Fig.  443,  is  used  so  that  the  antenna  can  be  resonated 
properly  without  requiring  a  very  long  trailing  wire.  It  is  estimated 
that  about  225  ft.  of  wire  is  sufficient  to  cover  this  band.  Of  course, 
in  the  lower  band,  from  109  to  133  meters,  this  unit  is  not  required. 

Grounds. — The  student  invariably  asks  the  question,  “  Where  is 
the  ground  made  on  an  airplane?  ”  The  answer  to  this  is  simple. 
A  ground  is  made  in  the  most  convenient  manner  to  some  metal  part  of 
the  plane  such  as  .a  pipe,  a  strut,  or  crossbar.  Since  all  metal  parts 
that  enter  the  construction  of  a  plane  are  bonded,  then  everything 
metal  about  the  plane  represents  the  ground.  No  specific  recommen¬ 
dations  can  be  given  in  this  matter  since  conditions  vary  in  different 
planes,  but  in  general  the  ground  is  made  by  means  of  a  braided  copper 
wire  attached  to  an  approved  ground  clamp  which  is  bolted  to  the 
metal  part  selected  after  the  surfaces  have  first  been  thoroughly  scraped 
and  cleaned  to  make  a  good  electrical  contact  between  the  clamp  and 
the  metal  part. 


RADIO  RECEIVERS  USED  IN  AVIATION 

As  explained  in  the  early  part  of  this  chapter,  practically  every 
one-man  plane  engaged  in  scheduled  flying  is  equipped  with  a  radio 
receiver,  called  a  beacon  receiver ,  because  it  is  used  solely  by  the  pilot 
to  pick  up  directive  radio  range  beacon  signals,  weather  broadcasts, 
and  other  information  transmitted  by  the  airway  stations.  This  kind 
of  information  is  practically  all  that  a  pilot  requires  to  be  able  to  fly 
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a  chosen  course  with  the  least  delay  and  with  greatest  safety.  With  a 
beacon  receiver  and  visual  system  indicating  device  in  operation  the 
pilot  may  watch  the  reed  indicator  and  also  listen  to  either  the  radio 
range  signals  or  the  broadcast  information,  since  these  services  are 
transmitted  on  the  same  frequency.  In  foggy  weather  when  the  visi¬ 
bility  is  poor  and  a  pilot  cannot  see  landmarks  he  is  then  forced  to  rely 
on  beacon  signals  to  fly  along  a  course  and  arrive  safely  at  his  landing 
field.  Herein  lies  radio’s  greatest  usefulness  to  pilots  in  flight. 

However,  in  addition  to  the  beacon  receiver,  an  air-transport  plane 
will  generally  have  a  second  receiver,  called  a  communication  receiver, 
operated  in  conjunction  with  a  transmitter  for  use  in  two-way  com¬ 
munication  between  the  pilot  in  flight  and  ground  terminals.  Although 
both  types  of  receivers,  beacon  and  communication ,  are  operated  on 
different  frequency  bands,  yet  the  receivers  have  the  same  general 


Fig.  453. — Schematic  diagram  of  an  aircraft  beacon  receiver  consisting  of  three 
stages  of  tuned  radio-frequency  amplification,  a  detector,  and  two  stages  of 
audio-frequency  amplification. 


features  in  that  screen-grid  tubes  are  employed  and  the  sets  are  made 
extremely  light  in  weight  and  are  designed  to  stand  up  under  extreme 
vibrations  and  severe  shocks  encountered  during  heavy  landings. 
Their  compact  construction  enables  them  to  be  installed  in  any  avail¬ 
able  space  in  the  plane,  hence  the  remote  control  unit  with  headphones 
and  tuning  knob  only  need  be  mounted  within  reach  of  the  pilot. 

Aircraft  Beacon  Receiver. — This  receiver,  like  all  others,  contains 
everything  necessary  to  convert  the  radio-frequency  signals  picked  up 
by  the  antenna  into  audio-frequency  signals.  A  glance  at  the  schematic 
diagram  of  the  beacon  receiver  in  Fig.  453  shows  that  it  consists  of  three 
stages  of  tuned  radio-frequency  amplification,  or  four  tuned  circuits,  a 
detector,  and  two  stages  of  audio-frequency  amplification.  Note  that 
resistance  coupling  is  used  between  the  detector  and  the  audio-frequency 
stages  and  that  it  employs  plate  rectification  method  of  detection. 
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The  radio-frequency  stages  employ  type  222  screen-grid  tubes,  and  in 
the  detector  and  first  stage  of  audio-frequency  amplification  type  240 
tubes  are  used.  Either  a  112-A  or  171-A  tube  is  used  as  the  second- 
stage  audio  or  output  tube.  The  circuit  layout  is  arranged  for  modu¬ 
lated  signals,  no  provision  being  made  for  receiving  signals  from  con¬ 
tinuous  wave  transmitters.  In  the  radio-frequency  circuits  use  is 
made  of  tuned  impedance  coupling  between  the  222  tubes,  an  arrange¬ 
ment  which  makes  possible  four  tuned  circuits.  A  gang  condenser  is 
used  for  the  four  tuned  circuits;  it  is  tuned  by  a  single  continuously 
variable  tuning  control.  Owing  to  the  splendid  amplifying  properties 
of  the  screen-grid  tubes  and  design  of  the  circuit  the  overall  gain  in 
voltage  amplification  will  vary  between  one  million  and  seven  million. 


2nd  A  F.  -  1 12  A  Hi  A  t  -  240  Detector-  240  R  V.  Tubes 


Fig.  454. — The  chassis  of  RCA  model  AR-1286  radio  beacon  receiver  for  aircraft. 


The  volume  control  arrangement  provided  to  adjust  the  overall  gain 
is  a  potentiometer  control  of  the  screen-grid  voltage,  the  potentiometer 
being  located  in  the  remote  control  unit. 

Refer  to  Fig.  454.  This  photograph  shows  the  chassis  of  a  beacon 
receiver  as  it  appears  after  removal  of  the  cover.  Note  how  the  different 
stages  are  placed  in  shielded  compartments  and  also  the  connector  block 
at  the  left  which  provides  a  convenient  means  for  detaching  the  power 
leads  from  the  receiver  when  servicing  the  set.  In  the  four  shielded 
compartments  directly  to  the  rear  of  the  vacuum  tubes  are  four  variable 
tuning  condensers;  these  cannot  be  seen  in  the  photograph.  The  tubes 
are  protected  against  vibration  by  spring  sockets  and  “  rubber  foam  ” 
skirt  vibration  dampers. 
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The  beacon  receiver  under  discussion  is  model  AR-1286  (RCA)  and 
is  designed  for  operation  with  a  pole  antenna.  The  antenna  consists  of 
about  6  ft.  of  insulated  wire  which  passes  through  a  stream-lined  wooden 
mast,  or  in  some  installations  the  antenna  itself  is  an  all-metal  mast 
which  is  thoroughly  insulated  where  it  enters  the  fuselage;  this  type  is 
usually  erected  back  of  the  pilots  cabin.  The  receiver  parts  are  prop- 
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Fig.  455. — An  RCA  radio  beacon  receiving  installation  for  aircraft  which 
provides  for  remote  control  operation. 

erly  cushioned  so  that  they  will  stand  up  under  excessive  vibration  and 
shocks  due  to  heavy  landings.  The  photograph  in  Fig.  455  gives  a 
good  idea  of  the  special  features  involved  to  provide  remote  control 
operation  in  radio  receivers  designed  for  aircraft.  The  receiver  and 
battery  supply  unit  can  be  located  wherever  space  is  available  but  the 
remote  control  box  must  be  mounted  within  easy  reach  of  the  pilot  or 
operator.  A  flexible  steel  shaft  which  runs  through  tubing  and  the 
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shielded  conductor  cables  serves  as  the  connecting  link  between  these 
parts.  The  tubing  is  made  long  enough  to  reach  from  the  set  to  the 
remote  control  box,  and  high-gear  ratio  is  used  on  the  shaft  to  reduce  to 
a  minimum  the  “twist”  and  “back  lash”  which  otherwise  might  cause 
difficulty  when  tuning.  The  electrical  connections  necessary  between 
the  receiver,  the  remote  control  box,  and  the  battery  box  and  landing 
light  battery  are  made  through  shielded  conductor  cables  with  suitable 
plugs  and  jacks  at  each  end  for  ease  in  attaching  and  detaching. 

It  can  be  seen  in  the  photograph  that  the  remote  control  box  in¬ 
cludes  an  “  On-Off  ”  switch,  a  volume  control,  a  tuning  control  with 
calibrated  dial  and  a  headphone  jack.  The  indicating  dial  is  equipped 
with  a  set  of  adjustable  stops  so  that  the  tuning  may  be  limited  to  a 
given  band,  the  two  pointers  being  provided  so  that  the  operator  may 
mark  certain  settings  if  he  desires.  It  is  interesting  to  mention  that 
all  the  important  letters  and  figures  on  the  panel  are  filled  in  with  a 
luminous  paint  compound  to  allow  the  dial  markings  to  be  easily  read 
during  night  flying. 

This  beacon  receiver  requires  a  filament  or  “A”  battery  supply  of 
6  volts,  a  plate  or  “  B  ”  supply  of  45  and  135  volts,  and  a  bias  or  “  C  ” 
battery  supply  of  1.5,  3,  and  9  or  27  volts,  depending  on  whether  a 
112-A  or  171-A  tube  is  used  in  the  output  stage.  Since  it  is  customary 
to  obtain  the  filament  supply  from  the  aircraft's  landing  light  battery 
a  series  resistor  of  suitable  value  must  be  inserted  in  this  circuit  to  drop 
the  12  volts  delivered  at  the  battery  terminals  to  the  required  5  volts. 
Provision  is  made  so  that  a  dynamotor-voltage  divider  combination 
may  be  utilized  as  the  source  of  power  for  the  plates  of  the  tubes. 

The  schematic  diagram  in  Fig.  453  shows  only  the  circuits  of  the 
receiver  up  to  the  terminal  strip;  at  this  point  the  battery  box  cable 
and  the  cable  from  the  remote  control  unit  are  attached  to  complete 
the  electrical  connections. 

Communication  Receiver  for  Aircraft. — Since  the  receiver  just 
described  is  used  for  two-way  communication  with  ground  stations  it  is 
designed  to  work  on  the  same  antenna  as  the  transmitter  and  is  therefore 
arranged  for  reception  of  telephone,  I.C.W.,  and  C.W.  signals.  Tele¬ 
phone  is  obviously  the  quickest  and  simplest  form  of  communication, 
but  code  is  also  used  on  the  larger  planes  which  carry  an  operator  or 
observer.  Code  is  the  only  type  of  signal  that  will  get  through  at  times 
when  great  distances  must  be  covered  and  in  areas  where  static  is  unu¬ 
sually  heavy.  These  adverse  conditions  are  met  especially  along  the 
international  airways  system.  The  diagram  in  Fig.  456  is  a  schematic  of 
the  four-tube  communication  receiver  known  as  RCA  model  AR-1308 
for  use  in  airplanes.  As  the  diagram  indicates,  the  circuit  arrangement 
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is  simple  and  employs  only  one  stage  of  radio-frequency  amplification, 
a  regenerative  detector  which  operates  on  the  principle  of  grid  rectifi¬ 
cation  since  it  is  provided  with  a  grid  leak  and  condenser,  and  two 
stages  of  transformer  coupled  audio-frequency  amplification. 

An  output  transformer  and  jack  are  used  into  which  the  pilot's 
headphones  are  plugged.  As  the  arrow  in  the  diagram  indicates,  induc¬ 
tive  coupling  is  provided  between  the  antenna  and  the  first  tuned  cir¬ 
cuit,  the  coupling  being  adjusted,  however,  at  the  time  of  installation 
and  only  for  working  on  the  high-frequency  band,  or  from  3300  to 
6700  kc.  It  can  also  be  arranged  for  working  in  the  intermediate- 
frequency  band  or  from  240  to  500  kc.  The  schematic  shows  a  222 
tube  used  in  the  radio-frequency  stage,  two  201-A's  used  respectively 
in  the  regenerative  detector  and  first  audio  stage,  and  a  112-A  in  the 


Fig.  456. — A  schematic  diagram  of  the  RCA  type  AR-1308  aircraft  communica¬ 
tion  receiver. 


second  audio  or  output  stage.  However,  provision  is  made  to  use 
either  a  201-A  or  171-A  in  the  output  stage,  depending  on  the  output 
signal  voltage  desired. 

In  regard  to  its  general  outside  appearance  the  communication 
receiver  now  under  discussion  and  the  beacon  receiver  pictured  in  Fig. 
455  are  constructed  somewhat  alike  inasmuch  as  both  receivers  are 
intended  for  remote  control  operation.  It  is  common  practice  in  aircraft 
receivers  to  employ  a  combination  12-volt  landing  light  battery  and  a 
charging  generator  for  the  “  A  ”  supply,  and  in  this  case  a  resistance  must 
be  inserted  in  series  with  the  source  to  lower  the  battery's  12  volts  to  the 
5  volts  required  for  the  filament  circuit. 


890 


RADIO  AVIATION 


Short-Wave  Radio  Receiver  for  Ground  Stations  (12-80  Meters). — 

Fig.  457  is  a  diagram  of  a  commercial  high-frequency  receiver  which 
may  be  used  at  airport  terminals  or  at  any  other  place  for  the  reception 
of  continuous  wave  telegraph  signals  or  radio  telephony  within  a  fre¬ 
quency  range  of  3750  to  25,000  kc.  (12-80  meters)  which  is  covered 
by  three  sets  of  plug-in  coils.  An  additional  set  of  coils  may  be  used 
to  cover  1200  to  3750  kc.,  or  80-150  meters.  This  is  the  circuit  arrange¬ 
ment  of  a  model  AR-1496D  receiver  and,  as  shown,  it  consists  of  a 
tuned  radio-frequency  amplifier  stage,  a  regenerative  detector,  and  a 
two-stage  audio-frequency  amplifier.  A  type  222  screen-grid  four- 
electrode  tube  is  used  in  the  radio-frequency  amplifier.  Considerable 
radio-frequency  gain  is  secured  by  reason  of  the  high  amplification 


Fig.  457. — Schematic  diagram  of  a  short-wave  receiver,  model  AR-149G-D,  which 
is  provided  with  plug-in  coils  to  cover  a  frequency  range  of  3750  to  25,000  kc. 

(12-80  meters). 


factor  of  the  222  tube  and,  furthermore,  the  use  of  this  tube  eliminates  the 
need  for  external  neutralization.  The  detector  uses  either  a  240  or  841 
tube  and  functions  on  the  grid  rectification  principle  with  regenera¬ 
tion  obtained  by  the  use  of  a  fixed  tickler  and  controlled  by  a  variable 
by-pass  condenser.  The  detector  regeneration  circuit  is  so  adjusted 
that  oscillations  start  and  stop  smoothly  at  all  frequencies  within  the 
range.  The  output  of  a  two-stage  audio-frequency  amplifier  employ¬ 
ing  either  two  201-A  or  210  tubes  can  be  taken  directly  from  the  plate 
circuit  or  through  an  output  transformer.  Note  that  jacks  are  pro¬ 
vided  so  that  two  sets  of  headphones  can  be  used  in  parallel  and,  further¬ 
more,  they  can  be  plugged  into  the  output  of  the  first  audio  or  the 
second  audio  amplifier. 
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The  photograph  of  the  12-80  meter  set  in  Fig.  458  shows  the  prin¬ 
cipal  units  mounted  in  three  separate  shielded  compartments  as  follows : 
(1)  the  input  coupling  coil,  (2)  the  variable  condenser,  r.f.  grid  coil,  and 
by-pass  condenser,  and  (3)  the  detector  and  audio  stages. 


Fig.  458. — Front  and  interior  view  of  the  RCA  model  AR-1496-D  short-wave 

receiver. 


AVIATION  RADIO  EQUIPMENT  FOR  TWO-WAY  COMMUNICATION 

Two-way  communication  in  aviation  requires  that  the  equipment 
and  controls  be  so  arranged  as  to  provide  a  quick  and  simple  means  for 
carrying  on  direct  radio  telephone  conversation  between  planes  in 
flight  and  ground  stations.  The  complete  equipment  is  divided  into 
two  independent  sets  of  units  or  parts,  one  set  for  installation  in  the 
plane  where  space  is  at  a  premium  and  the  other  set  for  installation  at 
the  ground  station. 

The  two-way  communication  equipment  described  in  the  remainder 
of  this  chapter  is  a  development  of  the  Western  Electric  Company  and 
is  designed  for  operation  on  short  waves.  The  transmitter  used  in  the 
airplane  is  known  as  model  8- A  and  the  receiver  as  model  9-B.  These 
sets  employ  Western  Electric  tubes  throughout. 

The  equipment  which  is  installed  in  the  airplane  consists  principally 
of  a  short-wave  radio  transmitter  and  a  short-wave  radio  receiver, 
together  with  the  sources  of  power  for  each  of  these  units.  In  addition 
to  these  main  units  there  are  the  necessary  microphones,  headsets,  and 
remote  volume,  tuning  and  switching  control  apparatus.  The  switch¬ 
ing  arrangement  for  the  two-way  system  is  made  to  control  a  long-wave 
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radio  receiver  which  is  considered  a  necessary  unit  of  a  typical  airplane 
radio  installation — necessary  because  a  receiver  of  this  type  operates 
on  the  low  frequencies  within  the  range  of  the  weather  signal  broad¬ 
cast  stations  of  the  Department  of  Commerce.  By  proper  tuning 
of  the  receiver  the  pilot  or  operator  can  pick  up  radio  range  beacon 
signals  and  weather  forecast  information  and,  for  convenience,  this 
set  may  be  bridged  to  use  the  same  antenna  as  the  short-wave  receiver. 

Short-Wave  Radio  Transmitter  for  the  Airplane. — An  examination 
of  the  schematic  circuit  of  the  radio  transmitter  and  microphone  in 
Fig.  459  shows  that  it  consists  essentially  of  a  temperature-controlled 


Fig.  459. — A  schematic  diagram  cf  the  Western  Electric  model  8-A  airplane 

transmitter. 


quartz  crystal  oscillator,  a  frequency  doubler,  a  modulating  power 
amplifier,  and  an  antenna-tuning  unit.  Also,  there  is  the  speech  input 
circuit  to  which  the  microphone  is  connected  and  several  audio-frequency 
amplifiers  which  are  used  to  step  up  the  voice  currents  received  from  the 
microphone  to  a  suitable  level  before  they  are  introduced  into  the  mod¬ 
ulating  amplifier  circuit  to  act  on  the  high-frequency  oscillations  present 
in  the  circuit.  This  high  frequency  is  the  carrier  frequency  that  is 
radiated  from  the  antenna  through  space.  The  operating  frequency  is 
maintained  jvithin  certain  prescribed  limits  as  required  by  the  Federal 
Radio  Commission,  this  being  possible  under  all  conditions  by  the  use 
of  the  quartz  crystal  oscillator. 

Two  5-watt  and  four  50-watt  Western  Electric  vacuum  tubes  are 
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used  in  the  radio  transmitter  which  gives,  at  complete  modulation,  a 
peak  power  output  of  200  watts.  A  high  percentage  of  modulation 
means  that  the  voices  are  heard  distinctly,  or  we  say  the  articulation 
is  good,  and  this  is  brought  about  by  the  action  of  the  voice  frequencies 
on  the  high-frequency  oscillations  which  causes  them  to  vary  in  ampli¬ 
tude  between  great  limits.  It  is  important  to  hear  distinctly,  for  with 
poor  reception  errors  can  easily  occur. 

A  general  discussion  of  the  relationship  of  the  various  circuits  in  an 
aircraft  transmitter  will  show  how  many  of  the  radio  principles  which 
we  have  already  discussed  are  applied  in  practice,  such  as  vacuum  tube 
oscillating  circuits,  how  power  is  obtained  for  energizing  the  vacuum 
tubes,  and  so  on.  In  the  following  paragraphs  we  will  explain  the  pur¬ 
pose  of  these  circuits  and  also  the  special  features  which  are  peculiar 
to  aviation  equipment. 

Let  us  first  consider  the  crystal  oscillator.  This  unit  is  assembled 
in  an  isolantite  holder  provided  with  three  prongs  in  the  base  for  con¬ 
nection  to  the  ground,  heater,  and  thermometer  contacts,  and  is 
designed  to  plug  into  a  socket  similar  to  one  which  is  ordinarily  used 
to  hold  a  vacuum  tube.  There  is  a  terminal  on  the  top  for  connection 
to  the  grid  of  the  oscillator  tube. 

The  quartz  crystal  oscillator  is  clamped  firmly  between  two  metal 
electrodes,  one  of  which  is  held  at  a  temperature  of  55°  C.  by  an  im¬ 
bedded  electrical  heater.  The  heater  is  controlled  automatically  by 
a  thermostat  of  the  mercury-column  contact-making  type.  The  tem¬ 
perature-control  device  consists  of  a  cylindrical  metal  shell,  a  resistance 
unit  and  the  contact-making  thermometer,  and  the  whole  unit  operates 
to  control  the  heat  as  follows:  The  thermometer  contacts  which  are 
short-circuited  by  the  mercury  column  at  the  operating  temperature 
operate  a  relay  which  in  turn  controls  the  amount  of  current  passing 
through  the  wire  of  the  heater  element.  One  end  of  the  shell  forms  one 
contact  surface  for  the  crystal  as  is  clearly  shown  in  the  diagram  in 
Fig.  459. 

This  crystal  is  used  to  control  the  frequency  of  the  oscillations 
which  are  generated  when  the  crystal  is  connected  to  a  vacuum  tube, 
that  is,  to  the  5-watt  oscillator  in  the  circuit  diagram.  The  crystal  is 
very  carefully  ground  to  give  it  the  proper  thickness  so  that  the  oscilla¬ 
tions  generated  by  it  will  have  a  carrier  frequency  which  is  one-half  of 
the  frequency  used  to  radiate  for  communication  purposes.  It  should 
be  understood  that  a  vacuum  tube  circuit  can  be  adjusted  to  produce 
several  strong  harmonics  along  with  its  fundamental,  and  that  one  of  the 
harmonics  will  be  selected  by  an  associated  oscillatory  circuit  when  the 
latter  is  made  resonant  to  that  particular  harmonic  frequency. 


894 


RADIO  AVIATION 


Fig.  460  is  a  photograph  of  the  interior  of  the  airplane  transmitter 
now  under  discussion;  this  view  illustrates  the  position  of  the  crystal 
holder  and  the  grid  connection  to  the  grid  of  one  of  the  5-watt  tubes. 

To  continue  our  explanation,  a  1050-volt  circuit  leading  from  the 
generator  end  of  the  dynamotor,  shown  in  the  lower  part  of  the  diagram, 
furnishes  the  d-c.  plate  voltage  required  for  the  5-watt  oscillator  tube, 
but  since  this  voltage  is  much  higher  than  that  required  for  a  5-watt 


Fig.  460. — An  interior  view  of  the  Western  Electric  Model  8-A  airplane  transmitter. 


tube  it  is  lowered  to  the  proper  value  by  causing  the  plate  current 
to  flow  through  a  series  resistance.  The  drop  in  voltage  obtained 
across  this  plate  resistor  equals  the  value  of  its  resistance  in  ohms 
multiplied  by  the  amount  of  plate  current  in  amperes  passing  through 
it.  Also,  a  condenser  is  inserted  between  the  low  side  of  this  resistor 
and  one  side  of  the  filament,  and  the  series  resistance  and  condenser 
together  form  a  radio-frequency  circuit  from  plate  to  ground.  In  the 
grid  circuit  of  the  next  tube  marked  “  doubler  ”  there  is  a  tapped  coil 
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which  provides  the  necessary  plate  inductive  reactance  for  the  tube 
and  its  associated  circuits  to  oscillate.  The  oscillator  is  controlled  for 
simplex  operation  of  the  transmitter  by  a  relay  which  short-circuits  the 
grid  coil  just  mentioned  when  the  transmitter  is  not  in  use,  this  being 
the  position  the  relay  occupies  in  the  diagram. 

In  this  transmitter  the  plate  of  the  oscillator  is  coupled  to  the  grid 
of  the  second  5-watt  tube,  or  doubler,  by  means  of  a  condenser  called 
a  “  stopping  ”  condenser.  The  grid  circuit  of  the  doubler  is  untuned 
and  the  r.f.  energy  is  transferred  from  the  plate  of  the  oscillator  through 
the  stopping  condenser,  the  latter  being  used  to  prevent  the  d-c.  plate 
voltage  of  the  first  tube  from  being  applied  directly  to  the  grid  of  the 
second  tube.  The  tube  in  the  frequency  doubler  circuit  is  given  a  high 
negative  grid  bias  provided  by  a  grid-leak  resistance  in  addition  to  the 
usual  bias  voltage  which  is  obtained  by  connecting  the  grid  return  to 
one  end  of  a  tapped  resistor  shown  in  the  lower  central  part  of  the 
the  diagram,  the  other  end  of  the  resistor  being  connected  to  the  filament. 
In  addition  to  the  doubler  circuit  fulfilling  the  function  of  providing  a 
desired  harmonic  which  becomes  the  carrier ,  it  also  amplifies  this  high- 
frequency  energy  to  a  certain  extent  as  determined  by  the  normal 
amplifying  properties  which  are  common  to  the  action  of  every  vacuum 
tube.  By  this  we  mean  that  for  a  given  amount  of  operating  voltage 
applied  to  the  grid  there  is  always  produced  in  the  plate  circuit  a  cur¬ 
rent  which  fluctuates  in  greater  proportion  than  the  grid  voltage  which 
caused  the  action. 

The  plate  circuit  of  the  second  tube  is  tuned  to  the  double  frequency 
and  is  coupled  by  a  split  coil  to  the  grid  of  the  modulating  amplifier 
which  is  the  third  tube.  Positive  plate  voltage  for  the  second  tube  is 
obtained  from  the  high  voltage  d-c.  dynamotor  through  a  series  resistor, 
as  indicated  in  the  diagram,  in  order  to  drop  the  voltage  to  the  required 
value. 

Now  that  we  have  the  required  transmitting  frequency  provided  by 
the  doubler  circuit,  then  it  is  only  necessary  to  step  up  the  power  of 
the  oscillations  to  increase  the  transmitting  range  and  to  cause  them  to 
be  modulated  according  to  the  voice  currents  resulting  from  the  sound 
waves  which  strike  the  microphone  diaphragm  when  it  is  spoken  into. 
Both  of  these  functions  are  performed  by  the  third  or  final  tube  in  the 
radio-frequency  portion  of  the  transmitter.  This  is  known  as  the 
modulating  power  amplifier. 

The  output  of  the  doubler  tube  excites  the  grid  circuit  of  the  final 
radio-frequency  amplifier,  which  is  a  50-watt  tube,  and  it  delivers  a 
carrier  power  of  50  watts  to  the  antenna  circuit  through  an  antenna 
coupling  transformer  marked  ACT  in  the  diagram  in  Fig.  459.  This 
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final  stage  of  amplification  is  neutralized  to  prevent  self-oscillation  in 
the  circuit,  the  neutralizing  adjustment  being  made  by  a  variable  con¬ 
denser  marked  NC . 

The  plate  supply  to  this  final  stage  is  modulated  by  introducing 
into  its  plate  circuit  the  speech  frequency  output  of  three  50-watt 
vacuum  tubes  connected  in  parallel.  This  series  of  tubes  comprises 
the  audio-frequency  portion  of  the  transmitter.  The  grids  of  the  three 
audio  amplifiers  are  fed  from  the  output  of  the  airplane  microphone 
through  an  input  transformer,  and  the  transfer  of  the  audio-frequency 
power  from  these  amplifiers  to  the  plate  circuit  of  the  radio-frequency 
amplifier  is  through  the  transformer  M  T  previously  mentioned. 

Because  of  the  small  space  available  for  radio  equipment  and  the 
necessity  for  keeping  the  carrying  weight  of  the  plane  down  to  a  mini¬ 
mum,  this  entire  transmitter  has  been  very  compactly  designed  as  the 
photograph  indicates.  Its  dimensions  are  approximately  17  in.  high, 
16  in.  wide,  and  12  in.  deep,  and  its  weight,  including  tubes,  is  only 
a  little  more  than  32  lb. 

The  Antenna  System. — Either  one  of  two  types  of  antenna  systems 
may  be  employed  with  the  Western  Electric  high-frequency  transmitter 
just  described.  The  antenna  may  consist  of  wires  stretched  from  the 
wing  tips  to  the  fin  of  the  plane,  or  it  may  consist  of  a  loaded  strut 
antenna  with  wires  stretched  from  the  wing  to  the  top  of  the  strut  and 
another  wire  which  is  run  from  the  fin  to  the  strut  with  the  lead-in 
taken  off  from  the  base  of  the  strut. 

How  Power  Supply  is  Obtained.— Two  of  the  most  difficult  problems 
encountered  in  aircraft  radio  equipment  are  the  source  of  power  and  the 
antenna  system  for  the  transmitter.  We  will  first  discuss  the  source  of 
power.  There  are  three  methods  that  can  be  used  to  obtain  the  requisite 
voltages  for  the  tubes  in  the  transmitter  and  receiver.  These  methods 
are:  (a)  An  engine-driven  generator,  (b)  a  wind-driven  generator,  and 
(c)  a  dynamo  tor  used  in  conjunction  with  a  storage  battery.  Airplanes 
operated  by  the  various  air-transport  systems  carry  passengers,  mail, 
and  express  and,  therefore,  if  the  operaton  of  a  plane  is  to  be  financially 
profitable  consideration  must  be  given  to  the  “pay  load  hence,  all 
loads  which  do  not  produce  a  revenue  must  be  necessarily  limited. 
Aside  from  the  fact  that  the  radio  equipment  must  be  light  in  weight 
and  compactly  built  there  is  the  problem  of  voltage  regulation  which 
must  be  considered  in  the  case  of  power  supply  when  either  a  wind- 
driven  generator  or  an  engine-driven  generator  is  used. 

The  photograph  in  Fig.  461  shows  a  wind-driven  generator  fastened 
to  the  struts  of  a  plane.  The  generator  is  equipped  with  a  single-blade 
self-regulating  propeller. 
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A  brief  outline  of  the  main  considerations  applying  to  each  method 
for  obtaining  radio  power  is  given  in  the  following  paragraphs: 

(a)  When  an  engine-driven  generator  is  employed  the  plate 
supply  for  the  transmitter  is  obtained  from  a  generator 
geared  to  the  airplane  engine.  Special  control  must  be 
provided  to  maintain  constant  voltage  automatically  at 
all  engine  speeds.  For  a  transmitter  of  the  type  described 
in  this  section,  1050  volts  would  be  taken  from  the  plate 
supply  while  the  regular  airplane  battery  floated  across  the 
low  potential  supply  would  furnish  about  12  or  14  volts 
which  would  be  used  for  heating  the  cathodes  and  the 


Fig.  461. — Showing  how  a  wind-driven  generator  may  be  mounted  on  a  plane.  The 
generator  is  employed  to  supply  certain  operating  voltages  for  the  radio  equipment. 

filaments  of  the  tubes,  and  to  supply  current  to  the  heater 
element  of  the  thermostat  control. 

( b )  In  the  case  of  a  wind-driven  generator  both  the  high  and  low 
voltages,  or  the  plate  and  filament  voltages,  are  supplied 
by  the  generator,  which  is  therefore  called  a  double-voltage 
generator.  Since  it  must  be  installed  outside  the  plane 
it  is  housed  in  a  stream-lined  case.  The  generator  is 
driven  by  the  action  of  the  wind  on  a  small  constant  speed 
propeller,  the  latter  being  self-regulating  with  a  starting 
torque  such  that  any  airplane  speed  in  excess  of  seventy 
miles  an  hour  is  sufficient  to  cause  the  generator  to  come 
up  to  speed  and  deliver  its  rated  output  voltages.  A 
double-voltage  generator  has  two  commutators  and  if 
used  for  the  airplane  set  just  described  the  generator  would 
be  designed  for  a  low-voltage  output  of  20  amperes  at 
12  volts  and,  also,  a  high-voltage  output  of  0.4  ampere 
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(400  milliamperes)  at  1050  volts.  One  type  of  wind- 
driven  generator  is  shown  in  Fig.  462. 

(r)  With  the  third  method  a 
light-weight  dynamotor  is 
used  for  the  plate  supply. 
The  dynamotor  is  oper¬ 
ated  from  a  12- volt  bat¬ 
tery,  which  directly  sup¬ 
plies  the  filaments  of  the 
tubes.  A  12-15  volt,  50- 
ampere  generator  con¬ 
nected  to  the  engine  of 
the  plane  is  necessary  in, 
order  to  keep  the  battery 
charged.  Fig.  463  shows 
a  typical  dynamotor. 
Although  a  double-voltage  wind-driven  generator  may  be  used  to 
furnish  power  to  the  airplane  set  under  discussion,  a  dynamotor  is  most 


Fig.  462. — A  type  of  wind-driven  generator 
manufactured  by  the  Western  Electric 
Company. 


Fig.  463. — A  Western  Electric  dynamotor  for  use  on  airplanes  to  supply  plate 
voltages  to  the  vacuum  tubes. 


generally  preferred  because  it  permits  the  transmitter  to  be  operated 
while  the  plane  is  resting  on  the  ground.  If  the  dynamotor  method  is 
utilized  a  power  plug  with  three  pins  is  provided  for  the  transmitter. 
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Two  of  these  are  guide  pins  and  the  third  is  a  locking  pin.  The  locking 
pin  is  located  diametrically  opposite  the  two  guide  pins.  After  the 
plug  is  inserted  in  the  socket,  a  turn  of  the  knurled  ring  on  the  outside 
of  the  plug  locks  the  plug  securely.  While  any  one  of  these  three 
methods  may  be  used  to  obtain  power,  the  one  in  (c)  appears  the  most 
practical  since,  with  a  battery  and  dynamotor,  routine  testing  would 
be  simplified  and,  furthermore,  a  pilot  would  be  able  to  transmit  from 
a  forced  landing.  This  type  of  power  supply  would  include  two  small 
dynamotors,  one  for  low-voltage  plate  supply  for  receiving  tubes,  and 
one  for  high-voltage  plate  supply  for  transmitting  tubes.  A  12-volt 
airplane  battery  operates  the  dynamotors  and  also  supplies  the  filaments. 
Each  dynamotor  has  two  commutators  and  two  sets  of  windings  on  its 
armature,  one  for  the  generator  and  the  other  for  the  motor. 

In  order  to  eliminate  the  commutator  ripple  of  a  generator,  which  is 
caused  by  sparking  at  the  brushes,  a  filter  system  must  be  used.  This 
consists  of  a  high-voltage  condenser  connected  in  parallel  to  the  high- 
tension  d-c.  winding  of  the  generator  and  a  choke  coil,  the  latter  being 
inserted,  however,  directly  in  series  with  the  +B  line  which  is  the  posi¬ 
tive  lead  feeding  the  plates  of  the  tubes.  If  the  ripple  is  not  filtered 
properly  it  becomes  not  only  a  source  of  annoyance,  owing  to  the  con¬ 
tinual  humming  sound  heard  in  the  phones,  but  it  may  set  up  so  much 
noise  that  the  voices  might  be  “  drowned  out,”  or  made  inaudible,  and 
in  this  event  the  telephone  reception  would  be  poor  and  unsatisfactory. 
Just  how  the  choke  and  condenser  are  connected  in  the  circuit  is  shown 
in  Fig.  459. 

Reference  to  the  transmitter  diagram  in  Fig.  459  shows  that  the 
filaments  of  the  two  5-watt  tubes,  marked  oscillator  and  doubler ,  are 
in  series  which  permits  them  to  be  connected  across  the  battery  supply, 
while  all  the  other  filaments,  or  those  in  the  50-watt  tubes,  are  in  par¬ 
allel.  At  a  voltage  of  between  10-14  volts  the  battery  supplies  a  total 
filament  current  of  approximately  15  amperes  to  the  transmitting  tubes. 

Short-Wave  Radio  Receiver  for  the  Plane. — The  radio  receiver  in 
Fig.  464  has  in  all  six  tubes  which  are  of  the  Western  Electric  type.  The 
first  three  tubes  and  their  associated  circuits  constitute  a  radio-frequency 
amplifier ,  and  the  fourth  tube  is  a  space  charge  detector  tube.  These  tubes 
are  of  the  four-electrode  variety  or  screen-grid  type  245- A.  Following 
the  detector  we  have  the  fifth  tube  which  is  a  three-electrode  tube  type 
244-A,  which  functions  as  an  audio-frequency  amplifier.  Another  tube, 
a  6-A  ballast  lamp,  is  used  to  keep  the  filament  current  constant  regard- 
tess  of  normal  supply  voltage  variations.  The  receiver  cathodes  and 
filaments  are  heated  by  the  plane’s  12-volt  battery,  while  the  plate 
voltage  is  taken  from  the  d-c.  output  of  the  dynamotor.  Notice  in  the 
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schematic  diagram  of  the  Western  Electric  aircraft  receiver  in  Fig.  464 
how  the  filaments  of  all  the  tubes  are  connected  in  a  series  arrangement 
so  that  each  filament  will  receive  its  proper  terminal  voltage  when  the 
entire  series  is  placed  across  the  12-volt  battery.  The  plate  potential 
supplied  to  this  set  is  200  to  220  volts. 

The  diagram  shows  that  there  are  three  tuned  radio-frequency  cir¬ 
cuits;  these  are  adjusted  simultaneously  to  any  desired  frequency, 
within  certain  limits,  by  a  gang  construction  of  the  rotor  plates  of  the 
variable  condensers,  and  they  are  operated  from  a  remote  tuning  con¬ 
trol  unit.  The  variable  condensers  are  connected  across  the  second¬ 
aries  of  the  r.f.  transformers,  or  tuning  coil  assemblies,  which  are  made 
to  plug  into  sockets  similar  to  those  provided  for  vacuum  tubes.  In 


Fig.  464. — Schematic  diagram  of  the  Western  Electric  Model  9-B  airplane  radio 

receiver. 


this  receiver  there  are  three  sets  of  r.f.  coils  available  to  cover  a  fre¬ 
quency  band  of  from  1500  to  6000  kc.,  or  from  200  to  50  meters. 

A  receiver  of  this  type  operates  efficiently  when  used  with  a  ver¬ 
tical  or  mast  type  antenna  approximately  7  ft.  high.  An  antenna  circuit 
of  the  untuned  or  fixed  type  is  employed;  it  is  designed  to  give  some 
voltage  step-up  of  the  signal  energy  picked  up  by  the  antenna  and  also 
to  reduce  the  effect  of  this  receiver  upon  the  long-wave  receiver  when 
bridged  to  use  the  same  antenna.  Additional  selectivity  is  provided  to 
eliminate  interference  from  high-powered  broadcasting  stations  which 
are  for  most  of  the  time  “  on  the  air  ”  transmitting  at  frequencies  out¬ 
side  the  aircraft  band. 

It  should  be  understood  that  a  long-wave  receiver  is  used  by  the 
pilot  to  receive  the  radio  range  beacon  signals  and  weather  forecast 
which  assist  him  in  flying  along  one  of  the  civil  airways,  whereas  the 
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short-wave  receiver  now  under  discussion  is  used  only  to  pick  up  mes¬ 
sages  sent  out  by  the  ground  stations  of  the  transport  air  companies 
which  operate  commercial  planes. 

Again  refer  to  the  receiver  diagram  in  Fig.  464  and  note  how  a 
switch  and  taps  marked  “  L,”  “  M,”  and  “  H  ”  (low,  medium  and  high) 
are  provided  in  the  input  circuit  to  the  first  tube  in  order  to  adjust  this 
circuit  according  to  the  particular  r.f.  coil  used,  and  its  coverage  of  a 
certain  frequency  band.  This  circuit  functions  similarly  to  other  input 
circuits  in  so  far  as  the  oscillating  signal  current  sets  up  a  fluctuating 
voltage  which  is  impressed  between  the  control  grid  and  cathode  of  the 
first  tube. 

Adequate  shielding  of  the  circuit  elements  and  the  tuning  coils  is 


Fig.  465. — The  Western  Electric  Model  9-B  airplane  receiver  and  remote 

tuning  control. 


provided  by  mounting  the  parts  in  individual  copper-shielded  contain¬ 
ers  or  cans,  the  shielding  being  represented  in  the  diagram  by  dashed 
or  broken  lines.  Thorough  shielding  of  the  parts  is  necessary  because 
of  the  use  of  screen-grid  tubes.  The  whole  receiver  assembly  is  covered 
with  an  easily  removable  aluminum  case  as  shown  in  Fig.  465.  It 
shows  also  the  remote  tuning  control  which  consists  of  a  dial  and  a 
length  of  tubing  through  which  runs  a  flexible  shaft. 

The  high  sensitivity  of  a  receiver  of  this  kind  is  made  possible  by 
the  great  amplifying  properties  of  the  screen-grid  tubes  used  in  the  r.f. 
stages.  These  permit  extremely  weak  signals  which  may  be  picked  up 
by  the  antenna  to  be  boosted  sufficiently  to  give  a  satisfactory  volume 
of  sound  in  the  headphones  down  to  what  is  known  as  normal  static 
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level.  It  is  to  be  understood,  of  course,  that  how  well  voice  signals  are 
heard  in  an  airplane  by  a  pilot  or  observer  depends  upon  the  magnitude 
of  all  extraneous  noises  set  up  by  static,  ignition,  motor,  propeller,  and 
so  on.  A  receiver  of  this  kind  is  so  compact  and  light  in  construction 
that  it  weighs  only  about  16  lb. 

Before  ending  our  description  of  the  aircraft  receiver,  let  us  explain 
about  the  connections  of  a  space  charge  detector  tube.  When  a  screen 
grid  tube  is  used  as  a  space  charge  grid  tube  its  usual  connections  to 
the  grids  are  reversed.  A  glance  at  the  diagram  shows  that  the  normal 
screening  grid — the  one  next  to  the  plate — is  used  in  the  detector  as  the 
control  grid  or  the  one  to  which  the  signal  voltages  are  applied;  and 
the  other  grid — the  one  closest  to  the  filament — is  supplied  with  a  posi¬ 
tive  voltage.  With  this  change  of  connection  the  tube  would  not  func¬ 
tion  well  as  an  r.f.  amplifier  since  the  screening  effect  is  lost  and  poten¬ 
tial  variations  in  the  plate  circuit  could  then  affect  the  grid.  The  advan¬ 
tage  of  this  connection  for  a  detector  is  to  give  it  a  lower  plate  resistance 
which  results  in  a  large  amplification  factor. 

A  brief  explanation  of  the  expression  “  space  charge  ”  will  now  be 
given.  Going  back  to  our  study  of  the  action  taking  place  within  a 
vacuum  tube,  the  reader  will  recall  that  during  normal  operation,  when 
the  filament  or  cathode  is  heated  and  the  plate  is  furnished  with  a  posi¬ 
tive  voltage,  ^many  of  the  electrons  are  attracted  by  the  plate  because 
of  its  positive  potential.  Any  electrons  which  strike  the  plate  pass 
entirely  through  the  plate  circuit  and  constitute  a  current  flow  or  the 
tube's  plate  current;  also,  there  are  a  few  electrons  which  never  get 
very  far  from  the  filament  in  the  first  place,  and  some  of  these  are 
pulled  back  by  the  filament  because  it  naturally  attracts  electrons  since 
it  is  the  source  of  the  supply;  then  again,  there  are  a  great  number  of 
electrons  which  fill  up  the  space  in  the  tube  between  filament  and  plate 
very  much  like  a  cloud  or  fog;  it  is  these  electrons  that  constitute  the 
space  charge.  Thus,  it  is  easy  to  understand  that  the  control  grid  of 
a  detector  tube  ordinarily  occupies  a  position  in  a  cloud  of  electrons  and, 
therefore,  electrons  which  reach  the  plate  and  constitute  the  plate  current 
must  of  necessity  first  encounter  this  cloud  of  electrons  or  space  charge. 

Remote  Control. — The  question  arises  in  aircraft  installation  of  the 
disposal  of  the  separate  units  which  make  it  necessary  to  locate  the 
transmitting  and  receiving  sets  wherever  possible  in  the  plane.  How¬ 
ever,  the  radio  controls  must  be  designed  in  a  convenient  form  for 
mounting  within  easy  reach  of  the  pilot  in  a  one-man  plane,  or  near 
the  co-pilot  in  the  larger  transport  planes  which  carry  a  pilot  and  a 
co-pilot.  In  the  latter  case  the  pilot  is  usually  very  busy  watching 
the  various  instruments  to  maneuver  the  plane,  especially  in  foggy  and 


REMOTE  CONTROL 


903 


stormy  weather  when  the  radio  offers  its  greatest  aid.  A  good  idea  of  a 
typical  aircraft  installation  for  two-way  communication  is  presented 
by  the  illustration  in  Fig.  452.  Some  of  the  components  of  the  trans¬ 
mitter  and  receiver  are  mounted  in  the  rear,  but  all  the  controls  are 
placed  in  the  pilots  cabin  and  close  by  are  the  dynamotors  and  storage 
battery.  All  units  must  be  carefully  cushioned  to  protect  them  from 
plane  vibrations  during  flight  or  from  shocks  when  making  a  heavy 
landing. 

The  photograph  in  Fig.  466  gives  a  view  into  the  cockpit  of  a  large 


Fig.  466. — A  view  of  the  cockpit  of  a  transport  plane  showing  various  components 
of  the  radio  installation.  Compare  this  illustration  with  the  illustration  in  Fig.  452. 

Courtesy  Western  Electric  Company. 

transport  plane.  A  careful  comparison  should  be  made  between  the 
control  units  placed  in  the  cockpit  in  Fig.  452  which  are  clearly  identi¬ 
fied  and  the  actual  parts  themselves  appearing  in  the  photograph  in 
Fig.  466.  It  can  be  seen  that  the  co-pilot  will  have  charge  of  the  tuning 
controls  and  antenna  reel.  The  reel  is  shown  directly  in  back  of  the 
right-hand  wheel.  Above  the  reel  is  a  jack  box  into  which  are  plugged 
the  microphone  and  telephone  headset;  the  latter  two  instruments  are 
shown  resting  on  the  seat.  At  the  upper  left  of  the  wheel  are  the  two 
remote  tuning  controls  for  the  tuning  of  the  long-wave  and  short-wave 
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receivers,  and  at  the  extreme  left  below  the  instrument  board  are  the 
main  control  switch  and  the  two  remote  volume  control  units,  one  for 
each  receiver.  The  following  paragraphs  explain  about  these  controls 
in  more  detail. 

Each  remote  tuning  control  unit  is  equipped  with  a  luminous  dial, 
and  gears  operate  the  flexible  shaft  at  a  speed  264  times  that  of  the 
condenser  shaft;  this  is  to  reduce  the  lost  motion  in  this  drive  to  a  negli¬ 
gible  amount. 

The  volume  of  reception,  or  gain  in  sigpal,  is  controlled  by  a  volume 
control  unit  which  is  a  tapered  potentiometer  as  shown  in  Fig.  464; 
all  of  the  screen  grids  connect  to  its  movable  arm,  thus  permitting 
changes  to  be  made  in  screen-grid  voltage  over  a  given  range,  and  this 
in  turn  governs  signal  amplification. 

The  main  switch  of  the  radio  equipment  is  called  a  master  control 
switch ;  it  is  used  to  turn  the  power  supply  on  and  off  to  the  long-wave 
and  short-wave  receivers  and  transmitter  when  dynamotors  are 
employed  for  power  supply.  This  switch  functions  as  follows:  In  the 
fiibt  position,  marked  “  Off,”  obviously  the  circuits  are  inactive.  In 
the  second  position,  marked  “  R,”  which  is  normal  in  flight,  the  storage 
battery  is  connected  to  the  receiving  tube  filaments  and,  besides,  the 
dynamotor  used  to  supply  plate  voltage  to  these  tubes  and  the  heater 
circuit  of  the  quartz-crystal  chamber  of  the  radio  transmitter  are  ener¬ 
gized.  The  dynamotor  for  this  receiver  operates  on  an  input  of  3  to 
3.8  amperes  at  12  volts  with  an  output  of  0.05  ampere  (50  milliamperes) 
at  200  to  220  volts.  In  the  third  position,  “  T-R,”  the  action  in  the 
second  position  is  repeated;  also,  all  power  circuits  are  then  ready  for 
sending  or  receiving  since  the  filaments  of  the  radio  transmitter  tubes 
are  energized  and  the  dynamotor  furnishing  the  plate  supply  to  the 
transmitter  tubes  is  started. 

When  the  pilot  is  ready  to  transmit,  it  is  only  necessary  for  him  to 
start  oscillations  in  the  radio  transmitter  by  merely  pressing  a  push¬ 
button  or  key  located  in  some  convenient  position;  the  button  actuates 
relays  which  perform  all  necessary  switching  functions.  With  the  key 
open  there  is  no  radiation  from  the  transmitter.  Thus,  during  a  con¬ 
versation  between  a  pilot  and  the  operator  in  the  ground  station  the 
push-button  is  pressed  while  the  pilot  talks  and  released  while  he  listens. 
The  “talk”  and  “listen”  button  is  made  in  three  types:  one  for 
mounting  on  the  end  of  the  “  stick,”  another  for  mounting  on  a  flat 
surface,  and  still  another  which  is  incorporated  with  the  microphone; 
the  last  type  is  the  one  illustrated  in  Fig.  466. 

A  complete  telephone  set  consists  of  a  microphone,  telephone  receiv¬ 
ers,  cord  and  plug.  Sets  of  this  kind  are  made  up  for  use  with  a  helmet 
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to  be  worn  by  the  pilots  of  one-man  planes.  To  enable  the  pilot  to  use 
both  hands  in  the  operation  of  the  plane  the  microphone  is  mounted 
on  a  swivel,  and  when  not  in  use  it  can  be  swung  over  the  pilot's  head  or 
under  his  chin.  When  there  are  a  pilot  and  co-pilot,  either  one  of  two 
headsets  may  be  used  with  the  silencer  type  telephone  transmitter  or 
microphone.  It  is  possible  to  shut  out  a  considerable  amount  of  inter¬ 
ference  set  up  especially  by  noisy  airplane  motors  by  careful  design  of 
the  flying  helmet.  This  will  insure  that  the  pilot's  speech  will  be  under¬ 
stood  when  reproduced  by  the  ground  station  receiver  and  that  the 
pilot  will  hear  the  messages  sent  to  him.  One  type  of  microphone  like 
the  one  in  the  photograph  in  Fig.  466  is  equipped  with  a  soft  rubber 
mouthpiece  which  is  held  tightly  to  the  lips,  and  the  microphone  itself 
is  especially  made  so  that  its  diaphragm  will  readily  respond  or  vibrate 
when  voice  air  waves  strike  it  directly,  but  outside  propeller  noises  will 
have  practically  no  effect  on  it.  Also,  in  this  photograph  are  shown 
telephone  receivers  which  are  of  the  watchcase  type  with  a  headband, 
but  it  should  be  mentioned  that  a  special  headset  is  made  for  aviation 
purposes.  The  latter  headset  consists  of  small  molded  earpieces 
known  as  phonettes,  which  weigh  less  than  an  ounce  and  which  fit 
snugly  into  the  ears. 

Radio  Transmitter  for  the  Ground  Station. — To  c^rry  on  two-way 
communication  the  ground  station  is  equipped  essentially  with  a  radio 
transmitter,  a  radio  receiver,  power  supply  equipment,  microphone  and 
telephone  headset,  and  the  usual  provisions  for  regulating  volume,  and 
switches  for  controlling  the  power  supplied  to  the  various  circuits.  An 
examination  of  the  schematic  circuit  of  the  Western  Electric  trans¬ 
mitter  and  rectifier  in  Fig.  467  shows  that  with  the  exception  of  a  power 
amplifier  the  circuits  of  the  transmitter  proper  are  in  many  respects 
similar  to  those  in  the  aircraft  transmitter  which  have  already  been 
described. 

Of  course,  in  the  ground  transmitter  a  power  amplifier  increases  the 
transmitting  range.  And,  in  addition,  a  rectifier  and  a  suitable  filter 
system  are  required  in  order  to  rectify  the  alternating  current  supplied 
from  outside  mains  and  to  smooth  the  rectified  a.c.  into  a  practically 
non-fluctuating  direct  current  for  energizing  the  plates  of  the  tubes. 
In  this  transmitter  the  filaments  are  supplied  with  a.c.  of  the  proper 
voltage  from  a  step-down  transformer,  marked  “  FT.”  The  following 
is  an  explanation  of  the  special  features  involved  in  the  ground  trans¬ 
mitter. 

An  interior  view  of  the  ground  transmitter  is  given  in  Fig.  468. 
This  transmitter  consists  essentially  of  a  temperature-controlled  quartz 
crystal  oscillator,  a  frequency  doubler,  a  modulating  amplifier,  an 
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audio-frequency  amplifier,  and  a  power  amplifier,  the  power  amplifier 
having  been  added  to  increase  the  output  power  supply  to  the  antenna. 
The  vacuum  tubes  used  in  this  transmitter  are  all  of  the  Western 
Electric  type. 

There  are  two  crystal  control  units  mounted  in  the  transmitter 
frame  which  are  provided  with  a  flexible  lead  and  clip  connector  so 
arranged  that  the  operator  can  quickly  switch  from  one  unit  to  the  other. 
The  particular  crystal  unit  that  he  selects  depends,  of  course,  upon  the 
frequency  to  be  used  in  transmitting.  As  long  as  the  main  switch  in  the 
rectifier  is  closed  the  heater  elements  which  keep  the  crystals  at  a  certain 


Fig.  467. — A  schematic  diagram  of  the  Western  Electric  400-watt  transmitter 
for  installation  at  ground  stations. 


temperature  are  energized;  hence,  during  operation,  both  crystals  are 
always  in  readiness  to  be  connected  into  the  transmitter  circuit. 

The  oscillator  uses  a  5-watt  vacuum  tube,  controlled  in  the  grid 
circuit  by  a  quartz  crystal  similar  to  that  used  in  the  airplane  trans¬ 
mitter.  The  quartz  crystal  is  operated  at  half  the  desired  frequency 
and  a  second  5-watt  vacuiim  tube  with  a  high  negative  grid  bias  is  used 
to  produce  harmonics,  the  second  harmonic  being  selected  in  the  plate 
circuit  of  this  tube  and  then  impressed  on  the  grid  of  a  50-watt  modu¬ 
lating  amplifier  tube.  The  circuit  arrangement  of  the  audio-frequency 


GROUND  STATION  TRANSMITTER 


907 


amplifier  portion  of  the  transmitter  requires  three  50-watt  tubes  con¬ 
nected  in  parallel.  The  audio  output  of  these  tubes  feeds  through  a 
transformer,  marked  “MT”  in  the  diagram  in  Fig.  467,  and  causes 
fluctuating  voltage  to  be  induced  in  the  plate  circuit  of  the  modulating 
amplifier  and  the  plate  current  undergoes  a  variation  in  amplitude  simi¬ 
lar  to  the  voice  waves  impressed  on  the  microphone  connected  to  the 
speech  input  circuit.  The  large  tube 
in  the  center  of  the  photograph,  Fig. 

468,  is  the  radio-frequency  power 
amplifier  which  operates  with  a  plate 
potential  of  2500  volts.  The  modu¬ 
lated  carrier  frequency  is  transferred 
from  the  output  of  this  tube  to  the 
antenna  through  a  feed  line  and  con¬ 
denser;  this  type  of  coupling  effec¬ 
tively  suppresses  harmonics. 

The  output  of  the  rectifier  sup¬ 
plies  a  high  potential  of  2500  volts 
direct  current  for  the  power  amplifier 
plate,  a  low  potential  of  1000  volts 
direct  current  for  plate  supply  to 
other  tubes,  and  grid  bias  potentials 
of  —55  and  —200  volts.  On  the 
front  panel  are  three  meters  for  meas- 
ing  these  potentials.  Also,  10- volt 
alternating  current  is  supplied  for 
filaments.  The  power  rating  of  this 
transmitter  is  400  watts. 

For  reception  at  the  ground  station  a  short-wave  receiver  identical 
with  the  one  in  the  airplane  is  used;  it  employs  a  similar  volume  con¬ 
trol,  but  the  tuning  dial  is  mounted  on  the  front  of  the  panel.  A  desk 
stand  microphone  very  similar  to  the  standard  telephone  instrument  is 
used  for  picking  up  the  voice  of  the  station’s  operator. 

To  summarize  the  latter  part  of  this  chapter,  it  can  be  said  that  any 
system  which  permits  two-way  communication  is  obviously  a  distinct 
advantage  because  the  pilot  of  a  plane  and  the  personnel  in  ground  sta¬ 
tions  may  remain,  under  average  conditions,  in  contact  by  means  of  radio. 


Fia.  468. — An  interior  view  of  the 
Western  Electric  400-watt  ground 
transmitter. 
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RADIO  BROADCAST  TRANSMITTER  EQUIPMENT 

Foreword. — The  theory  of  broadcasting  has  been  treated  in  detail 
in  previous  sections  of  this  text,  but  in  order  that  actual  installations 
may  be  known,  specific  types  are  treated  in  this  chapter. 

Type  1-B  1-kw.  Broadcast  Transmitter— The  RCA  1-B  broad¬ 
cast  transmitter  has  a  nominal  output  rating  of  1  kilowatt.  It  is  well 
to  observe,  here,  that  in  accordance  with  conventional  form,  when 
specifying  this  rating,  no  account  is  taken  of  the  degree  of  modulation. 
This  rating  of  1  kilowatt  is  the  measure  of  the  unmodulated  carrier  wave 
only.  When  modulated  100  per  cent,  however,  the  instantaneous  peak 
output  reaches  4  kilowatts.  Tube  capacity  and  circuit  design  are  pro¬ 
vided  to  permit  continous  operation  at  full  100  per  cent  modulation. 

Frequency  Range. — This  equipment  can  be  adjusted  for  maximum 
performance  and  efficiency  on  any  frequency  within  the  broadcast  band 
ranging  from  1500  to  550  kilocycles.  Crystals  are  supplied  for  one 
,  assigned  frequency  only  and  a  change  of  frequency  necessitates  a  change 
of  crystals. 

Power  Supply. — This  particular  type  of  transmitter  is  designed 
for  220-volt,  3-phase,  3-wire,  50-  or  60-cycle  power  supply.  It  may  be 
designed  also  to  operate  from  a  230-volt  2-wire  d-c.  supply.  With 
regard  to  power  supply  regulation,  the  set  should  be  operated  from  a 
well-regulated  power  line.  A  supply  in  which  the  line  voltage  varia¬ 
tions  exceed  plus  or  minus  5  per  cent  is  considered  unsuitable  for  broad¬ 
cast  transmitter  supply  service,  and  requires  some  form  of  automatic 
regulating  equipment. 

Vacuum  Tubes  Used. — The  tubes  for  this  transmitter  consist  of 
the  following  types  and  quantities: 


Quantity 

Type 

Quantity 

Type 

4 

UX-210 

1 

UV-203A 

4 

UX-865 

1 

UV-849 

3 

UX-860 

2 

UX-280 

2 

UX-866 

1 

UV-207 

Note:  See  Appendix  for  data  on  the  types  of  tubes  here  listed. 
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The  position  of  these  various  types  of  vacuum  tubes  in  the  general 
scheme  of  the  transmitter  is  as  shown  in  the  block  diagram  in  Fig.  469. 

Type  of  Circuit. — Refer  to  the  circuit  diagram  in  Fig.  470  for  a 
schematic  representation  of  circuits. 

The  carrier  frequency  is  generated  by  a  crystal-controlled  master 
oscillator,  amplified  by  five  successive  stages  of  radio-frequency  power 
amplification,  and  delivered  to  the  antenna  through  a  transmission  line. 
Audio  frequency,  i.e.,  the  modulating  frequency,  passes  through  one 
stage  of  power  amplification  to  the  modulating  circuit.  Modulation 


Fig.  469. — Block  diagram  showing  component  units  of  the  RCA  Model  1-B 
1-kw.  broadcast  transmitter. 


takes  place  in  the  fourth  radio-frequency  stage.  The  succeeding  radio¬ 
frequency  power  amplifier  acts  as  a  linear  amplifier.  Such  a  system  of 
modulating  is,  by  convention,  called  low  level  modulation. 

The  power  supply  for  operating  the  radio  system  is  primarily  a 
fully  automatic  and  interlocked  system,  but  provision  is  made  for 
interrupting  the  sequence  of  starting  for  test  or  adjustment  purposes 
at  several  points.  Some  of  the  features  of  the  control  system  are  a  water- 
pressure  actuated  device,  temperature  indicators,  visual  control  indi¬ 
cators,  overload  protection  with  both  manual  and  remote  electrical 
re-set,  filament  and  bias  undervoltage  interlocks,  water  under-pressure 
and  excessive  temperature  interlocks  together  with  proper  sequential 
starting  and  stopping  of  cooling  water,  filament,  bias  and  plate  voltage. 


Vacuum  Tube  Relay  Crystal  Unit  No  I 


Fig.  470. — Schematic  diagram  of  the  circuits  in  the  RCA  1-kw.  broadcast  transmitter  Model  1-B. 
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The  various  parts  in  Fig.  470  are  identified  as  follows: 


Schematic 

Number 

20 

21 

22 

23 

24 
26 


101 

102 

103 

104 
106 

107 

108 

109 

110 
110-A 
110-B 
111 
112 

113 

114 
116 
116 

117 

118 

119 

120 
121 
122 

123 

124 

125 

126 

127 

128 

129 

130 

131 

132 

133 

134 
136 

136 

137 


Name 

Vacuum  Tube  Relay  (Two  Required) 

Tube  Socket  (UX-210) . 

Grid  Resistor . 

Grid  Coupling  Condenser . 

Relay . 

Plate  By-pass  Condenser . 

Transformer . 

Crystal  Unit  (Two  Required) 

Crystal  Holder . 

Oscillator  Plate  Choke  Coil . 

First  Buffer  Amplifier  Grid  Resistor . 

Metastatic  Thermo-regulator . 

Ammeter  By-pass  Condenser . 

Heater  Ammeter . 

Crystal  Heater  Coil . 

Crystal  Unit  Change-over  Switch . 

|  Tube  Socket  and  Tube . 

Filament  Resistor . 

Crystal  Oscillator  Grid  Leak . f . 

Plate  By-pass  Condenser  (Crystal  Oscillator) . 

First  Buffer  Plate  By-pass  Condenser . 

Coupling  Condenser . 

Crystal  Oscillator  Plate  Ammeter . 

By-pass  Condenser . 

Filament  Voltmeter . 

Voltmeter  Change-over  Switch . 

|  Plate  Voltmeter  and  Multiplier . 

Voltmeter  By-pass  Condenser . 

Radio-frequency  Screen-grid  to  Ground  By-pass  Condenser 

First  Buffer  Plate  Choke  Coil . 

First  Buffer  Tank  Coil . 

Tank  Condenser . 

Series  Heater  Resistor . 

First  Buffer  Plate  Ammeter . 

Filament  Resistor . 

Coupling  Condenser  (Grid) . 

Grid  Resistor  Second  Buffer  Amplifier . 

Screen  Grid  By-pass  Condenser,  Second  Buffer . 

Screen  Grid  Resistor,  Second  Buffer . 

Second  Buffer  Plate  By-pass  Condenser . 

Second  Buffer  Tank  Condenser . 

Second  Buffer  Tank  Inductance . 

Plate  Choke  Coil  Second  Buffer . 


Quantity 

1 

1 

1 
1 

2 
1 


1 

1 

1 

1 

1 

1 

1 

I 

3 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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Name 

Schematic 

Number  Crystal  Unit  (Two  Required) — Continued  Quantity 

138  Plate  Ammeter  Second  Buffer .  1 

139  Plate  Ammeter  By-pass  Condenser .  .  > .  I 

140  Filament  Rheostat .  1 

UX-S60  Buffer  Amplifier 

201  860  Buffer  Amplifier  Tube  Socket  and  Tube .  I 

202  Filament  Resistor .  1 

203  Grid  Choke  Coil .  1 

204  Grid  Resistor .  1 

205  Screen  Grid  By-pass  Condenser . 1 

206  Plate  By-pass  Condenser .  1 

207  Tank  Condenser .  2 

208  Grid  Meter  By-pass  Condenser .  1 

209  Tank  Coil .  1 

210  Plate  Choke  Coil .  1 

211  Screen  Grid  Choke .  1 

212  Screen  Grid  Series  Resistor . 4 

213  Grid  Ammeter .  1 

214  Plate  Ammeter . 1 

215  Plate  Ammeter  By-pass  Condenser .  1 

216  Gri4  Coupling  Condenser .  1 

Modulated  Amplifier 

301  860  Tube  Sockets  and  Tubes .  2 

302  Grid  Choke  Coil .  1 

303  Screen  Grid  By-pass  Condenser .  1 

304  Radio-frequency  By-pass  Condenser .  1 

305  Plate  Blocking  Condenser .  1 

306  Filament  Resistors .  2 

307  Plate  Choke  Coil .  1 

308  Screen  Grid  Choke  Coil .  1 

309  Screen  Grid  Resistor .  5 

310  Grid  Resistor .  1 

311  Grid  Ammeter  By-pass  Condenser .  1 

312  Grid  Ammeter . . . .. .  1 

313  Plate  Ammeter .  ....  1 

314  Plate  Series  Resistors .  6 

315  Audio  Coupling  Condenser .  1 

316  Plate  Ammeter  By-pass  Condenser .  1 

317  Tank  Condensers .  2 

318  Tank  Inductance  Coil .  1 

319  Grid  Coupling  Condenser .  1 

320  Grid  By-pass  Filter .  I 

321  Load  Resistor . 1 
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Name 

Schematic 

Number  Power  Amplifier  Quantity 

401  Thermocouple  Change-over  Switch . 1 

402  Water-cooled  Tube  Jacket  and  Tube .  1 

403  Plate  Choke  Coil .  1 

404  Neutralizing  Condenser .  1 

406  Tank  Inductance  Coil .  1 

406  Radio-frequency  Ammeter  (Tank) .  1 

20- Ampere  External  Thermocouple .  1 

2- Ampere  External  Thermocouple .  1 

407  Tank  Condensers .  3 

408  6000- Volt  Plate  Circuit  Switch .  1 

409  Plate  Ammeter .  1 

410  Grid  Choke  Coil .  1 

411  Grid  Ammeter .  1 

412  Plate  Blocking  Condenser .  I 

413  Power  Factor  Correcting  Resistor .  1 

414  Grid  Ammeter  By-pass  Condenser .  1 

416  Plate  Ammeter  By-pass  Condenser .  1 

416  High-voltage  Voltmeter  with  External  Resistors .  1 

f 

Audio  System 

601  849  Tube  Socket  (Two  Parts)  and  Tubes .  1 

602  849  Plate  Ammeter .  1 

603  203- A  Series  Filament  Resistor .  1 

604  203- A  Filament  Filter  Choke .  1 

606  849  Grid  Resistor .  1 

606  Heising  Choke .  1 

607  849  Filament  Resistor .  1 

608  849  Grid  Resistors .  3 

609  203-A  Series  Plate  Resistors .  5 

610  849  Plate  Ammeter  By-pass  Condenser .  1 

611  Coupling  Condensers .  2 

612  203-A  Tube  Socket  and  Tube .  1 

613  203-A  Bias  Battery .  5 

614  203-A  Grid  Resistor .  6 

616  Speech  Input  Transformer .  1 

616  203-A  Plate  Ammeter  By-pass  Condenser .  1 

617  849  Grid  Ammeter  By-pass  Condenser .  1 

618  203-A  Plate  Ammeter.  . .  1 

619  203-A  Filament  Change-over  Switch .  1 

620  849  Grid  Ammeter .  1 
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Name 

Schematic 

Number  Crystal  Unit  Rectifier  Quantity- 

601  Plate  Transformer .  1 

602  Transformer — Primary  Rheostat .  1 

603  Filter  Condenser .  1 

604  Filter  Condenser .  1 

606  866  Tube  Socket  and  Tube .  1 

606  866  Tube  Socket . .  1 

607  Filter  Reactor .  1 

608  Filter  Condenser .  1 

609  Potentiometer .  2 

610  Transformer — Primary  Resistor .  1 

611  Voltmeter — Rectifier  Filament .  1 

Bias  Potentiometer  and  Supply 

701  Filter  Reactor .  1 

702  Modulator  Bias  Potentiometer .  1 

703  Filter  Condenser .  1 

704  Filter  Condenser .  1 

706  Bias  Potentiometer . 3 

706  Filter  Condenser .  1 

Power  Supply  and  Control  System 
4 

801  Main  Supply  Fuses .  3 

802  Fuses — Control  System .  2 

803  Push  Button  Station .  1 

804  Master  Contactor: 

Contactor .  1 

Coil .  2 

Contactor .  .  . .  1 

806  Water  Pump  Motor .  1 

806  Water  Pressure  Gauge  andjnterlock .  1 

807  Water  Temperature  Interlock — Thermostat .  1 

808  Fuses .  2 

809  Water  Pressure  Indicator  Light 

Receptacle .  1 

Lamp .  1 

Lens .  1 

810  Fuses .  2 

811  Filament — Motor-Generator  Contactor .  1 

Coil .  1 

812  Water  Interlock  Relay .  1 

Coil .  1 

813  Series  Resistor  Water  Interlock  Relay .  1 

814  Filament  Switch .  1 

816  Filament  Motor  Generator  Interlock  Relay .  1 

Coil .  2 


COMPONENT  PARTS  OF  A  BROADCAST  TRANSMITTER  915 


Name 

Schematic 

Number  Power  Supply  and  Control  System — Continued  Quantity 

816  Filament  Indicator  Light  Receptacle .  1 

Lamp .  1 

Lens .  1 

817  Bias  Voltage  Relay .  1 

Coil .  1 

818  Plate  Voltage  Indicating  Lamp .  1 

Receptacle .  1 

Lens . 1 

819  Bias  Interlock  Relay .  1 

Coils .  2 

820  Plate  Control  Switch .  1 

821  Filter  Condenser,  1500  Volts .  1 

822  1500- Volt  Filter  Reactor .  1 

823  Overload  Relay .  1 

824  Filament  Field  Rheostat .  1 

825  Condenser  \ .  1 

\  Spark  Absorber 

826  Resistor  J . 1 

827  Filament — Generator  Direct  Current .  1 

828  Filament  Motor-Generator  Driving  Motor .  1 

829  High-Voltage  Field  Rheostat .  2 

830  High-Voltage  Generators . f .  2 

831  3000-Volt  Filter  Reactor .  1 

832  3000- Volt  Filter  Condenser .  1 

833  3000-Volt  Filter  Condenser .  1 

834  High-Voltage  Filter  Condensers .  3 

836  HighrVoltage  Filter  Reactor .  1 

836  3000- Volt  Plate  Switch .  1 

837  Filament  Motor-Generator  Magnetic  Line  Starter .  1 

838  Plate  Motor-Generator  Magnetic  Line  Starter .  1 

839  Door  Interlocks  (not  shown  in  diagram) .  5 

840  Plate  Motor-Generator  Driving  Motor .  1 

841  1500- Volt  Plate  Switch .  1 

842  500-Volt  Exciter  and  Bias  Generator .  1 

843  110-Volt  Indicator  Lamp .  1 

Receptacle .  1 

Lens .  1 

844  220-Volt  Indicator  Lamp .  1 

Receptacle .  1 

Lens .  1 

846  500-Volt  Indicator  Lamp .  1 

Receptacle .  1 

Lens .  1 

Resistor .  1 

846  22- Volt  Indicator  Lamp .  1 

Receptacle .  1 

Lens .  1 
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Name 

Schematic 

Number  Monitoring  Rectifier  Quantity 

901  Coupling  Coil .  1 

902  Plate  Blocking  Condenser .  1 

903  280  Tube  Socket .  1 

904  Series  Filament  Resistor . 1 

906  Radio-frequency  Choke  Coil .  1 

906  Resistor .  1 

907  Condenser .  3 

908  Audio  Choke  Coil .  1 

909  Adjusting  Meter .  1 

910  Signal  Light  Relay .  1 

911  Audio  Volume  Control  Potentiometer .  1 

912  Filter  Condenser .  1 

913  Filter  Choke .  1 

914  Coupling  Condenser .  1 

916  Audio  Choke  Coil .  1 

916  Modulation  Meter .  1 

917  Plate  Resistor .  1 

918  280  Tube  Socket . 1 

919  Series  Filament  Resistor . * .  1 

920  By-pasS  Condenser .  1 

4  Antenna  Coupling  and  Tuning  Unit 

1020  Loading  Coil .  1 

1021  Series  Condenser .  1 

1022  Drain  Choke  Coil .  1 

1023  Drain  Resistor .  2 

1024  Antenna  Ammeter .  1 

1026  Tank  Condensers .  2 

1026  Transmission  Line  Tank  and  Coupling  Coil .  1 

1027  Transmission  Line  Coupling  Coil .  1 

1028  Antenna  Ammeter — Thermocouple .  1 

Frequency  Control. — Means  are  provided  for  maintaining  the  mean 
carrier  frequency  of  the  transmitter  to  within  plus  or  minus  50  cycles  of 
the  assigned  value. 

There  are  two  separate  duplicate  crystal-controlled  master  oscil¬ 
lators,  each  associated  with  two  screen-grid  buffer  amplifiers.  These 
are  built  into  compact  units  with  essential  meters  and  controls  in  view 
and  are  accessible  from  the  front  of  the  transmitter  panel.  In  order 
to  insure  permanent  and  reliable  adjustment,  the  internal  parts  of  the 
units  are  completely  enclosed  in  metal  shields.  The  tubes  can  be 
readily  removed  for  replacement  purposes  by  withdrawing  the  units 
from  the  front  panel.  These  two  units  are  capable  of  instantaneous 
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switching  from  the  front  panel  of  the  transmitter  so  that  either  can  be 
used  at  a  moment’s  notice. 

Method  of  Power  Control. — In  the  case  of  50-  and  60-cycle  a-c. 
power  supply,  primary  power  is  derived  from  a  220-volt,  3-phase  source. 
This  supply  operates  all  control  circuits,  all  rotating  equipment  includ¬ 
ing  pump,  filament  motor-generator  and  plate  motor-generator  driving 
motors,  and  crystal  oscillator  supply  rectifier.  A  110- volt  single  phase 
fighting  circuit  supplies  the  crystal  heater  power.  In  the  case  of  d-c. 
power  supply,  the  230-volt  d-c.  power  line  supplies  all  control  circuits 
and  all  rotating  equipment  including  pump,  filament  and  plate  motor- 
generator  driving  motors.  Slip  rings  on  the  driving  motor  of  the  fila¬ 
ment  motor-generator  set  provide  160  volts  a-c.  single  phase  for  operat¬ 
ing  the  crystal  oscillator  plate  rectifier  supply.  A  115-volt  d-c.  lighting 
circuit,  or  a  110- volt  a-c.  lighting  circuit  supplies  crystal  heater  power. 
In  either  case  an  optional  battery  filament  supply  to  the  speech  ampli¬ 
fier  tube  is  provided. 

Protective  Devices. — The  various  devices  used  for  safety  of  the 
operating  personnel  and  protection  of  the  apparatus  include  the  fol¬ 
lowing: 

Water-pressure  gauge  and  interlock,  which  prevent  damage 
because  of  water  failure. 

Water  temperature  or  thermostatic  cutout  which  protects  against 
excessive  operating  temperature. 

Filament  undervoltage  relay. 

Bias  undervoltage  relay. 

Overload  circuit  breaker  with  manual  and  electrical  re-set. 

Sequency  interlocks  which  protect  each  successive  operation  in 
either  starting  or  stopping. 

Thermal  overload  relays  in  each  motor-generator  driving  motor 
circuit. 

Fuses  in  main  and  all  branch  circuits. 

Disconnect  switches  in  various  plate  supply  leads. 

Automatic  high  voltage  disconnect  and  neutralizing  changeover 
switch. 

Switches  on  all  doors  which  remove  bias  and  plate  voltages,  thus 
protecting  operating  personnel  from  accidental  contact  with 
dangerous  voltages. 

Visual  indicators  as  a  guide  to  all  important  circuit  conditions. 

Sequence  interrupting  switches  which  provide  manual  control  of 
successive  stages  of  operation  for  test  and  adjustment  pur¬ 
poses. 
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Antenna  Coupling. — Fig.  471  shows  a  rear  view  of  the  antenna 
coupling  and  tuning  unit,  the  parts  of  which  are  identified  as  follows : 


Fig.  471. — Side  view  of  the  antenna  coup¬ 
ling  and  tuning  unit  for  the  Model  1-B 
1-kw.  broadcast  transmitter. 


very  high.  In  addition,  through 
harmonic  suppression  is  accomplished, 


Part  Number 

Name 

1020 

Loading  Coil 

1021 

Series  Condenser 

1022 

Drain  Choke  Coil 

1023 

Drain  Resistor 

1026 

Tank  Condensers 

1026 

Transmission  Line 

Tank  and  Coupling 
Coil 

1027 

Transmission  Line 

Coupling  Coil 

1028 

Antenna  Ammeter — 

Thermocouple 

The  panel  wiring  diagram  of 
the  antenna  coupling  and  tuning 
unit  is  shown  in  Fig.  472. 

A  two-wire  transmission  line 
is  used  for  coupling  the  antenna 
to  the  power  amplifier..  This 
provides  an  efficient  coupling 
between  the  transmitter  output 
stage  and  antenna  when  the 
antenna  is  remotely  located. 
Remote  control  is  quite  desir¬ 
able  for  many  reasons.  When 
properly  terminated  and  ad¬ 
justed  radiation  from  a  trans¬ 
mission  line  is  negligible  and 
the  efficiency  of  transfer  is 
proper  design,  radio-frequency 


Audio-Frequency  Characteristics— The  audio-frequency  response 
curve,  from  audio  input  terminals  to  speech  amplifier  through  the 
transmitter  and  into  the  antenna,  as  measured  by  rectified  antenna 
current  methods,  is  substantially  flat.  By  substantially  flat,  is  meant 
that  this  frequency  response  curve  will  not  vary  more  than  plus  or 
minus  2  TU  (transmission  units)  from  a  straight  line  between  30  and 
10,000  cycles,  or  more  than  plus  or  minus  1  TU,  between  100  and 
.5000  cycles. 
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Modulation. — This  type  transmitter  employs  what  is  known  as 
"  low  level  ”  modulation.  This  is  in  contrast  with  the  “  high  level  ” 
system  used  in  older  types  of  equipment  in  which  the  audio-frequency 
power  was  amplified  sufficiently  in  magnitude  to  modulate  the  output 
r.f.  amplifier  by  the  constant  current  method. 

In  a  low  level  modulation  system, 
the  audio  circuits  are  simple,  and 
with  respect  to  maintenance  and 
tube  costs,  quite  economical  com¬ 
pared  to  “  high  level  ”  modulation. 

By  this  “  low  level  ”  system,  the 
radio  system  is  modulated  in  one  of 
the  low  power  stages  where  100  per 
cent  modulation  can  be  obtained 
without  objectionable  power  loss. 

A  100  per  cent  modulation  sys¬ 
tem  has  a  great  many  advantages 
over  the  older  type  in  which  only 
30  to  50  per  cent  modulation  was 
obtained,  by  reason  of  the  fact  that 
the  peak  output  in  the  former  case 
reaches  400  per  cent  of  normal  car¬ 
rier  output,  whereas  the  peak  output 
for  50  per  cent  modulation,  as  in 
the  latter  case,  would  be  but  225  per 
cent  or  less  of  carrier  output. 

Thus,  the  average  output  from  a 
100  per  cent  modulated  transmitter 
is  considerably  greater  than  the 
average  output  of  transmitters  op- 
erating  at  lower  percentages  of  Fia  472._PaneI  wiring  diagram  for 
modulation.  Naturally,  this  in-  antenna  coupling  and  tuning  unit  of  the 
creased  output  of  power  into  the  type  1-B  broadcast  transmitter, 
antenna  gives  a  greater  range  of 

usefulness  to  the  station,  greater  area  of  coverage,  and  a  greater  ratio 
of  signal  to  interference  level. 

Filament-Plate  Power  Supply. — Power  for  filament  and  plate  cir¬ 
cuits  is  derived  from  two  motor-generator  units,  one  of  which  provides 
filament  and  bias  supply  to  all  stages;  the  other,  a  high-voltage  motor- 
generator  set,  consists  of  two  duplicate  double  commutator  3000- volt 
generators,  each  insulated  for  6000  volts,  connected  in  series.  This 


Air  Relief 
Valve 


Water  Pressure  _ 

•Regulating  Valve 


Fig.  474. — Rear  view  of  the  water-cooling  unit 


Fig.  473. — Front  view  of  the  water-cooling  unit  used  with  the  1-kw.  broadcast 

transmitter. 
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last  unit  supplies  plate  and  screen-grid  potentials  at  a  voltage  up  to 
6000  volts.  A  500-volt  exciter  machine,  furnished  as  a  part  of  the  fila¬ 
ment  motor-generator  set,  provides  field  excitation  for  all  machines  as 
well  as  bias  voltage  for  all  stages  except  speech  amplifier  and  crystal 
oscillator  units.  Each  of  these  machines  is  specially  designed  and 
constructed  to  reduce  commutator  ripple  to  a  minimum,  and  each  out¬ 
put  circuit  is  provided  with  an  adequate  filter  circuit.  For  this  type 
of  transmitter  where  only  moderately  high  voltages  are  employed,  and 
when  reliable  low  maintenance  cost  of  power  supply  is  required,  the 
motor-generator  set  is  the  most  suitable 
from  an  operative  point  of  view  when 
flexibility  of  voltage  control  and  various 
values  of  voltage  are  required  for  differ¬ 
ent  amplifier  stages.  These  various  volt¬ 
ages  are  obtained  directly  from  the  ma¬ 
chine  without  excessive  potentiometer 
power  loss  which  would  be  the  case  were 
high  voltage  rectifiers  to  be  used,  and 
where  the  regulation  of  the  power  source 
must  be  considered. 

Cooling  System. — The  power  amplifier 
tube  requires  water  cooling.  Approxi¬ 
mately  10  gallons  per  minute  are  circu¬ 
lated  through  the  system,  propelled  by  a 
centrifugal  water  pump,  motor  driven  and 
equipped  with  a  pressure  regulator  in  the 
form  of  a  by-pass  valve.  This  water  is 
cooled  by  being  circulated  through  a 
highly  efficient  copper  radiator  fitted 
with  copper  cooling  fins  through  which 
air  is  blown  by  means  of  a  fan  affixed  to 
the  same  motor  shaft  which  drives  the 
pump.  Front  and  rear  views  of  the  water 
cooling  unit  are  shown  in  Figs.  473  and 


474. 


Fig.  475. — The  expansion  tank 
into  which  the  water  partly 
drains  when  not  being  circulated 
through  the  tube  jacket. 


When  not  being  circulated,  the  water 
partly  drains  into  a  15-gallon  expansion 
tank  (see  Fig.  475)  which  reduces  the 
level  of  the  water  in  the  tube  jacket,  thus  allowing  the  tube  to  be 
changed  easily.  A  visual  water  flow  indicator  is  provided,  the  return 
water  being  forced  through  a  jet  visible  through  glass  windows  in  the 
indicator.  The  top  of  this  tank  is  vented  to  relieve  trapped  air  which 
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collects  in  any  circulating  hot  water  system,  and  which  is  a  constant 
source  of  danger  to  tube  jackets  if  not  relieved,  since  a  bubble  of 
trapped  air  circulating  past  the  jacket  may  effectively  cause  localized 
heating  with  consequent  tube  damage.  The  dissipation  rating  of  this 
cooling  system  is  4  kilowatts  continuously.  This  unit  is  designed 
with  a  large  factor  of  safety  and  will  effectively  cool  the  transmitter 
even  though  the  set  be  operated  in  the  most  unfavorable  climatic 
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Fig.  476. — Front  view  of  the  power-control  panel  of  the  RCA  1-kw.  broadcast 

transmitter. 

conditions,  provided  that  the  vacuum  tube  cooling  unit  is  installed 
where  it  can  obtain  a  good  air  supply. 

Component  Units. — By  reference  to  the  block  diagram,  Fig.  469, 
it  can  be  seen  that  the  complete  transmitter  consists  of  seven  component 
parts  as  listed  at  the  top  of  the  following  page: 
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Fig.  477. — Rear  view  of  the  RCA  1-kw.  broadcast  transmitter  d-c.  power-control 

unit. 

These  units  will  be  considered  separately  and  in  detail  in  the  follow¬ 
ing  paragraphs. 

Power  Control  Unit. — This  panel  contains  all  of  the  relays  and  con¬ 
tactors  used  in  the  automatic  interlocked  starting  system,  together 


(a)  Power  control  unit.  Type  1-B. 

( b )  Exciter-modulator  unit. 

(c)  Broadcast  amplifier.  Type  A-l-B. 

(d)  Water  cooling  unit. 

(e)  Antenna  coupling  and  tuning  unit. 

(f)  High  voltage  motor-generator  set. 

(g)  Filament  and  bias  motor-generator  set. 
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Fig.  478. — Connection  wiring  diagram  for  the  a-c.  power-control  panel  of  the  RCA  1-kw.  broadcast  transmitter. 


POWER  CONTROL  UNIT 


+  22  V.  Fil. 
I 


Door  Interlocks 


815  822  To  Bias  Pot 


H.V.  Control  Sw. 


H.  V.  Gen.  Field 


^  H.V.  Rheo. 


HO - MOHtH 

817  804  819 


Overload  Relay 


Fil.  Gen.  Field  804 


Fil.  Field  Rheo. 


22V.+  500  V.-  500  V.+  22  V.- 

Fio.  479. — Control  circuit  schematic  diagram  of  the  1-kw.  transmitter  showing  the 

a-c.  power  supply. 
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with  the  magnetic  resistance  motor-generator  starting  boxes.  In  addi¬ 
tion,  this  panel  serves  as  a  distributing  frame,  the  terminal  and  wire 
numbers  originating  at  its  terminal  board.  Power  leads  are  brought 
to  this  panel  and  distributed  therefrom  to  the  various  motor  circuits 
and  other  radio  panels. 

Figs.  476  and  477  show  front  and  rear  views  of  the  power  control  unit. 
All  numbered  parts  are  identified  in  the  listing  on  pages  914  and  915. 

A  wiring  diagram  of  the  power  control  panel  as  seen  from  the  rear 


Fig.  480. — Front  view  of  the  RCA  1-kw.  broadcast  transmitter  power  amplifier 
and  exciter  modulator  unit. 


of  the  unit  is  given  in  Fig.  478.  All  parts  are  shown  in  approximately 
correct  location  in  the  assembly. 

The  function  of  the  various  parts  may  more  easily  be  understood  by 
reference  to  the  schematic  diagram  in  Fig.  479,  the  numbered  units  of 
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which  are  listed  on  pages  914  and  915.  As  may  be  seen,  all  circuits  are 
fused,  and  indicating  lights  are  provided  to  indicate  at  all  times  the  condi¬ 
tion  of  each  circuit.  These  lights  are  connected  on  the  load  side  of  the 
fuses  and  will  go  out  if  either  or  both  fuses  open  up,  or  if  the  line  circuit 
is  open.  Those  on  the  filament  and  bias  generator  circuits  also  indicate 
undervoltage  on  either  machine  or  any  trouble  with  the  circuits  which 


Fig.  481. — Rear  view  of  the  RCA  1-kw.  broadcast  transmitter  power 
amplifier  and  exciter  modulator  unit. 


causes  these  machines  to  build  up  voltage.  The  lights  burn  brilliantly 
under  normal  operation  and  come  on  in  sequence  with  the  automatic 
starting  system. 

Thermal  overload  cutouts  are  located  within  the  magnetic  resistance 
starting  boxes.  These  overload  devices  may  be  set  by  hand  for  various 
percentages  of  full  rating  value  as  marked  on  the  cover.  The  magnetic 
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resistance  starting  boxes  permit  the  starting  of  motor-generator  sets 
without  abnormal  line  loading,  which  is  an  improvement  over  the  con¬ 
ventional  installations.  In  this  manner,  every  precaution  is  taken  to 
provide  equipment  which  is  not  objectionable  from  an  operating  point 
of  view  to  municipal  power  companies,  since  it  is  possible  that  such  a 
power  contract  may  contain  restrictions  which  forbid  the  direct  starting 


Fig.  482. — Right-hand  side  view  of  the  RCA  1-kw.  broadcast  transmitter  exciter 

modulator  unit. 

of  induction  motors  on  a  line.  The  main  power  switch  provided  on  the 
front  panel,  if  pulled,  removes  all  power  from  the  transmitter  except 
the  lighting  circuit  which  feeds  the  crystal  ovens  within  the  crystal 
oscillator  units  in  the  modulated  exciter  frame. 

Modulator  Exciter  Unit. — The  front  of  this  unit  is  shown  in 
the  left-hand  panel  view  of  Fig.  480;  the  rear  is  shown  in  the  right- 
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Fig.  483— Left-hand  side  view  of  the  RCA  1-kw.  broadcast  transmitter  exciter 

modulator  unit. 

hand  view  of  Fig.  481.  Right  and  left  side  views  are  shown  in  Figs. 
482  and  483  and  the  wiring  diagram  in  Fig.  484.  The  numbered  parts 
may  be  identified  by  referring  to  the  listings  on  pages  911  to  916. 

This  unit  performs  the  following  functions: 

1.  Generates  a  constant  frequency  by  means  of  a  crystal  con¬ 

trolled  oscillator. 

2.  Amplifies  this  carrier  frequency  sufficiently  to  excite  properly 

the  output  or  power  amplifier  stage. 

3.  Receives  the  low  level  audio  energy  from  line  amplifier  and 

amplifies  this  to  a  level  sufficient  to  modulate  the  radio¬ 
frequency  systems  100  per  cent. 
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Fig.  485. — Front  view  of  a  quartz  crystal  controlled  oscillator-amplifier  panel. 


Fig.  486. — Top  view  of  a  quartz  crystal  controlled  oscillator  amplifier. 
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Crystal  Oscillator  Unit. — Front  and  top  views  of  the  crystal  oscillator 
unit  are  shown  in  Figs.  485  and  486.  Two  complete  units  are  mounted 
behind  glass  doors  in  the  front  panel.  A  crystal  unit  change-over 
switch  is  provided  which  permits  the  use  of  either  unit  at  a  moment's 
notice. 

Each  crystal  unit  is  a  complete,  compact,  self-contained  assembly, 
which  is  capable  of  being  removed  in  its  entirety  from  the  front  panel 
by  removing  connections  made  at  the  rear  of  each  unit.  It  contains 
three  stages,  each  thoroughly  shielded  from  the  others  and  from  external 
sources  of  electromagnetic  and  electrostatic  disturbances.  The  crystal 
oscillator  stage  employs  a  UX-210  vacuum  tube  connected  in  a  circuit 
with  a  quartz  crystal,  accurately  ground  to  a  specified  frequency  and 
at  a  specified  temperature.  This  crystal  plate  is  connected  between 
the  grid  and  filament  of  the  tube.  The  plate  circuit  contains  a  radio¬ 
frequency  choke  coil. 

In  order  to  assure  sufficiently  constant  frequency  to  conform  to  the 
engineering  and  legal  standards  of  the  times,  it  is  necessary  to  observe 
certain  precautions  in  the  operation  as  well  as  the  design  of  such  a 
circuit.  It  is  known  that,  whereas  the  piezoelectric  or  quartz  crystal 
provides  the  most  accurate  practical  method  of  frequency  control,  sev¬ 
eral  factors  operating  independently  or  collectively  may  cause  frequency 
variations  greater  than  the  legal  permissible  tolerances.  One  of  the 
most  important  factors  regulating  the  frequency  of  a  crystal  after  it  is 
once  ground  to  its  proper  physical  dimensions,  is  the  temperature  at 
which  the  crystal  is  maintained. 

Crystals. — Crystals  are  made  of  natural  quartz,  scientifically 
selected,  correctly  and  accurately  ground  to  within  a  very  few  cycles 
of  any  specified  broadcasting  frequency,  at  a  temperature  of  50°  to  55°  C. 
The  crystal  is  mounted  in  a  holder  which  is  so  temperature-compensated 
that  it  maintains  constant  physical  dimensions  throughout  a  consider¬ 
able  range  of  temperature  variations.  The  crystal  holder  is  mounted 
inside  of  a  specially  designed  heater  compartment,  and  means  are 
provided  for  thermostatic  control  so  that  a  very  nearly  constant  tem¬ 
perature  is  maintained  inside  the  crystal  compartment.  The  heater 
unit  used  is  known  as  an  attenuated  heater ,  the  heat  being  applied  exter¬ 
nally  and  flowing  inward  by  radiation,  convection  and  conduction 
through  a  series  of  conducting  and  heat-insulating  media.  A  sensitive 
mercury-column  thermostat  is  located  in  the  vicinity  of  the  source  of 
heat  so  that  it  operates  on  comparatively  small  temperature  changes 
of  the  heater  element  itself.  Because  of  the  great  thermal  capacity  of 
the  conducting  and  attenuating  layers  of  the  heater  cell,  the  resultant 
temperature  deviation  at  the  crystal  is  but  a  small  fraction  of  the  tern- 
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perature  change  which  causes  the  thermostat  to  operate.  In  this 
manner,  a  compact  and  convenient  type  of  crystal  heater  unit  is  pro¬ 
vided  to  maintain  essentially  constant  temperature  of  the  quartz  crystal 
and  holder,  and  frequency  variations  due  to  temperature  changes  are 
held  to  within  very  narrow  limits. 

An  indicating  thermometer,  which  projects  through  the  front  panel 
of  each  unit,  records  the  oven  temperature  accurately.  From  past 
experience  it  has  been  found  that  any  thermostat  which  breaks  any 
measurable  current  soon  gives  trouble  because  of  pitted  contact  faces 
which  cause  it  to  lose  its  calibration.  Because  of  this  increased  accu¬ 
racy  of  temperature  control  obtainable,  a  vacuum  tube  controlled  ther¬ 
mostatic  regulator  is  supplied  with  each  oven  oscillator  unit.  The  sensi¬ 
tive  mercury-column  thermostat  operates  in  the  grid  circuit  of  a  UX-210 
control  tube  which,  in  turn,  actuates  a  sensitive  relay  in  the  plate 
circuit  of  this  control  tube.  The  relay  makes  and  breaks  the  current 
supplied  to  the  electric  heater  around  the  outside  of  the  crystal  oven. 
In  this  manner  the  thermostat  makes  and  breaks  an  extremely  small 
current  only,  which  in  no  wise  can  damage  the  thermostat  unit,  thus 
assuring  exceptionally  long  untroubled  operating  life  of  these  sensitive 
instruments. 

The  power  required  to  maintain  a  given  crystal  oven  temperature  is 
approximately  15  watts,  and  provision  is  made  for  switching  this  heater 
power  on  or  off,  by  means  of  panel  board  switches  located  on  the  rear 
panel  of  the  set.  Individual  switches  are  used,  together  with  individual 
circuit  fuses,  thus  giving  separate  heater  control  to  each  unit  and  per¬ 
mitting  one,  or  both  units,  to  be  heating  constantly.  Because  it  is  the 
usual  practice  to  leave  the  heaters  more  or  less  permanently  connected, 
whether  the  transmitter  is  in  use  or  not,  the  heater  units  derive  power 
from  the  lighting  circuit  since  this  circuit  is  in  most  cases  a  reliable  day- 
and-night  source  of  power.  The  transmitter  power  circuits  are  so 
arranged  that  the  main  power  switch  located  on  the  power  control 
panel  disconnects  all  but  this  crystal  heater  circuit,  thus  permitting  a 
complete  shut-down  of  the  transmitter  without  affecting  the  crystal 
temperature-regulating  equipment.  The  crystal  oscillator  filament 
supply  can  be  externally  adjusted  by  means  of  the  rheostat  located  on 
the  front  panel  of  the  modulated  exciter  unit. 

Ambient  Temperature  Compensation. — Very  great  changes  in  room 
temperatures  may  cause  a  gradual  change  in  the  crystal  temperature. 
Such  change,  however,  must  exceed  plus  or  minus  10°  C.  before  com¬ 
pensation  is  necessary.  To  compensate  for  ambient  temperature 
effect,  a  resistance  is  used  in  series  with  the  oven  heater,  and  controlled 
by  heater  switches  No.  1  and  No.  2  on  the  panel.  With  both  heater 
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switches  in  the  “  Off  ”  position,  maximum  external  resistance  is  in 
series  with  the  oven  heater,  and  the  heat  supplied  to  the  oven  is  then 
minimum.  With  both  switches  in  the  “  On  ”  position,  external  resist¬ 
ance  is  short-circuited  and  full  voltage  is  applied  across  the  oven  heater. 
With  one  heater  switch  only  in  the  “  On  ”  position,  an  intermediate 
condition  is  obtained. 

To  effectively  regulate  oven  temperature  changes  due  to  ambient 
fluctuation,  a  room  thermometer  should  be  used.  It  is  most  desirable 
to  know  the  temperature  in  close  proximity  to  the  crystal  units,  but 
general  changes  in  room  temperature  may  be  accurate  enough  for  the 
changes  which  would  require  compensation.  A  chart  compiled  from 
observed  conditions  within  the  station,  giving  crystal  oven  uncompen¬ 
sated  temperature  plotted  against  ambient  temperature  for  various 
periods  of  time,  would  be  useful. 

With  a  drop  in  ambient  temperature  causing  a  drop  in  oven  temper¬ 
ature  of  C.  or  more,  one  or  both  heater  switches  should  be  put  in  the 
“  On  ”  position  until  the  crystal  oven  thermometer  again  registers  con¬ 
stant  adjustment  temperature.  With  ambient  temperature  relatively 
high,  both  heater  switches  will  probably  be  in  the  “  Off  ”  position. 

The  effect  of  crystal  temperature  on  the  carrier-frequency  is  shown 
by  the  temperature-frequency  chart  furnished  with  each  crystal  unit. 
The  attention  paid  to  the  foregoing  depends  entirely  upon  the  choice 
of  the  station  operators  so  long  as  the  legal  requirements  are  met. 

Other  known  causes  of  frequency  variations  of  a  quartz  crystal 
include  change  in  filament  or  plate  voltage  and  reactions  including 
tuning,  feed-back,  or  inductive  feed-back.  These  have  been  overcome 
within  practical  limits  by  calibrating  the  circuit  with  the  same  meters 
supplied  with  the  unit,  and  by  careful  shielding.  Reaction  on  the  crys¬ 
tal  oscillator  from  other  parts  of  the  radio  circuit  is  prevented  by  the 
two  screen-grid  buffer  amplifier  stages  built  into  the  crystal  unit. 

These  two  buffer  stages  have  identical  circuits  and  apparatus. 
Each  uses  a  UX-865  screen-grid  vacuum  tube.  The  output  from  the 
crystal  oscillator  excites  the  first  buffer  amplifier  directly.  Its  plate 
circuit  is  tuned  to  resonance  by  means  of  a  variable  condenser,  adjusted 
from  the  front  panel.  The  screen-grid  feature  eliminates  the  need  for 
neutralizing,  so  that  reactions  from  tuning  the  buffer  amplifier  stage 
are  not  reflected  back  to  the  crystal  oscillator  to  any  noticeable  degree. 
Individual  shielding  further  reduces  inductive  feed-back  between  stages. 
Each  stage  has  its  individual  plate  current  meter.  Plate  voltage  on 
the  amplifier  and  oscillator  tubes  is  measured  by  means  of  a  voltmeter 
and  its  transfer  switch. 

Each  crystal  is  mounted  in  its  heater  oven,  and  the  entire  crystal 
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unit  is  sealed  to  prevent  any  unauthorized  internal  adjustments.  This 
is  for  the  safety  of  the  broadcaster  as  well  as  for  quality  transmission, 
and  inasmuch  as  the  unit  is  expertly  made,  its  original  adjustment  is 
practically  assured  throughout  the  period  of  operation  of  the  unit.  The 
vacuum  tubes  can  be  inserted  or  withdrawn  from  the  unit  through  the 
top  of  the  box.  It  has  been  found  that  the  variations  in  vacuum  tubes 
will  not  produce  perceptible  frequency  changes,  so  that  the  calibration 
of  the  unit  is  not  impaired  by  tube  changes. 

The  two  crystal  units  furnished  with  the  modulated  exciter  panel 
are  recessed  so  that  the  beveled  plate-glass  doors  which  cover  them  are 
flush  with  the  main  panel.  The  meters  and  thermometers  are,  there¬ 
fore,  visible  at  all  times,  although  inaccessible.  For  adjustment,  the 
units  are  accessible  by  opening  the  glass  doors.  It  is  unlikely  that  any 
troubles  occurring  during  operation  will  be  other  than  tube  failures, 
and  these  can  be  identified  immediately  by  observing  the  meters.  In 
case  of  such  a  failure,  the  spare  unit  can  be  switched  into  service  imme¬ 
diately,  and  the  other  unit  withdrawn  from  the  panel  for  inspection. 
These  units  are  supplied  with  long  flexible  leads  which  permit  with¬ 
drawal  without  the  need  for  disconnecting  wires. 

Crystal  Calibration  Chart — Each  crystal  unit  is  provided  with  a 
calibration  chart  showing  the  change  in  frequency  of  the  crystal  with 
changes  in  temperature.  Minute  frequency  corrections  can  be  made  in 
carrier  frequency  of  the  transmitter  by  regulating  the  crystal  tempera¬ 
ture.  This  correction  should  be  made  only  when  necessary,  or  at  the 
request  of  local  government  inspectors.  In  general,  however,  the  man¬ 
ufacturer’s  calibration  will  be  satisfactory,  since  calibrations  are  made 
in  accordance  with  the  most  refined  existing  standards  of  frequency. 

To  change  tubes,  it  is  merely  necessary  to  pull  the  tube  upward  until 
it  disengages  from  the  UX  socket.  The  UX-865  tubes  will  require  that 
the  anode  connection  at  the  top  be  first  removed. 

The  buffer  amplifiers  are  tuned  by  adjusting  the  variable  condenser 
in  the  plate  circuit  until  resonance  is  indicated  by  a  dip  in  plate  current. 
Adjust  for  minimum  plate  current  reading. 

Radio-Frequency  Power  Amplifier. — This  modulated  exciter  panel 
contains  two  stages  of  radio-frequency  amplification.  The  first  is  a 
straight  radio-frequency  amplifier  employing  a  UX-860  tube  with  a 
screen  grid.  This  stage  receives  its  excitation  directly  from  the  crystal 
unit  and  delivers  its  output  from  its  tuned  plate  circuit  into  the  grid 
circuit  of  two  UX-860  tubes  in  parallel.  This  latter  amplifier  is  known 
as  the  modulated  stage  and  has  a  steady  plate  voltage  of  approximately 
1600  to  1800  volts.  This  stage  is  modulated  by  the  audio  frequency 
received  by  it  from  the  modulator  tube  .and  associated  circuits.  Its 
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plate  circuit  is  also  tuned  and  its  output  is  directly  coupled  to  the  grid 
circuit  ammeters.  Because,  at  this  point,  modulation  at  audio  fre¬ 
quencies  is  introduced  into  the  radio  system,  an  explanation  of  the 
audio  amplifier  stages  will  now  be  given. 

Audio  Input. — Audio-frequency  power  received  into  the  station 
from  the  connecting  line,  after  being  amplified  through  the  station  line 
terminating  equipment,  is  impressed  across  the  input  terminals  of  a 
transformer  coupled  to  the  grid  and  filament  of  a  UV-203A  tube.  This 
amplifier  comprises  the  speech  amplifier,  which  is  a  complete  assembly, 
located  at  the  lower  left-side  of  the  frame,  the  speech  amplifier  tube 
being  accessible  through  the  lower  hinged  door.  It  contains  the 
UV-203A  tube  which  is  resistance-impedance  coupled  to  the  grid  circuit 
of  the  modulator  tubes.  Bias  batteries  for  this  stage  are  replaceable  by 
removing  the  left  side  screen  of  the  transmitter.  The  filament  circuit 
of  the  amplifier  is  arranged  for  either  battery  or  generator  feed,  a  change¬ 
over  switch  for  same  being  provided  on  the  rear  terminal  board.  This 
speech  amplifier  has  sufficient  gain  to  excite  one  UV-849  modulator  tube. 
A  measure  of  gain  control  is  introduced  by  supplying  the  line  coupling 
transformer,  previously  mentioned,  with  a  secondary  resistance  load  which 
can  be  varied  to  suit  particular  conditions  and  then  permanently  fixed. 
An  individual  plate  meter  for  this  stage  is  located  on  the  main  meter 
panel.  The  normal  operating  value  of  plate  current  is  50  m.a.  with  a 
plate  voltage  of  1000  to  1200  volts. 

Modulator. — A  UV-849  modulator  tube  (see  Fig.  487),  accessible 
through  the  tube  door  in  the  front  panel,  receives  its  excitation  from  the 
speech  amplifier.  Its  bias  or  grid  polarizing  voltage  can  be  separately 
varied  by  means  of  the  variable  control  located  in  the  center  of  the 
panel  directly  over  the  tube  door.  This  bias  control  should  be  so 
adjusted  that  plate  current,  as  indicated  by  the  modulator  plate  current 
meter,  is  100  m.a.  with  a  plate  voltage  of  3000  volts  direct  current.  This 
plate  voltage  can  be  adjusted  by  means  of  the  large  rheostat  accessible 
from  the  rear  of  the  power  amplifier  and  control  panel.  The  bias  supply 
for  the  modulator  is  derived  from  the  exciter  and  bias  machine,  and 
tapped  off  of  the  potentiometer  circuit  contained  within  the  modulated 
exciter  frame.  This  bias  supply  is  adequately  filtered  by  a  single  stage 
filter  system.  The  modulator  grid  circuit  is  directly  coupled,  through  two 
coupling  condensers  in  series,  to  the  plate  circuit  of  the  speech  amplifier. 

The  modulated  amplifier  is  modulated  by  the  constant  current ,  or 
Heising  system,  with  the  exception  of  a  modification  which  increases 
the  usual  percentage  of  modulation  over  that  obtained  in  the  common 
type  of  circuit  arrangement.  The  plate  voltage  applied  to  the  modu¬ 
lator  is  3000  volts,  and  the  modulator  is  excited  sufficiently  to  produce 
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a  peak  reactive  voltage  across  the  modulation  reactor  of  approximately 
2000  volts  maximum,  when  the  input  to  the  speech  amplifier  is  at  its 
normal,  or  zero  level.  The  modulated  r.f.  amplifier  and  the  modulator 
have  a  common  plate  supply  source.  For  100  per  cent  modulation  the 
steady  plate  voltage  on  the  radio-frequency  stage  is  reduced  to  1800 
volts  by  means  of  series  resistance.  In  this  manner  the  steady  plate 
voltage  to  the  radio-frequency  amplifier  is  reduced,  because  it  must  pass 
through  the  series  resistor,  yet  the  audio-frequency  voltage  variations 
produced  in  the  plate  circuit  of  the  modulator  and  built  up  across  the 
modulation  reactor  are  admitted  to  the  plate  circuit  of  the  radio- 


Fig.  487. — Type  UV-849  transmitting  Fig.  488. — Type  UX-866  mercury-vapor 

tube.  rectifier  tube. 

frequency  stage  without  appreciable  drop  through  the  capacity  leg  of 
this  common  coupling  circuit.  One  hundred  per  cent  modulation  in 
the  radio-frequency  stage  can,  therefore,  be  accomplished  by  delivering 
a  peak  audio  voltage  of  the  same  amplitude  as  the  applied  direct  voltage. 
The  series  resistor  is  made  variable  so  that  the  direct  potential  applied 
to  the  amplifier  can  be  adjusted  to  suit  various  conditions  of  plate 
current  and  modulator  audio  voltage. 

Crystal  Oscillator  Plate  Supply  Rectifier. — This  unit  is  located  to  the 
right  of  the  speech  amplifier;  it  consists  of  two  mercury-vapor  UX-866 
tubes  (see  Fig.  488),  replaceable  from  the  front  panel  through  the  lower 
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hinged  door.  The  unit  consists  of  a  step-up  transformer  supplied  at  a 
potential  of  160  volts  from  the  main  power  supply  circuit  in  the  case 
of  the  50-  and  60-cycle  power  supply,  or  from  slip  rings  on  the  filament 
motor-generator  driving  motor  in  the  case  of  d-c.  power  supply.  A 
series  tapped  resistor  and  a  variable  rheostat  accessible  from  the  rear 
of  the  modulated  exciter  unit  permit  the  proper  regulation  of  input 
potential.  A  rectifier  filament  voltmeter  is  provided  on  the  front 
panel  so  calibrated  that,  when  its  pointer  coincides  with  the  red  mark 
on  its  scale,  correct  filament  voltage  is  applied  to  the  rectifier  tubes. 
The  plate  voltage  supplied  from  the  potentiometer  incorporated  within 
this  unit  is  also  correct  when  this  adjustment  is  made. 

Directions  for  Adjusting — (a)  Crystal  Unit  Mounting . — Normally 
both  crystal  units  will  be  in  position  with  both  crystal  ovens  operating. 
When  the  units  are  once  tuned,  no  further  circuit  adjustment  is  neces¬ 
sary.  Unless  trouble  develops,  the  tuning  controls  should  not  be 
changed.  A  record  should  be  taken  of  the  position  of  each  when 
operating  properly  so  that  they  may  be  returned  to  the  same  positions 
if  accidentally  moved.  The  beveled  glass  door  on  the  front  panel  should 
be  kept  closed. 

( b )  Crystal  Unit  Transfer  Switch . — The  crystal  unit  change-over 
switch  is  located  in  the  center  of  the  main  panel  directly  below  the  tube 
door.  This  switch  makes  a  complete  change-over  from  one  unit  to  the 
other.  It  can  be  thrown  at  a  moment’s  notice  to  either  position  without 
damage  to  the  transmitter  and  without  manipulating  any  other 
control. 

(c)  Removing  Crystal  Units  from  Panel. — The  connections  between 
the  crystal  unit  terminal  board  and  the  associated  terminal  board  on  the 
panel  are  flexible  and  of  sufficient  length  to  permit  sliding  the  crystal 
unit  forward  for  the  purpose  of  removal,  or  for  changing  tubes.  To 
remove  a  unit  from  the  set,  either  shut  the  transmitter  off  entirely  or 
transfer  power  to  the  other  unit.  To  remove  power  entirely  from  the 
crystal  unit,  its  heating  circuit  switch  located  on  the  terminal  panel, 
at  the  rear  of  the  transmitter,  must  be  thrown  to  the  “  Off  ”  position. 
The  unit  can  now  be  disconnected  at  the  rear  terminal  board  on  the 
crystal  unit.  When  replacing,  use  great  caution  to  put  the  properly 
marked  leads  back  on  the  same  terminals  from  which  they  were  pre¬ 
viously  removed. 

The  method  of  changing  the  tubes  in  the  crystal  unit  is  obvious 
when  the  unit  is  withdrawn.  Great  care  must  be  exercised  that  the 
plate  connection  on  the  top  of  each  UX-865  tube  is  not  overlooked. 
This  is  a  beaded,  flexible  lead  fitted  with  a  friction  cap  to  fit  over  the 
glass-supported  terminal  on  the  tip  of  the  tube. 
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Filament  Supply  for  Crystal  Modulator  and  Low  Power  Radio 
Amplifier. — The  filaments  of  all  tubes,  except  the  rectifier  tubes,  are 
fed  from  the  main  21-volt  filament  bus.  An  exception  is  made  in  the 
case  of  the  50-watt  speech  amplifier  tube,  in  that  its  filament  circuit  is 
arranged  for  optional  operation  from  the  filament  generator  supply,  or 
from  the  station  storage  battery  supply.  When  using  battery  supply 
at  12  volts  potential,  it  is  necessary  to  short-circuit  the  filament  filter 
reactor  provided  in  this  filament  circuit. 

The  crystal  unit  filament  supply  circuit  is  provided  with  a  poten¬ 
tiometer  unit  which  provides  good  regulation  in  case  of  tube  filament 
failure  within  the  crystal  oscillator,  thus  preventing  damage  to  the 
remainder  of  the  tubes.  A  filament  rheostat,  located  directly  below  the 
crystal  unit  transfer  switch,  provides  an  accurate  filament  voltage 
control  for  the  crystal  unit  filaments. 

The  tube  filaments  of  the  other  radio-frequency  amplifier  stages 
and  the  modulator  tube  are  fed  through  individual  series  resistors  so  that 
failure  of  any  one  will  in  no  way  damage  any  of  the  others. 

Plate  Supply. — Plate  supply  for  the  crystal  oscillator  unit  is  obtained 
from  the  rectifier  unit  provided  for  this  purpose.  Voltages  ranging 
from  100  to  500  are  available  from  this  unit  by  proper  taps  on  the  poten¬ 
tiometer  supplied.  The  circuit  is  designed  to  give  good  regulation 
from  this  power  source. 

Plate  supply  for  the  speech  amplifier  tube  is  derived  through  a 
series  resistor  located  in  the  rear  of  the  speech  amplifier  compartment, 
from  the  3000-volt  generator  supply  with  the  appropriate  filter  system. 

Plate  power  for  the  first  UX-860  buffer  stage  is  derived  from  the 
1500-volt  tap  on  the  plate  supply  generators. 

The  modulator  and  modulated  radio  stages  are  fed  from  the  3000- 
volt  generator  source,  the  latter  passing  through  series  resistors  which 
reduce  the  steady  plate  voltage  to  approximately  1800  volts. 

Bias  Supply. — Bias  supply,  or  negative  polarizing  voltage,  is  obtained 
for  the  speech  amplifier  tubes  from  an  individual  22  J-volt  battery  supply 
located  in  the  left  side  of  the  rear  speech  amplifier  compartment,  and 
available  for  replacement  purposes  from  the  left  side  of  the  unit  by 
removing  the  side  screen.  Bias  potential  for  the  crystal  oscillator  unit 
is  derived  from  the  low  power  supply  rectifier,  which  also  provides  plate 
voltage. 

Bias  potential  for  all  other  radio-frequency  amplifier  stages  and  mod¬ 
ulator  tube  is  supplied  by  a  500-volt  exciter  and  bias  machine  located 
on  the  same  shaft  with  the  filament  generator.  The  proper  voltage  for 
each  stage  is  tapped  off  from  a  voltage  divider  and  filter  unit  located 
on  the  intermediate  shelf  accessible  from  the  rear  of  the  unit.  A  vari- 
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able  modulator  bias  control  located  on  the  front  panel  directly  below  the 
meter  panel  is  provided. 

Screen-Grid  Polarizing  Voltage. — The  UX-865  screen-grid  radio¬ 
frequency  amplifier  tubes  within  the  crystal  oscillator  unit  derive  their 
screen-grid  polarizing  voltage  from  the  same  source  as  the  plate  supply, 
and  are  fed  through  series  resistors  to  provide  the  correct  voltage  value. 

In  a  like  manner  the  screen-grid  UX-860  radio-frequency  amplifier 
tubes  derive  their  grid  polarizing  voltages  from  the  same  plate  voltage 
source  as  that  supplied  to  the  tube  in  each  case.  This  voltage  is  reduced 
to  the  proper  value  by  means  of  adjustable  series  resistors  located  on 
the  top  shelf  of  the  modulated  exciter  unit.  A  removable  link  is  pro¬ 
vided  in  this  circuit  which  makes  it  possible  tp  connect  temporarily  a 
milliameter  to  measure  the  screen-grid  current  for  adjustment  purposes. 

Adjustment  of  the  Modulator  Amplifier  Circuit. — In  tuning  the 
circuit  for  the  first  time,  one  adjustment  should  be  made  at  a  time,  pro¬ 
gressively,  starting  with  the  crystal  oscillator  unit  and  progressing 
through  to  the  output  of  the  modulated  stage.  Then  the  audio  circuits 
can  be  put  into  operation. 

Operations . — The  modulator  and  speech  amplifier  tubes  should  be 
entirely  removed  from  their  sockets.  Open  the  two  single-pole, 
single-throw  knife  switches  on  the  rear  terminal  panel,  and  throw  the 
neutralizing  switch  on  the  power  amplifier  unit  to  neutralizing  position. 
All  other  tubes  should  be  placed  in  their  respective  positions  and  all  the 
toggle  switches  on  the  front  panel  of  the  power  amplifier  unit  should  be 
opened.  The  meter  panel  flood  fights  may  be  left  on  if  desired.  Next 
throw  the  main  power  switch  on  the  power  control  panel.  Now  push  the 
“  Start  ”  button  on  the  power  amplifier  panel.  The  master  contactors 
on  the  power  control  unit  should  close  and  the  water  pump  should  start. 
If  the  water  pressure  does  not  come  up  as  indicated  on  the  pressure 
gauge  on  the  power  amplifier  panel  it  may  be  necessary  to  prime  the 
water  pump  by  opening  the  relief  valve  and  releasing  air  trapped  in  the 
pump  casing.  When  the  pressure  comes  up  to  the  high-pressure  setting 
on  the  gauge,  the  water  interlock  contactor  will  close  on  the  power  control 
panel  and  the  water-indicating  light  will  fight  on  the  front  panel  of  the 
power  amplifier.  Next,  open  either  or  both  tube  doors  on  the  modulated 
exciter  and  power  amplifier  panel.  The  filament  stop  switch  located  on 
the  power  amplifier  panel  (toggle  switch)  may  now  be  thrown,  after  first 
making  sure  that  the  filament  rheostat  on  the  power  amplifier  panel  and 
the  filament  rheostat  on  the  modulated  exciter  panel  are  on  mimimum 
voltage  position,  i.e.,  turned  in  reverse  arrow  direction.  The  filament 
motor-generator  set  should  start  and  register  voltage  on  the  filament 
voltmeter  on  the  power  amplifier  meter  panel.  Adjust  the  voltage  to 
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21  volts  by  turning,  in  the  direction  of  the  arrow,  the  filament  control 
knob  on  the  power  amplifier  panel.  Next  measure  the  filament  voltage 
on  each  tube  (outside  of  the  crystal  oscillator  unit)  individually  and  check 
each  of  the  values  against  the  correct  value  for  each  tube  according  to 
the  transmitting  tube  chart  contained  in  the  Appendix. 

Next  adjust  the  filament  voltage  to  the  correct  value  as  indicated 
by  the  filament  voltmeter  on  the  crystal  oscillator  unit  by  turning,  in  the 
direction  of  the  arrow,  the  rheostat  control  knob  located  on  the  modu¬ 
lated  exciter  panel  directly  under  the  crystal  oscillator  unit  selector 
switch. 

The  modulator  and  speech  amplifier  tubes  may  be  replaced  tempora¬ 
rily  for  filament  adjustments  on  each.  After  checking  the  correct  fila¬ 
ment  voltage  on  each,  remove  them  again  from  their  sockets. 

Bias  Adjustment. — Place  a  voltmeter  across  the  outside  taps  on  the 
bias  potentiometer  and  close  all  doors  on  each  unit,  after  first  throwing 
the  crystal  oscillator  selector  switch  to  neutral  position.  The  filament 
interlock  relay  on  the  control  panel  should  close,  lighting  the  bias  fight 
on  the  power  control  panel  and  the  green  light  on  the  power  amplifier 
panel.  This  filament  interlock  relay  on  the  power  control  panel  should 
be  previously  adjusted  to  pull  in  at  20  volts  and  drop  out  at  19J  volts 
as  indicated  by  the  filament  voltmeter  on  the  power  amplifier  meter 
panel. 

Next  adjust  the  bias  interlock  relay  to  close  at  475  volts,  approxi¬ 
mately,  and  fall  out  at  450  volts,  approximately,  as  read  on  the  volt¬ 
meter  previously  connected  across  the  bias  potentiometer  terminals. 
When  it  is  so  adjusted,  adjust  the  bias  on  each  tube  outside  of  the  crys¬ 
tal  oscillator  unit  to  the  correct  value  as  specified  in  the  table  on  page  958. 

Adjusting  Crystal  Oscillator  Rectifier  Supply  Unit. — To  adjust  this 
unit,  leave  the  crystal  unit  selector  switch  in  a  neutral  position  and 
disconnect  all  plate  supply  taps  from  the  potentiometer  or  voltage 
divider  connected  across  the  output  from  this  rectifier.  By  connecting 
a  meter  externally  by  running  leads  through  the  screen  to  a  meter  located 
outside,  the  bias  voltage  can  be  adjusted  by  varying  the  tap  on  this 
potentiometer.  In  a  similar  manner,  each  of  the  plate  supply  voltages 
to  the  crystal  oscillator  unit  may  be  fixed.  Refer  to  the  tabulated  fist 
on  page  957  for  correct  values. 

Crystal  Oscillator  Unit  Oven  Adjustment. — After  adjustment,  close 
both  panel  board  snap  switches  on  the  rear  panel  of  the  modulated 
exciter  unit  thus  allowing  both  crystal  ovens  to  heat.  The  oven  will 
reach  its  correct  operating  temperature  and  properly  regulate  approxi¬ 
mately  24  hours  after  the  switches  are  thrown.  The  thermometer 
should  gradually  rise  to  the  correct  value  as  specified  for  each  crystal 
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and  the  thermostat  and  vacuum  tube  relay  unit  should  accurately 
maintain  the  temperature  required  for  the  correct  frequency. 

Adjustment  of  Crystal  Oscillator  Unit. — Tune  the  two  buffer  ampli¬ 
fier  controls  until  the  plate  current  reading  in  each  case  is  minimum. 

Switch  the  second  crystal  oscillator  unit  into  position  and  adjust 
as  before  for  resonance.  These  two  units  should  be  very  nearly  alike  in 
operation,  i.e.,  plate  current  readings  one  with  the  other. 

Tuning  the  UX-860  Buffer  Stage. — With  the  crystal  oscillator  unit 
operating  properly,  grid  current  should  be  indicated  on  the  grid  current 
meter  for  the  buffer  UX-860  stage  providing  its  filament  is  lighted  and 
the  bias  voltage  is  not  excessive.  Adjust  the  taps  on  the  plate  tank 
inductance  until  it  can  be  tuned  to  resonance  as  indicated  by  a  minimum 
plate  current  reading  after  the  1500-volt  switch  (single-pole  single¬ 
throw)  on  the  rear  of  the  unit  is  thrown  to  the  “  On  ”  position,  and 
the  plate  supply  generator  is  started  by  throwing  the  toggle  switch 
on  the  front  of  the  power  amplifier  panel.  When  the  high-voltage 
generator  is  started  a  red  light  will  appear  on  the  front  panel  of  the 
power  amplifier  unit.  Now  adjust  the  screen-grid  current  to  correct 
value.  Next  attach  the  excitation  clip  to  the  next  stage  and  retune  the 
circuit.  Refer  to  tabulated  list  on  page  958  for  correct  meter  readings. 

Tuning  the  Modulated  Amplifier  Stage. — With  the  correct  bias  and 
filament  voltage  on  the  two  UX-860  tubes  in  this  stage,  grid  current 
should  be  evidenced  by  a  grid  meter  deflection  for  this  stage.  Reduce 
the  plate  supply  voltage  to  approximately  one-half  of  its  correct  value. 
Connect  about  4  ohms  of  phantom  load  resistance  into  the  tank  circuit 
and  adjust  the  tank  circuit  for  resonance  as  indicated  by  a  minimum 
plate  current.  Adjust  the  screen-grid  current  to  correct  value.  Attach 
the  excitation  clip  to  the  power  amplifier  stage  and  retune  for  resonance. 
At  this  point,  all  radio-frequency  stages  are  approximately  tuned  but 
will  probably  need  slight  corrective  adjustments  when  the  set  is  finally 
ready  for  service. 

Note:  Carefully  watch  the  power  amplifier  tank  meter  because  the 
power  amplifier  stage  is  in  the  “  Neutralizing  ”  position  and  not  neu¬ 
tralized.  Keep  the  meter  on  scale  by  turning  the  neutralizing  control 
until  it  reads  zero.  Use  the  greatest  of  care  in  doing  so. 

Adjustment  of  Speech  Amplifier. — With  reduced  plate  voltage, 
adjust  the  bias  battery  voltage  by  removing  the  side  screen  and  meas¬ 
uring  the  voltage  with  an  externally  connected  voltmeter.  Connect  a 
0-2500  voltmeter  from  the  tube  plate  terminal  to  ground.  With  correct 
bias  voltage  on  the  tube,  as  specified  on  page  949,  apply  plate  voltage. 
Plate  current  when  voltage  is  as  specified  should  be  approximately  40 
to  50  milliamperes. 
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Adjustment  of  the  Modulator  Stage. — With  the  modulator  bias 
control  in  mid-position,  adjust  the  bias  potentiometer  tap  to  give  150 
volts.  This  voltage  must  be  read  on  an  externally  connected  voltmeter 
by  running  leads  through  the  side  screen.  Bias  control  should  give  a 
variation  of  approximately  50  volts.  With  a  plate  voltage  of  3000  as 
measured  on  an  externally  connected  meter,  the  modulator  plate  cur¬ 
rent  should  be  made  to  read  100  milliamperes  by  adjusting  the  bias 
values. 

Caution:  When  making  tap  adjustments ,  etc.f  inside  of  the  set ,  shut 
off  the  power  before  proceeding .  It  is  possible ,  however ,  to  leave  the  fila¬ 
ment  and  bias  motor-generator  set  running  since  opening  a  door  interlock 
automatically  removes  bias  voltage ,  and  the  circuit  can  be  safely  manipulated . 
Although  high-voltage  plate  supplies  are  also  removed  by  the  opening  of  a 
door ,  it  is  a  safe  common  sense  rule  to  shut  the  plate  machine  down . 

Although  every  precaution  is  made  in  designing  high-voltage  equipment 
to  protect  the  operating  personnel  against  contact  with  dangerous  voltages , 
it  should  be  borne  in  mind  that  such  contact  could  prove  fatal. 

The  practice  of  disconnecting  interlocks  during  adjustment  periods  is 
distinctly  dangerous  and  should  be  avoided  at  all  times. 

1  Kw.  Broadcast  Power  Amplifier  and  Control  Panel.  The  assembly 
of  this  panel  and  the  principal  parts  thereof  are  shown  in  the  right-hand 
panel  of  Fig.  480  and  the  left-hand  frame  of  Fig.  481.  The  numbered 
parts  will  be  found  listed  on  pages  913,  914  and  915.  The  diagram  of 
connections  is  given  in  Fig.  489. 

Water  Cooling. — Water  is  fed  to  the  unit  by  a  11-in.  diameter  pipe 
coming  from  the  centrifugal  pump.  The  water  passes  through  a  ther¬ 
mostatic  control  device,  with  a  tap  leading  off  to  the  pressure  gauge  on 
the  front  panel.  Cooling  water  then  continues  through  an  insulating 
hose  to  the  plate  or  tube  jacket  of  the  tube,  returning  through  another 
parallel  rubber  hose  to  the  outlet  water  pipe  which  returns  to  the  cooling 
apparatus. 

Filament  Supply, — The  filament  supply  comes  directly  from  the 
generator  source  and  is  applied  directly  to  the  tube  filament  connections. 
The  filament  interlock  or  undervoltage  device  on  the  control  panel  is 
connected  across  this  source  as  is  also  the  filament  voltmeter  located  on 
the  meter  panel.  All  the  other  tube  filament  circuits  fed  from  this 
generator  are  so  arranged  with  series  resistors  as  to  give  the  correct  tube 
terminal  voltage  in  each  case  when  the  filament  voltmeter  on  the  power 
amplifier  panel  reads  21  volts. 

Bias  Supply. — Some  explanation  of  the  arrangement  and  adjustment 
of  bias  was  given  in  connection  with  adjustment  of  bias  on  the  low 
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power  radio  amplifiers  which  are  all  associated  with  the  one  bias  gen¬ 
erator.  The  power  amplifier  tube  requires  the  highest  bias  value  com¬ 
pared  with  the  other  tubes  in  the  set  and,  because  of  this,  is  connected 
directly  across  the  outside  terminals  of  the  potentiometer.  In  this 
manner  a  low  resistance  grid  circuit  for  the  power  amplifier  stage  is 
provided. 

Plate  Supply. — Plate  supply  is  taken  from  the  two  3000-volt 
machines  connected  in  series.  A  plate  circuit  disconnect  switch,  which 
is  an  integral  part  of  the  neutralizing  change-over  switch,  is  available 
through  the  rear  door  of  the  power  amplifier  and  control  unit.  Opera¬ 
tors  should  take  full  advantage  of  the  safety  apparatus  provided  for 
their  protection. 

Radio-Frequency  Circuit  and  Linear  Amplifier. — Fig.  489  shows  the 
connections  for  this  panel.  A  double-pole  double-throw  change-over 
switch  interconnected  mechanically  with  the  plate  circuit  disconnect 
switch  serves  to  change  the  thermocouple  in  the  tank  circuit  of  this 
stage  so  that  a  common  tank  meter  provided  on  the  meter  panel  can  be 
used  for  neutralizing  purposes  as  well  as  for  observing  the  normal 
operating  tank  current.  In  the  neutralizing  position,  this  meter  regis¬ 
ters  2  amperes  full  scale  deflection,  and  the  high  voltage  is  removed 
from  this  stage.  In  the  normal  position  the  meter  registers  20  amperes 
full  scale  and  the  high  voltage  supply  is  connected. 

Grid  and  plate  current  meters  are  provided  for  the  power  amplifier 
tube.  The  antenna  ammeter  is  also  located  on  this  panel  and  wired  to 
the  thermocouple  located  directly  in  the  antenna  circuit. 

A  modulation  monitoring  rectifier  is  also  provided  within  this  panel 
with  an  adjustment  meter  on  the  meter  panel.  A  modulation  meter, 
here  located,  reads  percentage  modulation  directly.  The  pick-up  coil 
actuating  this  monitoring  rectifier  is  located  at  the  top  end  of  the  main 
tank  circuit  coil. 

Adjustment  of  Power  Amplifier  Stage. — Assuming  that  all  previous 
stages  are  operating  properly,  the  plate  voltage  should  be  reduced  by 
means  of  the  rheostat  located  in  the  rear  of  the  power  amplifier  and 
control  panel  and  available  through  the  rear  door. 

Next,  shut  down  the  set  and  clip  on  the  modulated  stage  tank  coil, 
the  excitation  lead  and  neutralizing  lead  to  the  power  amplifier  stage. 
Retune  the  tank  circuit  of  the  modulated  stage  if  necessary,  and  with  an 
externally  connected  voltmeter  measure  the  bias  voltage  at  the  grid 
and  filament  terminals  of  the  tube.  It  should  read  350  to  450  volts. 
Grid  current  should  now  be  observed  on  the  grid  current  meter  for  this 
stage.  Only  a  slight  amount  will  be  observed. 

The  tank  circuit  of  the  power  amplifier  stage  should  now  be  detuned. 
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With  the  neutralizing  switch  thrown  in  “  Neutralizing  ”  position,  start 
up  the  set  and  gradually  tune  to  resonance.  This  must  be  done  very 
carefully.  Keep  the  tank  current  meter  on  scale  by  turning  the  neutral¬ 
izing  control  in  the  proper  direction.  When  the  tank  circuit  of  the 
power  amplifier  stage  is  exactly  in  resonance  as  indicated  by  a  definite 
peak  point  reading  on  the  tank  ammeter,  turn  the  neutralizing  control 
until  the  tank  ammeter  reads  zero.  It  should  be  possible  by  adjusting 
the  neutralizing  control  to  return  this  tank  meter  to  absolute  zero 
reading.  The  set  is  now  neutralized  and  ready  for  plate  power  on 
this  last  stage. 

Before  applying  power  to  the  power  amplifier  stage  make  sure  that  the 
dummy  antenna  load  (or  antenna  coupling)  is  made  to  the  antenna ,  other¬ 
wise  the  tank  circuit  meter  in  the  power  amplifier  stage  may  hum  out. 

Throw  the  neutralizing  switch  to  the  normal  closed  position  and 
start  up  the  set,  watching  closely  the  plate  current  meter  as  the  set 
starts  up.  This  meter  should  not  exceed  0.6  ampere  with  the  normal 
voltage  on  all  stages  and  with  the  proper  bias  on  the  power  amplifier 
stage,  and  loaded  properly.  When  this  has  been  done,  the  coupling 
line  to  the  1-kw.  amplifier  can  be  adjusted  for  resonance  and  proper 
termination  impedance.  Until  the  coupling  and  tuning  adjustments 
on  the  terminal  end  of  a  transmission  line  are  correctly  made,  there 
will  be  a  reaction  on  the  preceding  excitation  amplifier.  Any  adjust¬ 
ment  which  upsets  the  plate  tank  tuning  in  the  previous  stage  indicates 
incorrectness  in  the  termination  and  tuning  circuits. 

Do  not  change  the  plate  tank  tuning  to  correct  for  this  reaction. 
Rather,  adjust  the  termination  so  that  at  resonance  there  is  practically 
no  reaction.  A  properly  terminated  transmission  line  will  act  on  the 
preceding  amplifier  as  a  pure  resistance  load.  Therefore,  the  full  load 
tuning  position  on  the  tuning  dial  should  be  the  same,  or  very  nearly 
the  same,  at  the  no  load  tuning  position. 

When  all  circuits  are  correctly  loaded,  the  tuning  controls  will 
apparently  have  considerably  less  tuning  effect  than  they  show  at  no 
load.  This  is  due  to  apparent  reflection  of  load  resistance  into  the 
tank  or  plate  circuit  of  the  tube,  thus  broadening  the  resonance  char¬ 
acteristic  of  the  circuit. 

It  is  well  at  this  point  to  go  back  and  check  each  successive  stage 
for  slight  correcting  adjustments,  after  which  the  set  may  be  modu¬ 
lated. 

With  100  per  cent  sustained  modulation,  i.e.,  constant  tone  on  the 
set,  no  appreciable  change,  either  increase  or  decrease,  should  be  noticed 
on  the  plate  current  meter  in  the  power  amplifier  stage.  If  any  change 
is  noted,  it  denotes  a  dissymmetrical  or  distorted  modulation  character- 


DISCUSSION  OF  POWER  AMPLIFIER  TANK  TUNING  947 


istic.  The  tank  circuit  current,  however,  will  increase  22 \  per  cent 
over  its  unmodulated  value. 

Adjustment  of  Modulation  Indicating  Equipment. — With  the  set 
normally  adjusted  and  with  no  modulation  on  it,  increase  the  pick-up 
for  the  modulation-indicating  equipment  by  moving  the  pick-up  coil 
more  closely  into  inductive  relationship  to  the  power  amplifier  tank 
coil,  until  the  adjustment  meter  on  the  front  panel  reaches  the  correct 
predetermined  value  as  marked  on  the  face  of  the  meter.  Whenever 
this  meter  reads  the  correct  predetermined  value  during  the  unmodu¬ 
lated  condition,  the  “  per  cent  modulation  ”  meter  will  read  percent¬ 
age  of  modulation  after  modulation  is  applied  to  the  set.  This  per¬ 
centage  of  modulation  reading  will  be  correct  for  sustained  modulation 
only  since  the  meter  will  not  follow  rapidly  enough  the  peaks  of 
modulation  under  operating,  or  program  conditions.  The  meter, 
however,  will  give  a  correct  value  of  average  modulation  at  all  such 
times. 

Discussion  of  Power  Amplifier  Tank  Tuning. — The  first  step  in  the 
adjustment  of  the  plate  tank  circuit  for  any  given  frequency  is  to 
obtain  the  proper  inductance  and  capacitance  values.  After  the  trans¬ 
mitter  is  installed  and  thoroughly  tested,  a  chart  is  prepared  which 
shows  the  approximate  values  in  all  stages  for  the  operating  frequency 
chosen.  Such  values  are  not  made  by  trial  and  error  methods. 

For  any  operating  frequency  the  ratio  of  circulating  volt-amperes 
to  watts  output  into  the  load  is  chosen  for  this  particular  type  circuit 
to  be  15  to  1.  This  means  that  for  1000  watts  output  of  carrier  power 
at  30  to  35  per  cent  efficiency,  the  circulating  volt-amperes  should  be 
15,000.  To  give  1000  watts  output,  the  effective,  or  R.M.S.  value  of 
a-c.  plate  voltage  per  tube  must  be  1620  volts.  To  maintain  15,000 
volt-amperes  of  circulating  power,  the  effective  value  of  tank  current 
will  be  9.25  amperes.  Knowing  the  voltage  to  be  built  up  across  the 
tank  condenser  and  the  circulating  current  value,  we  can  solve  for  the 
capacitive  reactance.  This  gives  a  value  of  175  ohms.  Knowing  the 
reactance  of  the  condenser  and  the  operating  frequency,  we  can  solve 
for  the  correct  capacitance. 

The  preceding  discussion  is  based  on  a  “  tube  *9  carrier  efficiency  of 
approximately  30  per  cent.  In  actual  cases  this  efficiency  may  increase 
slightly  which  will  allow  some  slight  deviation  in  the  values  as  specified. 
If  the  effective,  or  R.M.S.  value  of  voltage  across  the  tank  condenser  is 
1620  volts,  for  100  per  cent  modulation  this  value  increases  to  3240 
volts,  or  twice  normal.  In  like  manner  the  instantaneous  current  value 
will  be  twice  normal  or  18.5  amperes  when  modulating  100  per  cent. 
Because  the  meter  in  this  tank  circuit  is  an  averaging  device,  it  will 
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indicate  only  22.5  per  cent  increase  over  normal  value,  or  read  approxi¬ 
mately  11.33  amperes  when  modulating  100  per  cent  sustained. 

When  the  correct  capacitance  value  is  chosen  in  line  with  the  pre¬ 
ceding  discussion,  enough  tank  inductance  should  be  used  to  bring  the 
circuit  to  resonance. 

Monitoring  Rectifier. — The  monitoring  rectifier  unit  is  mounted  in 
the  power  amplifier  and  control  panel.  A  removable  cover  permits  of 
easy  accessibility.  Within  the  unit  are  two  UX-280  tubes,  chokes,  con¬ 
densers,  and  so  on.  The  tube^are  removable  by  removing  the  top  cover. 
Filaments  are  fed  from  the  main  21-volt  bus  through  series  resistors. 
The  purpose  of  the  monitoring  rectifier  is  to  provide  a  means  of  meas¬ 
uring  accurately  percentage  of  modulation,  and  providing  an  aural 
check  on  the  outgoing  wave.  In  addition,  whenever  the  power  ampli¬ 
fier  tank  circuit  is  energized,  a  relay  within  this  unit  will  close  a  signal 
lamp  circuit  which  lights  a  110-volt  lamp  on  the  associated  speech  input 
equipment. 

The  small  amount  of  power  needed  to  operate  this  unit  is  obtained 
by  inductive  coupling  to  the  power  amplifier  tank  coil.  An  adjustment 
meter  in  circuit  with  the  first  rectifier  tube  is  provided  on  the  front  panel, 
by  means  of  which  the  correct  coupling  adjustment  is  obtained.  A 
second  meter  on  the  front  panel  marked  “  Percent  Modulation  ”  is 
connected  in  circuit  with  the  second  rectifier,  and  reads  percentage  of 
modulation  directly.  A  link  is  provided  in  this  meter  circuit  which 
permits  a  second  per  cent  modulation  meter  to  be  wired  in,  and  located 
at  a  remote  point  such  as  the  studio  or  audio  control  room,  if  desired. 

Filtered  loudspeaker  and  oscillograph  circuits  are  available  as  shown 
in  the  circuit  diagram,  Fig.  470.  Unless  the  adjustment  meter  pointer 
rests  on  the  predetermined  adjustment  mark  with  no  modulation  on 
the  set,  the  per  cent  modulation  meter  will  not  register  correctly. 
Care  should  be  taken  to  see  that  the  circuit  conditions  are  such  that 
this  is  so.  The  variable  feature  incorporated  in  the  untuned  pick-up 
coil  permits  of  very  close  pick-up  adjustment.  This  adjustment  should 
be  made  by  trial  methods  and,  when  once  found,  should  be  locked  into 
place  by  tightening  the  mounting  screws  on  the  pick-up  coil  support. 

General  Information  on  Linear  Amplifier  Operating  Characteristics. 
—The  following  may  be  considered  as  the  essential  points  on  linear 
amplifier  operating  charactertics : 

(1)  All  of  the  radio-frequency  tubes  operate  either  as  Class  B 
or  Class  C  amplifiers.  By  this  reference  is  meant  that  all 
radio-frequency  amplifier  tubes  are  operating  at  high  bias 
or  negative  grid  polarizing  potential.  Therefore,  the  plate 
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current  for  the  amplifier  tube  is  zero,  or  very  nearly  so, 
when  no  radio-frequency  excitation  is  applied. 

(2)  The  output  power  and  input  power  (as  evidenced  by  plate 

current)  increases  as  the  exciting  radio-frequency  voltage 
is  increased. 

(3)  For  unmodulated  carrier  frequency  operation  the  tube  is 

running  very  much  under-excited  and  the  efficiency  is 
therefore  comparatively  low  (30  to  35  per  cent),  and  the 
power  output  is  only  one-fourth  of  the  tube  rating  at  the 
plate  voltage  when  used. 

(4)  As  modulation  is  increased  to  100  per  cent  no  appreciable 

change  in  plate  current  should  take  place.  The  tank 
current,  however,  will  increase.  It  is  well  to  note  here, 
however,  that  if  100  per  cent  modulation  is  exceeded,  the 
plate  current  will  increase  slightly,  thus  giving  evidence 
that  some  distortion  is  taking  place  in  that  stage. 

(5)  Increased  carrier  output  can  be  had  by  merely  coupling 

tighter  to  the  preceding  stage;  however,  the  transmitter 
is  not  designed  to  modulate  100  per  cent  any  appreciable 
output  greater  than  the  specified  1000-watt  carrier. 

(6)  With  a  1-kw.  carrier,  when  modulating  100  per  cent  the 

transmitter  is  delivering  1.5  kw.  continuously  to  the 
antenna. 

(7)  Assuming  that  correct  excitation  is  being  applied  to  the 

power  amplifier  stage,  to  increase  carrier  output,  i.e.,  to 
load  the  power  amplifier,  it  is  merely  necessary  to  increase 
the  number  of  coupling  turns  connected  across  the  trans¬ 
mission  line.  Variation  of  the  number  of  these  coupling 
turns  should  not  affect  the  tuning  of  the  power  amplifier 
tank  circuit  if  the  transmission  line  is  properly  adjusted. 

Antenna  Coupling  and  Tuning  Unit. — The  antenna  coupling  and 
tuning  unit  located  in  an  enclosed  tuning  house  at  the  foot  of  the 
antenna  lead-in  is  an  assembled  self-contained  unit  as  shown  in  Fig. 
471,  the  numbered  parts  of  which  are  listed  on  page  928.  Within  the 
unit  are  contained  a  transmission  line  terminating  tank  circuit,  coupling 
coil  to  antenna  and  antenna  loading  and  series  capacitance  equipment. 
In  addition  a  static  bleeder,  or  antenna  drain  circuit,  is  included  for 
protection  against  static  charges  and  lightning. 

Controls  for  tuning  the  transmission  terminating  equipment  and 
antenna  proper  are  located  on  the  front  panel.  An  antenna  current 
meter  is  also  located  within  a  protective  case  on  the  front  panel.  A 
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thermocouple  unit  which  is  interconnected  with  the  power  amplifier 
meter  panel  makes  it  possible  to  observe  the  antenna  current  from 
within  the  station  as  well  as  from  within  the  antenna  tuning  house. 
The  equipment  is  mounted  on  heavy  asbestos  panels  which  have  been 
copper  coated  on  the  rear  to  provide  an  excellent  radio-frequency 
shielded  front  surface.  This  simple  precaution  assures  protection  to 
the  operating  staff  against  accidental  radio-frequency  burns,  since  the 
panel  is  essentially  dead  front. 

Antenna  Transmission  Line. — The  output  of  the  1-kw.  power  ampli¬ 
fier  is  coupled  to  the  antenna  through  a  two-wire  transmission  line. 
The  antenna  coupling  and  tuning  equipment  is  housed  in  a  separate 
building  directly  under  the  antenna,  usually  at  some  distance  from 
the  station  proper. 

Any  infinite  length  transmission  line  has  a  characteristic  impedance 
sometimes  referred  to  as  the  surge  impedance,  which  is  a  function  of  the 
physical  size  and  spacing  of  the  conductors  comprising  the  line.  It  is 
the  impedance  offered  by  such  a  line  as  viewed  from  the  sending  end. 

If  a  piece  of  an  infinite  line  is  cut  off  and  the  open  end  closed  by  an 
impedance  equal  to  the  characteristic  impedance,  it  will  act  on  the 
sending  end  driver  exactly  like  the  corresponding  infinite  line.  An 
infinite  transmission  line  acts  to  the  driver  like  a  pure  resistance  load, 
i.e.,  power  leaves  the  driver  into  the  line,  never  to  return.  Hence,  no 
reflection  of  power  takes  place.  Similarly  if  a  finite  transmission  line 
be  terminated  properly  by  closing  its  free  end  with  an  impedance  equal 
to  the  characteristic  impedance  of  an  infinite  line  of  equal  physical 
dimensions  in  regard  to  diameter  of  wire  and  spacing,  such  a  properly 
terminated  line  will  act  on  the  driver  as  a  purely  resistance  load.  Now 
power  reflection  will  take  place  and,  hence,  no  appreciable  line  loss  will 
occur  and  the  efficiency  of  transfer  from  driver  to  load  will  be  very  high. 

In  general  practice,  transmission  lines  for  radio  frequencies  will 
have  characteristic  impedance  of  from  500  to  800  ohms,  although  a 
600-ohm  line  is  generally  used.  This  value  of  characteristic  impedance 
is  arbitrarily  chosen,  and  the  lines  built  to  conform  to  it. 

The  termination  of  a  transmission  line  is  one  of  the  most  important 
adjustments  of  the  entire  transmitter,  and  will  have  the  greatest  influ¬ 
ence  on  the  efficiency  and  range  of  the  station.  A  very  important 
point  in  this  connection  is  that  the  terminating  impedance  must  equal 
the  characteristic  impedance  of  the  transmission  line.  If,  therefore, 
this  characteristic  impedance  is  600  ohms,  the  termination  must  be  a 
resistance  of  600  ohms  or  a  network  with  unity  power  factor  as  viewed 
externally  and  an  equivalent  impedance  of  600  ohms  when  measured  at 
the  points  where  the  transmission  line  is  connected. 
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If  this  condition  is  not  met,  not  all  of  the  power  delivered  by  the 
driver  will  be  dissipated  in  the  terminal  network  which  includes  the 
antenna.  The  amount  of  power  which  is  not  consumed  in  this  terminal 
network  will  surge  back  and  forth,  from  one  end  of  the  line  to  the  other 
(reflections)  until  it  is  finally  dissipated  in  the  line  itself,  never  getting 
into  the  antenna  circuit  at  all. 

When  the  line  is  correctly  terminated,  all  the  power  delivered  from 
the  power  amplifier  will  be  delivered  to  and  consumed  by  the  load,  the 
only  loss  being  the  PR  loss  in  the  conductors  which  is  too  small  to  con¬ 
sider.  Under  these  conditions  the  transmission  line  current  is  a  mini¬ 
mum  for  a  given  power  output. 

On  all  broadcast  installations  consideration  is  made  in  designing 
the  transmission  line  terminating  network  so  that  it  acts  in  a  manner 
to  suppress  the  transfer  of  harmonic  power  to  the  antenna  itself. 

Antenna  Tuning. — The  terminating  condenser,  balancing  coils, 
loading  coil  and  antenna  series  condensers,  with  the  antenna  proper, 
form  a  tuned  radiating  system.  In  the  majority  of  cases  the  antenna 
itself  will  be  operating  approximately  30  per  cent  below  its  fundamental 
frequency. 

After  once  tuning  the  antenna  system  to  the  carrier  frequency, 
balancing  it,  and  forming  a  proper  termination  for  the  transmission  line, 
no  further  adjustment  is  necessary.  To  increase  or  decrease  the  power 
output  from  the  antenna,  the  only  adjustment  to  be  made  is  the  increase 
or  decrease  of  coupling  coil  turns.  This  variation  of  coupling  turns 
merely  increases  or  decreases  the  voltage  applied  to  the  line,  as  the 
case  may  be. 

A  transmission  line  used  for  coupling  a  radio  transmitter  to  its 
antenna  comes  under  the  category  of  an  overhead  open  wire  line  oper¬ 
ated  at  high  electrical  frequencies.  Because  of  this,  its  characteristic 
impedance  is  always  a  simple  non-inductive  resistance. 

To  adjust  the  transmission  line  terminating  equipment  and  the 
antenna  system,  it  becomes  necessary  to  tune  to  resonance  separately 
the  tank  terminating  and  the  antenna  circuit  itself.  This  can  be  done 
by  coupling  each  of  these  circuits  separately  to  an  external  low  power 
oscillator  which  has  been  previously  adjusted  for  the  required  fre¬ 
quency.  When  adjusting  the  tank  circuit,  the  transmission  line  should 
be  disconnected  at  the  transmitter  by  removing  the  clip  leads  from  the 
pick-up  coil  on  the  power  amplifier  unit.  Resonance  is  indicated  by 
connecting  in  series  with  each  circuit  a  suitable  radio-frequency  low 
reading  ammeter  and  adjusting  the  circuit  constants  until  a  maximum 
deflection  is  obtained. 

When  adjusting  the  tank  termination  a  maximum  permissible 
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amount  of  inductance  should  be  used  which  will  result  in  a  minimum 
value  of  capacity  for  any  particular  setting.  In  other  words,  utilize 
so  far  as  possible  all  the  turns  on  this  inductance  coil.  With  both  the 
tank  termination  and  antenna  adjusted  to  resonance  at  the  operating 
frequency,  remove  the  small  resonance-indicating  meter  used  for  this 
adjustment  and  connect  the  circuits  for  normal  operation.  It  is  now 
permissible  to  clip  onto  the  pick-up  coil  in  the  power  amplifier  and 
start  up  the  set  at  reduced  voltage  on  the  power  amplifier. 

Recheck  resonance  conditions  in  all  circuits  to  make  sure  that  all 
are  exactly  in  resonance  by  adjusting  the  flippers  until  a  maximum 
antenna  current  reading  is  obtained.  The  voltage  on  the  power  ampli¬ 
fier  tube  may  then  be  increased  to  its  normal  value. 

Assuming  that  a  600-ohm  transmission  line  is  being  used,  insert  in 
either  pr  each  line  at  the  output  terminals  of  the  transmitter  a  0-2.5 
ampere  radio-frequency  ammeter.  Increase  the  number  of  turns  on 
the  pick-up  coil  until  this  meter  reads  1.3  amperes  with  the  transmitter 
in  an  unmodulated  condition.  The  transmitter  will  then  be  delivering 
slightly  over  1  kw.  of  carrier  power.  For  any  other  value  of  transmis¬ 
sion  line  impedance  the  correct  current  reading  in  the  line  can  be  com¬ 
puted  by  the  formula  listed  below : 

/  _  5  *ne  when  Z  —  the  impedance  of  the  line. 

Z  line 

Water  Cooling  and  Circulating  Unit* — This  interesting  piece  of 
equipment,  used  in  broadcast  transmitters,  possesses  some  unique  fea¬ 
tures. 

Figs.  473  and  474  show  the  assembled  equipment,  including  copper 
radiator,  especially  built  for  water  cooling  purposes,  driving  motor  and 
fan,  integral  water  circulating  pump  of  high  efficiency,  water  strainer 
and  relief  or  priming  plug.  A  by-pass  gate  valve  is  included  which 
provides  accurate  pressure  adjustment  of  output  water  flow.  The 
complete  unit  terminates  in  brass  unions  ready  for  connection  to  the 
water  system. 

Fig.  475  shows  a  15-gallon  expansion  tank  with  water  gauge  and 
visual,  vented  water-flow  indicator.  Experience  with  the  older  types 
of  cooling  systems  utilizing  cumbersome  cast-iron  radiators  indicates 
that  considerable  difficulty  with  trapped  air  in  the  system  is  experi¬ 
enced.  This  trapped  air  appears  in  any  type  of  hot  water  heating  or 
cooling  system,  and  in  the  older  types  of  apparatus  it  is  necessary  to 
relieve  it  at  intervals,  manually,  by  opening  an  escape  or  bleeder  valve 
located  on  the  radiator.  The  addition  of  the  vented  water-flow  indi- 
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cator  automatically  releases  trapped  air  in  the  system  and  prevents  its 
circulation  past  the  tube  jacket  in  the  form  of  bubbles,  thus  eliminating 
any  chance  for  localized  tube  jacket  heating  and  consequent  breakdown 
of  the  tube  jacket. 

The  cooling  unit  is  rated  at  4  kw.  continuous  dissipation  and  this 
rating  is  based  on  an  ambient  room  temperature  of  100°  F.  The  max¬ 
imum  allowable  water  temperature  should  not  exceed  150°  F.  anywhere 
in  the  system.  The  cooling  system  is  therefore  of  more  than  ample 
capacity,  and  is  adequate  to  cool  the  transmitter  even  if  located  in  a 
tropical  climate.  The  unit,  when  installed  should,  of  course,  be  located 
in  a  position  where  a  good  supply  of  cooling  air  can  be  obtained.  Ap¬ 
proximately  1700  cu.  ft.  of  air  per  minute  is  forced  through  the  solid 
copper  cooling  fans. 

Power  Supply  Unit. — The  power  supply  unit  consists  of  two  three- 
unit  semi-enclosed  motor-generator  sets. 

The  first  of  these  is  a  filament  and  bias  supply  motor-generator 
which  consists  of  an  80-ampere  33- volt  generator  and  500- volt  1.5-kw. 
generator  driven  by  a  7^-horsepower  motor.  The  80-ampere  33- volt 
generator  supplies  all  tube  filaments  except  the  UX-866  rectifier  tubes. 
The  500-volt  generator  supplies  the  bias  for  all  tubes  except  those 
contained  within  the  crystal  oscillator  unit  and  the  speech  amplifier. 
In  addition  it  supplies  excitation  power  for  the  filament  machine  as 
well  as  for  the  high-voltage  plate  generator.  With  the  exception  of  the 
500-volt  generator,  all  others  are  externally  excited,  consistent  with 
good  design  in  that  flexibility,  reliability  and  excellent  regulation  of 
power  generators  are  assured  in  this  manner. 

In  the  case  of  a  220-volt  60-cycle  and  230-volt  d-c.  drive,  this  motor- 
generator  unit  rotates  at  1750  r.p.m.  In  case  the  supply  is  220-volt 
50  cycles,  it  is  rated  at  1450  r.p.m. 

The  second  unit  is  a  three-unit  high-voltage  motor-generator  set 
consisting  of  two  identical  4.5-kw.  3000- volt  generators  driven  by  a 
14i-horsepower  motor.  For  operation  with  the  type  1-B  transmitter 
these  generators  are  connected  in  series  and  rated  at  1\  kw.  at  6000 
volts.  The  armatures  in  each  are  interchangeable,  each  being  insu¬ 
lated  for  maximum  high  voltage  so  that  only  one  armature  which  will 
fit  either  machine  need  be  carried  for  a  spare.  This  unit  also  in  the  case 
of  a  220-volt  60-cycle  and  230-volt  d-c.  supply  revolves  at  1750  r.p.m. 
and  in  the  case  of  50-cycle  supply  at  1450  r.p.m.  These  machines  are 
especially  designed  and  constructed  to  provide  for  continuous  service, 
and  in  addition  are  quite  free  from  voltage  ripple  in  their  outputs. 
When  wired  for  service  with  the  type  1-B  transmitter  the  voltages  avail¬ 
able  are  1500,  3000,  4500  and  6000  volts.  These  machines  are  completely 
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enclosed  and  protected  by  means  of  perforated  metal  screens.  They 
are  especially  built  for  broadcast  service. 

Note :  When  a  d-c.  driven  filament  and  bias  motor-generator  set  is 
supplied,  slip  rings  on  the  driving  motor  provide  160-volt,  60-cycle  a-c. 
power  supply  for  the  crystal  oscillator  rectifier  unit. 


GENERAL  OPERATING  INSTRUCTIONS 

When  the  transmitter  has  been  adjusted  ready  for  operation,  the 
starting  and  stopping  involve  comparatively  simple  actions  on  the 
part  of  the  station  operator.  The  action  which  takes  place  within  the 
transmitting  equipment,  however,  is  quite  complex.  Therefore,  it 
might  be  well  to  review  the  sequence  of  operation  which  is  set  in  motion 
by  pressing  the  transmitter  start  button. 

To  Start  Transmitter. — First  make  sure  that  the  main  circuit  switch 
on  the  power  control  panel  is  closed  and  that  the  crystal  heater  switches 
on  the  rear  terminal  board  on  the  modulated  exciter  unit  are  “On.” 
Also  check  to  see  that  all  high-voltage  disconnect  switches  in  the  rear 
of  the  modulated  exciter  unit  are  closed  and  that  the  neutralizing 
switch  on  the  power  amplifier  and  control  panel  is  in  the  normal  running 
position.  When  the  main  circuit  switch  is  closed,  the  white  220-volt 
circuit-indicator  light  on  the  power  control  panel  will  light. 

Make  sure  that  no  one  is  near  the  antenna  tuning  equipment  in  the 
remotely  located  tuning  house,  or  working  on  any  part  of  the  equipment, 
and  that  all  doors  are  closed. 

Turn  the  crystal  oscillator  unit  selector  switch  to  either  “  On  ” 
position.  Make  sure  that  windows  or  doors  leading  to  the  room  con¬ 
taining  the  water  cooling  unit  are  open  so  that  a  good  supply  of  air  is 
available. 

The  start  button  at  either  the  power  amplifier  or  the  remotely 
located  operator’s  desk  may  now  be  pressed.  Upon  doing  so,  master 
contactors  oh  the  power  control  panel  will  close,  starting  the  water  circu¬ 
lating  pump  and  cooling  fan.  Water  pressure  will  build  up  and  begin 
to  flow  as  evidenced  by  the  visual  water-flow  indicator  mounted  at  the 
top  of  the  expansion  tank  near  the  circulating  pump.  If  the  pump 
fails  to  start,  the  main  circuit  switch  may  be  open,  or  fuses  blown  on  the 
control  panel.  The  pressure  indicator,  on  the  water  pressure  gauge 
located  on  the  front  panel  of  the  power  amplifier  and  control  unit,  will 
increase  and  lie  against  the  high  pressure  contact  stud,  providing  water 
pressure  is  sufficient.  If  water  pressure  is  low,  it  can  be  increased  by 
turning  the  by-pass  pressure  regulating  valve  on  the  cooling  unit  in  a 
clockwise  direction.  When  the  pressure  indicator  touches  the  high 
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pressure  contact  stud,  providing  water  temperature  is  low  and  that 
the  thermostatic  device  is  functioning  properly,  the  contactor  marked 
water  interlock  will  close,  lighting  the  water  (white)  light  on  the  power 
amplifier  panel  and  locking  up  the  water  pressure  contact,  so  that  the 
pressure  indicator  may  touch  the  high  pressure  stud  and  float  between 
low  and  high  pressure  settings  without  shutting  down  the  transmitter. 
If  the  low  pressure  stud  is  touched,  however,  the  water  interlock  relay 
will  fall  out,  thus  shutting  down  the  set. 

When  the  water  interlock  relay  closes,  the  contactor  marked  “  Fil¬ 
ament  M.G.”  will  close,  providing  the  “  Filament  Stop  Switch  ”  on  the 
front  panel  of  the  power  amplifier  and  control  unit  is  closed  or  in  the 
“  On  ”  position.  The  contactor  serves  to  start  up  the  filament  motor- 
generator  set  by  closing  the  coil  circuit  in  the  7J-horsepower  magnetic 
resistance  starting  box  located  at  the  top  rear  of  the  power  control 
panel.  This  is  a  “  step  ”  type  starter  and  will  automatically  bring  the 
machine  up  to  speed  properly  without  overloading,  even  temporarily,  the 
supply  line. 

When  the  500-volt  bias  machine  builds  up  so  that  it  energizes  the 
field  of  the  filament  generator,  filament  supply  voltage  will  build  up 
gradually  as  evidenced  by  the  voltmeter  reading  on  the  power  amplifier 
meter  panel.  The  crystal  oscillator  unit  filament  voltage  will  also 
build  up  as  indicated  on  its  individual  meter.  The  white  500-volt 
circuit-indicator  light  on  the  control  panel  will  light. 

Bring  the  generator  up  to  21  volts  by  turning  in  a  counterclockwise 
direction  the  filament  rheostat  on  the  power  amplifier  and  control  panel. 
Afterwards  adjust  the  filament  voltage  on  the  crystal  oscillator  unit  by 
adjusting  the  rheostat  provided  on  the  front  panel  of  the  modulated 
exciter  unit. 

When  the  filament  supply  voltage  reaches  approximately  20  volts, 
the  filament  interlock  contactor  on  the  power  control  unit  will  go  in, 
providing  the  doors  are  closed  tight.  This  lights  the  green  filament 
light  on  the  power  amplifier  panel  and  also  the  white  21- volt  circuit- 
indicator  light  on  the  power  control  panel.  At  this  instant  also  the 
contactor  (marked  bias  voltage)  will  close,  the  crystal  oscillator  unit 
supply  rectifier  will  start  up  and  supply  power  to  this  unit,  and  the 
coil  circuit  in  the  magnetic  resistance  starter  box  located  in  the  lower 
rear  part  of  the  power  control  panel  will  be  energized.  This  step  starter 
will  bring  the  high-voltage  supply  machine  up  to  speed  in  a  manner 
so  as  not  to  disturb  the  supply  line. 

Note:  Thermal  overload  cutouts  are  provided  in  each  of  these  two 
starter  boxes.  They  must  be  properly  set  to  insure  uninterrupted 
normal  operation.  The  red  indicator  light,  denoting  that  the  high- 
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voltage  plate  supply  machine  is  in  operation,  will  light  providing  the 
plate  stop  switch  on  the  power  amplifier  panel  is  not  in  the  “  Off  ” 
position.  If  the  switch  is  closed,  the  bias  interlock  on  the  power  control 
panel  would  have  gone  in  when  the  500- volt  bias  and  excitation  genera¬ 
tor  built  up  voltage.  This  serves  to  energize  the  field  of  the  high-voltage 
generators  and  apply  bias  so  that  the  transmitter  begins  to  function 
properly. 

If  the  circuits  are  properly  adjusted,  the  transmitter  will  function 
properly;  if  an  overload  condition  exists,  the  overload  circuit-breaker 
located  behind  the  front  panel  on  the  power  amplifier  and  control  unit 
will  release,  thus  removing  field  excitation  from  the  high-voltage  gener¬ 
ators.  The  overload  relay  is  to  be  operated  without  oil,  and  with  the 
damping  holes  uncovered.  If  the  overload  relay  does  trip,  it  may  be 
reset  manually  by  pressing  the  “  Reset  ”  button  on  the  front  panel 
located  directly  over  the  water  pressure  gauge,  or  reset  electrically  from 
the  remotely  located  operator’s  desk  by  pressing  the  electrical  reset 
button  there. 

Automatic  Stop.— The  transmitter  will  automatically  stop  itself  for 
any  of  the  following  reasons: 

(a)  Water  temperature  excessive. 

(b)  Water  pressure  low. 

(c)  Failure  of  water  circulating  system  through  faulty  motor, 

pump  or  from  loss  of  water  because  of  excessive  leakage. 

(d)  Filament  voltage  too  low. 

(e)  Door  open. 

(/)  Blown  fuses  on  power  control  panel. 

(g)  Low  bias  voltage  because  of  faulty  bias  machine. 

( h )  Stopping  of  filament  motor-generator  set  owing  to  opening 

of  thermostatic  overload  devices. 


Individual  plate  rheostats  are  incorporated  for  each  high-voltage 
generator.  That  for  the  0  to  3000  volt  unit  is  located  in  the  rear  of  the 
power  amplifier  and  control  frame,  and  available  for  adjustment  pur- 
poses  through  the  rear  door.  The  rheostat  controlling  the  voltage 
on  the  second  machine  is  located  on  the  front  panel  of  the  power  ampli¬ 
fier  and  control  unit. 

The  sequence  in  stopping  the  transmitter  is  described  as  follows: 
When  the  “  stop  button  ”  on  the  power  amplifier  panel  or  on  the  opera¬ 
tor’s  desk  is  pushed,  master  contactors  on  the  control  panel  fall  out, 
breaking  the  field  excitation  on  all  generators  except  the  exciter  genera- 
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tor  and  stopping  the  water  circulating  pump.  The  red  high-voltage 
supply  light  goes  out.  At  the  instant  that  field  voltage  is  removed 
from  the  filament  machine,  the  filament  interlock  contactor  falls  out 
which  shuts  down  the  plate  motor-generator  set,  removes  the  green 
filament  light  from  the  power  amplifier  panel  and  cuts  off  the  crystal 
oscillator  unit  rectifier  supply.  As  water  pressure  falls,  the  filament 
motor-generator  set  stops  and  the  water  light  goes  out  on  the  power 
amplifier  panel. 

When  leaving  the  set  for  a  long  interval,  it  is  well,  after  the  set 
stops,  to  open  the  main  primary  power  supply  switch  which  shuts  down 
the  transmitter  completely  except  for  crystal  heater  power,  which  is 
separately  fused  and  operated  from  the  lighting  circuit  so  that  it  may  be 
left  more  or  less  permanently  connected. 

The  adjustment  of  this  transmitter  requires  considerable  care. 
The  following  information  should  prove  to  be  a  valuable  aid  to  the 
operating  personnel  in  making  the  necessary  adjustments. 

Crystal  Oscillator  Unit. — For  frequencies  higher  than  1200  kc.  the 
lower  half  of  the  plate  circuit  inductance  coils  in  both  of  the  buffer 
amplifier  stages  should  be  permanently  short-circuited.  When  adjust¬ 
ing  the  condenser  settings,  care  should  be  taken  to  see  that  the  dial 
readings  are  approximately  the  same  at  all  times,  otherwise  the  crystal 
oscillator  unit  will  double  its  initial  frequency  in  the  last  buffer  stage. 

Note  on  the  Adjustment  of  Crystal  Oscillator  Unit. — For  operation 
of  the  crystal  oscillator  on  frequencies  higher  than  1000  kc.  the  following 
revisions  are  necessary. 

Tank  circuit  coils  on  both  amplifiers,  designated  as  items  125  and 
136  on  the  schematic  diagram  in  Fig.  470,  must  be  revised  by  short- 
circuiting  one-half  of  the  coil.  A  short-circuiting  link  is  provided  for 
this  purpose.  The  excitation  tap  to  the  next  stage  must  also  be  moved 
to  come  directly  to  the  same  tap  which  goes  to  the  plate  of  the  tube. 

A  similar  plate  coil  designated  as  item  102  must  be  revised  by  short- 
circuiting  one-half  of  the  coil  winding  by  means  of  the  removable  link 
provided  for  this  purpose. 

TABLE  OF  TYPICAL  METER  READINGS 
Crystal  Oscillator  Unit: 

Filament  Voltage .  7.5  volts 


Crystal  Oscillator  Plate  Current .  35  milliamperes 

First  Buffer  Amplifier  Plate  Current .  20  milliamperes 

Second  Buffer  Amplifier  Plate  Current .  20  milliamperes 


Crystal  Oscillator  Plate  Voltage .  185  volts 

Buffer  Amplifier  Plate  Voltage .  550  volts 
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Third  Buffer  Amplifier: 

Filament  Voltage .  10  volts 

Plate  Voltage . 1600  volts 

Screen-Grid  Plate  Voltage .  700  volts 

Grid  Bias  Voltage .  375  volts 

Plate  Current . 

Grid  Current . 


Modulated  Amplifier: 

Filament  Voltage .  10  volts 

Plate  Voltage . 1250  volts 

Series  Grid  Voltage .  500  volts 

Grid  Bias  Voltage .  475  volts 

Plate  Current . 

Grid  Current . 


Modulator : 

Filament  Voltage .  11  volts 

Plate  Voltage . 3000  volts 

Grid  Bias  Voltage .  110  volts 

Plate  Current . 

Power  Amplifier: 

Filament  Voltage .  21  volts 

Plate  Voltage . 6000  volts 

Grid  Bias  Voltage .  375  volts 

Plate  Current . 

Grid  Current . 


60  milliamperes 
4 . 5  milliamperes 


140  milliamperes 
29  milliamperes 


100  milliamperes 


550  milliamperes 
20  milliamperes 


These  readings  with  the  exception  of  the  value  for  filament  voltage 
are  only  typical  and  may  be  used  as  a  guide  toward  the  proper  adjust¬ 
ments.  Under  some  conditions  of  adjustment  the  actual  readings  may 
deviate  slightly  from  the  values  given  in  the  foregoing  table. 


STATION  MAINTENANCE— TYPE  1-B  BROADCAST  TRANSMITTER 

Safety. — Operators  are  cautioned  against  working  on  the  trans¬ 
mitter  when  door  interlocks  are  wedged.  The  apparatus  is  designed  to 
be  dead  front,  and  so  arranged  that  contact  with  dangerous  circuits  is 
impossible.  Certain  deliberate  violations  of  safety  provisions,  such  as 
wedging  the  interlocks  in  order  to  operate  with  doors  open,  cannot  be 
guarded  against  in  the  design  of  the  transmitter.  It  is  well  to  emphasize 
that  voltages  positively  dangerous  to  human  life  are  being  handled 
within  these  units.  Caution  should  be  observed  to  prevent  accidents. 
Contact  with  the  high-voltage  power  supply  would  in  all  probability 
result  in  death.  An  interlock  is  a  safety  device  for  protection  against 
personal  injury  and  should  always  be  regarded  as  such. 


STATION  MAINTENANCE 
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Condensers  in  d-c.  circuits  are  arranged  so  that  they  are  automat¬ 
ically  drained  of  their  charges  when  voltage  is  removed  from  them. 
Always  remember,  however,  that  it  takes  a  few  seconds  for  the  high- 
voltage  generators  to  come  to  rest  and  that  their  generated  voltages 
come  to  zero  slowly.  Always  notice  before  making  circuit  adjustments 
that  these  machines  have  come  to  rest  before  touching  any  part  of  the 
inside  circuits. 

Meter  panel  protective  glass  should  never  be  left  off  during  operation. 
Terminal  board  covers  should  also  be  in  place  when  the  set  is  in  opera¬ 
tion. 

Never  adjust  zero  reading  of  meters  with  power  on  as  in  many  cases 
the  meter  potentials  from  ground  greatly  exceed  the  insulation  of  the 
zero  adjustor.  It  is  to  be  noted  that  all  plate  current  meters  are  at  full 
plate  voltage  from  the  ground.  Hence  the  need  for  strict  caution 
regarding  zero  adjusting  and  keeping  meters  covered  with  their  glass 
panels. 

Routine  operation  of  the  1-B  transmitter  is  not  unlike  that  of  any 
other  type  of  transmitter.  Careful  maintenance  which  eliminates 
chances  for  breakdown  at  some  inopportune  moment  is  the  best  insur¬ 
ance  for  reliable  uninterrupted  program  service.  Before  program  time, 
it  is  always  good  policy  to  put  the  transmitter  on  the  air  for  a  few 
minutes,  to  allow  a  check  on  performance  and  still  leave  time  for  adjust¬ 
ment  or  tube  replacement  before  the  scheduled  program  starts.  The 
station  can,  however,  in  emergency  be  put  on  the  air  in  just  a  few 
seconds  after  pressing  the  “  Start  ”  button. 

When  changing  vacuum  tubes  in  any  part  of  the  set,  a  record  should 
be  kept  of  the  period  of  service.  Actual  hours  of  life  can  be  computed 
from  the  station  log  sheets. 

Vacuum  tubes  of  all  types  used  in  the  transmitter  should  be  mounted 
in  a  rack  enclosed  in  a  wooden  structure  or  in  any  other  safe  place 
where  they  will  be  instantly  available  in  case  of  need.  For  replacement 
of  any  air-cooled  tube,  the  set  need  not  be  off  the  air  for  more  than  a 
few  seconds.  Replacement  of  the  water-cooled  tube  has  been  made 
easy  by  equipping  the  jacket  with  a  tilting  device,  by  means  of  which 
the  top  of  the  tube  may  be  pulled  forward  to  facilitate  its  removal 
through  the  front  panel.  The  length  of  time  required  to  change  tubes 
depends  to  a  large  extent  on  the  skill  of  the  operator. 

Broadcasting  stations  are  still  a  great  attraction  to  the  layman,  and 
usually  have  an  endless  succession  of  visitors.  The  appearance  of  the 
station  is,  therefore,  very  important.  All  panels  may  be  occasionally 
rubbed  down  with  a  thin  oil-dampened  cloth.  Brass  parts,  such  as 
buses  to  transmission  line,  water  piping,  etc.,  may  be  polished  occa- 
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eionally.  For  this  purpose,  Noxon  cleaner  is  strongly  recommended 
because  its  application  is  not  a  tedious  one.  After  polishing,  the  luster 
may  be  preserved  by  wiping  the  polished  surfaces  with  a  cloth  slightly 
moistened  with  whale  oil. 

TYPE  60-B  60,000-WATT  BROADCAST  TRANSMITTER 

Rating. — The  RCA  Broadcast  Transmitter,  Type  50-B,  has  a  nomi¬ 
nal  output  rating  of  50  kilowatts.  It  must  be  explained  that  this  rating 
is  in  accordance  with  conventional  form  where  no  account  is  taken  of  the 
degree  of  modulation.  This  is  the  transmitter  output  on  unmodulated 
carrier  frequency  only.  When  a  carrier  frequency  is  modulated  com¬ 
pletely,  or  100  per  cent,  the  peak  output  must  reach  200  kilowatts. 
Therefore,  tube  capacity  is  provided  for  an  output  of  200  kilowatts. 

Frequency  Range. — The  equipment  can  be  adjusted  for  maximum 
performance  and  efficiency  for  any  frequency  between  550  and  1500  kc. 
Crystals  are  supplied  for  one  frequency  only  and  a  change  of  frequency 
necessitates  a  change  of  crystals. 

Power  Supply. — The  entire  equipment  has  been  designed  to  operate 
from  a  primary  source  or  power  of  2300  volts,  60  cycles,  3  phase,  3  wire. 
The  maximum  allowable  variations  in  primary  line  voltage  are  plus 
or  minus  5  per  cent  of  mean  value  of  2300  volts.  Variations  of  greater 
magnitude  than  this  require  some  form  of  voltage  regulating  equipment. 

Vacuum  Tubes. — The  vacuum  tubes  for  this  transmitter  includes 
the  following  types  and  quantities: 

4  UX-210  2  UV-203-A  3  UV-217-C 

4  UX-865  2  UV-863  10  UX-866 

1  UX-860  2  UV-862 

3  UV-849  6  UV-857 

The  position  of  these  various  types  of  vacuum  tubes  in  the  general 
scheme  of  the  transmitter  is  shown  in  Fig.  490. 

Type  of  Circuit. — A  schematic  diagram  of  the  transmitter  is  shown 
in  Fig.  491.  The  carrier  frequency  is  generated  by  a  crystal-controlled 
master  oscillator,  amplified  by  six  successive  stages  of  radio-frequency 
power  amplification  and  delivered  to  the  antenna  through  a  transmis¬ 
sion  line.  Audio-frequency' input  passes  through  two  stages  of  ampli¬ 
fication  to  the  modulator  circuits.  The  radio-frequency  carrier  is  mod¬ 
ulated  in  the  fourth  stage  of  amplification,  the  succeeding  two  power 
amplifiers  operating  as  linear  balanced  amplifiers.  The  power  circuits 
for  operating  the  radio  system  are  arranged  for  various  methods  of 
control:  namely  manual,  semi-automatic  or  full  automatic.  Water 
flow  actuated  devices,  temperature  indicators,  gradual  filament  voltage 
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application  to  filaments,  automatic  surge  overload  protection  with  auto¬ 
matic  reset,  automatic  voltage  regulation  in  the  power  rectifier  with 
optional  manual  motor  or  manual  hand  operation,  rectifier  control 
from  several  positions,  visual  control  indicators,  and  timed  sustained 
water  flow  after  the  removal  of  power  are  some  of  the  features  of  the 
control  system. 

Frequency  Control. — Refined  practical  methods  of  carrier  frequency 
control  have  been  utilized  in  this,  transmitter,  which  will  maintain 
the  requisite  frequency  stability.  Means  are  provided  for  main¬ 
taining  the  frequency  of  this  transmitter  accurate  to  within  a  few 
cycles  of  assignment  over  long  periods  of  time,  and  where  corrections 


Fig.  490. — Arrangement  of  tubes  and  power  circuits  of  the  RCA  50-kw.  broad¬ 
cast  transmitter. 

are  necessary  they  can  be  made  by  temperature-compensation  methods. 
A  crystal-controlled  master  oscillator  and  two  buffer  amplifiers  are 
built  into  a  compact  and  complete  unit  with  essential  meters  and  con¬ 
trols  in  view  and  accessible.  (See  Figs.  492  and  493.)  To  insure  per¬ 
manent  and  reliable  adjustment,  the  internal  parts  of  the  unit  are  com¬ 
pletely  enclosed  in  metal  shields.  The  tubes  can  be  readily  removed 
and  inserted.  Two  such  units  with  individual  plate  and  bias  supply 
rectifiers,  and  transfer  switches,  are  provided  in  each  transmitter. 

Method  of  Power  Control. — The  incoming  power  line  is  divided  into 
two  branches:  (1)  100  kilovolt-ampere  circuit  for  motor-generator,  con¬ 
trol,  and  auxiliary  power;  (2)  258  kilovolt-ampere  transformer  capacity 


Crystal  Oscillator  L.P.  Amplifier  5  K  W.  Amplifier  50  K.W.  Amplifier 

,  UX865  UX  865  N  ^  UX  860  ..  UV  849  r  UV863  N  f  im  oe?  N  Antenna 
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Fig.  491. — Schematic  diagram  of  the  RCA  50-kw.  broadcast  transmitter. 
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for  the  main  rectifier.  The  actual  power  consumed  from  the  primary 
power  line,  when  the  transmitter  is  in  full  operation,  is  about  230  kilo¬ 
watts  at  86  per  cent  power  factor.  There  is  no  particular  need  for 
accurate  voltage  regulation  in  the  distribution  circuit  except  for  the 
rectifier  filaments,  and  here  a  manually  operated  rheostat  is  provided. 


Fig.  492.— Frequency  control  panel  of  the  RCA  50-kw.  broadcast  transmitter. 


Power  for  the  main  rectifier  circuit  is  controlled  by  two  methods: 
(1)  automatic  induction  voltage  regulation,  (2)  step  starting  with  resist¬ 
ance.  When  starting  the  rectifier  and  amplifiers  it  is  important  that 
power  be  applied  to  the  plates  at  reduced  voltage  and  increased  gradu¬ 
ally.  This  is  done  by  first  applying  the  power  through  a  resistance  in 
the  a-c.  line  which,  after  an  interval  of  time,  is  shorted  out.  Meanwhile 
the  induction  voltage  regulator  is  increasing  the  voltage,  and  full 
voltage  is  obtained  from  the  rectifier  in  approximately  six  seconds. 
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The  induction  voltage  regulator  can  also  be  operated  manually  from  a 
control  switch  which  reverses  the  motor  as  desired  or  by  means  of  a 
crank  on  the  regulator. 

The  power  rectifier  can  be  switched  on  or  off  from  three  positions, 
namely,  the  control  panel,  the  50-kilowatt  amplifier,  and  the  operator’s 
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Fig.  493. — Left-hand  side  view  of  the  frequency  control  panel  of  the  RCA  50-kw. 

broadcast  transmitter. 

control  unit.  Right-  and  left-hand  views  of  the  power  and  rectifier 
control  apparatus  are  shown  in  Figs.  494  and  495. 

Protective  Devices. — The  various  devices  used  with  the  transmitter 
for  safety  of  operating  personnel  and  protection  of  the  apparatus, 
include  the  following: 

Water  flow  relays  that  prevent  damage  due  to  water  failure. 
Water  temperature  indicating  thermometers. 
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Filament  no-voltage  protection  on  both  d-c.  and  a-c.  tube  fila¬ 
ments. 

Bias  no-voltage  relays. 

Timed  filament  voltage  build-up. 

Step  starting  for  the  power  rectifier. 

Overload  release  on  circuit  breakers  for  both  branches  of  power 
circuit. 
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Fig.  494. — Right-hand  side  view  of  the  power  and  rectifier  control  apparatus  for 
the  RCA  50-kw.  broadcast  transmitter. 


Power  rectifier  surge  overload  relay  with  automatic  reset. 

Power  rectifier  sustained  overload  trip. 

Intermediate  rectifier  overload  trip. 

Sequence  interlocks  that  protect  each  successive  operation  in 
either  starting  or  stopping. 

Thermal  overload  relays  in  each  motor  starter  circuit. 
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Fuses  in  all  branch  circuits. 

Disconnect  switches  in  high-voltage  circuits. 

Filament  burnout  relay  on  the  5-kilowatt  amplifier  that  removes 
plate  power  when  circuit  unbalance  is  caused  by  tube  failure, 
and  removes  filament  voltage  where  both  tubes  take  their 
filament  current  through  a  resistance. 


0*t  Tank  for 
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Fig.  495. — Left-hand  side  view  of  the  power  and  rectifier  control  apparatus  for  the 
RCA  50-kw.  broadcast  transmitter. 


Switches  on  all  doors  that  remove  bias  and  plate  voltages,  thus 
protecting  the  personnel  from  accidental  contact  with  high 
voltages. 

Timed  water  flow  after  removal  of  power  tubes  to  assure  complete 
cooling. 

Automatic  drain  of  cooling  water  to  prevent  freezing  in  cold  weather. 

Visual  indicators  as  a  guide  to  all  important  circuit  conditions. 
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Antenna  Coupling. — A  two-wire  transmission  line  is  used  for  coupling 
the  antenna  to  the  power  amplifier,  as  described  in  the  section  on  the 
1-B  transmitter.  This  provides  an  efficient  method  of  coupling  when 
the  antenna  system  is  at  some  distance  from  the  power  apparatus. 
The  transmission  line  is  a  high  impedance  circuit  and  the  losses  in  it  are 
low.  When  it  is  properly  balanced  to  ground,  radiation  from  it  is 
negligible. 

Audio  Characteristics. — From  the  input  to  the  high  power  audio 
speech  amplifier  to  the  modulated  power  transmitted  from  the  antenna, 
this  transmitter  has  an  audio-frequency  characteristic  substantially 
flat,  when  a  constant  voltage  input  to  the  speech  amplifiers  at  frequen¬ 
cies  from  30  to  10,000  cycles  is  used  for  measurements. 

Modulation. — This  transmitting  apparatus  employs  what  is  known 
as  a  “  low  level  ”  modulation  system.  This  is  in  contrast  with  the 
“  high  level  ”  system  in  which  the  audio  currents  are  amplified  to  suffi¬ 
cient  power  to  modulate  the  output  amplifier  by  the  constant  current 
method.  In  a  low  level  modulation  system  the  audio  circuits  are  very 
simple.  The  radio-frequency  system  is  modulated  at  a  point  some¬ 
where  in  the  low  power  stages  where  100  per  cent  modulation  can  be 
obtained  without  objectionable  power  loss. 

The  100  per  cent  modulation  system  has  a  great  many  advantages 
over  the  older  practice  of  30  to  50  per  cent  modulation,  since  the  peak 
output  in  the  former  case  reaches  400  per  cent  of  carrier  output,  whereas 
the  peak  output  for  50  per  cent  would  be  but  225  per  cent  of  carrier  out¬ 
put.  The  average  output  from  a  100  per  cent  modulated  transmitter 
is  greater  than  the  average  output  for  lower  percentages.  This  increased 
output  of  power  into  the  antenna  gives  a  greater  range  of  usefulness  to 
the  station,  a  greater  area  of  coverage,  and  a  greater  ratio  of  signal  to 
interference  level. 

Mercury-Vapor  Rectifiers. — This  transmitter  uses  mercury-vapor 
hot-cathode  high-voltage  rectifier  tubes.  These  tubes  are  much  less 
expensive  than  their  equivalent  rated  high  vacuum  rectifiers,  and  are 
much  more  efficient.  Two  low  power  rectifiers  which  supply  plate  and 
bias  for  the  crystal  oscillator-amplifier  units  are  used  also.  These  are 
single-phase  full-wave  rectifiers,  with  maximum  output  of  600  volts. 
There  is  also  a  three-phase  full-wave  3000-volt  rectifier  producing  plate 
power  for  the  low  power  radio  stages,  the  modulators  and  the  speech 
amplifiers;  also  a  three-phase  full-wave  rectifier  (power  rectifier)  pro¬ 
ducing  from  10,000  to  20,000  volts  for  the  plates  of  the  linear  amplifiers. 

(a)  The  two  three-phase  full-wave  rectifiers  are  connected  in  such 
a  way  as  to  obtain  a  series  arrangement  of  tubes  on  each  phase.  By 
this  method,  the  rectifier  plate  transformer  voltage  can  be  much  less 
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than  with  the  so-called  six-phase  or  three-phase  double  Y  connec¬ 
tion. 

(i b )  Another  important  advantage  of  mercury-vapor  rectifiers  is 
their  stability  of  voltage  regulation.  The  internal  resistance  of  the 
tubes  is  so  low  that  the  voltage  drop  is  negligible  over  a  wide  range  of 
load  currents.  (Refer  to  Fig.  490  for  the  various  types  of  tubes  used; 
also  the  transmitting  tube  characteristic  chart  in  the  Appendix.) 

Cooling  System. — There  are  four  vacuum  tubes  which  require  water 
cooling.  Approximately  50  gallons  of  water  per  minute  circulate  through 
the  system,  propelled  by  a  motor-driven  centrifugal  pump.  When  not 
in  use,  the  water  flows  back  into  a  300-gallon  storage  tank,  and  all  parts 
of  the  equipment  are  drained.  When  the  pump  starts,  water  is  forced 
through  the  pipes,  cooling  radiators,  water  hoses  and  tube  jackets,  and 
returns  to  the  drain  tank.  In  normal  operation,  the  water  system 
must  carry  off  the  heat  produced  by  the  dissipation  of  slightly  over  100 
kilowatts  of  power. 

The  hot  water  passes  through  the  cooling  radiator  where  the  heat 
is  removed  from  the  water  and  blown  or  radiated  into  free  air.  The 
radiator  and  its  centrifugal  blower  is  located  out  of  doors  at  the  rear 
of  the  building.  The  blower  forces  air  through  the  radiator  pipes  at  the 
rate  of  approximately  15,000  cu.  ft.  per  minute^  The  heat  of  the 
exhaust  water  from  each  linear  power  amplifier  unit  can  be  observed 
by  the  indicating  dial  thermometers. 

LOW  POWER  RECTIFIER  AND  AUTOMATIC  CONTROL  UNIT 
(“A”  PANEL)  OF  MODEL  60-B  TRANSMITTER 

Description. — Front,  rear  and  side  views  of  this  unit  are  shown  in 
Figs.  496,  497  and  498.  The  panel  contains  three  individual  mercury 
vapor  rectifiers,  various  contactors  and  relays  associated  with  the 
control  circuits,  and  condensers  and  reactors  associated  with  the  oscil¬ 
lator-modulator-amplifier  panel.  The  filament  voltmeter  is  calibrated 
to  read  voltage  on  the  primary  side  of  the  filament  transformers.  A 
voltmeter  transfer  switch  (Fig.  496)  transfers  the  filament  voltmeter  to 
any  one  of  the  three  rectifier  filament  circuits.  A  heavy  duty  snap 
switch,  located  behind  the  tube  door  between  the  crystal  unit  supply 
rectifier  tubes,  disconnects  the  filament  primary  voltage. 

The  mercury-vapor  rectifier  tubes  are  arranged  according  to  the 
circuit  in  which  they  operate.  Along  the  lower  part  of  the  tube  com¬ 
partment  are  six  UX-866  tubes.  They  operate  in  a  three-phase,  full- 
wave,  series-arranged  rectifier  circuit  so  as  to  produce  approximately 
3000  volts.  This  is  known  as  the  intermediate  rectifier.  The  power 
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thus  obtained  is  thoroughly  filtered  and  is  used  for  plate  power  for  the 
modulated  amplifier,  the  speech  amplifiers  and  modulators.  Immedi¬ 
ately  above  the  intermediate  rectifier  tubes  are  two  groups  of  two  UX-866 
tubes  which  act  as  single-phase,  full-wave  rectifiers  supplying  plate 
power  to  the  individual  crystal  oscillator  units.  The  output  voltage  is 
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Fig.  496. — Front  view  of  the  low-power  rectifier  and  automatic  control  unit  of  the 

50-kw.  transmitter. 


applied  across  a  voltage  divider  with  a  ground  point  located  near  the 
negative  end.  With  this  arrangement,  various  taps  are  taken  to  supply 
bias  plate  voltage  for  the  crystal  oscillator,  and  for  the  two  screen-grid 
buffer  amplifiers  in  the  crystal  unit. 

The  narrow  panel  above  the  tube  compartment  contains  the  volt¬ 
meter  transfer  switch  already  mentioned,  and  three  red  indicator  lights. 
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The  indicator  lights,  directly  above  each  crystal  unit  rectifier,  indicate 
which  of  these  rectifiers  is  in  use.  The  middle  indicating  lamp  functions 
in  the  control  circuit  and  will  be  mentioned  later. 

Below  the  tube  compartment  on  the  main  panel  are  two  rheostats, 
used  to  regulate  filament  voltage  for  the  crystal  rectifier  filaments. 
Between  these  rheostats  are  two  push-buttons  which  start  and  stop 
the  entire  station  when  the  control  circuit  is  arranged  for  automatic 
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Fig.  497. — Rear  view  of  the  low-power  rectifier  and  automatic  control  unit  of  the 

50-kw.  transmitter. 


control.  When  manual  control  is  used,  these  buttons  start  and  stop 
the  cooling  system.  On  this  panel  there  are  six  red  and  green  indicating 
lamps,  four  control  snap  switches,  an  overload  relay  for  the  intermediate 
rectifier,  and  a  long-time  limit  relay  used  to  time  the  operation  of  the 
cooling  system  for  the  entire  transmitter  after  power  has  been  removed. 

The  terminal  board  for  the  “  A  ”  panel  is  located  at  the  bottom  of 
the  unit  10  in.  to  the  rear  of  the  front  panel.  It  is  made  accessible  by 


EXCITER-MODULATOR  UNIT 


971 


removing  the  narrow  section  of  the  front  panel  which  is  retained  in 
place  by  four  cap  screws.  The  tube  compartment  is  accessible  through  a 
door  which  opens  downward.  This  is  interlocked  in  such  a  way  that 
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Fia.  498. — Right-hand  side  view  of  the  low-power  rectifier  and  automatic  control 
unit  of  the  50-kw.  broadcast  transmitter. 


immediately  upon  opening  the  door  all  dangerous  voltages  are  automat¬ 
ically  removed  from  the  entire  transmitter. 


EXCITER-MODULATOR  UNIT  (“  B  ”  PANEL)  OF  THE 
MODEL  60-B  TRANSMITTER 

Purpose. — This  panel,  a  rear  view  of  which  is  shown  in  Fig.  499, 
performs  the  following  functions: 

1.  Produces  a  constant  frequency  by  means  of  a  crystal-controlled 
oscillator. 
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2.  Amplifies  this  carrier  frequency  to  a  power  level  sufficient  to 

excite  the  succeeding  5  kilowatt  amplifier. 

3.  Receives  low-level  audio  energy  from  the  incoming  audio 

line  and  amplifies  this  to  a  level  sufficient  to  modulate 
the  radio-frequency  system  100  per  cent. 


Modulation  Resistors 


Fuses  for  Control 
Power  Switches 


#UV  849  Stage  Plate 
Tank  Inductance 

Coupling  Coil-' — 


Plate  Tank  Inductance 
for  UX  860  Amplifier 


Plate  Tank  Condenser 

Plate  Blocking  Condenser 

Plate  Choke  Coil 

Filament  Resistor 
Assembly 

Condensers 


Modulation  Reactor 


UX  860  Grid  Leak 

UX  860  Screen  Grid 
Resistors 

Filament  Resistors 


Crystal  Unit  Auxiliary 
Filament  Transformer 


Aux  A  C.  Filament 
Rheostat 


Plate  Blocking 
Condenser 


Neutralizing  Condenser 


Variable  Condenser. 
Plate  Tank  Condenser 


Fig.  499. — Rear  view  of  the  speech  amplifier  and  exciter-modulator  and 
crystal-controlled  amplifier  of  the  50-kw.  transmitter. 


Crystal  Oscillators. — Two  complete  crystal  oscillator  units  are 
mounted  side  by  side  behind  glass-front  doors,  with  connections  ar¬ 
ranged  so  that  either  of  them  may  be  used  at  will.  These  units  and 
the  ones  discussed  in  the  previous  section  on  the  1-B  transmitter  are 
identical. 

Radio-Frequency  Power  Amplifier. — The  “  B  ”  panel  contains  two 
stages  of  radio-frequency  amplification.  The  first  is  a  straight  radio¬ 
frequency  amplifier  employing  a  UX-860  screen-grid  tube.  This  stage 
receives  its  excitation  directly  from  the  crystal  unit  and  delivers  its 
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output  from  the  tuned  plate  circuit  into  the  grid  of  a  UV-849  tube  used 
as  an  amplifier.  This  latter  amplifier  has  a  nominal  output  of  150  to 
250  watts  with  a  -steady  plate  voltage  of  2000  volts.  This  stage  is 
known  as  the  modulated  power  amplifier  since  its  output  is  modulated 
by  the  audio  voltages  received  from  the  speech  amplifier  and  the  mod¬ 
ulators.  The  plate  circuit  is  tuned,  and  the  output  from  this  stage  is 
inductively  coupled  into  the  5-kilowatt  amplifier  shown  in  Fig.  500. 
Both  radio-frequency  amplifiers  are  equipped  with  plate  ammeters,  and 
the  modulated  amplifier  also  has  a  grid  ammeter.  An  analysis  of  the 
audio  circuit  is  given  in  the  following  paragraphs  because  at  this  point 
in  the  general  arrangement  of  the  transmitter  circuit,  the  carrier  fre¬ 
quency  is  modulated  by  the  audio-frequency  currents. 

Audio  Input. — The  audio-frequency  output  from  the  station  audio 
control  room  enters  the  transmitter  through  the  speech  amplifier.  The 
speech  amplifier  unit  is  a  complete  assembly  located  in  the  lower  part 
of  the  “  B  ”  panel.  It  contains  two  stages  of  resistance  coupled, 
audio-frequency  amplification,  using  UV-203A  tubes  at  1000  volts  plate 
potential.  Incoming  signals  go  through  a  step-up  transformer  shunted 
on  the  secondary  side  with  a  gain  control  before  reaching  the  grid  circuit 
of  the  first  amplifier.  The  speech  amplifier  has  sufficient  gain  so  that 
with  an  audio  input  level  of  —10  db  it  will  excite  two  UV-849  tubes 
connected  in  parallel  as  modulators  sufficiently  to  give  100  per  cent 
modulation  of  the  modulated  amplifier  stage.  Individual  plate  meters 
and  a  common  filament  voltmeter  are  provided.  Each  stage  can  be 
carefully  checked  for  quality  by  means  of  listening  jacks  located  in  the 
output  of  each  stage. 

Speech  Amplifier  Unit. — The  speech  amplifier  unit  is  provided  with 
flexible  connections  so  that  it  can  be  made  entirely  accessible  by  its 
withdrawal  from  the  frame.  The  two  amplifier  tubes  are  normally 
accessible  for  replacement  through  a  door  in  the  middle  of  the  speech 
amplifier  panel. 

Modulators. — The  two  modulators  in  parallel  receive  their  excita¬ 
tion  from  the  speech  amplifier.  The  bias  voltage  can  be  separately 
regulated  for  each  tube  by  means  of  potentiometers.  Bias  should  be 
so  adjusted  that  the  plate  current  for  each  tube  is  the  same.  With 
3000-volts  on  the  plate  this  should  be  approximately  0.100  ampere  per 
tube.  Each  modulator  tube  has  a  grid  and  plate  current  meter. 

The  modulated  amplifier  is  modulated  by  the  constant  current  or 
Heising  system,  with  the  exception  of  a  modification  which  increases 
the  usual  percentage  of  modulation  obtained  in  the  common  arrange¬ 
ment  of  this  circuit  .  The  plate  voltage  applied  to  the  modulator  tube 
is  approximately  3000  volts,  and  the  modulators  are  excited  sufficiently 
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to  produce  a  peak  reactive  voltage  across  the  modulation  reactor  of 
approximately  2000  volts  maximum  when  the  input  to  the  speech  ampli¬ 
fier  is  at  its  normal  level.  In  order  to  obtain  plate  modulation,  the 
modulated  amplifier  and  the  modulators  have  a  common  supply  voltage. 
For  100  per  cent  modulation,  it  is  necessary  to  reduce  the  voltage  on  the 
amplifier  from  3000  to  2000  volts  by  means  of  a  resistance.  A  large 
condenser  of  low  reactance  to  all  audio  frequencies  is  shunted  around 
the  resistance.  The  audio  voltages  delivered  by  the  modulators  are 
admitted  to  the  plate  of  the  modulated  amplifier,  without  appreciable 
drop,  through  the  condenser  leg  of  the  circuit.  One  hundred  per  cent 
modulation  is  therefore  accomplished  by  delivering  a  peak  audio  voltage 
of  exactly  the  same  amplitude  as  the  applied  direct  voltage. 

Output. — The  modulated  radio-frequency  output  from  the  modu- 
lated-amplifier  is  wired  to  the  input  of  the  5-kilowatt  amplifier  through 
a  coupling  coil  and  short  transmission  line. 

Crystal  Unit  Transfer  Switch. — The  middle  switch  on  the  switching 
panel  beneath  the  crystal  unit  doors  is  used  to  change  from  one  crystal 
unit  to  another  as  indicated  on  the  name  plate.  Each  crystal  unit 
works  with  its  individual  plate  and  bias  supply  rectifier.  Therefore, 
rectifiers  are  automatically  changed  when  crystal  units  are  switched. 
In  case  of  failure  of  a  vacuum  tube,  or  a  crystal,  or  abnormal  frequency 
drift  due  to  any  unusual  cause,  the  second  unit  waiting  in  readiness  can 
be  switched  into  the  circuit,  with  but  a  brief  interruption  in  output,  by 
manipulating  the  crystal  unit  transfer  switch. 

Removing  Speech  Amplifier  from  Panel. — The  design  of  the  speech 
amplifier  provides  means  for  sliding  the  entire  unit  forward  from  the 
panel  where  it  is  fully  accessible  for  testing,  changing  bias  batteries  or 
servicing.  The  terminal  board  connections  are  flexible  and  of  suitable 
length  to  allow  withdrawing  the  unit  without  disconnecting  the  leads. 
The  unit  is  interlocked  to  assure  the  removal  of  high  voltage  when  the 
tube  compartment  door  is  open.  When  the  voltage  is  applied  with  the 
unit  withdrawn  no  protection  from  the  1500  volts  direct  current  is 
available  and  extreme  care  in  handling  is  recommended.  The  shield  of 
the  unit  is  readily  removed  after  the  unit  is  withdrawn. 

Listening  Jacks. — For  monitoring  purposes,  a  listening  jack  is  asso¬ 
ciated  with  the  output  of  each  stage  into  which  a  pair  of  high  impedance 
telephones  are  inserted.  In  parallel  with  the  second  listening  jack  is  a 
wire  running  to  the  audio  input  apparatus  in  the  control  room  for  moni¬ 
toring  the  input  to  the  modulators. 

Filament  Supply  for  the  Exciter-Modulator  Unit. — The  filaments  are 
operated  directly  from  the  main  filament  bus,  through  a  filter  composed 
of  a  condenser  and  reactor.  Each  speech  amplifier  tube  has  an  indi- 
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vidual  filament  filter  reactor  and  condenser.  Most  of  the  drop  in  fila¬ 
ment  voltage  from  32  or  33  volts,  to  10  volts,  is  obtained  in  the  reactors, 
but  variable  resistors  are  provided  for  final  adjusting  to  the  specified 
voltage. 

Plate  Supply, — Plate  power  is  derived  from  the  intermediate  rectifier 
through  series  resistors.  The  plate  resistors  drop  this  voltage  to  1000 
volts,  applied  at  the  plates  of  the  UV-203A  tubes. 

5-KILOWATT  AMPLIFIER  (“C”  PANEL)  OF  MODEL  60-B  TRANSMITTER 

Assembly  and  Parts. — The  assembly  of  this  panel  and  the  principal 
parts  are  shown  in  Fig.  500.  The  parts  associated  with  the  5-kilowatt 
amplifier  are : 

(a)  5-kilowatt  amplifier. 

(b)  Plate  voltage  hook  disconnect  switch. 

(c)  Plate  voltage  reducer  unit. 

(d)  Filament  filter  reactor. 

Water  Cooling. — Water  is  fed  to  the  unit  by  a  2-in.  pipe  in  parallel 
with  that  supplying  water  to  the  50-kilowatt  amplifier.  The  water 
system  reduces  to  f  in.  inside  the  unit.  One  valve  in  the  input  water 
line  permits  the  water  to  be  shut  off  from  the  front  of  the  panel.  Water 
interlocks  are  located  in  the  outlet  from  each  tube.  A  dial  thermometer 
with  external  bulb  indicates  the  temperature  of  the  exhaust  water  from 
two  tubes.  Approximately  5  gallons  of  water  per  minute  per  tube  are 
used.  If  more  than  this  amount  flows,  it  should  be  reduced  to  normal 
value  by  means  of  the  valve  on  the  front  panel. 

Filament  Voltage. — This  is  taken  from  the  32-volt  bus  through  a 
filter  reactor  and  resistor,  which  is  usually  located  in  the  basement  and 
which  filters  the  filament  supply  and  drops  the  voltage  from  32  to  22 
volts.  The  reactor,  the  resistor  mounted  on  the  reactor,  the  filament 
bus  and  the  burnout  relay  resistors  together  must  give  a  drop  of  10 
volts.  The  voltage  required  at  the  tube  filaments  is  22  volts.  Small 
adjustments  are  made  by  means  of  taps  on  the  reactor-resistor. 

The  filament  voltmeter  indicates  filament  e.m.f.  A  filament  dis¬ 
connect  switch  is  mounted  behind  the  door  in  the  upper  right-hand 
side  of  the  tube  compartment. 

Filament  Burnout  Relay. — The  filament  burnout  relay  is  a  differ¬ 
entially  wound  relay,  so  connected  that  the  two  magnetic  fields  are 
balanced  against  each  other  when  both  coils  are  energized,  with  a 
resultant  force  of  zero  on  the  plunger  tripping  device.  When  the  cur¬ 
rent  through  one  side  of  the  relay  fails,  the  remaining  field  is  enough 
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to  operate  the  plunger,  opening  a  pair  of  contacts.  The  normal  poten¬ 
tial  required  across  each  coil  for  proper  operation  of  the  relay  is  1.5  volts. 
In  this  type  50- B  broadcast  transmitter  the  filament  burnout  relay  is 
energized  by  taking  the  required  drop  across  a  resistance  inserted  in  the 
filament  bus  for  that  purpose.  When  a  tube  filament  fails,  the  current 
becomes  zero,  at  least  momentarily,  and  the  current  through  one  side 
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Fig.  500. — End  view  of  a  5-kw.  amplifier  panel. 


of  the  relay  stops.  The  relay  is  actuated  by  the  other  coil.  After  once 
opening,  the  contacts  open  the  power  circuits.  The  relay  must  be 
manually  reset. 

When  one  tube  fails,  the  filament  voltage  for  the  remaining  tube  will 
rise  from  22  to  27  volts,  which  is  likely  to  be  injurious  to  the  tube. 
The  filament  burnout  relay  is,  therefore,  arranged  to  remove  filament 
power  in  addition  to  other  power. 
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Plate  Supply. — Plate  power  is  taken  from  the  main  power  rectifier 
at  18,000  volts  maximum  through  a  plate  disconnect  switch,  and  reduced 
to  approximately  15,000  volts  by  the  plate  voltage  reducer.  The  normal 
load  is  about  18,000  watts  total,  including  loss  in  the  voltage  reducer. 

Plate  Voltage  Reducer  Unit. — This  unit  is  composed  of  resistors  by¬ 
passed  with  a  condenser  assembly  insulated  from  ground  for  20,000 
volts.  It  is  connected  to  the  high  voltage  bus  on  one  side  and  to  the 
plus  high  voltage  terminal  of  the  5-kilowatt  amplifier  on  the  other. 
The  total  plate  current  for  this  stage  in  passing  through  the  resistors 
produces  a  voltage  drop,  and  the  resistors  are  adjusted  until  the  voltage 
delivered  to  the  amplifier  is  approximately  15,000  volts.  The  con¬ 
denser  serves  to  maintain  constant  voltage  when  the  plate  current  is 
varying  at  audio-frequency  rates. 

CO-KILOWATT  AMPLIFIER  (“  D  ”  PANEL)  OF  MODEL  60-B  TRANSMITTER 

Description. — A  front  view  of  the  50-kilowatt  amplifier  panel  is 
shown  in  Fig.  501.  Figs.  502  and  503  show  how  the  UV-862  water- 
cooled  tube  is  mounted. 

The  output  from  the  5-kilowatt  amplifier  is  fed  into  the  tuned  grid 
circuit  of  the  “DM  panel  through  a  short  transmission  line.  The  grid 
tank  circuit  is  so  arranged  that  the  voltage  node  in  the  inductance  part 
of  the  circuit  is  floating.  The  grid  tank  condenser  is  arranged  with  two 
sections  in  series,  the  mid  point  of  which  is  connected  directly  to  ground. 
The  grid  tank  condenser  for  each  side  of  the  circuit  is  composed  of  two 
condenser  units,  one  of  which  is  used  for  frequencies  above  800  kc.,  and 
both  are  used  in  parallel  for  frequencies  as  low  as  550  kc.  Circuit 
tuning  is  accomplished  in  steps  by  clips  on  various  turns  of  the  induc¬ 
tance,  in  conjunction  with  a  disc  variometer  for  fine  variations. 

The  grid  load  resistor  is  of  the  air-cooled  type  and  so  constructed 
that  its  value  may  be  varied  up  to  600  ohms. 

Bias  voltage  enters  the  amplifier  through  a  filter  circuit  after  which 
it  branches  to  individual  grid  current  meters  for  each  tube.  The  grid 
tank  inductance  is  split  at  the  middle  with  a  blocking  condenser  of  low 
reactance,  and  individual  bias  voltages  are  fed  to  each  tube  through  the 
grid  tank  inductance.  This  arrangement  allows  the  use  of  individual 
grid  current  meters  without  complicating  the  grid  circuit  with  the  addi¬ 
tion  of  the  usual  grid  blocking  condensers. 

Grid  tank  current  is  indicated  on  a  0-25  ampere  meter  with  an 
external  thermocouple,  the  latter  being  connected  across  the  secondary 
of  a  current  transformer  which  is  connected  in  the  grid  tank  circuit. 

Each  tube  has  an  individual  filament  supply  bus  which  enters  the 


978 


RADIO  BROADCAST  TRANSMITTER  EQUIPMENT 


amplifier  through  a  floor  bushing  directly  from  the  filament  motor- 
generator  usually  located  in  the  basement  of  the  building.  The  nega¬ 
tive  filament  is  connected  to  ground  and  is  common  to  all  grounds  in 
the  entire  transmitter.  The  plus  filament  buses  pass  through  filament 
disconnect  switches,  these  being  hand-operated,  single-pole,  single- 
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Fig.  501. — The  RCA  50-kw.  amplifier  panel. 


throw  knife  switches,  one  mounted  on  each  side  of  the  amplifier.  Com 
nection  is  made  to  the  tube  filament  leads  through  terminals  at  the  top 
of  the  tube  compartment. 

Filament  and  bias  voltmeters  are  located  on  the  power  control 
panel  where  the  voltage  control  rheostats  are  also  located.  Filament 
voltage  is  adjusted  by  means  of  a  field  rheostat  and  kept  constant  by 
means  of  an  automatic  voltage  regulator.  Bias  voltage  is  varied  by 
means  of  a  generator  field  rheostat. 

The  plate  tank  circuit  (see  Fig.  504)  is  composed  of  a  maple  frame 
immediately  back  of  the  tube  mounting  frame  and  contains  principally 
two  large  air  condensers  made  up  of  30-in.  aluminum  plates,  a  plate 
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tank  tuning  inductance  with  a  transmission  line  and  oscillograph  rectifier 
coupling  coil,  an  oscillograph  rectifier  for  monitoring  purposes,  a  radio¬ 
frequency  current  transformer,  and  a  static  drain  circuit  to  remove 
static  charges  which  might  otherwise  remain  on  the  plate  blocking  con¬ 
densers.  Plate  tank  inductance  is  similar  to  the  grid  tank  inductance, 
in  that  coarse  variations  in  inductance  are  made  by  taps  and  fine  varia- 
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Fig.  502. — Showing  how  the  UV-862  water-cooled  tube  is  mounted  in  the  50-kw. 

amplifier  panel. 

tions  are  made  by  means  of  a  disc  variometer  operated  from  the  front 
panel  directly  through  an  extension  shaft. 

The  neutralizing  condenser  for  each  tube  is  made  up  of  a  single 
30-in.  condenser  plate  mounted  parallel  with  the  plates  of  the  plate 
tank  condenser  in  such  a  way  that  it  has  adjustable  dielectric  distance 
controlled  from  the  front  of  the  panel.  When  neutralzing,  a  hand 
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wheel  is  inserted  in  the  neutralizing  adjustment  on  the  front  panel, 
and  the  movement  of  the  plate  made  through  sprockets  and  chain. 
The  transmission  line  which  supplies  power  to  the  antenna  is  coupled 
to  the  output  circuit  of  the  50-kilowatt  amplifier  through  a  transmission 
line  coupling  coil,  variable  by  means  of  taps.  Terminals  to  the  out- 
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Fig.  503. — Another  view  showing  how  the  UV-862  water-cooled  tube  is  mounted  in 
the  50-kw.  amplifier  panel. 


going  transmission  line  are  located  on  the  top,  at  the  rear  of  the  power 
amplifier  tank  unit. 

The  50-kilowatt  amplifier  uses  two  UV-862  tubes  which  are  accessi¬ 
ble  from  the  front  of  the  panel,  behind  interlocked  doors,  one  on  each 
side  of  the  mid  panel.  The  tubes  are  mounted  in  such  a  way  that  all 
operations  necessary  for  inserting  or  changing  can  be  performed  from 
the  front  of  the  amplifier.  Ease  of  manipulation  is  afforded  by  the 
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tube  jacket  tilting  device  which  swings  the  tube  mounting  outward  to 
a  position  where  the  tube  can  be  conveniently  grasped  and  moved  with¬ 
out  danger  of  accidental  collision  with  other  parts  of  the  apparatus. 
Each  tube  is  equipped  with  individual  water  valves.  These  permit  the 
water  to  be  shut  off  from  one  tube  while  it  continues  to  run  through  all 
other  water-cooled  tubes  in  the  equipment.  Water  and  air  continue 
to  flow  for  several  minutes  after  power  has  been  removed  from  the 
transmitter  so  that  all  tubes  are  thoroughly  cooled  before  the  cooling 
system  is  allowed  to  shut  down.  Individual  water  control  therefore 
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Fig.  504. — Showing  the  component  units  of  the  plate  tank  circuit  of  the  50-kw. 

amplifier. 


allows  work  to  be  performed  on  one  tube  without  interfering  with  the 
regular  cooling  of  the  others. 

Grid  Tank  Tuning  and  Excitation  Adjustment. — The  grid  tank 
circuit  is  tuned  by  means  of  a  fixed  tank  condenser  adjustable  in  two 
steps,  by  inductance  taps,  and  by  a  disc  variometer  in  the  inductance. 
The  tuning  knobs  and  dials  are  the  same  for  the  entire  set.  Each  can 
be  accurately  reset  by  scale  divisions  and  each  has  a  locking  device. 

Plate  Tank  Circuit  Tuning  and  Adjustment. — Inductance. — The 
plate  tank  coil  is  located  beneath  the  tank  condensers.  It  is  provided 
with  a  positive  contact  tapping  arrangement  and  a  vernier  disc  for  fine 
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tuning.  Around  the  outside  of  the  coil  is  another  coil  used  for  transmis¬ 
sion  line  coupling,  and  the  pick-up  coil  inside  is  used  to  operate  the 
monitoring  rectifier.  Between  the  two  sections  of  the  plate  tank  induc¬ 
tance  the  connection  goes  to  the  radio-frequency  current  transformer, 
which  actuates  the  plate  tank  ammeter.  The  external  thermocouple  is 
mounted  directly  on  the  current  transformer,  the  assembly  being 
shielded  against  induction  other  than  that  due  directly  to  the  primary 
flux. 

Water  Flow  Interlocks. — The  exhaust  water  line  for  each  UV-862 
tube  is  equipped  with  a  water  flow  interlock,  with  electrical  contacts  for 
circuit  connections.  The  interlock  is  actuated  by  velocity  head  caused 
by  water  flow.  If,  for  any  reason,  water  cannot  flow  through  the  tube 
jacket,  the  interlock  remains  in  the  “  open  99  position,  and  it  is  not 
possible  for  any  power  to  be  applied  to  the  tube.  Much  depends  on 
the  operation  of  the  water  interlocks  because  the  burning  of  the  fila¬ 
ments  alone  without  good  circulation  of  cooling  water  will  damage  a 
water-cooled  tube  in  a  short  time.  Failure  of  water  when  the  tube  is 
working  at  full  load  will  destroy  it  in  a  few  seconds.  The  water  inter¬ 
locks  provided  are  positive  and  rapid  in  their  functions,  and  are  so 
connected  that  all  power  is  removed  from  the  water-cooled  tubes  when 
they  open. 

Water  Temperature  Indicator  and  Interlock. — Abnormal  heating  of 
one  or  both  tubes,  or  the  circulation  of  too  hot  water,  is  also  dangerous 
to  water-cooled  tubes.  The  maximum  safe  temperature  for  exhaust 
water  is  160°  F.  Above  this  heat,  the  formation  of  steam  bubbles  near 
the  tube  anodes  causes  an  abrupt  rise  in  temperature  because  of  ineffi¬ 
cient  transfer  of  heat  to  the  water.  The  circulation  of  water  for  each 
UV-862  tube  will  be  approximately  20  gallons  per  minute. 

The  exhaust  water  from  the  two  amplifier  tubes  passes  over  a  ther¬ 
mometer  bulb  inserted  in  the  pipe  line  and  this  in  turn  actuates  a  dial 
indicating  thermometer  mounted  on  the  front  of  the  panel,  permitting 
the  operator  to  observe  the  condition  of  the  exhaust  water  at  all  times. 
Abnormal  temperature  rise,  due  to  excessive  dissipation  in  one  tube 
only,  is  readily  noticeable  by  an  increase  in  the  indicated  temper¬ 
ature. 

The  temperature  is  made  to  open  an  electrical  contact  to  remove 
power  from  the  transmitter  when  the  temperature  exceeds  the  maximum 
temperature.  The  thermometer  contacts  are  interlocked  with  the 
protective  circuit  and  made  to  remove  all  power  from  the  tubes.  The 
practice  is  to  set  the  thermometer  contact  permanently  at  maximum 
safe  water  temperature  of  160°  F.,  allowing  normal  operating  variations 
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below  this  value  to  go  as  they  will.  Any  troubles  which  would  cause 
excessive  heating  would  be  more  readily  indicated  by  the  other  meters 
on  the  amplifier,  or  the  power  may  be  shut  off  directly  by  the  overload 
relays. 

Door  Interlocks. — Every  door  in  the  transmitter  allowing  access  to 
back  of  panel  apparatus  is  interlocked  to  remove  high  voltages.  The 
opening  of  any  door  removes  all  power  from  the  transmitter  except  fila¬ 
ment  volts  and  the  2300- volt  alternating  current  line  on  the  power  control 
panel.  This  latter  must  be  removed  by  pulling  the  main  station  power 
disconnect  switches  in  the  basement.  For  all  operations  of  changing 
tubes  in  any  part  of  the  equipment,  the  removal  of  all  but  filament 
voltage  provides  complete  safety  to  operating  personnel.  Pilot  lights 
are  provided  to  indicate  power  and  circuit  conditions. 

Tube  Hour  Meter. — The  tube  hour  meter  on  the  50-kilowatt  ampli¬ 
fier  panel  operates  on  220  volts  alternating  current  and  is  connected  to 
the  driving  motor  of  the  filament  motor-generator.  The  dials  are  cali¬ 
brated  to  record  hours  of  operation. 

Monitoring  Apparatus. — The  motoring  apparatus  includes  a  rectifier 
for  operating  an  oscillograph  and  loudspeaker.  The  small  amount  of 
power  needed  to  run  the  oscillograph  rectifier  is  obtained  by  inductive 
coupling  to  the  plate  tank  inductance  in  the  50-kilowatt  amplifier. 

The  rectifier  is  a  complete  unit  in  a  shielded  case,  located  at  the  rear 
of  the  plate  tank  unit.  It  uses  one  UV-217C  rectifier  tube  for  half-wave 
rectification.  The  filament  of  the  tube  is  heated  by  direct  current 
from  the  main  filament  bus,  through  a  resistance.  The  radio-frequency 
pick-up  is  introduced  across  the  plate  and  filament  and  the  rectified 
current  is  made  to  pass  through  a  relay,  a  potentiometer  and  the  gal¬ 
vanometer  of  the  oscillograph.  When  current  passes  through  the  relay 
it  closes  a  pair  of  contacts  which  are  wired  through  to  a  signal  lamp  in 
the  audio-control  room  showing  that  the  station  is  on  the  air.  To  pre¬ 
vent  audio  frequencies  being  choked  by  the  inductance  of  the  relay 
winding,  it  is  shunted  by  a  condenser  of  low  reactance  to  audio  frequen¬ 
cies.  Across  a  portion  of  the  potentiometer,  voltage  is  taken  to  operate 
a  monitoring  loudspeaker  in  the  radio  apparatus  room,  or  in  the  audio¬ 
control  room.  A  volume  indicator  may  be  used  on  this  circuit  in  some 
instances  for  a  check  on  the  outgoing  level.  The  oscillograph  furnished 
for  monitoring  the  outgoing  signal  in  conjunction  with  the  rectifier  is 
a  single  element  ribbon  vibrator  and  optical  system  for  observing  the 
audio  amplitude  and  wave-form. 
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MAIN  POWER  RECTIFIER  (“  E  ”  PANEL)  OF  MODEL  60-B  TRANSMITTER 

Protective  Circuits. — An  interlock  on  each  door  (Fig.  505)  is  in 
series  with  the  main  power  interlock  system  used  throughout  the  trans¬ 
mitter.  When  a  rectifier  door  is  opened,  the  bias,  intermediate  and 
high  voltages  are  removed  from  the  transmitter. 


Fig.  505. — Front  view  of  the  main  power  rectifier  unit  for  the  RCA  50-kw. 
broadcast  transmitter. 

Condenser  Bank. — On  the  load  side  of  the  filter  reactor,  a  bank  of 
20,000-volt  condensers  (see  Fig.  506)  is  connected  across  the  high 
voltage  circuit.  Two  additional  similar  condenser  units  are  used  in 
the  50-kilowatt  amplifier  for  plate  choke  coil  by-passes.  In  the  event 
of  failure  of  a  unit  by  short-circuit  the  fuse  is  blown,  and  the  arc  is  extin¬ 
guished  on  the  horn  gaps  with  the  simultaneous  tripping  of  the  surge  over¬ 
load  relay.  The  overload  relay  will  open  the  high  voltage  circuit  and 
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therefore  extinguish  the  arc  even  if  it  has  not  extinguished  itself  on  the 
horns.  When  the  surge  overload  relay  again  closes  the  high  voltage 
circuits,  the  defective  unit  has  been  isolated  and  operation  proceeds 
without  further  interruption.  The  unit  that  failed  is  identified  directly 
by  the  blown  fuse. 


Fig.  506. — The  bank  of  20,000-volt  condensers  which  is  connected  across  the 
high-voltage  circuit  of  the  50-kw.  transmitter. 

Filter  Reactor. — The  rectified  output  is  filtered  by  means  of  an 
inductive  reactor  and  a  bank  of  high  voltage  condensers.  The  reactor 
is  connected  in  the  negative  side  of  the  rectifier  high  voltage  delivery 
circuit. 

POWER  CONTROL  PANEL  (“  F  ”  PANEL)  OF  MODEL  60-B  TRANSMITTER 

The  main  power  controls  for  the  entire  transmitter,  including  the 
2300-volt  primary  circuit  breakers,  and  special  controls  for  the  power 
circuits  of  the  5-kilowatt  and  50-kilowatt  amplifiers,  and  power  rectifier, 
are  located  in  this  unit  (see  Fig.  507).  Indicating  and  graphic  metering 
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Fig.  507. — The  power-control  panel  of  the  RCA  Model  50-B  broadcast  transmitter. 


equipment,  filament  and  plate  voltage  regulation,  and  protective  devices 
are  controlled  and  adjusted  here. 


OPERATOR’S  CONTROL  UNIT 

Remote  control  of  some  of  the  elementary  functions  of  the  trans¬ 
mitter  is  sometimes  desirable.  An  Operator’s  Control  Unit  is  fur¬ 
nished  for  mounting  on  the  operator’s  desk  by  means  of  which  he  is 
able  to  start  and  stop  the  transmitter,  and  also  to  start  and  stop  the 
main  high  voltage  supply.  The  controls  in  this  unit  are  but  extensions 
of  similar  controls  on  the  transmitter  proper,  so  that  their  use  is  optional. 

The  following  operations  can  be  performed  by  the  Operator’s  Control 
Unit. 


(1)  Start  the  transmitter. 

(2)  Stop  the  transmitter. 
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(3)  Transfer  the  rectifier  control  from  automatic  to  push-button 

control. 

(4)  Start  the  main  rectifier. 

(5)  Stop  the  main  rectifier. 

When  the  rectifier  is  automatically  controlled,  the  snap  switch 
short-circuits  the  rectifier  push-buttons.  The  snap  switch  is  in  series 
with  another  such  switch  located  on  the  power  control  panel. 

Note:  All  “  Start  ”  buttons  performing  the  same  operations  from 
different  locations  are  connected  in  parallel.  All  “  Stop  ”  buttons  per¬ 
forming  the  same  operations  from  different  locations  are  in  series. 

Station  Power  Equipment. — The  following  items  of  power  equipment 
are  supplied  with  the  type  50-B  transmitter. 

Filament  Motor-Generator. — This  is  a  three-unit  assembly  with  a 
squirrel-cage  induction-type  driving  motor,  a  35-volt  600-ampere  d-c. 
generator,  with  separate  exciter  unit,  and  two  filament  generators. 

Filament  Motor-Generator  Transfer  Switch  Frame . — This  includes  the 
reduced  voltage  automatic  starter,  line  switch  and  fuses  for  the  filament 
motor-generator,  and  other  totally  enclosed  double-throw  switches  for 
transferring  starter,  load  and  field  controls  to  either  motor-generator. 
In  addition  the  automatic  filament  voltage  regulator  is  here  located. 
Both  machines  are  connected  up  for  duty  at  all  times  and  selection  can 
be  made  in  a  few  moments  by  switching.  Should  it  be  necessary  to 
switch  from  one  machine  to  another  during  a  program,  the  push-button 
on  the  voltage  regulator  can  be  depressed  for  hand  control  and  the 
filament  voltage  regulated  by  hand  until  there  is  time  to  adjust  the 
regulator  for  the  second  machine. 

Bias  Motor-Generator. — Two  bias  motor-generators  are  supplied. 
This  unit  is  composed  of  an  induction  motor  driving  an  exciter  and  two 
separate  generators  which  are  placed  in  one  frame.  Each  bias  genera¬ 
tor  has  individual  fields,  controls,  and  commutators. 

Bias  Motor-Generator  Transfer  Switch  Frame . — The  automatic 
starter,  line  switch  and  fuses,  transfer  switches  for  load,  and  motor  and 
fields  are  mounted  on  one  frame  from  which  either  machine  can  be  placed 
in  operation  by  switching. 

Automatic  Induction  Voltage  Regulator . — The  regulator  is  equipped 
with  a  panel  of  auxiliary  and  control  devices  for  automatic,  motor  or 
manual  control.  This  controls  the  input  voltage  to  the  main  rectifier 
plate  transformer,  and  therefore  the  rectifier  output  voltage. 

Main  Rectifier  Plate  Transformers. — Three  single-phase  plate  trans¬ 
formers  are  included  with  the  rectifier. 

Distribution  Transformer . — All  low  voltage  for  control  and  power 


988 


RADIO  BROADCAST  TRANSMITTER  EQUIPMENT 


apparatus  is  obtained  from  a  100-kva.  (kilovolt-ampere)  2300-  to  230- 
volt  three-phase  distribution  transformer. 

Main  Poicer  Line  Disconnect  Snitches. — Three  2500-volt  200-ampere 
hook  disconnect  switches  are  supplied;  these  are  to  be  used  to  discon¬ 
nect  the  power  circuits  from  the  incoming  primary  line. 

Filament  Filter  Reactors. — Two  filament  filter  reactors  are  included 
with  the  power  apparatus.  One  is  used  in  series  with  the  5-kilowatt 
amplifier  filaments  and  the  other  in  series  with  the  low  power  radio¬ 
frequency  amplifier  filaments.  These  are  located 
in  the  basement  or  any  convenient  position. 

Primary  Power  Circuits. — A  2300-volt  three- 
phase  power  supply  is  required  by  the  50-B 
transmitter.  The  power  for  the  transmitter  is 
divided  into  two  branches.  The  power  line  from 
the  load  side  of  the  disconnect  switches  goes 
directly  to  the  power  control  panel  through  floor 
bushings  and  is  here  divided  into  the  distribu¬ 
tion  power  circuit  and  rectifier  power  circuits. 

Each  circuit  breaker  is  equipped  with  over¬ 
load  automatic  tripping  devices.  These  are 
operated  by  the  current  transformers  in  the  power 
circuits.  The  over-current  limits  at  which  the 
breaker  is  to  operate  can  be  accurately  adjusted. 
Each  breaker  has  a  red  and  a  green  light  to 
indicate  the  setting — green  when  open  and  red 
when  the  circuit  is  closed.  When  the  main 
station  disconnects  are  open,  both  lights  are  out. 
These  breakers  require  manual  reset. 

Power  Metering. — The  incoming  line  voltage 
is  metered  by  an  indicating  instrument  and  a 
graphic  recording  instrument,  both  located  in 
the  control  panel.  They  are  calibrated  with  the  potential  trans¬ 
formers.  The  indicating  instrument  reads  one  phase  at  a  time.  It  can 
be  switched  into  each  phase  in  turn  by  a  three-position  voltmeter 
switch.  The  graphic  voltmeter  is  permanently  connected  in  one  phase. 
The  24-hour  chart,  calibrated  in  both  volts  and  time,  is  useful  as  a  check 
on  the  power  company  at  all  times.  Off  periods  due  to  power  failures 
are  permanently  recorded.  In  two  of  the  three  power  lines  to  the  main 
rectifier  are  current  transformers  which  operate  a  single-phase  ammeter, 
overload  trip  relays,  and  a  three-phase  indicating  wattmeter.  The 
ammeter  can  be  switched  to  any  phase  with  the  three-position  ammeter 
switch.  The  wattmeter  is  permanently  connected  in  the  three-phase 


Fig.  508.— UV-869 
transmitting  tube. 
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circuit,  using  the  same  current  transformers  as  the  ammeter  and  over¬ 
current  trip  relays,  and  the  same  potential  transformers  as  the  line 
voltmeters. 

The  over-current  trip  relays  previously  mentioned  are  calibrated 
relays  set  to  open  the  rectifier  power  circuit  when  the  line  current  exceeds 
a  predetermined  safe  limit.  The  use  of  two  relays  is  necessary  to  provide 
protection  in  case  of  overload  in  any  one  phase. 

Distribution  Transformer. — From  one  oil  circuit  breaker  on  the 
control  panel  marked  “  Distribution  Circuit  Switch  ”  the  2300- volt  line 
goes  to  the  distribution  transformer.  This  is  a  100-kva.,  three-phase, 
2300-230-volt  step-down  unit  with  delta-delta  connections.  The  low 
voltage  is  used  for  auxiliary  power  for  the  motor-generators,  interme¬ 
diate  rectifier,  control  circuit  and  all  other  low  power  circuits,  including 
rectifier  filaments. 

No  means  are  provided  for  regulating  the  low  voltage  since  the 
only  circuit  where  the  voltage  must  be  correctly  maintained  is  the  recti¬ 
fier  filament  circuit  and  special  regulating  apparatus  is  provided  there. 
Therefore,  the  low  voltage  regulation  will  be  essentially  the  same  as 
the  primary  line  voltage  regulation  because,  when  the  station  is  in 
operation,  the  load  on  the  distribution  transformer  is  quite  constant. 

Low  Voltage  Distribution  Circuits. — The  various  branch  circuits 
taking  power  from  the  220-volt  distribution  circuit  are  listed  below, 

(a)  3  phase  for  automatic  induction  voltage  regulator  control 

circuit. 

( b )  3  phase  for  radiator  blower  motor. 

(c)  3  phase  for  pump  and  air  blower  motors  for  cooling  system. 

(d)  3  phase  for  bias  motor-generator. 

(e)  3  phase  for  filament  motor-generator. 

(/)  3  phase  for  all  rectifier  filaments. 

(g)  1  phase  for  control  contactors  and  relays. 

Each  branch  circuit  has  a  manually  operated  fused  safety  switch  in 
accordance  with  underwriters’  specifications.  In  general,  these  branch 
circuit  switches  are  located  near  the  apparatus  which  they  control. 
This  is  considered  more  desirable  than  a  centralized  switching  position 
because  of  greatly  simplified  station  wiring,  and  because  the  apparatus 
affected  is  directly  in  sight  when  its  switch  is  manipluated. 

Rectifier  Power  Circuit. — Beside  the  “  Distribution  Circuit  Switch  ” 
on  the  control  panel  is  the  “  Rectifier  Circuit  Switch  ”  from  which 
2300-volt  power  is  transmitted  through  the  step  starting  oil  contactors 
on  the  rear  of  the  control  panel,  down  through  the  floor  to  the  automatic 
induction  voltage  regulator. 


990 


RADIO  BROADCAST  TRANSMITTER  EQUIPMENT 


The  induction  voltage  regulator  has  a  range  of  from  33£  per  cent 
buck  to  33 1  per  cent  boost  of  mean  2300- volt  line  potential.  The  out¬ 
put  from  the  regulator  is  applied  to  the  primaries  of  the  three  single¬ 
phase  rectifier  plate  transformers. 

Power  Control  Apparatus. — The  power  apparatus  is  controlled  from 
the  power  control  panel,  so  far  as  is  necessary  for  the  routine  operation 
of  the  transmitter.  It  includes  all  meters  for  the  power  circuits  and  the 
antenna  ammeter,  also  circuit  breakers  with  safety  attachments,  push¬ 
button  for  rectifier  control,  snap  switches  for  manual  power  control, 
field  rheostats,  instrument  switches,  protective  relays, 
control  contactors,  automatic  induction  voltage  regu¬ 
lator  control,  indicating  lamps,  rectifier  filament  volt¬ 
age  regulator  and  associated  apparatus. 

The  power  control  unit  and  the  low  power  rectifier 
and  automatic  control  unit  contain  all  the  power 
control  circuits  for  both  automatic  and  manual  control 
of  the  transmitter. 

The  “A”  panel  contains  two  crystal  unit  rectifiers, 
the  intermediate  rectifier,  overload  relay  for  the  inter¬ 
mediate  rectifier,  filters  for  the  three  rectifiers,  long¬ 
time  limit  relay,  rectifier  meters  and  instrument  switch, 
indicating  lamps,  snap  control  switches  and  main  start 
and  stop  push-buttons  and  control  contactors. 

Description  and  Function  of  Control  Operations. — 
The  control  operations  are  indicated  in  their  various 
steps  by  indicating  or  pilot  lights.  The  proper  rela r 
tion  between  controls  and  lights  can  be  determined  by 
name  plates,  or  by  direct  association  of  lights  and 
controls  such  as  used  with  the  circuit  breakers  and 
induction  regulator  controls. 

Filament  Generator  Field  Rheostat. — The  field 
rheostat  is  connected  in  the  separately  excited  field  and 
provides  regulation  of  filament  generator  terminal  voltage,  when 
making  tests  without  the  automatic  regulator.  The  voltage  at  the 
tube  will  be  indicated  on  the  voltmeter. 

Filament  Generator  Automatic  Voltage  Regulator. — An  automatic 
voltage  regulator  is  used  to  control  the  main  filament  voltage  of  the 
filament  generator.  The  regulator  is  a  solenoid-operated  device  with 
the  coil  connected  across  the  filament  bus  in  series  with  proper  resistors. 
The  purpose  of  this  regulator  is  to  prevent  filament  voltage  fluctuations 
due  to  heating  or  changes  in  speed. 
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Bias  Generator  Field  Rheostat. — A  rheostat  controls  the  field  of  the 
bias  generator  for  the  50-kilowatt  amplifier  from  approximately  250  to 
500  volts.  It  is  so  located  that  the  bias  voltmeter  can  be  observed 
when  making  adjustments. 

Surge  Overload  Relay. — This  relay  has  the  total  current  output  of 
the  main  rectifier  passing  through  its  operating  coil  and  is  adjustable 
for  a  wide  range  of  currents.  It  is  quick  opening  and  slow  closing. 
The  purpose  of  this  relay  is  to  provide  protection  from  “  bumps  ” 
or  surges  which  might  occur  in  the  power  line,  or  in  the  radio  load,  and 
has  automatic  reset  with  a  short-time  delay. 

Sustained  Overload  Relay. — This  relay  is  connected  in  series  with 
the  surge  overload  relay  but  has  both  slow  opening  and  slow  closing 


Fig.  510. — The  operating  room  of  WTAM,  equipped  with  a  typical  50-kw. 
broadcast  installation. 

features.  Its  purpose  is  to  remove  overloads  of  a  steady  value  but  of 
lower  amplitude  than  the  surge  overload  relay,  hence,  the  relay  is 
intended  to  go  out  when  short  impulses  are  passed  which  may  have 
sufficiently  high  amplitude  to  be  dangerous  to  the  apparatus. 

Timing  Relay. — The  timing  relay  is  actuated  by  the  control  current 
through  the  water  interlocks.  When  water  first  starts  circulating  and 
the  water  interlocks  function,  the  water  sometimes  surges  two  or  three 
times  before  becoming  steady.  This  relay  is  slow  closing  so  the  filament 
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motor-generator  will  not  start  until  the  water  has  had  time  to  become 
steady. 

Overload  Relays. — Primary  line  current  relays  together  with  current 
transformers  guard  against  overloads  in  the  primary  line  to  the  rectifier 
plate  transformer.  They  are  quick  opening  and  quick  closing  but  remain 
open  as  long  as  the  overload  persists.  The  connections  take  care  of 
either  single-  or  three-phase  overloads.  When  they  open,  the  contacts 
break  the  rectifier  input  circuit. 

Protective  Devices  Exclusive  of  Control  Circuits. — All  line  starters 
for  motors  are  equipped  with  thermal  overload  relays  for  three-phase 
overload  protection.  The  reduced  voltage  automatic  starter  for  the 
filament  motor-generator  has  an  overload  relay  inside  its  cover.  Fila¬ 
ment  burnout  relays  protect  the  UV-863  tubes  from  filament  overload 
and  prevent  distorted  speech  transmission  in  case  of  failure  of  one 
tube  in  the  linear  amplifier  circuit. 

SPEECH  INPUT  EQUIPMENT 

With  every  broadcast  transmitter,  there  is  required  some  type  of 
equipment  for  the  purposes  of  translating  audio  sounds  into  electrical 
energy.  This  energy  in  turn  can  be  applied  to  a  telephone  line  connected 
to  the  audio  input  of  a  transmitter  which  may  be  located  at  some  remote 
point  from  the  studio.  Broadcast  transmitters  with  power  outputs 
greater  than  2  kilowatts  are  usually  located  on  the  outskirts  of  towns 
or  cities  and  studio  facilities  are  provided  at  such  points  near  the  center 
of  population  so  that  they  may  conveniently  be  reached  by  the  broad¬ 
casting  artists. 

The  size  of  a  studio  installation  depends  somewhat  upon  the  capac¬ 
ity  of  the  transmitter  and  also  upon  whether  the  equipment  is  to  be 
used  to  provide  programs  for  other  stations  such  as  a  chain  system. 
A  large  number  of  100- watt  stations  employ  only  a  small  battery- 
operated  amplifier  and  one  or  two  condenser  microphones  for  studio 
equipment.  Such  a  combination  can  be  used  either  for  picking  up 
studio  programs  or  for  announcement  purposes  in  conjunction  with  elec¬ 
trical  transcription  programs. 

A  studio  installation  used  as  a  terminal  for  chain  programs  is  usually 
quite  an  elaborate  installation  and  may  have  as  many  as  ten  studios. 
The  control  room  and  switching  equipment  are  quite  large  and  compli¬ 
cated.  The  average  broadcast  station  does  not  require  as  elaborate 
and  complicated  equipment  as  is  normally  used  for  the  origin  of  chain 
programs  and  the  RCA  type  D2  speech  input  equipment  was  designed 
to  meet  the  requirements  of  average  broadcast  conditions. 
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A  front  view  of  the  control  room  rack  is  shown  in  the  photograph 
in  Fig.  511,  the  numbered  parts  of  which  are  identified  as  follows: 

17-C — Equalizer  Panel  24-A — Monitoring  Amplifier 

15-A — Meter  Panel  18-B — Signal  and  Control  Panel 

19-A — Extension  Panel  13-A — Volume  Indicator 

33- A — -Jack  Panel  12- A — Program  Amplifier 

8-A — Magnetophone  Panel  28-A — Battery  Control  Panel 

11-A — Microphone  Control  Panel  35-A — Equipment  Shelf 


mgU 


Fia.  511. — The  control-room  rack  of  a  50-kw.  broadcast  transmitter,  which  provides 
for  a  two-studio  installation  with  three  microphones  in  each  studio.  Provision  is 
also  made  for  handling  adjunct  or  chain  programs. 

This  equipment  provides  for  a  two-studio  installation  with  three 
microphones  in  each  studio.  Provision  is  also  made  for  handling 
adjunct  or  chain  programs.  This  equipment  is  capable  of  handling  two 
independent  programs  or  it  may  provide  one  program  and  the  other 
channel  may  be  used  for  audition  purposes.  Each  channel  is  complete 
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with  its  interphone  and  monitoring  circuit.  It  is  possible  to  convert 
this  equipment  into  a  one-studio  installation  by  omitting  the  necessary 
studio  equipment  and  the  right-hand  channel  of  speech  input  equip¬ 
ment  as  shown  in  the  photograph.  This  equipment  is  operated  from 
heavy  duty  storage  “  A  ”  batteries  and  a  400-volt  low  capacity  plate 
battery.  The  use  of  batteries  provides  assurance  against  power  failures 
as  well  as  an  audio  output  signal  which  is  entirely  free  from  ripple. 

Studio  Equipment. — The  studio  equipment  consists  of  three  con¬ 
denser  microphones,  one  of  which  is 
used  for  announcement  purposes  and  is 
mounted  on  a  short  stand  so  that  it 
may  be  placed  conveniently  on  a  table  in 
front  of  the  announcer.  Two  micro¬ 
phones  are  used  for  program  purposes 
and  are  mounted  on  an  adjustable  stand 
which  allows  the  height  of  the  micro¬ 
phone  to  be  varied  from  50  to  75  in. 
from  the  floor.  The  announcer’s  control 
box  which  comprises  part  of  the  studio 
equipment  consists  of  control  switches, 
signal  lights  and  channel  monitoring 
jacks  mounted  in  a  mahogany-finished 
box.  With  each  announcer’s  control 
unit  is  a  pair  of  monitoring  headphones 
and  an  interphone  system  so  that  com¬ 
munication  may  be  carried  on  with  the 
control-room  operator.  A  photograph 
of  this  equipment  is  shown  in  Fig. 
514. 

Condenser  Microphone. — The  con- 

Fia.  512. — Condenser  microphone,  denser  microphone  (see  Figs.  512  and 
amplifier  and  program  stand.  513)  consists  essentially  of  a  thin, 

tightly  stretched  diaphragm  spaced 
approximately  2  1000  in.  from  a  flat  disc,  called  a  back  plate. 
These  two  form  the  plates  of  the  condenser.  The  diaphragm  is  moved 
by  the  sound  vibration  striking  it  and  thus  the  capacity  of  the  condenser 
is  varied.  This  variation  in  capacity  generates  a  variable  voltage 
which  is  conducted  to  the  input  of  a  three-stage  resistance  capacity 
coupled  amplifier  utilizing  three  UX-864  tubes  which  have  an  extremely 
low  microphonic  response.  This  amplifier  has  a  transformer  output 
and  may  be  connected  so  that  it  will  feed  into  a  line  having  an  impedance 
of  either  250  or  500  ohms.  With  a  sound  pressure  input  of  the  con- 
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denser  microphone  of  10  dynes  per  square  centimeter  the  amplifier 
should  give  an  output  of  approximately  0.0275  volt  at  1000  cycles. 
This  represents  a  power  level  of  —35  db.  The  amplifier  requires 
approximately  2  milliamperes  at  180  volts,  3  milliamperes  at  90  volts 


Fig.  513. — Disassembled  view  of  a  3-stage  amplifier  and  condenser  microphone. 

and  0.25  ampere  at  6  volts.  The  180-volt  supply  is  used  as  a  polarizing 
voltage  on  the  condenser  microphone  unit.  The  power  supply  and  the 
audio  output  of  the  amplifier  are  connected  through  a  30-foot  shielded 
cable  to  a  plug.  This  plug  operates  in  conjunction  with  a  wall  outlet 


Fig.  514. — The  type  7B  announcer’s  control  unit,  consisting  of  monitoring  head¬ 
phones  and  an  interphone  system  for  communicating  with  the  control-room 

operator. 

which  fits  into  a  standard  baseboard  outlet  box.  The  frequency  char¬ 
acteristic  of  the  microphone  is  substantially  flat  between  30  and  10,000 
cycles,  which  allows  it  to  pick  up  faithfully  all  sounds  imposed  on  the 
diaphragm.  Advantages  of  the  condenser  microphones  over  other 
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types  are  their  good  quality  and  the  lack  of  hiss  and  distortion  so 
common  in  carbon  microphones. 

Type  7B  Announcer’s  Control  Unit. — This  unit  is  provided  for  use 
of  the  announcer  in  order  that  he  may  have  perfect  control  over  his 
program  and  know  exactly  what  position  he  is  operating  in.  Refer 
to  the  photograph  shown  in  Fig.  514  for  identification  of  the  units  given 
in  the  following  list : 

Item. 

1.  Control  for  operating  the  studio  relay  which  is  located  on  the  18B 

panel  in  a  control  room. 

2.  Corresponding  position  signal  lamp. 

3.  Controls  the  adjunct  relay  which  is  located  on  the  18B  panel. 

4.  Corresponding  signal  lamp  for  above. 

5.  The  “  Off  ”  control  for  the  foregoing  two  positions. 

6.  Controls  the  line  relay  which  is  located  on  the  18B  panel  and 

which  controls  the  audio  output  of  the  12A  amplifier. 

■  7.  Indicating  lamp  for  this  position. 

8.  The  “  Off  ”  control  for  this  position. 

9.  Button  for  controlling  the  announce  relay  located  on  the  18B 

panel. 

10.  Corresponding  signal  lamp  for  above. 

11.  Button  for  controlling  the  program  relay  located  on  the  18B  panel. 

12.  Associated  signal  lamp  for  above. 

13.  “  Off  ”  control  for  Items  9  and  11. 

14.  Channel  signal  lamp.  This  unit  is  so  laid  out  that  it  can  be  used 

with  any  number  of  studios  up  to  four. 

15.  Channel  monitoring  jacks. 

16.  “  Ready  ”  signal  which  is  an  indication  from  the  control  room  for 

the  announcer  to  proceed.  This  is  controlled  from  a  switch  on 
the  18B  panel. 

17.  Interphone  signal  lamp. 

18.  Interphone  which  provides  communication  between  the  announcer 

and  the  control-room  operator. 

19.  Telephones  operate  in  conjunction  with  Item  15. 

The  announcer’s  unit  is  so  constructed  that  by  removing  four  screws 
the  panel  may  be  lifted  out  from  the  cabinet  in  order  that  contacts  and 
various  circuits  may  be  checked  out  or  inspected. 

All  break  circuits  on  the  key  switches  are  by-passed  with  a  resistance 
capacity  filter  in  order  to  prevent  any  clicks  or  surges  from  being  intro¬ 
duced  into  the  audio  channel. 

The  major  panels  making  up  the  control  room  assembly  are  as  follows: 
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Type  8A  Magnetophone  Panel. — This  panel  is  supplied  to  provide 
communication  between  the  control-room  operator  and  the  transmitter 
control  room  or  between  the  control-room  operator  and  various  local 
pick-up  points.  It  consists  of  a  5-bar  ringer,  signal  system,  monophone 
unit,  telephone  transformer  and  a  line  output  transformer.  A  front 
view  of  this  panel  may  be  seen  by  referring  to  the  photograph,  Fig.  515. 


Fig.  515. — Type  8 A  magnetophone  panel  provides  communication  between  the  con¬ 
trol  operator  and  transmitter  control  room,  or  various  local  pick-up  points. 

Type  11A  Condenser  Microphone  Control  Panel. — One  of  these 
panels  is  required  for  each  condenser  microphone.  It  is  equipped  with 
a  triple  pole  switch  which  controls  the  filament,  90-  and  180-volt  supply 
for  the  microphone.  It  has  a  filament  rheostat  which  allows  the  proper 
setting  of  the  filament  current  required  by  the  microphone.  A  meter 
is  provided  for  accurately  setting  the  microphone  supply.  The  output 
to  the  microphone  is  connected  directly  through  means  of  shielded  cable 
and  lead-covered  conductors  to  the  input  of  this  panel.  A  volume 
control  which  is  calibrated  in  steps  of  2  db  is  provided  on  this  panel  as  a 
means  of  controlling  the  audio  output  of  the  condenser  microphone. 

The  12A  Amplifier. — This  is  a  high  gain  three-stage  amplifier  which 
raises  the  level  of  the  microphone  to  such  a  value  that  it  may  be  applied 
to  the  500-ohm  line  connected  to  the  transmitter.  This  amplifier  has 
a  500-ohm  input  and  500-ohm  output  and  employs  three  UX-210  tubes 
in  which  auto-transformer  capacity  coupling  is  used  between  stages. 

Referring  to  the  photographs  in  Figs.  516  and  517,  the  various  items 
comprising  this  panel  are  as  follows: 

Item 

< 

1.  Input  transformer.  This  transformer  is  connected  to  the  output 

of  the  announce  microphone,  the  program  microphones,  or  it 
may  be  connected  to  an  external  line  through  the  proper  opera¬ 
tion  of  the  relays  located  on  the  18B  panel. 

2.  Main  volume  control  calibrated  in  steps  of  2  db. 

3.  Bias  battery  box. 
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4.  First  interstage  coupling  capacity. 

5.  First  interstage  auto  transformer. 

6.  Second  interstage  coupling  capacity. 

7.  Second  interstage  auto  transformer. 

8.  Output  transformer  coupling  from  the  plate  to  the  output  UX-210 

to  a  500-ohm  output. 

9.  Output  listening  jacks. 

10.  Filament  voltmeter  jack.  The  filament  voltage  on  this  panel  is 

measured  by  means  of  a  patch  cord  which  is  connected  to  the 
15A  meter  panel. 

11.  Filament  rheostat.  When  12  volts  is  applied  to  the  amplifier  this 

rheostat  should  be  adjusted  so  that,  when  the  meter  panel  is 
plugged  into  Item  10,  the  meter  will  read  7.5  volts. 


Fig.  516. — Front  view  of  the  RCA  type  12A  amplifier.  Three  stages  of  amplifica¬ 
tion  are  employed  for  raising  the  level  of  the  microphone. 


12.  Plate  current  jacks.  These  jacks  also  operate  in  conjunction  with 

the  meter  panel  and  when  135  volts  is  applied  to  the  first  stage 
and  400  volts  to  the  second  and  third  stages,  jack  No.  1  or  the 
top  jack  should  read  between  3  and  5  milliamperes.  Jacks 
No.  2  and  3  should  read  between  18  and  22  milliamperes. 

13.  Switch  for  controlling  the  filament,  135  and  400  volts  supply. 

14.  Plate  reactor  for  the  first  UX-210. 

16.  Second  amplifier  stage  reactor. 

16.  Output  stage  reactor. 
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17.  Output  stage  coupling  capacity.  The  400  volts  direct  current 

passes  through  the  reactor,  Item  16,  and  the  audio  signal  is 
by-passed  through  the  capacitor,  Item  17,  to  the  output  trans¬ 
former,  Item  8. 

18.  First  amplifier  stage. 

19.  Second  amplifier  stage. 

20.  Output  amplifier  stage. 

21  and  22.  Bias  voltage  jacks.  These  two  jacks  operate  in  connection 
with  the  15A  meter  panel;  Item  21  should  be  adjusted  to  read 
approximately  4.5  volts  and  Item  22  should  be  adjusted  to  read 
approximately  28  volts.  This  adjustment  can  be  made  by 
changing  connections  on  the  bias  battery  terminals  located 
inside  of  Item  3. 
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Fig.  517. — Rear  view  of  RCA  type  12A  amplifier. 

23.  Filament  reactor. 

24.  High-low  gain  switch.  If  the  amplifier  is  used  under  such  condi¬ 

tions  where  the  input  to  the  amplifier  is  considerably  higher 
than  the  output  of  the  condenser  microphone,  this  switch  may 
be  operated  in  the  low  position.  However,  where  the  signals 
are  considerably  lower  than  the  output  of  the  condenser  micro¬ 
phones,  the  switch  may  be  operated  in  the  high  position.  For  aver¬ 
age  studio  conditions  the  switch  is  operated  in  the  high  position. 

25.  Item  25  provides  either  a  500-ohm  or  a  5000-ohm  output  for  the 

amplifier. 
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13A  Volume  Indicator. — This  panel,  a  front  view  of  which  is  shown 
in  Fig.  518,  is  used  as  a  level  indicating  device  for  monitoring  programs 
and  it  may  also  be  used  for  making  frequency  characteristic  measure¬ 
ments.  It  has  a  bridging  input  transformer  and  its  primary  impedance 
is  in  the  order  of  15,000  ohms  which  allows  it  to  be  connected  across  a 
500-ohm  line  without  affecting  the  frequency  characteristic  or  changing 
the  level  of  the  line.  Across  the  secondary  of  the  input  transformer  a 
potentiometer  is  connected  which  is  calibrated  in  steps  of  2  db.  One 
side  of  this  potentiometer  is  connected  directly  to  the  grid  of  a  UX-841 
which  is  biased  such  that  a  meter  which  is  located  in  its  plate  circuit 
will  indicate  peaks  of  signal.  A  filament  voltmeter  jack  is  provided 
which  allows  the  voltage  to  be  set  at  volts.  An  additional  plate  cur¬ 
rent  jack  is  also  provided  which  allows  an  external  meter  to  be  con- 


Fig.  518. — Front  view  of  the  RCA  type  13A  volume  indicator  for  monitoring 
programs.  It  may  also  be  used  for  making  frequency  characteristic  measure¬ 
ments. 

nected  for  checking  the  panel  meter  or  providing  a  means  for  a  tem¬ 
porary  extension  meter.  A  bias  battery  is  required  and  is  located  on  the 
rear,  of  the  panel  and  when  the  proper  plate  and  filament  voltage  is 
applied  to  this  panel  the  battery  should  be  tapped  such  that  the  bias 
potentiometer  may  allow  the  meter  to  be  set  on  5  meter  divisions,  with 
no  signal  on  the  input.  This  unit  is  normally  connected  across  the 
output  of  the  12A  amplifier,  and  if,  for  example,  the  potentiometer  is 
set  to  the  plus  2  db  position  and  the  meter  on  peaks  reaches  30  divisions, 
there  is  said  to  be  a  signal  of  plus  2  db  on  that  line.  This  unit,  in  con¬ 
junction  with  the  11A  volume  control  or  12A  main  volume  control,  is 
used  to  maintain  a  uniform  output  level. 

The  16A  Meter  Panel. — This  panel  consists  of  three  meters  and  two 
patch  cords  and  is  used  to  check  the  various  bias  batteries,  filament 
voltages  and  plate  currents  for  the  panels  comprising  the  control-room 
equipment. 
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Type  18B  Signal  and  Control  Panel. — The  18B  signal  and  control 
panel  is  essentially  the  same  as  the  7B  announcer’s  control  unit  as 
located  in  the  studio,  except  that  it  contains,  in  addition,  five  relays. 
A  duplicate  control  system  is  provided  in  order  to  insure  continuity  of 
all  programs.  The  control-room  operator  by  means  of  his  monitoring 
speaker  is  in  a  position  to  check  the  operations  of  the  announcer,  and 
also  to  rectify  quickly  any  mistake  in  switching  which  may  be  made. 
A  front  view  of  this  panel  is  shown  in  Fig.  519;  following  is  a  brief 
description  of  the  operation  of  this  unit  in  conjunction  with  the  7B. 


Fig.  519. — Front  view  of  RCA  type  18B  signal  and  control  panel  with  relay 

covers  removed. 


When  the  control-room  operator  has  the  filament  and  plate  voltage3 
applied  to  the  various  units,  and  they  have  all  been  checked  for  their 
proper  value  by  means  of  the  15A  meter  panel,  the  operator  closes  the 
“  Ready  ”  switch,  Item  21,  which  indicates  to  the  announcer,  through 
Item  16  on  the  7B  panel,  that  he  can  proceed  at  any  time.  The  an¬ 
nouncer  when  ready  will  close  his  button,  Item  8,  which  operates  relay 
No.  10,  at  the  same  time  lighting  lamp  No.  9  and  one  of  the  four  lamps, 
Item  20,  on  the  18B  panel  and  one  of  the  four  lamps,  Item  14,  on  the 
7B  panel,  as  well  as  lamp  No.  7.  The  announcer  next  presses  button 
No.  1  which  operates  relay  No.  3.  This  relay,  as  well  as  the  other  four 
relays  on  this  panel,  has  relay  holding  contacts,  and  only  momentary 
contact  for  any  of  the  buttons  need  be  made  to  put  the  relays  in  opera¬ 
tion.  This  relay  also  operates  signal  lamps  on  both  units.  The 
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announcer  then  presses  his  announce  button  on  the  7B  panel  which  oper¬ 
ates  relay  No.  14  on  the  18B  panel.  He  then  presses  button  No.  11  on 
the  7B  which  puts  him  in  the  program  position.  Should  he  fail  to  do 
this,  the  control-room  operator  may  immediately  press  his  program 
button  on  the  18B  panel  and  perform  the  functions  neglected  by  the 
announcer.  For  switching  from  “  announce  ”  to  “  program  ”  or  from 
studio  to  adjunct  position,  it  is  not  necessary  to  press  the  “  Off  ” 
button.  Circuits  are  so  interlocked  that  the  pressing  of  one  button 
automatically  releases  the  other.  In  the  case  of  handling  the  program 
which  originates  outside  of  the  studio,  it  may  be  patched  to  the  input 
of  the  adjunct  relay  whose  input  is  terminated  on  the  33A  jack  panel 
shown  in  Fig.  522.  In  the  case  of  two  or  more  studios,  the  output  relays, 
Item  10,  are  all  interlocked  so  that  only  one  studio  may  feed  the  line  at 
a  time. 

In  order  to  insure  continuity  of  programs,  the  signal  lights,  Item 
14,  on  the  announcer’s  control  box  may  be  used  as  an  indication  for 
determining  when  any  particular  studio  has  released  the  line  relay. 
Listening  jacks  are  provided  on  the  18B  panel  and  a  pair  of  phones 
equipped  with  a  double  plug  is  also  provided.  The  interphone  system 
in  the  control  room  is  provided  with  a  double  plug  which  is  non-reversible 
and  fits  into  Item  24  on  the  18B  panel.  All  relay  contacts  and  break 
circuits  are  provided  with  filters  in  order  to  prevent  clicks  in  the  audio 
circuit. 

The  19 A  Extension  Panel. — The  19 A  extension  panel  consists  of 
ten  fine  drops  which  act  as  terminals  for  external  lines.  The  output 
of  the  8A  magnetophone  panel  is  terminated  on  this  panel  and  may 
be  connected  to  any  of  the  ten  lines  by  means  of  a  patch  cord.  Every 
line  drop  is  provided  with  double  jacks  to  allow  the  unit  to  operate  in 
conjunction  with  the  33A  jack  panel  shown  in  Fig.  522. 

Type  24A  Audio  Amplifier. — This  is  a  two-stage  audio  amplifier 
(Fig.  520)  which  has  a  bridging  input  transformer  similar  to  that  used 
on  the  type  13A  and  has  either  a  500-ohm  or  a  5000-ohm  output. 
The  unit  employs  a  UX-841  in  the  first  stage  and  a  UX-210  in  the  output 
stage  and  resistance  capacity  coupling  is  used  between  stages.  This 
amplifier  has  a  substantially  flat  frequency  characteristic  from  30  to 
10,000  cycles  and  has  a  volume  control  which  is  calibrated  in  steps  of 
2  db.  It  operates  from  400  volts  and  the  plate  current  in  the  first 
stage  is  from  3  to  5  mils  and  the  second  stage  18  to  22  mils.  A  jack  is 
provided  for  measuring  filament  voltage,  and  when  12  volts  is  supplied 
to  the  amplifier  it  should  be  set  for  7.5  volts.  Bias  battery  jacks  are 
provided.  Bias  voltage  for  the  first  tube  is  approximately  4.5  volts  and 
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for  the  UX-210  is  approximately  28  volts.  This  amplifier  is  used  in 
this  equipment  to  operate  a  monitoring  loudspeaker  which  is  of  the 
dynamic  type. 


Fig.  520. — Type  24 A  resistance  capacity  coupled  two-stage  audio  amplifier.  It 
uses  an  841  tube  in  the  first  stage  and  a  210  in  the  output  stage. 

The  28A  Battery  Supply  Panel. — This  is  a  main  control  power  panel 
which  contains  three  main  switches  for  controlling  the  12  volts,  135  volts 
and  400  volts  and  fuses  for  the  individual  units. 

The  29D  Battery  Charging  Panel. — A  photograph  of  the  29D  bat¬ 
tery  charging  panel  is  shown  in  Fig.  521.  This  panel  operates  in  con¬ 
junction  with  a  three-unit  motor-generator  set  and  has  the  necessary 
meters,  reverse  current  relays,  field  rheostats  and  charge-discharge 
switches  for  properly  charging  and  discharging  two  high  capacity 
12-volt  “  A  ”  storage  batteries  and  one  8  ampere-hour  400-volt  storage 
“  B  ”  battery.  Discharge  sides  of  the  switching  circuits  are  connected 
directly  to  the  28A  battery  supply  panels.  The  parts  are  identified  as 
follows : 

Item 

1.  400-volt  reverse  current  relay. 

2.  Low  voltage  reverse  current  relay. 

3.  Low  voltage  contactor  which  is  operated  by  Item  2.  These 

relays  are  so  adjusted  that  when  the  machine  is  started  and  the 
field  switches,  Items  9  and  10,  are  closed  and  rheostats  properly 
adjusted,  the  contactors  will  close,  thus  charging  the  battery. 

4.  400-volt  charge-discharge  switch  with  its  associated  fuses,  Items 

15  and  16. 
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5.  12-volt  charge-discharge  switches  with  their  associated  fuses, 

Items  18  and  19.  It  is  possible  to  trickle  charge  both  “  A  ” 
batteries  at  one  time  or  have  one  on  charge  while  the  other  is 
being  discharged.  It  is  also  possible  with  the  switching  com¬ 
bination  to  change  filament  batteries  without  interrupting  the 
program. 

6.  A  switch  which,  in  conj  unction  with  Items  17  and  20,  controls  the  charg¬ 

ing  rate  for  the  12-volt,  40  ampere-hour  relay  switching  battery. 


Fig.  521. — Front  view  of  the  29-D  battery-charging  panel. 

7.  Provides  control  for  110  volts  which  is  used  for  operating  the  mon¬ 

itoring  speaker. 

8.  Fuses. 

9.  Field  switch. 

10.  Field  switch. 

11.  Field  control  switch. 

12.  Field  control  switch. 

13.  75  ampere  d-c.  meter  which  shows  the  charging  rate  of  the  filament 

battery. 
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14.  l§-ampere  d-c.  meter  which  indicates  the  charging  rate  of  the 

400-volt  plate  battery. 

15,  16,  17,  18  and  19.  Fuses. 

20.  Rheostat  to  control  charging  rate. 

21.  Start-stop  motor-generator  push-button  switch. 

Remote  Control  Speech  Input  Equipment. — With  some  installations, 
in  which  the  transmitter  is  located  at  a  considerable  distance  from 
the  studio  control 
room,  it  is  necessary 
to  provide  some  type 
of  line  termination 
equipment  which  will 
increase  the  gain  of 
the  signal  before  feed¬ 
ing  it  directly  to  the 
transmitter.  Fig.  522 
shows  a  type  of  equip¬ 
ment  which  performs 
this  function  and,  in 
addition,  provides  a 
termination  for  a  num¬ 
ber  of  lines,  together 
with  monitoring  facili¬ 
ties  and  a  means  of 
making  local  announce¬ 
ments  at  the  trans¬ 
mitter.  A  majority 
of  panels  involved  on 
this  assembly  are  sim¬ 
ilar  to  the  panels 
which  are  used  in 
conjunction  with  the 
studio  control -room  Fig.  522. — Front  view  of  remote  control-room  equip- 
equipment.  However,  ment. 

there  are  two  panels, 

the  10A  and  26A,  which  are  used  only  in  conjunction  with  this  type  of 
equipment. 

The  10A  carbon  microphone  control  panel  provides  a  means  of 
controlling  one  high  quality  double-button  carbon  microphone.  It  is 
equipped  with  a  power  supply  switch,  rheostat,  two-button  current 
measuring  jacks  and  an  output  volume  control.  The  26A  panel  pro- 
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vides  an  “  announce-program  ”  switch  in  which  the  10A  is  connected 
to  the  announce  side  and  the  program  position  would  carry  the  studio 
program.  It  also  contains  a  switch  which  allows  the  quality  of  the 
program  to  be  checked  either  against  that  which  is  coming  from  the 
studio  control  room  or  against  the  rectifier  output  of  the  antenna  carrier. 
This  panel  contains  a  power  indicating  lamp  which  is  operated  when 
the  transmitter  is  put  on  the  “  air.”  It  also  contains  a  power  switch 
which  controls  the  110- volt  alternating  current  required  for  the  moni¬ 
toring  loudspeaker  field  supply. 

The  type  of  monitoring  speaker  that  is  used  in  conjunction  with 
this  equipment  as  well  as  the  control-room  equipment  is  standard,  with 
a  modified  input  transformer.  This  unit  consists  essentially  of  an 
8-in.  dynamic  cone  mounted  on  a  panel  board  approximately  28  by  30 
in.,  and  it  obtains  its  field  supply  from  a  bank  of  Rectox  units.  The 
remote  control  equipment  obtains  its  filament  and  plate  supply  from 
storage  batteries,  and  essentially  the  same  type  of  panel  is  employed 
for  charging  the  batteries  as  shown  in  the  photograph,  Fig.  521,  except 
that  Item  20  is  omitted. 

General  Instructions. — To  provide  reliable  service,  it  is  necessary 
that  regular  inspections  be  made  of  all  the  essential  items  on  the  equip¬ 
ment  in  order  to  guard  against  possible  difficulties.  Before  beginning 
the  program  for  the  day,  the  battery  equipment  should  be  checked 
with  regard  to  specific  gravity  and  voltage.  A  program  should  never 
be  attempted  when  the  batteries  are  in  a  run-down  condition.  All 
battery  connections  should  be  periodically  inspected  for  loose  or  corroded 
connections. 

Particular  care  should  be  made  to  see  that  the  connections  between 
the  various  sections  of  the  battery  are  clean  and  tight. 

Frequent  trouble  may  be  expected  if  the  storage  batteries  are  assem¬ 
bled  with  vaseline  between  the  contact-making  surfaces  of  the  con¬ 
nections. 

All  switches  on  the  battery  charging  panels  as  well  as  fuses  should 
be  periodically  inspected  for  proper  tension  as  well  as  freedom  from  dirt. 

The  volume  controls  on  the  amplifiers  should  be  inspected  about 
once  a  week  to  check  for  proper  tension  and  possible  collection  of  dirt 
which  is  liable  to  result  in  noise.  It  is  recommended  that  crocus  cloth 
be  used  for  cleaning  volume  controls  and  plugs.  Under  no  circum¬ 
stances  should  ordinary  sandpaper  or  emery  cloth  be  used. 

It  is  always  a  good  policy  occasionally  to  check  all  soldered  connec¬ 
tions  on  the  terminal  boards  as  well  as  the  connections  running  to  the 
microphone  wall  outlets.  Bias  jacks  are  provided  to  allow  regular 
checks  to  be  made.  When  the  bias  battery  starts  to  fall  off  in 
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voltage,  it  should  be  immediately  replaced,  as  it  may  lead  to  a  noisy 
amplifier. 

Close  cooperation  should  exist  between  the  announcer  and  the  con¬ 
trol-room  operator  and  between  the  control-room  operator  and  the 
operators  at  the  transmitter.  In  installations  where  such  cooperation 
does  not  exist,  it  is  liable  to  lead  to  programs  with  poor  quality,  program 
interruptions  and  all  around  unsatisfactory  operation. 

OPERATION  AND  ADJUSTMENT  OF  A  LINEAR  POWER  AMPLIFIER 

Definition. — A  class  “  B  ”  amplifier,  by  definition,  is  one  in  which 
the  tube  operates  so  that  the  power  output  is  proportional  to  the  square 
of  the  grid  voltage  excitation.  This  is  accomplished  by  operating  the 
tube  with  such  a  bias  value  that  the  plate  current  is  practically  zero 
without  excitation.  Essential  half  sine  waves  of  plate  current  are  pro¬ 
duced  on  the  least  negative  half  cycle  of  grid  voltage  when  excitation 
is  applied.  The  efficiency  of  an  average  circuit  operating  as  class  “  B  ” 
is  approximately  33  per  cent.  This,  of  course,  varies  with  the  design 
and  power  of  the  circuit.  Since  the  grid  usually  swings  positive  on 
excitation  peaks,  it  introduces  harmonics  into  the  output,  which  must 
be  taken  out  by  suitably  designed  equipment. 

Reasons  for  Use. — It  is  generally  conceded  that  a  high  degree  of 
modulation  is  desirable.  This  has  come  more  forcibly  to  the  attention 
of  the  broadcasters  since  the  Federal  Radio  Commission  passed  a 
general  order  which  required  that  all  stations  have  not  less  than  75  per 
cent  modulation  on  peaks.  In  earlier  stages  the  broadcast  transmitters 
were  of  lower  power  and  plate  modulation  was  generally  used.  With 
the  advent  of  higher  power  broadcasting,  however,  serious  disadvan¬ 
tages  of  this  type  of  modulation  became  more  and  more  apparent. 

It  is  very  difficult  to  get  a  high  degree  of  modulation  when  a  large 
number  of  modulator  tubes  are  used,  because  of  the  limitations  in  their 
characteristics.  With  class  “  B”  operation,  modulation  is  accomplished 
in  the  low  power  stages.  The  equipment  used  in  the  modulated  stage 
in  this  case  is  relatively  inexpensive,  as  there  are  many  different  types 
of  low  power  tubes  and  other  equipment  available  at  reasonable  cost. 
The  modulation  reactors  and  tube  complement  required  to  accomplish 
modulation  in  the  final  stage  of  a  high  power  station  make  the  cost 
almost  prohibitive. 

In  a  high  power  plate  modulated  set,  a  sudden  voltage  surge  in  the 
audio  input  circuit  produces  an  extremely  high  voltage  on  the  modula¬ 
tors  and  power  amplifiers  which  may  cause  failure  of  some  of  the  tubes. 
If  modulation  is  accomplished  in  a  low  power  stage,  the  surge  is  perhaps 
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of  the  same  order  but,  as  a  general  rule,  the  low  power  tubes  stand  very 
high  momentary  overloads.  If  by  chance  failure  does  occur,  the  cost  of 
replacement  is  small. 

While  it  is  true  that  the  class  “  B  ”  amplifier  operates  at  approxi¬ 
mately  33  per  cent  efficiency,  the  maintenance  and  initial  cost  of  this 
type  transmitter  are  usually  less  than  those  of  a  plate  modulated  set. 
This  is  especially  true  of  the  high  power  transmitter. 

Difficulties  Encountered  in  Design. — The  method  of  operation  of  a 
class  “  B  ”  amplifier  makes  it  inherently  unstable.  This  class  of  ampli¬ 
fier  is  undoubtedly  the  most  difficult  to  operate.  A  circuit  employing 


Fig.  523. — The  dynamic  characteristic  curve  of  a  push-pull  type  linear  power 
amplifier  has  one  side  inverted  with  respect  to  the  curve  for  the  tube  on  the 

opposite  side. 


this  class  of  amplifier  must  of  necessity  be  designed  for  the  express  pur¬ 
pose;  otherwise  there  will  occur  parasitic  or  spurious  oscillations. 
These  occur  at  various  frequencies,  often  of  extremely  low  wavelength. 
These  oscillations  are  liable  to  occur  in  either  the  plate  or  grid  circuits. 

The  arrangement  of  apparatus  has  a  great  deal  to  do  with  the  pre¬ 
vention  of  this  trouble.  Parasitics  manifest  themselves  in  instability, 
poor  quality,  excessive  plate  dissipation  and  poor  tube  life.  The  reason 
for  the  inherent  instability  of  this  class  amplifier  is  due,  as  mentioned 
before,  to  the  manner  in  which  it  is  operated. 

During  the  negative  half  of  the  radio-frequency  cycle  no  power  is 
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drawn  by  the  grid.  The  grid  is  then  practically  free  and  the  tube  in  an 
unstable  condition.  Oscillations  are  liable  to  build  up  at  this  instant. 
They  may  occur  with  such  force  as  to  cause  failure  of  a  tube  or  else 
cause  interruption  of  service.  This  action  does  not  necessarily  occur  as 
instability  may  be  present  over  only  a  small  portion  of  the  dynamic 
characteristic.  This  effect  can  be  noticed  by  poor  quality  output  from 
the  transmitter. 

Operation  and  Adjustment. — One  of  the  first  adjustments  on  a  class 
“  B  ”  amplifier  is  to  determine  the  proper  bias  to  be  used.  The  bias 
voltage  necessary  can  be  determined 
(approximately)  by  dividing  the 
plate  voltage  by  the  mu  of  the  tube. 

In  a  push-pull  type  linear  power 
amplifier,  the  dynamic  characteristic 
curve  for  one  side  is  inverted  with 
respect  to  the  curve  for  the  tube 
on  the  opposite  side,  as  represented 
in  Fig.  523;  in  order  to  get  a  sine 
wave  output  for  the  plate  tank  circuit, 
it  is  necessary  to  have  both  sides  of 
the  circuit  nearly  identical,  so  that 
equal  plate  currents  are  drawn.  This 
means  that  the  tube  characteristic 
curves  shown  in  Fig.  523  will  have 
to  be  very  nearly  in  line.  From  this 
figure  it  can  be  seen  that  each  tube 
utilizes  opposite  halves  of  the  grid  Fiq  524  _xhis  curve  shows  the  effect 
voltage  waves.  0f  too  low  bias  potential  on  the  grid  of 

Figs.  524  and  525  show  the  a  push-pull  type  linear  power  amplifier, 
effect  of  too  low  and  too  high  bias 

potential  on  the  grid.  The  resultant  in  either  case  will  be  a  distorted 
wave.  (For  convenience  and  simplicity,  peaked  wave  form  is  used.) 

It  can  be  noted  also  from  these  graphs  that  there  will  be  an  increase 
in  modulation,  if  the  tube  is  operated  as  shown  in  Fig.  526.  It  is  not 
desirable,  however,  to  “  pick  up  ”  modulation  in  any  stage,  as  this  can 
be  accomplished  only  by  distortion.  Although  it  is  true  that  the  plate 
tank  circuit  operates  to  some  degree  like  a  fly-wheel  and  some  irregulari¬ 
ties  in  plate  current  wave  form  might  be  “  ironed  out,”  the  tank  circuit 
should  not  be  relied  upon  to  correct  any  deficiency.  It  can  be  further 
seen  from  this  diagram  that  the  efficiency  would  be  somewhat  higher 
and,  also,  that  the  resultant  output  would  contain  more  harmonics. 

Assuming  the  loading  on  the  stage  to  be  optimum  value,  the  next 
step  in  the  adjustment  of  a  class  “  B  ”  amplifier  is  to  obtain  the  correct 
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excitation.  If  a  transmitter  is  capable  of  100  per  cent  modulation  with 
a  given  carrier  output,  excitation  is  adjusted  in  such  a  manner  that  the 
plate  current  is  50  per  cent  of  that  of  saturation;  that  is,  to  points 
YA  and  YB  in  Fig.  526.  Furthermore,  if  the  excitation  is  adjusted  to 
a  point  higher  on  the  curve  than  the  points  mentioned  with  100  per  cent 
modulation,  the  plate  current  will  be  driven  beyond  the  points  XA  and 
XB.  These  points  are  known  as  saturation  points.  Saturation  is 
defined  as  a  point  where  an  increase  in  grid  excitation  voltage  does  not 
give  a  corresponding  increase  in  power  output.  In  other  words,  the 
curve  departs  from  linearity.  Although  it  is  true  there  may  be  some 


Fig.  525. — A  curve  showing  the  effect  of  too  high  bias  potential  on  the  grid  of  a 
push-pull  type  linear  power  amplifier. 

little  increase  in  power  if  the  portion  of  the  curve  beyond  XA  and  XB 
is  used,  this  is  not  usable  power,  as  the  resultant  output  wave  would 
then  be  distorted  and  harmonics  would  appear.  The  opposite  limit  of 
the  modulation  as  shown  is  the  point  where  the  X  axis  and  Y  axis  meet. 
The  curves  in  Fig.  526  clearly  show  this. 

With  the  100  per  cent  negative  modulation  the  only  voltage  on  the 
grid  is  the  bias  voltage,  and  there  is  no  exciting  e.m.f.  at  that  instant. 

If  adjustments  are  made,  as  shown  in  Fig.  526,  it  can  be  seen  that 
the  output  wave  will  be  an  exact  reproduction  of  the  input  wave  with 
the  exception  of  amplitude.  If  this  is  the  case,  the  circuit  is  working 
as  a  class  “  B  ”  or  linear  power  amplifier. 
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If  a  class  “  B  ”  amplifier  is  properly  adjusted,  the  d-c.  meters  in  the 
plate  circuit  of  the  amplifier  should  be  the  same  when  modulating  as 
when  not  modulating.  If  the  output  wave  is  not  symmetrical,  the  d-c. 
plate  meters  will  increase  or  decrease,  depending  upon  the  direction  of 
the  maximum  area.  If  the  negative  peaks  of  modulating  frequency  are 
reduced,  the  plate  meters  will  increase.  Likewise  if  the  positive  peaks 
are  reduced,  the  plate  current  meter  will  show  a  reduced  reading. 


Fig.  526. — If  the  circuit  adjustment  of  the  push-pull  type  linear  power  amplifier 
is  made  to  provide  curves  as  shown  in  this  graph,  the  output  wave  will  be  an  exact 
reproduction  of  the  input  wave,  with  the  exception  of  amplitude,  and  the  circuit 
would  then  be  operated  as  a  Class  B  amplifier. 

NEUTRALIZING 

Neutralizing  is  an  adjustment  made  in  the  radio-frequency  amplifier 
to  prevent  self-oscillation.  The  electrostatic  capacity  between  grid  and 
plate  of  a  vacuum  tube,  though  of  relatively  small  order,  is  sufficient 
in  many  cases  to  cause  regeneration  and  oscillation  in  the  amplifier. 
Either  regeneration  or  oscillation  will  have  a  tendency  to  impair  the 
operation  of  a  transmitter.  This  is  probably  more  true  in  the  case  of 
a  class  “  B  ”  amplifier  than  in  any  other  type.  Since  a  class  “  B  ” 
stage  amplifies  the  modulated  output  from  the  preceding  stage,  it  is 
absolutely  necessary  that  this  stage  be  controlled  completely  by  the 
preceding  stage. 
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Regeneration  in  the  amplifier  may  or  may  not  impair  the  operation, 
depending  upon  the  phase  relationships.  Regeneration  is  liable  to 
change  the  dynamic  characteristic  and  consequently  cause  distortion  of 
the  output  wave. 

Neutralizing  is  accomplished  by  feeding  back  from  plate  to  grid 
current  of  the  same  magnitude  as  that  which  passes  from  grid  to  plate 
through  the  inter-electrode  capacitance,  but  of  exactly  the  opposite 
phase.  The  difference  in  phase  relationship  is  secured  in  the  case  of  a 
single  end  amplifier  by  grounding  the  center  of  the  tank  coil  and  taking 
a  voltage  from  the  end  opposite  from  the  one  connected  to  the  plate. 
This  voltage  is,  of  course,  180  deg.  out  of  phase  from  the  plate  end  of 
the  coil.  In  the  case  of  a  push-pull  amplifier,  feed-back  voltage  of 
opposite  phase  is  obtained  by  connecting  to  the  opposite  end  of  the 
grid  or  plate  tank  circuit  as  the  case  may  be. 

The  magnitude  of  the  voltage  required  for  neutralizing  is  obtained 
by  adjustment  of  the  neutralizing  condenser.  The  neutralization  of  a 
stage  may  be  checked  roughly  by  tuning  back  of  the  stage  through 
resonance  and  awaiting  the  reaction  on  the  preceding  stage.  Another 
method  is  to  switch  the  plate  voltage  on  and  off  the  stage  and  observe 
the  reaction  on  the  preceding  stage. 

The  generally  accepted  method  of  neutralizing  is  to  remove  the  plate 
voltage  from  the  stage  to  be  neutralized,  place  a  radio-frequency  amme¬ 
ter  in  the  tank  circuit  and  adjust  the  neutralizing  condensers  in  such  a 
way  that  there  is  a  minimum  amount  of  current  in  the  circuit.  During 
the  time  the  stage  is  neutralized,  care  should  be  taken  that  the  tank 
circuit  is  always  in  resonance.  If  the  stage  is  very  far  from  being  neu¬ 
tralized,  the  tank  may  have  to  be  retuned  several  times  before  the 
final  result  is  secured.  The  tank,  of  course,  is  always  tuned  for  maxi¬ 
mum  current  and  the  neutralizing  condensers  for  minimum  current. 

Percentage  of  Modulation. — The  curves  in  Fig.  527  show  a  high- 
frequency  wave  before  modulation  and  during  modulation.  What  we 
mean  by  the  expression  'percentage  modulation  is  easily  understood 
from  the  curves  since  it  is  merely  the  ratio  between  the  peak  current  of 
the  modulating  frequency,  shown  by  amplitude  A ,  and  the  peak  current 
of  the  unmodulated  carrier,  shown  by  amplitude  B.  The  modulation 
will  be  100  per  cent  if  two  peaks  represented  by  amplitudes  A  and  B 
are  equal,  but  if  the  two  peaks  are  not  the  same  then  the  modulation 
will  be  less  than  100  per  cent  and  the  wave  will  not  be  completely 
modulated.  Referring  to  the  curves  in  Fig.  527,  the  percentage  of 
modulation  may  be  expressed  according  to  the  formula  given  at  the  top 
of  the  following  page. 


DECIBEL-TRANSMISSION  UNIT 
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Expressed  in  terms  of  per  cent,  percentage  of  modulation  is: 

A 

Percentage  modulation  =  100  per  cent. 


High-frequency  Carrier  During  Modulation 
Unmodulated  High-  •"  "  ~~  ■— -» 


Fig.  527. — These  curves,  which  explain  percentage  of  modulation,  show  a  high- 
frequency  carrier  wave  before  and  after  modulation. 

Decibel-Transmission  Unit. — For  many  years  the  efficiency  of  tele¬ 
phone  circuits  was  expressed  in  terms  of  the  “  mile  of  standard  cable,” 
but  with  the  rapid  growth  of  telephone  communication  and  radio 
broadcasting  a  more  suitable  standard  was  developed,  known  as  the 
transmission  unit  or  decibel.  This  unit  may  be  defined  as  the  difference 
between  two  amounts  of  sound  powers  when  their  intensities  are  in  the 
ratio  of  1001,  indicating  a  ratio  in  the  order  of  0.0001  to  0.01.  Such  a 
ratio  represents  the  amount  of  sound  energy  introduced  into  the  input 
end  of  a  telephone  system  as  compared  to  the  amount  of  sound  energy 
reproduced  at  the  other  end  or  output,  it  being  understood,  of  course, 
that  the  actual  voice  transmission  is  conveyed  through  a  wire  circuit 
by  electrical  impulses. 

Experiments  have  proved  that,  when  the  effects  which  sounds  pro¬ 
duce  on  the  organism  of  the  ear  are  compared  to  actual  differences  in 
the  magnitude  of  such  sounds,  the  results  give  a  logarithmic  curve  when 
plotted  on  a  chart.  That  is,  the  curve  shows  the  response  of  the  ear  to 
different  degrees  in  volume  or  sound  power  changes.  If  a  certain  sound 
is  either  very  weak  or  very  loud  and  its  intensity  is  varied  by  some 
means,  it  will  require  a  much  greater  variation  in  the  intensity  changes 
for  the  average  ear  to  notice  that  a  change  has  taken  place  than  would 
be  the  case  for  sounds  of  average  loudness.  Where  a  certain  sound  is 
steadily  increased  in  volume  it  generally  requires  a  change  of  at  least 
25  per  cent  in  the  actual  volume  before  the  ear  becomes  sensitive  to 
that  change. 
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A  decibel  is  used  to  express  only  a  ratio  as  just  mentioned.  For 
example,  suppose  the  power  amplifier  of  a  certain  receiver  delivers  750 
milliwatts  of  power  to  a  loudspeaker  and  after  adjustment  it  delivers 
1000  milliwatts,  then  the  ratio  of  this  change  is  750  to  1000.  Although 
this  ratio  may  appear  large  in  figures  yet  the  difference  between  the 
two  sounds  coming  from  the  loudspeaker  will  be  so  slight  that  the  ear 
will -not  be  sensitive  enough  to  detect  the  difference.  Values  can  be 
used  in  the  proper  formulas  and  the  number  of  db  computed.  It  is 
estimated  that  the  ear  can  just  about  distinguish  between  sound  intensi¬ 
ties  which  differ  by  3  db.  The  following  explains  the  relation  between 
transmission  units  in  decibels  and  power  ratio,  and  so  on. 

A  transmission  unit  is  a  unit  for  the  logarithmic  expression  of 
ratios  of  power,  voltages,  or  currents,  in  a  transmission  system.  There 
are  now  in  rather  widespread  use,  internationally,  two  transmission 
units,  a  Napierian  unit  called  the  “  Neper,”  and  a  decimal  unit  called 
the  “  Bel.”  As  given  in  the  Proceedings  of  the  Institute  of  Radio 
Engineers,  decimal  multiples  or  sub-multiples  of  either  of  these  units 
may  be  used,  such  as  “  decineper  ”  and  “  decibel.” 

The  number  of  units  of  transmission  in  the  case  of  a  ratio  of  two 
powers,  Pi  and  P2  is; 


in  the  napierian  system: 


1/2  log,  g 


in  the  decimal  system: 


The  number  of  units  of  transmission  in  the  case  of  a  ratio  of  two 
voltages  Ei  and  E 2,  of  two  currents  I\  and  Z2,  if  the  squares  of  these 
ratios  are  equal  to  the  power  ratio,  is: 


in  the  napierian  system : 


,  Ex 
log„—  or 

J2j  2 


Ex 

in  the  decimal  system:  21ogio—  or  21ogio 

E  2 


h 

U 


The  unit  based  on  the  decimal  system  and  having  a  size  one-tenth 
of  that  here  defined  is  widely  used  in  the  United  States.  This  unit  is, 
therefore,  the  “  decibel  ”  (abbreviated  “  db  ”),  and  has  been  generally 
referred  to  merely  as  “  the  transmission  unit  ”  or  “  TU.” 


DECI BEL-TRAN SMISSION  UNIT 


1015 


The  following  table  gives  the  numerical  values  of  power,  voltage, 
and  current  ratios  corresponding  to  particular  numbers  in  decibels: 


Power  Ratio  Transmission  Units  in  Decibels  (db) 


1 

( — 10°) 

0  (  =  10  logic 

1) 

1 

259  ( — 100*1) 

1  (  =  10  logio 

1.259) 

10 

(-100 

10  (  =  10  logio 

10) 

100 

(-100 

20  (  =  10  logio 

100) 

1000 

(-100 

30  ( =  10  logio 

iooo) 

Voltage 

or  Current  Ratio 

Transmission  Units  in 

Decibels  (db) 

0.001 

-60.00 

0.005 

-46.02 

0.01 

-40  00 

0.05 

-26.02 

0.1 

-20.00 

0.2 

-13.98 

0.5 

-  6.02 

1.0 

0.00 

1.5 

3.52 

2 

6.02 

5 

13.98 

10 

20.00 

20 

26  02 

50 

33.98 

100 

40  00 

500 

53  98 

1000 

60.00 

APPENDIX 


Standard  Time  Chart.  Radiotelegr&ms  are  filed  on  the  basis  of  24-houj:  time.  Time 
changes  1  hour  with  each  15  degrees  difference  in  longitude.  When  it  is  2  a.m.  in 
London,  G.M.T.  (Greenwich  mean  time)  it  is  9  p.m.  in  New  York,  E.S.T.  (Eastern 
standard  time)  and  6  p.m.  in  San  Francisco,  P.S.T.  (Pacific  standard  time). 
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Characteristics  of  X-L  Filament  Transmitting  Vacuum  Tubes 


UX- 
or  uv- 
210 

UV- 

203-A 

uv- 

211 

uv- 

204-A 

UV- 

851 

UX- 

852 

Screen  Grid 

UV- 

207 

UX- 

860 

uv- 

861 

Rated  output  (watts) . 

7.5 

50 

50 

250 

1000 

75 

75 

750 

20  kw. 

Maximum  plate  dissipation 

(watts)  or  safe  power  dia- 

sipation . 

15 

100 

100 

200 

750 

100 

100 

400 

10  kw. 

Filament  volts . 

7.5 

10 

10 

11 

11 

10 

10 

11 

22 

Filament  amperes . 

1.25 

3.25 

3.25 

3.85 

15.5 

3.25 

3.25 

10 

52 

500 

750 

Plate  voltage . 

350'* 

1000 

1000 

2000 

2000 

2000 

2000 

3000 

15,000 

Plate  current  oscillating 

(m.a.) . 

60 

125 

125 

200 

875 

75 

100 

350 

2  amp. 

Amplification  constant  (ap¬ 

prox.)  . 

7.5 

25 

12 

24 

20 

12 

200 

300 

20 

Plate  impedance  (approx. 

ohms)  at  zero  grid  and 

rated  plate  voltage* . 

3500 

5000 

1900 

4700 

850 

6000 

2000 

Mutual  conductance  (mi¬ 

cromhos)  at  zero  grid  and 

rp.t.pd  plftte  vnltagp* 

2150 

5000 

6300 

5100 

23,500 

2000 

Plate  current  (m.a.)  at  zero 

grid  and  rated  plate  volt¬ 

age*  . 

70 

120 

320 

275 

1550 

85 

172 

2000 

Over-all  length,  inches . 

5  X 

7Vs 

7  y% 

14  H 

17  H 

SH 

17^2 

19  % 

♦These  figures  are  given  for  comparison  only  and  do  not  necessarily  apply  to  all  conditions  of 
normal  operation. 
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Characteristics  op  Variable  Mu  and  Pentode  Tubes 


APPENDIX 


RCA-247 

Power  Output 
Pentode 

2.5 

1.5 

250 

250 

—  16.5 

32 

7.5 

38,000 

2500 

7000 

2.5 

5|  in. 

S17 

UY 

UY 

RCA-238 

Power  Output 
Pentode 

lO  tO  ^  o  U 

Ohhh  <N  1-1 

1 

DlOO 

5no . a 

5cq^  :  :  :  :  :*s 

2®  :  :  :  : 

. 

RCA-237 

General 

Purpose 

6.3  d-c 

0.3 

90**,  135* 

-6**,  —9 
2.7,  4.5 

11,500,  10,000 

780,  900 
14,000,  12,500 
0.03,  0.075 

Q  9 

2!0  uuf. 

3.3  uuf. 

2.3  uuf. 

4£  in. 

S12 

Small  UY 
UY 

RCA-236 

Screen-Grid  Radio- 
Frequency  Amplifier 

*  a 

iq  £ 

!§  § 

"V  iO  ^ 

CON  ,  CO  ft  X-O 
««-®  1  ^2*82 

*  #  :  H  o 

Q  ‘O  Jo  >  Q  »0 

CD  lO  .  Op  OO 

T-l  ^3  CN 

1  o 

1  525 

170,  315,  275 

0.010  uuf. 

4  uuf. 

9  uuf. 

4fi  in. 

S12 

0.346  in.-0.369  in. 
Small  UY 

UY 

RCA-235 

Variable- Mu  or 
Super-Control 
Screen-Grid  Amplifier 

2.5 

1.75 

180 

75 

-1.5 

9 

Not  over  \  plate  current 
200,000 

1100 

*3  .S 

•  •  ■  3  o> 

•  •  *S  3  3  •  •  a 

:  :q  =»  3  : 

■  •  •  0 1C  O  • 

.  .  .  •  .iocc 

•  '  •  tO 

•  •  ■ 

00 

© 

Use 

Filament  or  Heater  Voltage . 

Filament  or  Heater  Current . 

Plate  Voltage . 

Screen  Voltage . 

Grid  Voltage . 

Plate  Current  (M.A.) . 

Screen  Current  (M.A.) . 

Plate  Resistance  (Ohms) . 

Mutual  Conductance  (Micromhos).. 

Power  Output  (Watts) . 

Amplification  Factor . 1 

Grid  to  Plate  Capacitance  (Approx.) 

Input  Capacitance  (Approx.) . 

Output  Capacitance  (Approx.) . 

Grid  to  Cathode  (Approx.) . 

Plate  to  Cathode  (Approx.) . 

Overall  Length  (Max.) . . . 

Bulb .  , 

Cap . 

Base.  .  . .  1 

Socket . 

1019 


*  Recommended  values  for  use  in  automobile  receivers. 

**  Recommended  values  for  use  in  receivers  designed  for  110-volt  d-c  operation. 
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Trigonometric  Functions 


Angle  0 
or  Lag 
Angle 

Sine  or 
Induction 
Factor 

Cosine  or 
Power 
Factor 

Tan 

Angle  <t> 
or  Lag 
Angle 

Sine  or 
Induction 
Factor 

Cosine  or 
Power 
Factor 

Tan 

0 

0  000 

1.000 

0.000 

1 

0.999 

0.017 

46 

0.719 

0.695 

1.04 

2 

0.999 

47 

0.731 

0.682 

■liyl 

3 

0.999 

48 

0.743 

0.669 

Mtl 

4 

0.998 

0.070 

49 

0.755 

Bwtfl 

5 

0.087 

0.996 

0.087 

50 

0.766 

6 

0.105 

0.995 

0.105 

51 

0.777 

BijfiytiB 

7 

0.122 

0.993 

0.123 

52 

0.788 

8 

0.139 

0.990 

0.141 

53 

0.799 

0.602 

1.33 

9 

0.156 

0.988 

0.158 

54 

0.809 

0.588 

1.38 

10 

0.174 

0.985 

0.176 

55 

0.819 

0.574 

1.43 

11 

0.191 

0.982 

0.194 

56 

0.829 

0.559 

1.48 

12 

0.208 

0.978 

0.213 

57 

0.839 

0.545 

1.54 

13 

0.225 

0.974 

0.231 

58 

0.848 

0.530 

1.60 

14 

0.242 

0.970 

0.249 

59 

0.857 

0.515 

1.66 

15 

0.259 

0.966 

0.268 

60 

0.866 

1.73 

16 

0.276 

0.961 

0.287 

61 

0.875 

0.485 

1.80 

17 

0.292 

0.956 

0.306 

62 

0.883 

0.469 

1.88 

18 

0.309 

0.951 

0.325 

63 

0.891 

0.454 

1.96 

19 

0.326 

0.946 

0.344 

64 

0.898 

0.438 

2.05 

20 

0.342 

0.940 

0.364 

65 

0  906 

0.423 

2.14 

21 

0.358 

0.934 

0.384 

66 

0.914 

0  407 

2.25 

22 

0.375 

0.927 

0.404 

67 

0.921 

0.391 

2.36 

23 

0.391 

0.921 

0.424 

68 

0.927 

0.375 

2.48 

24 

0.407 

0.914 

0.445 

69 

0.934 

0.358 

2.61 

25 

0.423 

0.906 

0.466 

70 

0.940 

0  342 

2.75 

26 

0.438 

0.898 

0.488 

71 

0.946 

0.326 

2.90 

27 

0.454 

0.891 

0.510 

72 

0.951 

0.309 

3.08 

28 

0.469 

0.883 

0.532 

73 

0.956 

0.292 

3.27 

29 

0.485 

0.875 

0.554 

74 

0.961 

0.276 

3.49 

30 

0.500 

0.866 

0.577 

75 

0  966 

0.259 

3.73 

31 

0.515 

0.857 

0.601 

76 

0  970 

0.242 

4.01 

32 

0.530 

0.848 

0.625 

77 

0.974 

0.225 

4.33 

33 

0  545 

0.839 

0.649 

78 

0.978 

0  208 

4.70 

34 

0.559 

0.829 

0.675 

79 

0.982 

0.191 

5.14 

35 

0.574 

0.819 

0.700 

80 

0.985 

0.174 

5.67 

36 

0.588 

0.809 

0.727 

81 

0.988 

0.156 

6.31 

37 

0.602 

0.799 

0.754 

82 

0.990 

0.139 

7.12 

38 

0.616 

0.788 

0.781 

83 

0.993 

0.122 

8.14 

39 

0.629 

0.777 

0.810 

84 

0  995 

9.51 

40 

0.643 

0.766 

0.839 

85 

0.996 

0.087 

11.43 

41 

0.656 

0.755 

0.869 

86 

0.998 

42 

0.669 

0.743 

0.900 

87 

0.999 

0  052 

43 

0.682 

0.731 

0.933 

88 

0  999 

0  035 

28.64 

44 

0.695 

0.719 

0.966 

89 

0  999 

0.017 

57.28 

45 

0.707 

0.707 

1.000 

90 

1.000 

Infinity 

A 

B 

sin  0  =  j. 

COt  0  =  - 7 

A 

B 

C 

COS  <t>  =  ^ 

sec  0  =  g 

A 

C 

tan  0  -  g 

cosec  0  * 
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Dimensions,  Lengths  and  Resistances  of  “Cotton  Enameled”  Magnet  Wire 


B.  AS. 

Gage 

1 

Diameter  over 
Insulation,  Inches 

Feet  per  Pound 

Pounds  per  1000 
Ft. 

Ohms  per  Pound 

Single 

Double 

Single 

Double 

Single 

Double 

Single 

Double 

0.1280 

0. 1355 

0.1410 

19.7 

19.4 

50.7 

51.5 

1  S 

0.0122 

0.1144 

0. 1220 

0.1274 

24.7 

24.2 

40.5 

41.3 

■ 

0.0191 

0.1093 

ES Ej 

31.0 

30.4 

32.3 

32.9 

0.0303 

11 

0.0907 

0.0982 

0.1037 

39.2 

38.2 

25.5 

26.2 

0.0492 

0.0480 

12 

0.0808 

0.0883 

0.0938 

49.3 

48.0 

20.3 

20.8 

0.0783 

0.0761 

13 

0.0719 

0.0795 

0.0850 

62.0 

60.3 

16.1 

16.6 

0.124 

0.121 

14 

0.0641 

0.0770 

78.1 

75.8 

12.8 

13.2 

0.197 

0.191 

15 

0.0571 

0.0695 

98.3 

95.2 

10.2 

10.5 

0.312 

0.302 

16 

0.0623 

124.0 

118.0 

8.06 

8.48 

0.497 

0.473 

17 

0.0453 

0.0563 

156.0 

150.0 

6.41 

6.67 

0.789 

0.759 

18 

0.0403 

0.0468 

0.0518 

194.0 

187.0 

5.15 

5.35 

1.24 

1.19 

19 

0.0359 

0.0424 

0.0474 

245.0 

234.0 

4.08 

4.27 

1.97 

1.88 

20 

0.0379 

0.0424 

307.0 

291.0 

3-26 

3.44 

3.12 

2.95 

21 

0.0285 

0.0384 

385.0 

362.0 

2.60 

2.76 

4.91 

4.62 

22 

0.0253 

0.0308 

0.0353 

481.0 

449.0 

2.08 

2.23 

7.76 

7.25 

23 

0.0226 

0.0281 

0.0326 

601.0 

555.0 

1.66 

1.80 

12.2 

11.3 

24 

0.0201 

0.0255 

0.0300 

750 

684.0 

1.33 

1.46 

19.2 

17.5 

25 

0.0179 

0.0232 

0.0277 

936.0 

842.0 

1.07 

1.19 

30.2 

27.2 

26 

0.0159 

0.0247 

1,170.0 

1040.0 

0.855 

0.961 

47.7 

42.3 

27 

0.0142 

0.0229 

1,450.0 

1270.0 

0.690 

0.788 

74.5 

65.2 

28 

0.0126 

0.0173 

0.0213 

1,810.0 

1550.0 

0.552 

0.645 

117.0 

100.0 

29 

0.0113 

0.0200 

2,240.0 

1880.0 

0.446 

0.532 

183.0 

154.0 

30 

0.0100 

0.0187 

2,780.0 

2280.0 

0.360 

0.438 

286.0 

235.0 

31 

0.0089 

0.0174 

3,440.0 

2720.0 

0.291 

0.368 

447.0 

353.0 

32 

0.0079 

0.0164 

4,240.0 

3240.0 

0.236 

0.309 

695.0 

531.0 

33 

0.0071 

0.0155 

5,200.0 

3820.0 

0.192 

0.262 

1070.0 

789.0 

34 

0.0063 

0.0148 

6,380.0 

4460.0 

0.157 

0.224 

1660.0 

1160.0 

35 

0.0056 

0.0140 

7,810.0 

5140.0 

0.128 

0.195 

2560.0 

1690.0 

36 

0.0050 

0.0134 

9,540.0 

5850.0 

0.105 

0.171 

3950.0 

2420.0 

37 

0.0044 

0.0128 

11,600.0 

6530.0 

0.0862 

0.153 

6060.0 

3410.0 

38 

0.0040 

0.0083 

0.0123 

14,000.0 

7020.0 

0.0715 

0.143 

9220.0 

4620.0 
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Dimensions,  Lengths,  Weights  and  Resistances  of  Silk-covered 
Magnet  Wire 


B.&S. 

Gage 

Diameter 
of  Bare 
Wire, 
Inches 

Diameter  over 
Silk,  Inches 

Feet  per  Pound 

Pounds  per  1000 
Ft. 

Ohms  per  Pound 

Single 

Double 

Single 

Double 

Single 

Double 

Single 

Double 

16 

0.0508 

0.0528 

0.0548 

127.0 

125.0 

7.87 

8.00 

0.509 

0.501 

17 

0.0453 

0.0473 

0.0493 

160.0 

158.0 

6.25 

6.33 

0.908 

0.800 

18 

0.0403 

0.0423 

0.0443 

201.0 

199.0 

4.97 

5.02 

1.29 

1.27 

19 

0.0359 

0.0379 

0.0399 

253.0 

250.0 

3.95 

4.00 

2.03 

2.01 

20 

0.0320 

0.0340 

0.0360 

318.0 

314.0 

3.14 

3.19 

3.22 

3.18 

21 

0.0285 

0.0305 

0.0325 

401.0 

394.0 

2.49 

2.54 

5.12 

5.04 

22 

0.0253 

0.0273 

0.0293 

505.0 

494.0 

1.98 

2.02 

8.15 

7.97 

23 

0.0226 

0.0246 

0.0266 

635.0 

621.0 

1.58 

1.61 

12.9 

12.6 

24 

0.0201 

0.0221 

0.0241 

798.0 

778.0 

1.25 

1.29 

20.5 

20.0 

25 

0.0179 

0.0199 

0.0219 

1,000.0 

975.0 

1.00 

1.03 

32.3 

31.5 

26 

0.0159 

0.0179 

0.0199 

1,260.0 

1,220.0 

0.794 

0.820 

51.3 

49.7 

27 

0.0142 

0.0162 

0.0182 

1,580.0 

1,530.0 

0.633 

0.653 

81.2 

78.6 

28 

0.0126 

0.0146 

0.0166 

1,990.0 

1,910.0 

0.502 

0.523 

129.0 

124.0 

29 

0.0113 

0.0133 

0.0153 

2,480.0 

2,380.0 

0.403 

0.420 

203.0 

194.0 

30 

0.0100 

0.0120 

0.0140 

3,130.0 

2,960.0 

0.320 

0.338 

332.0 

305.0 

31 

0.0089 

0.0109 

0.0129 

3,920.0 

3,680.0 

0.255 

0.272 

510.0 

478.0 

32 

0.0079 

0.0099 

0.0119 

4,900.0 

4,570.0 

0.204 

0.219 

803.0 

748.0 

33 

0.0071 

0.0091 

0.0111 

6,120.0 

5,660.0 

0.  163 

0.177 

1,260.0 

1,170.0 

34 

0.0063 

0.0083 

0.0103 

7,650.0 

6,980.0 

0.  131 

0.143 

1,990.0 

1,820.0 

35 

0.0056 

0.0076 

0.0096 

9,520.0 

8,570.0 

0.105 

0. 117 

3,120.0 

2,820.0 

36 

0.0050 

0.0070 

0.0090 

11,900.0 

10,500.0 

0.0840 

0.0952 

4,930.0 

4,350.0 

37 

0.0044 

0.0064 

0.0084 

14,700.0 

12,800.0 

0.0680 

0.0781 

7,670.0 

6,680.0 

38 

0.0040 

0.0060 

0.0080 

18,200.0 

15,500.0 

0.0549 

0.0645 

12,000.0 

10,200.0 

39 

0.0035 

0.0055 

0.0075 

22,600.0 

18,700.0 

0.0442 

0.0535 

18,800.0 

15,500.0 

40 

0.0031 

0.0051 

0.0071 

27,900.0 

22,400.0 

0.0358 

0.0446 

29,200.0 

23,500.0 
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Dielectric  Constant  (Specific  Inductive  Capacity)  of  Various  Gases, 
Liquids  and  Solids 


Substance 

Temperature, 
Degrees  C. 

Dielectric 

Constant 

Remarks 

Gases: 

Air . 

0 

1 . 000  Unity 
1.022 

0  999 

Pressure,  1  atmos. 
Pressure,  20  atmos. 

Vacuum . 

19 

Oils: 

Castor . 

11 

4  67 

Petroleum . 

2.13 

Transformer . 

2.5 

Vaseline . 

2  17 

Water . 

81  0 

Distilled 

Solids: 

Ebonite . 

25-3.5 

Fibre . 

5-8 

9.9 

6.6 

5. 4-8.0 
3.3-4. 9 

4-8 

1.1 5-3.0 

2 . 1-2 . 3 

Vulcanized 

Glass 

Flint  Glass . 

Density 

4.5 

Flint  Glass . 

2.87 

Lead  Glass . 

3. 0-3. 5 

Gutta  Percha . 

Mica . 

Indian  and  Canadian 
Dry 

Paper . 

Paraffin . 

Porcelain . 

4.4  Approx. 

4.6 

4.5 

3. 0-3. 7 
3.0-4. 5 

Glazed 

Silk . 

Quartz . 

Shellac . 

Maple . 

Untreated;  dry 

1024 
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Fusing  Effects  of  Current  on  Copper  Wire 


B.  AS. 

Gage 


10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 


Copper, 

Amperes 


333.0 

284.0 

235.0 

200.0 

166.0 

139.0 

117.0 

99.0 

82.8 

66.7 

58.3 


B.  AS. 

Gage 


21 

22 

23 

24 

25 

26 

27 

28 

29 

30 


Copper, 

Amperes 


49.3 

41.2 

34.5 
28.9 

24.6 

20.6 

17.7 

14.7 
12.5 
10.25 


B.  AS. 

Gage 


31 

32 

33 

34 

35 

36 

37 

38 

39 

40 


Copper, 

Amperes 


8.75 

7.26 

6.19 
5.12 
4.37 
3.62 
3.08 
2  55 

2.20 
1.86 


Metric  System 


Meters 

Inches 

Feet 

i 

Yards 

Miles 

Millimeter  (mm.) . 

.001 

0.039370 

0.003281 

0.001094 

Centimeter  (cm.) . 

0.01 

0.393701 

0.032809 

0.010936 

Decimeter . 

0.1 

3.93701 

0.328084 

0.109361 

Meter . 

1.0 

39.370113 

3.280843 

1.093614 

0.000621 

Decameter . 

10.0 

32.80843 

10.93614 

0.006214 

Hectometer . 

100.0 

328.0843 

109.3614 

0.062137 

Kilometer . 

1000.0 

3280.843 

1093.614 

0.621372 

Miriameter . 

10,000.0 

6.213718 

Meter 

1  inch  — .02539954 

1  foot  =  .3047945  or  30.47  cm.  1  meter =39.37  in. 


UX-210 


RCA-231 


UX-215 


Power 

Amplifier 


2,100  1800 
1,900  2000 

1,800  2100 
1,800  2100 


4,300  1000 

4,100  2400 

3,670  3400 

4,350  4600 


Full- Wave 
Rectifier 

ux 

Si 

2A 

A.  C. 

Half-Wave 

Rectifier 

ux 

Gf 

2A 

A.  C 

7.5  1.25 


RECTIFIERS 

I  (  A.  C.  voltage  per  plate  (volte  R  M.S.)..  .  350 

1  (  D.  C.  output  current  (maximum  MA.) .  125 

2  (  A.  C.  voltage  per  plate  (maximum  volts  R.M.S.)..  400 

_  (  D.  C.  output  current  (maximum  M  A.) .  110 

A.  C.  plate  voltage  (maximum  volts  R.M.S.) .  700 

D.  C.  output  current  (maximum  MA.) .  85 


For  D.  CT  output  voltage  delivered 
to  filter  of  typical  rectifier  circuits, 
refer  to  RCA  Radiotron  Co.  Tech- 
nical  Bulleitn. _ 

For  D.  C.  output  voltage  delivered 
to  filter  of  typical  rectifier  circuits, 
refer  to  Technical  Bulletin. 


SPECIAL  PURPOSE  j 

UX-874 

Voltage 

Regulator 

UX 

5f 

2* 

Designed  to  keep  output  voltage  of  B  eliminators  con¬ 
stant  when  different  values  of  “B”  current  are  supplied. 

Operating  voltage . 

Starting  voltage . 

Operating  current . 

.  90  volts  D.  C. 

UV-876 

Current 

Regulator 

(Ballast 

Tube) 

Mogul 

1 

8 

2A 

i 

Designed  to  insure  constant  input  to  power  operated 
radio  receivers  despite  fluctuations  in  line  voltage. 

Operating  current . 

Voltage  range . 

R(fauLT  « 

Tube) 


Designed  to  insure  constant  input  to  power  operated 
radio  receivers  despite  fluctuations  in  lino  voltage. 


Operating  current .  2.05  amperes 

Voltage  range . . .  40-60  volts 


FOR  AMATEUR  AND  EXPERIMENTAL  TRANSMITTING  USE 


Maximum  Overall 
Dimensions 


UX 

81 

UX 

61 

ux 

6| 

Filament 

Current 

Amperes 

Voltage 

Amplifica¬ 

tion 

Factor 

3.25 

12 

150 

Approxi-  Approxi-  Maximum  Maximum 


mate 

Grid  Bias 
Volts 


Plate  Plate  Power 

Current  Dissipation  Output 

Amperes  Watts  Watts 


0.10 


0.06 


Applied  through  plate  coupling  resistor  of  250,000  ohms. 


Insert  between  pages  1024  and  1025 


t  Applied  through  plate  coupling  resistor  of  200,000  ohms. 


Courtesy  of  RCA  Radiotron  Co. 
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Characteristic  Signals  Sent  Out  by  Radio  Beacon  Stations 
0 Courtesy ,  U.  S.  Hydrographic  Office) 


Beacon 

Signal  Characteristic 

Ambrose  Channel . 

One  dash 

60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 

Sea  Girt  Light  Station . 

Fire  Island  Light- vessel . 

Diamond  Shoals  Light-vessel . 

San  Francisco  Light-vessel . 

Three  dashes 

Two  dashes 

Two  dashes 

Two  dashes 

Boston  Light- vessel,  Mass . 

Nantucket  Shoals  Light . 

Cape  Henry  Light-station . 

One  dash,  one  dot 
Four  dashes 

Two  dots,  one  dash 

60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 

Blunt’s  Reef  Light-vessel . 

Columbia  River  Light-vessel . 

One  dash 

Three  dashes 

60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 
60  secs,  on,  120  secs,  off 

Swiftsure  Bank  Light-vessel . 

Two  dashes 

Voltage  Required  to  Produce  a  Spark  in  Air  between  Spheres  of 
(1  Cm.  or  .3937  In.)  Diameter 


Length  of  Spark  Gap  in 

Volts 

Centimeters 

Inches 

0.02 

0.0079 

0.04 

0.0157 

0.06 

0.0236 

0.08 

0.0315 

0.10 

0.0394 

0.20 

0.0787 

0.30 

0.1181 

Length  of  Spark  Gap  in 

Volts 

Centimeters 

Inches 

0.40 

0.1575 

14,400 

0.50 

0.1969 

17,100 

0.60 

0.2362 

19,500 

0.70 

0.2756 

21,600 

0.80 

0.3150' 

23,400 

0.90 

0.3543 

24,600 

1.00 

0.3937 

25,500 

gSJSSSggg  SSSgS? 
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Relation  of  Natural  Wavelength,  etc. — Continued 


Meters 

n 

LXC 

Meters 

n 

LxC 

Meters 

n 

LXC 

750 

400,000 

0.1583 

1000 

300,000 

0.282 

1500 

200,000 

0.633 

755 

397,000 

0.1604 

1010 

297,100 

0.2,87 

1510 

198,700 

0.642 

760 

395*000 

0.1626 

1020 

294,200 

0.293 

1520 

197,400 

0.650 

765 

392,000 

0.1647 

1030 

291,300 

0.299 

1530 

196,100 

0.659 

770 

390,000 

0.1669 

1040 

288,500 

0.304 

1540 

194,800 

0.667 

775 

387,000 

0.1690 

1050 

285,700 

0.310 

1550 

193,500 

0.676 

780 

385,000 

0.1712 

1060 

283,000 

0.316 

1560 

192,300 

0.685 

785 

382,000 

0.1734 

1070 

280,400 

0.322 

1570 

191,100 

0.694 

790 

380,000 

0.1756 

1080 

277,800 

0.328 

1580 

189,900 

0.703 

795 

377,000 

0.1779 

1090 

275,200 

0.334 

1590 

188,700 

0.712 

800 

375,000 

0.1801 

1100 

272,700 

0.341 

1600 

187,500 

0.721 

805 

373,000 

0.1824 

1110 

270,300 

0.347 

1610 

186,300 

0.730 

810 

370,000 

0.1847 

1120 

267,900 

0.353 

1620 

185,100 

0.739 

815 

368,000 

0.1870 

1130 

265,500 

0.359 

1630 

184,000 

D.748 

820 

366,000 

0.1893 

1140 

263,200 

0.366 

1640 

182,900 

0.757 

825 

364,000 

0.1916 

1150 

260,900 

0.372 

1650 

181,800 

0.766 

830 

361,000 

0.1939 

1160 

258,600 

0.379 

1660 

180,700 

0.776 

835 

359,000 

0.1962 

1170 

256,400 

0.385 

1670 

179,600 

0.785 

840 

357,000 

0.1986 

1180 

254,200 

0.392 

1680 

178,500 

0.794 

845 

355,000 

0.201 

1190 

252,100 

0.399 

1690 

177,400 

0.804 

850 

353,000 

0  203 

1200 

250,000 

0.405 

1700 

176,400 

0.813 

855 

351,000 

0.206 

1210 

247,900 

0.412 

1710 

175.400 

0.823 

860 

349,000 

0.208 

1220 

245,900 

0.419 

1720 

174,400 

0.833 

865 

347,000 

0.211 

1230 

243,900 

0.426 

1730 

173,400 

0.842 

870 

345*000 

0.213 

1240 

241,900 

0.433 

1740 

172,400 

0.852 

875 

343,000 

0.216 

1250 

240,000 

0.440 

1750 

171,400 

0.862 

880 

341,000 

0.218 

1260 

238,100 

0.447 

1760 

170,500 

0.872 

885 

339,000 

0.220 

1270 

236,200 

0.454 

1770 

169,500 

0.882 

890 

337,000 

0.223 

1280 

234,400 

0.461 

1780 

168,500 

0.892 

895 

335,000 

0.225 

1290 

232,600 

0.468 

1790 

167,600 

0.902 

900 

0.228 

1300 

230,800 

0.476 

1800 

166,700 

905 

ixil 

0.231 

1310 

229,000 

0.483 

1810 

165,700 

910 

HE! 

0  233 

1320 

227,300 

0.490 

1820 

164,800 

0  932 

915 

0.236 

1330 

225,600 

0.498 

1830 

163,900 

0.943 

920 

KS !  mm 

0.238 

1340 

223,900 

0.505 

1840 

163,000 

0  953 

925 

■  mm 

0.241 

1350 

222,200 

0.513 

1850 

162,200 

0.963 

930 

MW'j  iii?-  y 

0.243 

1360 

220,600 

0.521 

1860 

161,300 

0.974 

935 

!  *a!| 

0.246 

1370 

219,000 

0.528 

1870 

160,400 

0.984 

940 

KT  |  m% 

0.249 

1380 

217,400 

0.536 

1880 

159,600 

0.995 

945 

IMJ 

0.251 

1390 

215,800 

0.544 

1890 

158,700 

1.005 

950 

316,000 

0.254 

1400 

214,300 

0.552 

955 

314,000 

0.257 

1410 

212,800 

0.560 

1910 

1.026 

960 

313,000 

0.259 

1420 

211,300 

0.568 

1920 

1.037 

965 

311,000 

0.262 

1430 

209,800 

0.576 

1930 

1.048 

970 

309,000 

0.265 

1440 

208,300 

0.584 

1940 

1.059 

975 

308,000 

0.268 

1450 

206,900 

0.592 

1950 

1.070 

980 

306,000 

0.270 

1460 

205,500 

0  600 

1960 

1.081 

985 

0.273 

1470 

204,100 

0.608 

1970 

1.092 

990 

0.276 

1480 

202,700 

0.616 

1980 

1.103 

995 

0.279 

1490 

201,300 

0.625 

Ba 

1.114 
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Relation  op  Natural  Wavelength,  etc. — Continued 


Meters 

n 

LxC 

Meters 

n 

LXC 

Meters 

n 

LXC 

2000 

150,000 

3000 

100,000 

2.53 

4000 

75,000 

4.50 

2020 

148,500 

3020 

99,400 

2.57 

4020 

74,700 

4.55 

2040 

147,100 

1.171 

3040 

98,700 

2.60 

4040 

74,300 

4.50 

2060 

145,600 

3060 

98,100 

2.64 

4060 

73,900 

4.64 

2080 

144,200 

1.218 

3080 

97,400 

2.67 

4080 

73,600 

4.69 

p  onp 

142,900 

1.241 

3100 

96,800 

2.70 

4100 

73,200 

4.73 

p 

141,500 

1.265 

3120 

96,200 

2.74 

4120 

72,800 

4.78 

tm 

140,200 

1.289 

3140 

95,600 

2.78 

4140 

72,500 

4.82 

p  f;M 

138,900 

1.313 

3160 

95,000 

2.81 

4160 

72,100 

4.87 

2180 

137,600 

1.338 

3180 

94,400 

2.85 

4180 

71,800 

4.92 

2200 

136,400 

1.362 

3200 

93,800 

2.88 

4200 

71,500 

4.96 

2220 

135;000 

1.387 

3220 

93,200 

2.92 

4220 

71,100 

5.01 

2240 

133^900 

1.412 

3240 

92,600 

2.96  - 

4240 

5.06 

2260 

132,700 

1.438 

3260 

2.99 

4260 

5.11 

2280 

13i;600 

1.463 

3280 

91,500 

3.03 

4280 

5.16 

2300 

130^400 

1.489 

3300 

3.06 

4300 

69,800 

5.20 

2320 

129,300 

1.515 

3320 

3.10 

4320 

69,500 

5.25 

2340 

128,200 

1.541 

3340 

89,800 

3.14 

4340 

69,100 

5.30 

2360 

127;  100 

1.568 

3360 

89,300 

3.18 

4360 

68,800 

5.35 

2380 

126,000 

1.594 

3380 

88,800 

3.22 

4380 

68,500 

5.40 

2400 

125,000 

1.621 

3400 

88,300 

3.25 

4400 

68,200 

5.45 

2420 

124,000 

1.548 

3420 

87,700 

3.29 

4420 

67,900 

5.50 

2440 

122;900 

1.676 

3440 

87,200 

3.33 

4440 

67,600 

5.55 

2460 

121,900 

3460 

86,700 

3.37 

4460 

67,300 

5.60 

2480 

121,000 

1.731 

3480 

86,200 

3.41 

4480 

67,000 

5.65 

2500 

120,000 

1.759 

3500 

85,700 

3.45 

4500 

66,700 

5.70 

2520 

119,000 

1.787 

3520 

85,300 

3.49 

4520 

66,400 

5.75 

2540 

118,100 

1.816 

3540 

84,800 

3.53 

4540 

66,100 

5.80 

2560 

117,200 

1.845 

3560 

84,300 

3.57 

4560 

65,800 

5.85 

2580 

116,300 

1.874 

3580 

83,800 

3.61 

4580 

65,500 

5.90 

2600 

115,400 

1.903 

3600 

83,400 

3.65 

4600 

65,200 

5.96 

2620 

114,500 

1.932 

3620 

82,900 

3.69 

4620 

65,000 

6.01 

2640 

113,600 

1.962 

3640 

82,400 

3  73 

4640 

64,700 

6.06 

2660 

112,800 

1  991 

3660 

82,000 

3.77 

4660 

64,400 

6.11 

2680 

111,900 

2.02 

3680 

81,500 

3.81 

4680 

64,100 

6.17 

2700 

111,100 

2.05 

3700 

81,100 

3.85 

4700 

63,900 

6.22 

2720 

110,300 

2.08 

3720 

80,700 

3.90 

4720 

63,600 

6.27 

2740 

109,500 

2.11 

3740 

80,200 

3.94 

4740 

63,300 

6.32 

2760 

108,700 

2.14 

3760 

79,800 

3.98 

4760 

63,000 

6.38 

2780 

107,900 

2.18 

3780 

79,400 

4.02 

4780 

62,800 

6.43 

2800 

107,100 

2  21 

3800 

79,000 

4.06 

4800 

62,500 

6.49 

2820 

106,400 

2.24 

3820 

78,600 

4.11 

4820 

62,300 

6,54 

2840 

105,600 

2.27 

3840 

78,200 

4.15 

4840 

62,000 

6.59 

2860 

104,900 

2.30 

3860 

77,700 

4.19 

4860 

61,800 

6.65 

2880 

104,200 

2.33 

3880 

77,300 

4.24 

4880 

61,500 

6.70 

2900 

103,400 

2.37 

3900 

76,900 

4.28 

4900 

61,200 

6.76 

2920 

102,700 

2.40 

3920 

76,500 

4.32 

4920 

61,000 

6.81 

2940 

102,000 

2.43 

3940 

76,200 

4.37 

4940 

60,800 

6.87 

2960 

101.300 

2.47 

3960 

75,800 

4.41 

4960 

60,500 

6.92 

2980 

100700 

2.50 

3980 

75,400 

4.46 

4980 

60,300 

6.98 
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Relation  op  Natural  Wavelength,  etc. — Continued 


Meters 

n 

LXC 

Meters 

n 

LXC 

|  Meters 

n 

LXC 

5000 

60,000 

7.04 

7500 

warn 

15.83 

28.2 

5050 

59,400 

7.18 

7550 

39,700 

16  04 

jJnWu 

28.7 

5100 

58,800 

7.32 

7600 

39,500 

16.26 

29.3 

5150 

58,300 

7.47 

warn 

16.47 

29.9 

5200 

57,700 

7.61 

16.69 

30.4 

5250 

57,200 

7.76 

wrsm 

16.90 

31.0 

5300 

56,600 

7.91 

7800 

38,500 

17.12 

31.6 

5350 

56,100 

■riiMil 

38,200 

17.34 

3:ViW 

32.2 

5400 

55,600 

8.21 

EifiV 

17.56 

32.8 

5450 

55,100 

8.36 

ml 

37,700 

17.79 

33.4 

5500 

54,600 

8.52 

8000 

37,500 

18.01 

EE 

27,300 

34.1 

5550 

54,100 

8.67 

8050 

37,300 

18.24 

2 

27,000 

34.7 

5600 

53,600 

8.83 

8100 

37,000 

18.47 

;  ES 

26,800 

35.3 

5650 

53,100 

8.99 

8150 

36,800 

18.70 

,  M 

26,500 

35.9 

5700 

52,700 

9.15 

8200 

36,600 

18.93 

:ee 

26,300 

36.6 

5750 

52,200 

9.31 

8250 

36,400 

19.16 

Es 

26,100 

37.2 

5800 

51,700 

9.47 

8300 

36,100 

19.39 

25,900 

37.9 

5850 

51.300 

9.63 

8350 

35,900 

19.62 

m 

25,600 

38.5 

5900 

9.80 

8400 

35,700 

19.86 

m 

25,400 

39.2 

5950 

9.96 

8450 

35,500 

20.1 

25,200 

39.9 

6000 

50,000 

■TVjjflj' 

8500 

35,300 

20.3 

40.5 

6050 

49,600 

8550 

35,100 

20.6 

41.2 

6100 

49,200 

inVvS 

8600 

34,900 

20.8 

mix 

41.9 

6150 

48,800 

10.65 

8650 

34,700 

21.1 

42.6 

6200 

48,400 

10.82 

8700 

34,500 

21.3 

In 

43.3 

6250 

48,000 

11.00 

8750 

34,300 

21.6 

12500 

44.0 

6300 

47,600 

11.17 

8800 

34,100 

21.8 

■  TtV 

44.7 

6350 

47,200 

11.35 

8850 

33,900 

22.0 

'  45.4 

6400 

46,900 

11.53 

8900 

33,700 

22.3 

1  4:Vi 

46.1 

6450 

46,500 

11.71 

8950 

33,500 

22.5 

1 2m 

46.8 

6500 

46,200 

11.89 

9000 

33,300 

!  22.8 

|  13000 

23,100 

47.6 

6550 

45,800 

12.08 

9050 

33,100 

23.1  . 

22,900 

48.3 

6600 

45,500 

12.26 

9100 

33,000 

23.3 

IHv 

22,700 

49.0 

6650 

45,100 

12.45 

9150 

32,800 

23.6 

KksMi 

22,600 

49.8 

44,800 

12.64 

9200 

32,600 

23.8 

13400' 

22,400 

50.5 

44,400 

12.83 

9250 

32,400 

24.1 

■  Ktflll 

51.3 

6800 

44,100 

13.02 

9300 

32,300 

24.3 

IrlVri 

52.1 

6850 

43,800 

13.21 

9350 

32,100 

24.6 

■  kWiJ 

52.8 

6900 

43,500 

13.40 

9400 

31,900 

24.9 

53.6 

6950 

43,200 

13.60 

9450 

31,700 

25.1 

mm 

54.4 

7000 

13.79 

9500 

31,600 

25.4 

55.2 

7050 

jK "  i  jJrM 

13.99 

9550 

31,400 

25.7 

56.0 

7100 

14.19 

9600 

31,300 

25.9 

jjtyjr? 

56.8 

7150 

K '  Ecm 

14.39 

31,100 

26.2 

57.6 

Wt  MUM 

B’  1  To! 

14.59 

9700 

30,900 

26.5 

58.4 

E 

m  ’  ffia 

14.79 

9750 

30,800 

26.8 

59.2 

E  tVil 

41.100  i 

15.00 

9800 

30,600 

27.0 

iffM 

60.0 

E 

iff 

15.21 

9850 

30,500 

27  3 

linn 

60.8 

7400 

15.41 

9900 

30,300 

27.6 

61.6 

7450 

imi 

15.62 

9950 

30,200 

27.9 

IB 

62.5 

Meters  n 


20,000 

19.870 
19,740 
19,610 
19,480 
19,350 
19,230 
19,110 
18,990 

18.870 


15,790 

15,710 

15,630 

15,540 

15,460 

15,380 

15,310 

15,230 

15,150 

15,080 
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where  / 
X 
V 


FREQUENCY  VERSUS  WAVELENGTH 


frequency  in  cycles; 
wavelength  in  meters; 

the  velocity  of  propagation  of  electromagnetic  waves,  or  299,820,000 
meters  per  second. 

Kilocycles  to  Meters,  or 


Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

5 

59960 

500 

599.6 

1000 

299.8 

1500 

199.9 

2000 

149.9 

10 

29980 

510 

587.9 

1010 

296.9 

1510 

198.6 

2010 

149.2 

20 

14990 

520 

576.6 

1020 

293.9 

1520 

|197.2 

2020 

148.4 

30 

9994 

530 

565.7 

1030 

291.1 

1530 

196.0 

2030 

147.7 

40 

7496 

540 

555.2 

1040 

288.3 

1540 

194.7 

2040 

147.0 

50 

5996 

550 

545.1 

1050 

285.5 

1550 

193.4 

2050 

146.3 

60 

4997 

560 

535.4 

1060 

282.8 

1560 

192.2 

2060 

145.5 

70 

4283 

570 

526.0 

1070 

280.2 

1570 

191.0 

2070 

144.8 

80 

3748 

580 

516.9 

1080 

277.6 

1580 

189.0 

2080 

144.1 

90 

3331 

590 

508.2 

1090 

275.1 

1590 

188.6 

2090 

143.5 

100 

2998 

600 

499.7 

1100 

272.6 

1600 

187.4 

2100 

142.3 

110 

2726 

610 

491.5 

1X10 

270.1 

1610 

186.2 

2110 

142.1 

120 

2499 

620 

483.6 

1120 

267.7 

1620 

185.1 

2120 

141.4 

130 

2306 

630 

475.9 

1130 

265.3 

1630 

183.9 

2130 

140.8 

140 

2142 

640 

468.5 

1140 

263.0 

1640 

182.8 

2140 

140.1 

150 

1999 

650 

461.3 

1150 

260.7 

1650 

181.7 

2150 

139.5 

160 

1874 

660 

454.3 

1160 

258.5 

1660 

180.6 

2160 

138.8 

170 

1764 

670 

447.5 

1170 

256.3 

1670 

179.5 

2170 

138.1 

180 

1666 

680 

440.9 

1180 

254.1 

1680 

178.5 

2180 

137.5 

190 

1578 

690 

434.5 

1190 

252.0 

1690 

177.4 

2190 

136.9 

200 

1499 

700 

428.3 

1200 

249.9 

1700 

176.4 

2200 

136.3 

210 

1428 

710 

422.3 

1210 

247.8 

1710 

175.3 

2210 

135.7 

220 

1363 

720 

416.4 

1220 

245.8 

1720 

174.3 

2220 

135.1 

230 

1304 

730 

410.7 

1230 

243.8 

1730 

173.3 

2230 

134.4 

240 

1249 

740 

405.2 

1240 

241.8 

1740 

172.3 

2240 

133.8 

250 

1199 

750 

399.8 

1250 

239.9 

1750 

171.3 

2250 

133.3 

260 

1153 

760 

394.5 

1260 

238.0 

1760 

170.4 

2260 

132.7 

270 

1110 

770 

389.4 

1270 

236.1 

1770 

169.4 

2270 

132.1 

280 

1071 

780 

384.4 

1280 

234.2 

1780 

168.4 

2280 

131.5 

290 

1034 

790 

379.5 

1290 

232.4 

1790 

167.5 

2290 

130.9 

300 

999.4 

800 

374.8 

1300 

230.6 

1800 

166.6 

2300 

130.4 

310 

967.2 

810 

370.2 

1310 

228.9 

1810 

165.6 

2310 

129.8 

320 

936.9 

820 

365.6 

1320 

227.1 

1820 

164.7 

2320 

129.2 

330 

908.6 

830 

361.2 

1330 

225.4 

1830 

163.8 

2330 

128.7 

340 

881.8 

840 

356.9 

1340 

223.7 

1840 

162.9 

2340 

128.1 

350 

856.6 

850 

352.7 

1350 

222  1 

1850 

162.1 

2350 

127.6 

360 

832.8 

860 

348.6 

1360 

220.4 

1860 

161.2 

2360 

127.0 

370 

810.3 

870 

344.6 

1370 

218.8 

1870 

160.3 

2370 

126.5 

380 

789.0 

880 

340.7 

1380 

217.3 

1880 

159.5 

2380 

126.0 

390 

768.8 

890 

336.9 

1390 

215.7 

1890 

158.6 

2390 

125.4 

400 

749.6 

900 

333.1 

1400 

214.2 

1900 

157.8 

2400 

124.9 

410 

731.3 

910 

329.5 

1410 

212.6 

1910 

157.0 

2410 

124.4 

420 

713.9 

920 

325  9 

1420 

211.1 

1920 

156.2 

2420 

123.9 

430 

697.3 

930 

322.4 

1430 

209.7 

1930 

155.3 

2430 

123.4 

440 

681.4 

940 

319.0 

1440 

208.2 

1940 

154.5 

2440 

122.9 

450 

666.3 

950 

315.6 

1450 

206.8 

1950 

153.8 

2450 

122.4 

460 

651.8 

960 

312.3 

1460 

205.4 

1960 

153.0 

2460 

121.9 

470 

637.9 

970 

309.1 

1470 

204.0 

1970 

152.2 

2470 

121.4 

480 

624.6 

980 

305.9 

1480 

202.6 

1980 

151.4 

2480 

120.9 

490 

611.9 

990 

302.8 

1490 

201.2 

1990 

150.7 

2490 

120.4 

This  table  is  used  to  convert  wavelength  in  meters  to  kilocycles  or  kilocycles  to  meters. 
It  should  be  remembered  that  the  values  are  interchangeable,  for  example: 

If  the  wavelength  in  meters  is  required  for  1300  kilocycles,  it  can  be  found  by  referring 
to  the  figure  1300  in  the  “  Meters  ”  column.  Here  it  is  seen  that  the  corresponding  figure 
is  230.6  in  the  “Kilocycles  ”  column. 

Therefore, 


1300  kc.  =  230.6  meters. 
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Example:  To  find  the  frequency  in  cycles  of  a  wavelength  of  200  meters: 

,  209,820,000  _  , 

/  - - — - -  1,499,100  cycles, 

or  1499  kilocycles. 

The  wavelength  may  be  obtained  by  transposing  the  above  formula: 


x  V  299,820,000  ^ 

X  =  —  =  ■  -  ■  ■  ■  —  =  200  meters. 

/  1,499,100 


Meters  to  Kilocycles 


Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

Meters 

Kilo¬ 

cycles 

2500 

119.9 

3000 

99.94 

4000 

74.96 

5000 

59.96 

7500 

39.08 

2510 

119.5 

3020 

99.28 

4020 

74.58 

5050 

59.37 

7550 

39.71 

2520 

119.0 

3040 

98.62 

4940 

74.21 

5100 

58.79 

7600 

39.45 

2530 

118.5 

3060 

97.98 

4060 

73.85 

5150 

59.22 

7650 

39.19 

2540 

118.0 

3080 

97.34 

4080 

73.49 

5200 

57.66 

7700 

38.94 

2550 

117.6 

3100 

96.72 

4100 

73.13 

5250 

57.11 

7750 

38.69 

2560 

117.1 

3120 

96.10 

4120 

72.77 

5300 

56.75 

7800 

38.44 

2570 

116.7 

3140 

95.48 

4140 

72.42 

5350 

57.11 

7850 

38.19 

2580 

116.2 

3160 

94.88 

4160 

72.07 

5400 

55.52 

7900 

37  95 

2590 

115.8 

3180 

94.28 

4180 

71.73 

5450 

55.01 

7950 

37.71 

2600 

115.3 

3200 

93.69 

4200 

71.39 

5500 

54.51 

8000 

37.48 

2610 

114.9 

3220 

93.11 

4220 

71.05 

5550 

54.02 

8050 

37.25 

2620 

114.4 

3240 

92.54 

4240 

70.71 

5600 

53.54 

8100 

37.02 

2630 

114.0 

3260 

91.97 

4260 

70.38 

5650 

53.07 

8150 

36.79 

2640 

113.6 

3280 

91.41 

4280 

70.05 

5700 

52.60 

8200 

36.56 

2650 

113.1 

3300 

90.86 

4300 

69.73 

5750 

52.14 

8250 

36.34 

2660 

112.7 

3320 

90.31 

4320 

69.40 

5800 

51.69 

8300 

36.12 

2670 

112.3 

3340 

89.77 

4340 

69.08 

5850 

51.25 

8350 

35.91 

2680 

111.9 

3360 

89.23 

4360 

68.77 

5900 

50.82 

8400 

35.69 

2690 

111.5 

3380 

88.70 

4380 

68.45 

5950 

50.39 

8450 

35.48 

2700 

111.0 

3400 

88.18 

4400 

68.14 

6000 

49.97 

8500 

35.27 

2710 

110.6 

3420 

87.67 

4420 

67.83 

6050 

49.56 

8550 

35  07 

2720 

110.2 

3440 

87.16 

4440 

67.53 

6100 

49.15 

8600 

34.86 

2730 

109.8 

3460 

86.65 

4460 

67.22 

6150 

48.75 

8650 

34.66 

2740 

109.4 

3480 

86.16 

4480 

66.91 

6200 

48.36 

8700 

34.46 

2750 

109.0 

3500 

85.66 

4500 

66.63 

6250 

47.97 

8750 

34.27 

2760 

108.6 

3520 

85.18 

4520 

66.33 

6300 

47.59 

8800 

34.07 

2770 

108.2 

3540 

84.70 

4540 

66.04 

6350 

47.22 

8850 

33.88 

2780 

107.8 

3560 

84.22 

4560 

65.75 

6400 

46.85 

8900 

33  69 

2790 

107.5 

3580 

83.75 

4580 

65.46 

6450 

46.48 

8950 

33.50 

2800 

107.1 

3600 

83.28 

4600 

65.18 

6500 

46.13 

9000 

33.31 

2810 

106.7 

3620  i 

82.82 

4620 

64.90 

6550 

45.77 

9050 

33.13 

2820 

106.3 

3640  1 

82.37 

4640 

64.62 

6600 

45.43 

9100 

32.95 

2830 

105.9 

3660 

81.92 

4660 

64.34 

6650 

45.09 

9150 

32.77 

2840 

105.6 

3680 

81.47 

4680 

64.06 

6700 

44.75 

9200 

32.59 

2850 

mKJtm 

3700 

4700 

63.79 

6750 

44.42 

9250 

32.41 

2860 

104.8 

3720 

4720 

63.52 

6800 

44.09 

9300 

32.24 

2870 

muzwm 

3740 

4740 

63.25 

6850 

43.77 

9350 

32.07 

2880 

104.1 

3760 

79.74 

4760 

62.90 

6900 

43.45 

9400 

31.90 

2890 

miftwm 

3780 

79.32 

4780 

62.72 

6950 

43.14 

9450 

31.73 

2900 

103.4 

3800 

\WMJM 

62.46 

7000 

42.83 

9500 

31.56 

2910 

103.0 

3820 

78.49 

4820 

62.20 

7050 

42.53 

9550 

31.39 

2920 

102.7 

3840 

■riafikMi 

4840 

61.95 

7100 

42.23 

9600 

31.23 

2930 

102.3 

3860 

77.67 

4860 

61.69 

El 

41.93 

9650 

31.07 

2940 

102.0 

3880 

77.27 

4880 

61.44 

mm 

41.64 

9700 

30.91 

2950 

101.6 

3900 

76.88 

4900 

61.19 

BIS 

41.35 

9750 

30.75 

2960 

101.3 

3920 

76.49 

4920 

60.94 

mi w 

gfWt  fM 

9800 

30.59 

2970 

100.9 

3940 

minim 

4940 

60.69 

B$S 

40.79 

9850 

30.44 

2980 

100.6 

3960 

75.71 

4960 

60.45 

ESS 

9900 

30.28 

2990  ; 

100.3 

3980 

75.33 

4980 

60.20 

j  7450 

■si 

9950 

30.13 

Values  of  wavelength  not  listed  in  the 'columns  may  be  found  by  applying  the  decimal 
system.  For  example,  it  may  be  desired  to  find  the  frequency  corresponding  to  372 
meters.  There  is  no  wavelength  value  given  to  correspond  to  this  number.  Therefore, 
by  multiplying  372  by  10,  we  obtain  the  figure  3720,  which  is  found  listed  in  the  “  Meters  ” 
column  and  corresponding  to  a  frequency  of  80.60.  Since  the  first  value  is  multiplied 
by  10,  we  can  move  the  decimal  point  one  place  to  the  right,  giving  us  a  value  of  806.0  kc. 
Therefore,  a  wavelength  of  372  meters  corresponds  to  a  frequency  of  806  kc. 


-  Bank*  + 

Complete  ship-board  radio  installation  consisting  of  the  ET-3628  tube  transmitter, 
IP-501  receiver,  and  120- volt  storage  battery  bank  for  supplying  the  main  operating 

power  in  an  emergency. 
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LEGEND  FOR  COMPLETE  ET-3628  INSTALLATION 


1.  D.C.  supply,  ship’s  generator. 

2.  Fuses. 

.  Polarity  reversing  switch. 

.  Main  circuit  contact  of  overload  circuit 
breaker. 

5.  Main  circuit  contact  of  overload  circuit 

breaker. 

6.  Overload  circuit  breaker  electro-magnet. 

7.  Charging  resistors. 

8.  Charging  resistors. 

9.  Bank  of  30  lead-acid  storage  cells. 

10.  Bank  of  30  lead-acid  storage  cells. 

11.  Ampere-hour  meter. 

12.  Trickle-charge  lamp. 

13.  Trickle-charge  lamp. 

14.  Low  voltage  coil  circuit  contact. 

15.  Low  voltage  coil  circuit  contact. 

16.  Limiting  resistor. 

17.  Underload  no  voltage  coil. 

18.  Voltage  multiplier. 

19.  Voltmeter. 

20.  Voltmeter  switch. 

21.  Voltmeter  plug  receptacle. 

22.  Voltmeter  plug  receptacle. 

23.  Voltmeter  plug. 

24.  Six-pole  charge-discharge  switch. 

24 A.  Fuses. 

25.  Transmitter  panel  d-c.  supply  switch. 

26.  Filament  rotary  converter  (d-c.  end). 

27.  Filament  rotary  converter  voltage  regu¬ 

lator  rheostat. 

28.  A.C.  end  of  filament  rotary  converter. 

29.  Filament  heating  transformer. 

30.  Filament  by-pass  condenser  (.5  mfd.). 

31.  Filament  by-pass  condenser  (.5  mfd.). 

32.  Filament  voltmeter. 

33.  Automatic  starter  solenoid  coil. 

34.  Solenoid  coil  protective  resistor. 

35.  Short-circuiting  contacts  for  protective  re¬ 

sistor. 

36.  Fixed  contact  on  overload  relay. 

37.  Movable  contact  on  armature  of  overload 

relay. 

38.  Starting  button  switch. 

39.  Starting  resistors  and  contact  fingers. 

40.  Contact  plunger  bar. 

41.  Flexible  connection. 

42.  Motor  armature. 

43.  Protective  condenser  (1  mfd.). 

44.  Protective  condenser  (1  mfd.). 

45.  Overload  relay  coil. 

46.  Holding  coil. 

47.  Holding  coil  fixed  contact. 

48.  Holding  coil  limiting  resistor. 

49.  Dynamic  brake  resistance. 

50.  Dynamic  brake  contact. 

51.  Generator  field  contact. 

52.  Generator  field  switch. 

53.  Generator  field  rheostat. 

54.  Low  power  resistor  and  switch. 

55.  Generator  field. 

56.  Protective  condenser  (1  mfd.). 

57.  Protective  condenser  (1  mfd.). 

58.  Motor  field. 

59.  Motor  field  rheoetat. 

60.  Protective  condenser  (1  mfd.). 

61.  Protective  condenser  (1  mfd.). 

62.  A.C.  generator  armature. 

63.  A.C.  output  switch. 

34.  Wattmeter. 

65.  Hand  key. 

66.  Primary  of  plate  transformer. 


67.  Secondary  of  plate  transformer. 

68.  Plate  r.f.  choke  coil. 

69.  Plate  r.f.  choke  coil. 

70.  UV204-A  vacuum  tube. 

71.  UV204-A  vacuum  tube. 

72.  Plate  blocking  condenser  (.001  mfd.). 

73.  Plate  blocking  condenser  (.001  mfd.}. 

74.  Plate  coupling  condenser  (.002  mfd.}. 

75.  Grid  coupling  condeneer  (.014  mfd.). 

76.  Grid  r.f.  choke  coil. 

77.  Giid  bias  resistor,  4000  ohms. 

78.  Wave  changing  switch  ("  tank  ”  cricuit). 

79.  Primary  or  “  tank  *’  circuit  inductance  of 

aerial  transformer. 

80.  Secondary  inductance  of  aerial  trans¬ 

former. 

80A.  Ground. 

81.  Antenna  ammeter  and  thermo-couple. 

82.  Antenna  load  coil. 

S3.  Wave  changing  switch  (secondary  circuit). 

84.  Aerial  load  coil. 

85.  Aerial  fine  tuning  inductance. 

85 A.  Aerial  tuning  inductance  switch. 

86.  Aerial  change-over  switch. 

A.  Aerial  connection. 

B.  Receiver  connection. 

C.  Transmitter  connection. 

D.  Motor  starter  contacts. 

E.  Generator  field  contacts. 

F.  A.C.  generator  contacts. 

87.  Lightning  switch. 

88.  Aerial. 

88 A.  Ground. 

89.  Primary  winding  of  receiving  transformer. 

90.  Primary  inductance  switch. 

9E  Long  wave  attachment  link. 

92;  Primary  series  tuning  condenser  (.0008- 
.0045  mfd.). 

93.  Ground  connection. 

94.  Grounding  condenser. 

95.  Buzzer  tester. 

96.  Buzzer  push  button  switch. 

97.  Buzzer  battery. 

97 A.  Buzzer  pick-up  coil. 

98.  Coupling  of  secondary  inductance. 

99.  Shield. 

100.  Secondary  inductance. 

101.  Secondary  inductance  switch. 

102.  Long  wave  attachment  link. 

103.  Coupling  coil  of  secondary  inductance. 

104.  Tickler  coil. 

105.  Coupling  coil  of  tickler  inductance. 

106.  Long  wave  attachment  link. 

107.  Oscillation  test  button  switch. 

108.  Detector  tube  UX201-A. 

109.  Detector  filament  rheoetat. 

110.  Grid  leak  and  condenser. 

110A.  Plate  to  filament  by-pass  condenser. 

111.  Secondary  tuning  condenser  (.00006- 

.0032  mfd.). 

112.  *'  A  ”  battery. 

113.  "  B  ”  battery. 

113A.  *'  C  ”  battery. 

114.  Detector  jack. 

115.  First  stage  audio  transformer. 

116.  First  stage  amplifier  tube  UX201-A. 

117.  Filament  rheostat. 

118.  First  stage  amplifier  jack. 

119.  Second  stage  audio  transformer. 

120.  Second  stage  amplifier  tube  UX201-A. 

121.  Filament  rheostat. 

122.  Second  stage  amplifier  jack. 
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OPERATION  OF  COMPLETE  SHIP-BOARD  APPARATUS 

The  E.T.  3628  Transmitter. — Refer  to  pages  1015  and  1016.  The 
transmitter  may  be  operated  from  the  ship's  generator  or,  in  an  emer¬ 
gency,  from  the  storage  battery,  by  throwing  the  six-pole  switch  (24) 
to  the  left  or  right,  respectively.  When  using  the  ship's  generator 
the  storage  battery  panel  circuit  breaker  should  be  open,  discon¬ 
necting  the  storage  batteries. 

When  the  d-c.  supply  switch  (25)  on  the  transmitter  is  closed  current 
will  flow  through  the  motor  field  (58).  When  aerial  switch  (86)  is 
thrown  in  the  down  position,  or  the  starting  button  (38)  is  closed,  cur¬ 
rent  will  flow  through  the  starting  solenoid  (33),  through  the  protective 
resistor  (34),  through  the  lower  contact  of  overload  relay  (36),  through 
contact  bar  (37),  and  back  to  the  negative  line.  This  will  cause  the 
contact  bar  (40)  to  move  upward.  As  soon  as  the  bar  touches  the  first 
contact  finger  current  will  flow  through  the  starting  resistances  (39), 
through  the  flexible  connection  (41),  through  the  motor  armature  (42), 
through  the  overload  coil  (45),  and  to  the  negative  side  of  the  line.  The 
motor  will  now  start  and,  as  the  contact  bar  continues  to  rise,  the  motor 
speed  will  increase  until  the  bar  reaches  the  top  contact,  at  which  time 
the  motor  will  be  running  at  maximum  speed.  At  this  point  the  pro¬ 
tective  resistance  (34)  is  automatically  cut  in  the  circuit  by  the  contact 
(35),  which  is  operated  mechanically.  The  bar  now  touches  the  gen¬ 
erator  field  contact  (51)  and  current  flows  through  the  generator  field 
(55),  providing  the  generator  field  switch  (52)  is  closed.  The  output 
voltage  of  the  generator  is  controlled  by  the  rheostat  (53).  Low  power 
is  obtained  by  opening  switch  (54)  which  cuts  in  the  series  resistance. 
As  a  safety  measure  switch  (52)  is  used  to  open  the  generator  field  while 
the  motor-generator  is  running  and  the  transmitter  is  not  being  operated. 

The  input  to  the  primary  (66)  of  the  power  transformer  is  controlled 
by  the  hand  key  (65)  and  measured  by  the  wattmeter  (64).  The  sec¬ 
ondary  (67)  of  the  power  transformer  is  center-tapped  (mid-tapped) 
and  its  outer  two  terminals  are  connected  to  the  plates  of  the  two 
UV204-A  tubes.  Plate  choke  coils  (68  and  69)  prevent  r.f.  currents 
from  flowing  in  the  transformer.  The  condensers  (72  and  73)  prevent 
the  low-frequency  supply  current  from  flowing  in  the  r.f.  circuits,  but 
permits  the  high-frequency  to  pass  through  readily  to  the  “  tank  ”  cir¬ 
cuit.  Condensers  (74  and  75)  couple  the  plate  and  grid  circuits  respect¬ 
ively,  and  with  the  tank  inductance  (79),  constitute  the  closed  oscilla¬ 
tory  circuit.  Coil  (76)  is  a  grid  choke  for  preventing  the  flow  of  para¬ 
sitic  currents,  i.e.,  ultra  high  frequencies. 
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Switch  (78)  changes  the  wavelength  of  the  tank  circuit.  It  is 
mechanically  connected  to  the  secondary  switch  (83),  thereby  permit¬ 
ting  the  inductance  of  both  circuits  to  be  changed  at  the  same  time. 
The  inductance  of  the  secondary  coil  (80)  remains  fixed  after  the  trans¬ 
mitter  is  tuned  and  it  should  not  be  changed.  The  thermo-coupled 
ammeter  (81)  measures  the  antenna  current.  Coils  (82  and  84)  are  aerial 
load  coils.  Coil  (85)  is  the  aerial  fine  tuning  inductance.  The  aerial 
change-over  switch  (86)  transfers  the  aerial  from  the  transmitting  to 
the  receiving  position  and  vice  versa.  The  lightning  switch  (87)  should 
be  grounded  when  the  operator  is  not  on  duty. 

The  filaments  of  the  UV204-A  vacuum  tubes  (70  and  71)  receive 
their  current  supply  from  the  step-down  filament  transformer  (29). 
The  condensers  (30  and  31)  by-pass  r.f.  current  around  the  trans¬ 
former.  The  meter  (32)  measures  the  filament  voltage.  The  filament 
transformer  is  supplied  from  a  small  100-watt  rotary  converter,  the 
output  of  which  is  controlled  by  the  rheostat  (27). 

The  generator  (62)  output  is  increased  by  means  of  the  field  rheo¬ 
stat  (53)  until  the  safety  spark  gaps  on  the  tank  circuit  condensers 
begin  to  spark  over.  The  voltage  is  then  decreased  to  a  point  just 
short  of  where  sparking  occurs;  the  wattmeter  (64)  should  read  about 
1.5  kw.  The  foregoing  adjustment  is  for  maximum  outputs;  lower 
outputs  may  be  obtained  by  including  more  resistance  in  the  generator 
field  rheostat  (53). 

The  key  (65)  should  not  be  pressed  while  changing  wavelengths  in 
order  to  avoid  arcing  at  the  switch  contacts. 

To  stop  the  transmitter  the  aerial  change-over  switch  (86)  is  thrown 
to  the  receiving  or  up  position.  This  not  only  shifts  the  aerial  from  the 
transmitter  to  the  receiver  but  opens  the  key,  generator  field  and 
starter  circuits  as  well,  eliminating  the  possibility  of  accident  due  to 
live  circuits. 

The  IP-601  Receiver. — When  the  aerial  switch  (86)  is  thrown  in 
the  receiving  position  received  signal  energy  will  flow  from  contact  (A) 
to  (£),  to  the  primary  inductance  switch  (90),  thence  through  induc¬ 
tance  (89)  through  the  antenna  series  condenser  (92),  and  to  ground 
(93).  The  coil  (98),  a  part  of  the  secondary  inductance,  is  employed 
to  provide  variable  coupling  between  the  primary  and  secondary  cir¬ 
cuits.  Condenser  (94)  is  used  to  ground  the  filament  side  of  the  sec¬ 
ondary.  When  the  primary  and  secondary  are  in  resonance  current 
will  flow  through  the  main  secondary  coil  (100),  the  inductance  of  which 
is  adjustable  by  means  of  switch  (101).  The  purpose  of  condenser  (111) 
is  to  tune  the  secondary.  Coil  (103)  is  a  part  of  the  secondary  and  is 
used  to  couple  the  tickler  coil  (105).  Coil  (104)  is  the  main  tickler  coil. 
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The  grounded  shield  (99)  prevents  undesirable  induction  between 
the  primary  and  secondary  circuits.  When  the  oscillation  test  button 
(107)  is  closed  the  tickler  coil  is  short-circuited;  this  enables  the  oper¬ 
ator  to  ascertain  if  the  circuit  is  in  a  state  of  oscillation.  A  click  indi¬ 
cates  that  the  circuit  is  oscillating. 

The  remainder  of  the  receiving  circuit  consists  chiefly  of  a  standard 
two-stage  audio  amplifier  with  jacks  (114-118-122)  in  each  stage,  and 
individual  filament  rheostats  (109-117-121).  Either  the  detector,  first 
stage,  or  two  stages,  may  be  used  for  reception  of  signals.  A  crystal 
detector  may  be  employed  by  connecting  it  to  binding  posts  on  the 
panel  provided  for  that  purpose  (not  shown  in  the  diagram).  To  aid 
in  adjusting  the  crystal  detector,  and  to  test  the  set  in  general,  the 
buzzer  circuit  (95-96-97)  has  been  provided.  It  is  inductively  coupled 
to  the  aerial  by  the  pick-up  coil  (97 A). 

In  operating  the  I.P.  501  receiver  the  filament  rheostats  should  be 
turned  on,  and  the  small  “  send-receive  ”  switch  on  the  receiver  panel 
placed  in  the  “  receive  ”  position.  The  coupling  between  (89)  and  (98) 
should  be  tightened,  maximum  primary  condenser  capacity  used,  and 
minimum  secondary  condenser  capacity  and  minimum  tickler  coupling 
employed.  These  adjustments  place  the  receiver  in  the  “  listen  in  ” 
or  “  stand  by  ”  position. 

When  tuning  for  spark  signals  or  i.c.w.  the  primary  and  secondary 
inductance  switches  are  turned  until  the  desired  signal  is  heard,  and 
both  inductances  (89-100)  and  condensers  (92)  and  (111)  are  adjusted 
for  maximum  signal  strength.  The  coupling  between  the  primary  and 
secondary  should  be  loosened  as  much  as  possible.  When  tuning  for 
c.w.  signals  the  tickler  knob  should  be  turned  until  the  circuit  is  oscil¬ 
lating.  The  links  91,  102  and  106  are  provided  so  that  extra  loading 
inductances  may  be  used  for  long  waves  (a  long  wave  attachment  is 
usually  provided  for  use  with  this  receiver). 

Storage  Battery  Charging  Panel. — To  charge  the  batteries  switch 
(3)  is  closed  in  the  correct  position  and  the  six-pole  switch  (24)  is  thrown 
to  the  left.  The  circuit  breaker  is  now  closed  with  the  left  hand  and, 
at  the  same  time,  the  iron  plunger  (17)  is  pushed  up  with  the  right  hand 
to  release  the  trip.  Current  will  flow  from  the  positive  side  of  the  line 
through  contacts  (4  and  5),  through  the  overload  coil  (6),  through  the 
charging  resistors  (7)  and  (8),  simultaneously  through  the  two  battery 
banks  (9  and  10),  through  the  ampere-hour  meter  (11),  and  back  to  the 
negative  side  of  the  line.  If  the  supply  voltage  becomes  excessive  when 
charging,  the  circuit  breaker  will  trip,  thereby  preventing  damage  to  the 
storage  batteries.  Current  will  also  flow  through  the  contacts  (14  and 


1038 


APPENDIX 


15)  on  the  rear  of  the  panel,  through  the  limiting  resistor  (16),  through 
the  underload  coil  (17)  and  back  to  the  negative  line. 

When  the  batteries  become  fully  charged  the  black  needle  on  the 
ampere-hour  meter  (11)  will  reach  the  vertical  position,  thereby  short- 
circuiting  coil  (17),  releasing  the  iron  plunger,  causing  it  to  trip  the  cir¬ 
cuit  breaker.  A  small  amount  of  current  will  then  flow  through  the 
trickle  charge  lamps  (12  and  13),  keeping  the  battery  on  a  very  slow 
(trickle)  charge,  otherwise  the  batteries  will  slowly  discharge.  To  dis¬ 
charge  the  battery  the  six-pole  switch  (24)  is  thrown  to  the  right.  This 
connects  both  banks  (9  and  10)  in  series,  giving  120  volts.  When  the 
batteries  are  on  charge  they  are  connected  in  parallel. 


INDEX 


A 

Aerials  (see  Antennas) 

Aeronautical  radio  range  stations,  859 
Aircraft  radio  installation,  phantom  view 
of,  883 

Airport  radio  telephone  and  telegraph 
transmitter,  871 
Airway,  885 

A.C.  operated  receivers,  418 
Alternating  current,  111-166 
alternation  of,  117,  283 
capacity  effect  of,  122 
choking  effect  of,  125 
current  square  law,  145 
cycle  of,  116 
effective  current  of,  144 
effective  value  of,  144 
effective  voltage  of,  144 

frequency  of,  112,  117,  138,  142,  629 
inductive  reactance  to,  124 
impedance  of,  148 
lag  and  lead  of,  116 
ohmic  resistance  of,  125 
parallel  and  series  resonance  in,  155 
parallel  problem  in,  151 
phase  of,  1 19 
power  factor  of,  126,  149 
resistance  in,  131 
resonance  of,  120,  150 
root  mean  square  (RMS)  of,  147 
self-induction  in,  134 
series  problem  in,  152 
time  period  of,  117 
watt  power  expended  in,  147 
zero  angle  lag  of,  126 
Ambient  temperature  compensation,  933 
Ammeter,  106 

antenna  r.f.  type  of,  671 
r.f.  type  of,  810 
Amplification,  400 
Amplifier,  273 
harmonic  type  of,  749 
intermediate  type  of,  603 
main  power  type  of,  603 
speech  type  of,  602,  942 
Antennas,  538  to  566 
anti-node  of,  558 
beverage  type  of  554 
bi-lateral  type  of,  540 
brush  discharge  of,  550 


cage  type  of,  550 

computing  the  fundamental  wavelength 
of,  548 

condenser  type  of,  553 

corona  effect  of,  550 

directional  type  of,  863 

fan  type  of,  546 

feeder  line  to,  560 

fixed  type  of,  880 

fundamental  wave  of,  540 

ground  system  of,  553 

harp  type  of,  546 

heat  loss  of,  555 

height  of,  566 

Hertz  type  of,  732,  736 

inverted  “L”  flat  top  type  of,  547 

insulation  test  of,  545 

loop  type  of,  822 

measurement  of  inductance  and  capacity 
of,  by  substitution  method,  543 
multiple  tuned  type  of,  554 
natural  frequency  of,  542 
node  of,  558 
pole  type  of,  881 

power  of  the  radiated  wave  of,  558 
radiation  of,  554 
ship  type  of,  551 
short  wave  types  of,  730 
strut  type  of,  881 
“T”  type  of,  547 
trailing  type  of,  880 
transmission  line  of,  950 
tuning  inductances  of,  582 
types  of,  for  aircraft,  880 
umbrella  type  of,  546 
unilateral  type  of,  540 
vertical  type  of,  881 
wave  type  of,  554 
Antenna  changeover  switch,  797 
Antenna  coupling  and  tuning  unit,  918,  949, 
967 

Antenna  series  condenser,  296;  813 
Antenna  transfer  switch,  812 
Antenna  tuning  condenser,  296 
Antenna  tuning  inductance,  295,  541 
Anti-noise  microphone,  879 
Arc  transmitters,  799  to  816 

arc  converter  used  with,  806,  808 
back  shunt  method  of  signaling  with,  801 
chopper  used  with,  812 
coupled  compensation  method  of  signal¬ 
ing  with,  802 
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models  “KM  and  "Q”  types  of,  804 
motor-generator  used  with,  805 
note- varying  variometer  used  with,  813 
relay  key  used  with,  810 
signaling  with,  801 
theory  of  operation  of,  814 
Armature,  70 
drum- wound,  71 
lamination,  72 
lap-wound,  70 
Atoms,  9,  203 

Atmospheric  absorption,  564 
Audio-frequency  amplifier,  199 
Autodyne  circuit,  768 
Aviation  radio  (see  Radio  aviation) 

B 

Beacon  stations,  characteristic  signals 
transmitted  by,  1025 
Beacon  receiver  for  aircraft,  885 
Beacon  station,  857 
Beam  transmission,  565,  756 
Beat  frequency,  199 
Beat  receiver,  358 
Bellini-Tosi  goniometer,  844 
Bonding  in  aircraft,  880 
Bound  charge,  171 

Broadcast  transmitter,  popular  descrip¬ 
tion  of,  623 

Broadcast  transmitter,  type  1-B,  1-kw.,  908 
antenna  coupling  for,  918 
antenna  coupling  and  tuning  unit  for,  949 
component  units  of,  922 
cooling  system  for,  921 
frequency  control  of,  916 
frequency  range  of,  908 
general  operating  instructions  for,  954 
power  supply  for,  908 
protective  devices  employed  in,  917 
schematic  diagram  of,  910 
station  maintenance  of,  958 
transmission  line  for,  950 
vacuum  tubes  used  in,  908 
Broadcast  transmitter,  type  50-B,  50-kw., 
960 

exciter-modulator  unit  for,  971 _ 

frequency  range  of,  960 
low  power  rectifier  and  automatic  con¬ 
trol  unit  of,  968 
main  power  rectifier  for,  984 
operator’s  control  unit  for,  986 
power  control  unit  for,  985 
protective  devices  for,  964 
remote  control  speech  input  equipment 
for,  1005 

schematic  diagram  of,  962 
speech  input  equipment  for,  992 
station  power  equipment  for,  987 
studio  equipment  for,  994 
type  of  circuit  for,  960 
vacuum  tubes  used  in,  960 
5-kw.  amplifier  for,  975 
50-kw.  amplifier  for,  977 


C 

Capacity,  distributed,  557 
Carrier  current,  196 
Carrier  frequency,  633,  693 
Cathode-heater  tube,  425 
Cells,  dry,  20 

Characteristics  of  receiving  tubes,  1024 
Characteristic  signals  of  radio  beacon 
stations,  1025 

Characteristics  of  transmitting  tubes,  1018 
Characteristics  of  variable  mu  and  pentode 
tubes,  1919 

Charging  panel,  90,  1003 
Choke  coils,  135,  384,  390,  507 
grid  r.f.  type  of,  672 
plate  r.f.  type  of,  672 
Chopper,  803,  812 
Colpitts  oscillator,  642,  698 
Commercial  broadcast  transmitters,  602-633 
Commercial  telegraph  transmitters,  602-633 
Commercial  tube  transmitters,  664-722 
ET-3626  type  of,  675 
ET-3626-A  type  of,  682 
ET-3626-B  type  of,  683 
ET-3627  type  of,  697 
ET-3628  type  of,  664,  1033 
ET-3638  type  of,  710 
ET-3650  type  of,  715 
Commutation  ripples,  503 
Complete  ship-board  radio  installation, 
1033 

operation  of,  1034 

Condenser,  antenna  series  type  of,  543,  813 
brush  discharge  of,  513 
blocking  type  of,  735 
breakdown  voltage  of,  729 
bridging,  331 

bypass  type  of,  260,  384,  672 
capacity  of,  167 

charge  and  discharge  analyzed,  178,  184 
compressed  air  type  of,  510 
coupling  of,  389 
dielectric  of,  167 
dielectric  absorption  of,  513 
dielectric  constant,  184 
dielectric  hysteresis  in,  513 
electrolytic  type  of,  498 
filter  arrangement  of,  507 
fixed  and  variable  types  of,  in  combina¬ 
tion,  191 

grid  excitation  type  of,  657,  671 

grid  input  condenser,  657 

grid  use  of,  266 

high  voltage  type  of,  509 

Leyden  jar  type  of,  509 

losses  in,  513 

low  voltage  type  of,  509 

mica  type  of,  511 

oil  type  of,  511 

paper  dielectric  type,  512 

parallel  arrangement  of,  186 

plate  blocking  type,  671 

protective,  63 
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series  arrangement  of,  188 
series  type  of,  543,  813 
short  wave  type  of,  728 
stopping  use,  of,  266 
trapping  use  of,  266 
Conductance  of  a  circuit,  25 
Conduction  current,  209,  347,  361 
Conductors,  173 

Constant  current  system  of  modulation, 
618 

Continuous  waves  (C.W.),  194 
Cooling  system  for  power  tubes,  921,  943, 
968 

Counter  electromotive  force,  44 
Counterpoise,  553 

Coupling,  auto  transformer  type  of,  598 
capacitive  type  of,  517,  599 
close  coupling,  315,  600 
conductive  coupling,  313,  638 
critical,  472 
direct  capacitive,  518 
direct  inductive  coupling,  313 
effects  of,  317 
impedance  type  of,  622 
inductive  type  of,  734,  741 
loose  coupling,  314,  601 
magnetic  type  of,  517,  734,  741 
resistance  type  of,  622 
tight  coupling,  600 
transformer  type  of,  599,  622 
Crystals,  305,  893,  932 
oscillator,  893,  932,  972 
quartz,  603 
rectifier,  305 

Crystal  controlled  transmitter,  741 
Current  flow,  111 
Current  square  law,  145 
Curve  diagrams,  logarithmic  curve,  75 
principle  of,  74 
sine  curve,  77 
straight  line  curve,  74 

D 

Damped  oscillations,  304 
Damping,  526,  783 
excessive  damping,  593 
Damped  waves,  779 
Damped  wave  transmitters,  779 
Decibel  transmission  unit,  1013 
Deck  insulator,  552 

Decrement  of  damping,  damping  factor  or 
damping  constant,  595,  797 
Decremeter,  Holster  type  of,  596 
Detection,  condenser  method  of,  360 
power  method  of,  255,  339 
Detector,  307 

self-heterodyning  type  of,  356 
space  charge  type  of,  899 
Dielectric,  192 
absorption  loss  in,  556 
absorption  of,  561 

Dielectric  constant  of  various  gases,  liquids 
and  solids,  1023 
Direct  current,  pulsating,  114 


I  Direction  finder,  automatic  compensator 
used  with,  826 

Bellini-Tosi  goniometer  type  of,  844 
circuit  of,  825 

figure-of-eight  diagram,  840 
how  ship’s  bearing  is  obtained  with,  828 
important  tests  and  maintenance  of,  832 
indicator  used  with,  827 
line  sense  features  and  sense  antenna  of. 
830 

loop  used  with,  822 

obtaining  exact  direction  of  distant  send¬ 
ing  station  with,  848 
principle  of  unilateral  bearing  illustrated 
with  cardioid  or  figure-of-eight  pat¬ 
tern  diagram,  849 
RCA  type  of,  822 
receiver  amplifier  system  of,  828 
single  loop  type  of,  843 
unidirectional  characteristics  of,  846 
use  of  cardioid  curve,  849 
Discharger,  non-synchronous  type  of,  793 
quenched  type  of,  794 
synchronous  type  of,  794 
Discontinuous  waves,  779 
Displacement  current,  213 
Distributed  capacity,  122,  128,  319,  557 
Divided  circuits,  23 

Double  beam  directive  type  transmitter* 
864 

Dynamotor,  54,  898 

E 

Eddy  currents,  73,  791 
Edison  storage  batteries,  96-101 
Electric  motor,  41 
Electrical  prefixes,  21 
Electricity  by  chemical  action,  17 
Electrodynamic  loudspeaker,  452 
pot  magnet  of,  456 
Electrolytic  rectifier,  735 
Electrolyte,  86 

Electromagnetic  induction,  26,  27,  28,  129 
Electromagnetic  waves,  analogy  of  wave 
motion,  592 

audio-frequency  component  of,  621 
broad  wave,  586 
carrier  frequency,  621 
continuous  waves,  590,  631 
damped  waves,  589 
induction  of,  into  receiving  aerial,  634 
propagation  of,  723 
pure  wave,  584,  797 
radio-frequency  component  of,  621 
reflection,  refraction  and  deflection  of, 
505 

sharp  wave,  584,  805 
undamped  waves,  590 
velocity  of,  541 
wavelength  formula  of,  757 
Electromagnetism,  12 
Electromotive  force,  16 
Electrons,  9,  193 
carrier  of  electricity,  207 
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drift,  210 

effect  of  heat  upon,  206 
emission  of,  207 
free,  111,  209,  491 
loose,  209,  491 
Electron  theory,  9,  202 
Electrostatic  field,  169,  192,  519 
Elimination  of  hum,  422 
Emergency  transmitter,  715 
Emission  current,  213 
Engine-driven  generator,  897 
Exide  storage  batteries,  80-96 
Exponential  horn,  451 
ET-3626  tube  transmitter,  675 
ET-3626-B  tube  transmitter,  683 
ET-3626-A  tube  transmitter,  682 
ET-3627  tube  transmitter,  697 
ET-3627-A  tube  transmitter,  701 
ET-3628  tube  transmitter,  664,  1033 
ET-3638  tube  transmitter,  710 
ET-3650  tube  transmitter,  715 
ET-3653-A  tube  transmitter,  875 
ET-3655  short  wave  transmitter,  773 
ET-3656  short  wave  transmitter,  769 

F 

Fading,  562 
Fairlead,  882 

Federal  arc  transmitters,  799-816 
Feeder  lines,  560 
Feeder  wires,  560 
Field  rheostats,  55 
Figure-of-eight  diagram,  840 
Filter  reactors,  135 
Filter  systems,  424,  487 
“brute  force”  type,  504 
oscillograms  of  output  of,  506 
Fog  signal  stations  of  the  U.  S.,  chart  of, 
819 

Four-electrode  vacuum  tube,  432 
Frequency  meter,  109,  569 
Frequency  versus  wavelength,  1031,  1032 
Frictional  e  ec tricity,  17 
Fusing  effects  of  current  on  copper  wire, 
1024 

G 

Galvanometer,  105 
Generator,  33 

alternating  current  type  of,  34,  38 
armature  of,  39 
collector  rings  of,  39 
compound  wound  type  of,  47 
determination  of  frequency  of,  37 
direct  current  type  of,  34,  40 
engine-driven  type  of,  897 
field  magnets  of,  39 
field  rheostat  of,  39,  45,  805 
operation  of,  35 
series  wound  type  of,  46 
shunt  wound  type  of,  45 
strength  of  magnetic  field  of,  37 
underlying  principles  of,  34 
wind-driven  type  of,  897 


Goniometer  (see  Direction  finder) 

Grid  leak,  268 
Grid  of  vacuum  tube,  216 
Ground  station  for  aviation,  905 
Ground  waves,  561 

H 

Harmonics,  559 

Hartley  oscillator,  638,  690,  724 
Heaviside-Kennelly  layer  theory,  562,  723, 
758 

High  Mu,  291 

Heising  system  of  modulation,  617 

Helix,  30 

Heterodyne,  199 

Holding  magnet,  62 

Hot-wire  ammeter,  108 

Hum  elimination,  422 

I 

Ignition  shielding  in  airplanes,  880 
Impedance,  525 
Impedance  coil,  127,  390 
Inductance,  aerial  tuning  type  of,  671 
antenna  loading  type  of,  810 
antenna  tuning,  541 
astatic  winding,  301 
bank  winding  of,  300 
basket  weave  type  of,  766 
calculation  of,  164 
concentrated,  541 
duo-lateral  coil,  299 
flat  layer  solenoid  type  of,  766 
formula  for  calculating,  163 
honeycomb  coil,  299 
in  parallel,  164 
in  series,  164 
loading,  458,  671 
Lorenze  type  of,  766 
lumped,  541 
mutual,  569,  583 
plug-in  type  of,  767 
primary  type  of,  671 
r.f.  coils,  301 
solenoid  type  of,  766 
Inductive  reactance,  132 
Insulators,  173 
deck  type  of,  552 

Intermediate  frequency  amplifier,  199 
Intermediate  frequency,  338,  376 
Ions,  205,  209,  492 
Ionization,  205,  209 
principle  of,  491 
IP-501  receiver,  467 
IP-501-A  receiver,  470 

K 

Key  relay,  704,  798,  810 
Kilo,  21 

Kolster  decremeter,  596 

L 

Laminations,  402 

Laws  of  charged  bodies,  169 

Laws  of  induction,  132 
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Lead  cell  storage  battery,  80-90 
Lead  sulphate,  81 

Left-hand  rule  for  determining  the  direction 
of  rotation  of  a  motor  armature,  43 
Left-hand  rule  to  find  direction  of  rotation 
of  a  d-c.  motor,  72 
Lenz's  law,  29 

Linear  power  amplifier,  1007 
Lines  of  force,  residual,  46 
Loading  Inductance,  296,  810 
Lodes  tone,  5 

Logarithmic  decrement,  591 
Logarithmic  decrement  of  damping,  damp¬ 
ing  factor  or  damping  constant,  591 
measurement  of,  588 
Loudspeaker,  447 
electrodynamic  type  of  452 

M 

Magnets,  5  t 

attraction  and  repulsion  of,  15 
permanent,  11 
temporary,  11 

Magnet  wire,  dimensions,  lengths  and  re¬ 
sistances  of  cotton  enameled  type 
of,  1021 

dimensions,  lengths  and  resistances  of 
silk-covered  type  of,  1022 
Magnetic,  attraction,  5 
coercive  force,  12 
coercivity,  12 
density,  7 
field,  6 
flux,  12,  132 
induction,  8,  10 
Magnetic,  lines  of  force,  6 
permeability,  12 
reluctivity,  12 
remanence,  12 
retentivity,  12 
saturation,  10 
strain,  132 

Magnet  c  pick-up,  456 
Magnetism,  5 
law  of,  7 
residual,  46 

Magnetomotive  force,  439 
Master  oscillator,  603,  630,  873 
Meissner  oscillator,  637 
Mercury-vapor  rectifiers,  967 
Meters,  ammeter,  106 
frequency  meter,  109 
galvanometer,  105 
hot-wire  ammeter,  108,  570 
thermo-couple  type  of,  570 
voltmeter,  105 
wattmeter,  107 
Metric  system,  1024 
Microphone,  605,  608,  994 
anti-noise  type  of,  879 
carbon  type  of,  610 
condenser  type  of,  610,  894,  994 
double  button  type  of,  613 
magnetic  type  of,  610 


Midget  receiver,  420 
Modulated  continuous  wave,  196 
Modulated  oscillator,  661 
Modulation,  632,  919,  967 
depth  of,  622 
percentage  of,  623,  1012 
tone,  693 

Modulator,  196,  278,  936,  973 
Modulator  exciter,  928 
Molecules,  8,  202 
Monitoring  rectifier,  948 
Motor,  33,  41 
chopper  type  of,  709 
with  differential  winding,  48 
Motor-generators,  49 
care  of,  65 

Crocker- Wheeler  type  of,  52 
General  Electric  type  of,  51 
Holtzer-Cabot  type  of,  53 
Motor  starter,  hand,  56 
automatic,  57 

Mutual  inductance,  320,  569 
Mutual  induction,  28 

N 

Neutralizing,  409,  647,  750,  1011 
Neon  tube,  737 

Non-synchronous  spark  discharger,  793 
Normal  atom,  204 

O 

Ohm’s  Law  for  Alternating  current,  140 
Ohm’s  Law  for  direct  current,  21 
Oscillating  circuits,  methods  of  coupling, 
651 

Oscillation  period,  567 
Oscillator,  193,  279,  345,  605 
Colpitts  type  of,  642 
Hartley  type  of,  638 
Meissner  type  of,  637 
quartz  crystal  controlled  type  of,  744 
series  feed  type  of,  726 
shunt  feed  type  of,  724 
tuned-grid  tuned-plate  circuit  of,  644 
tuned-plate  circuit  of,  643 
Oscillograph,  527 

P 

Parasitic  oscillations,  690 
Parallel  and  series  resonance,  155 
Pentode  tube,  430 

Percentage  of  modulation,  623,  1012 
Phonograph  pick-up,  456 
Piezoelectric,  608,  745 
control  of,  636 

Plain  aerial  spark  discharger,  576 
Plate  reactor,  390 
Plate  rectification,  255,  339 
Pointer- type  course  indicator,  866 
Polarized  cell,  18 

means  of  preventing  polarization,  19 
Positive  ion,  209 
Power  factor,  157 
Power  metering,  988 


1044 


INDEX 


Potential,  175 
Potentiometer,  309 
Propagation  of  radio  waves,  293 
Protective  condensers,  63 
Pulsating  current,  a-c.  and  d-c.  component 
of,  654 

Pure  wave,  584,  797 
P-8  spark  transmitter,  785 

Q 

Quartz  crystal,  288,  603,  607,  747 
care  of,  748 
harmonics  of,  749 
Quenched  spark  discharger,  794 

R 

Radiation,  554 
Radio  aviation,  855-907 
aeronautical  radio  range  stations,  859 
airport  radio  telephone  and  telephone 
transmitter,  871 
airway,  855 

antennas  used  with,  880 
beacon  station,  857 
communication  receiver  for,  891 
double-beam  directive  type  transmitter 
for,  864 

ET-3653-A  transmitter  for,  875 
ground  station  for,  905 
phantom  view  of  typical  plane  installa¬ 
tion,  883 
radio  range,  855 
radio  range  beacon,  858 
radio  range  station,  857 
radio  range  transmitter,  870 
remote  control  for,  902 
telephone  and  telegraph  transmitter  for, 
871 

Radio  compass  (see  Direction  finder) 

Radio  field  intensity,  565 
Radio-frequency  power  amplifier,  935,  972 
Radio  pelorus  (see  Direction  finder) 

Radicf  position  finder  (see  Direction  finder) 

Radio  range,  855 

Radio  range  beacon  system,  858 

Radio  range  station,  857 

Radio  range  transmitter,  870 

Reactor,  127,  135 

iron  core  plate  type  of,  605 
modulation  plate  type  of,  605 
Receivers,  aperiodic,  405 
autodyne,  340 
beacon  type  of,  885 
broad  and  sharp  tuning,  413 
capacitively  coupled,  332 
chopper,  336 

communication  type  of,  for  aircraft,  891 
8-tube  super-heterodyne,  371,  418 
electrostatically  coupled,  332 
feed-back  action  of,  348 
five-tube  tuned  r.f.  receiver  employing 
regeneration,  407 


heterodyne  receiver  with  external  oscil¬ 
lator,  364 
homodyne,  340 
inductively  coupled,  461 
inductive  feed-back,  341 
IP-501  type  of,  457,  939 
IP-501-A  type,  470 
midget  type,  420 
neutralizing  procedure,  410 
reflux  action  in,  366 
regenerative,  333 
regenerative  amplification,  377 
regenerative  beat  receiver  using  grid 
detector  method  of  detection,  344 
selectivity  of,  414 
self-heterodyne,  340 
sensitivity  of,  414 
short  wave  types  of,  760,  892,  899 
six-tube  tuned  r.f.  receiver  single  dial 
control,  404 

super-heterodyne,  333,  418 
super-heterodyne  with  second  harmonic 
oscillator,  366 
three  circuit  tuner,  385 
tikker,  336 

tuning  elements  of,  297 
tuned  r.f.  regenerative,  333 
zero  beat,  340 
106-D  type,  473 

Rectification,  full  wave,  423,  493 
half-wave,  424 
plate  method  of,  255,  339 
Rectifiers,  electrolytic  type  of,  735 
dry  metal  type,  498 
full  wave  type,  423,  735 
gaseous  tube  type,  490 
half-wave  type,  424 
hot-cathode  type,  489 
monitoring  type  of,  948 
single  phase  full  wave  type  of,  659 
theory  of,  485 
thermionic  type  of,  744 
tungar  Type,  493 
Reed  converter,  867 
Reed  indicator,  868 
Regenerative  amplification,  377,  465 
Relation  of  natural  wavelength,  frequency 
and  inductance,  capacity  product  in 
condenser  circuits,  1026 
Relay  key,  704,  798,  810 
Remote  control  for  aircraft,  902 
Remote  control  speech  input  equipment, 
1005 

Resistance,  grid  leak  type  of,  672 
Residual  magnetism,  46 
Residual  lines  of  force,  46 
Resistor,  126 

Resonance,  electrical,  120,  572 
plotting  a  resonance  curve,  584 
resonance  curve,  588 

Right-hand  rule  to  find  direction  of  induced 
e.m.f.  in  generator  armature,  72 
Rotary  converters,  54 
for  filament  supply,  672 
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Saturation  point,  399 
Screen  grid  vacuum  tube,  426,  908 
Self-heterodyning,  351 
Self-heterodyning  detector,  344 
Self-inductance,  128 
Self-induction,  134 
Series-parallel  circuit,  24 
Sharp  wave,  584,  797 
Shield  grid  vacuum  tube,  426,  908 
Short  wave  adapter,  778 
Short  wave  condenser,  296 
Short  wave  transmission  and  reception, 
723,  892 

Sine  wave,  relation  to  2  x/,  141 
Single  circuit  tuner,  313 
Solenoid,  30 

Skip  distance  effect,  562,  758 
Sky  waves,  561 

skipped  distance  effect  of,  724 
Space  charge,  213,  346,  360,  899 
Spark  discharge,  analysis  of,  781 
principles  of,  780 
Spark  frequency,  308 
Spark  gap,  non-synchronous  type  of,  793 
synchronous  type  of,  794 
quenched  type  of,  794 
Spark  transmitters,  779-798 
P-8  type  of,  785 
relay  key  used  with,  798 
tuning  of,  787 
Speech  amplifier,  602,  942 
Standard  time  chart,  1017 
Stand-by  adjustment,  329 
Static  charge,  192 
Static  electricity,  17 
Static  voltmeter,  176 
Storage  batteries,  active  material  in,  81 
assembly  of  Edison  type,  97 
capacity  of,  87 

care'  and  operation  of  Exide  lead-acid 
types,  95 

care  of  Edison  type,  99 

charging  Edison  type,  98 

charging  of,  88 

charging  panel  for,  90,  1003 

chloride  type,  85 

construction  of  Edison  type,  96 

Edison  type,  96 

electrolyte  of,  86 

fundamental  action  of,  80 

general  construction  of  Exide  type,  82 

ironclad  type,  84 

lead  cell  type,  81 

reaction  of  charge  and  discharge  in 
Edison  type,  99 
specific  gravity  of,  86 
types  of,  80 

Super-heterodyne  receiver,  366 
T 

Telephone  receivers,  437 
ampere-turns  of,  439 
balanced  armature  type  of,  442 


Tickler  coil,  342,  378,  464,  469,  479 
Time  chart  of  the  world,  1017 
Transformers,  audio-frequency  type  of,  398 
air  core  type,  788 
closed  core  power  type  of,  791 
filament  heating  type  of,  672 
hysteresis  in,  501,  791 
intermediate  frequency  type  of,  397 
open  core  power  type  of,  792 
power  type  for  plate  potential,  672 
radio-frequency  type  of,  394 
ratio  of  the  transformation  of  power  in, 
793 

step-down  type  of,  32 
step-up  type  of,  32 
Transient  phenomenon,  530 
Transmission  range,  561 
Transmission  unit,  1013 
Transmitters,  elementary  function  of,  303 
Tone  modulation,  693 
Trigonometric  functions,  1020 
Triode  valve,  215 
Tripping  magnet,  62 
Tuned  circuit,  524 
Tungar  rectifier,  101 
charging  principle,  103 
tungar  bulb,  101 
Tuning,  523,  631,  673 
fine  type  of,  582 
rough  type  of,  582 
two-spot,  357 

Two-elec trode  vacuum  tube,  201 

U 

Units  of  electricity,  20 
Ampere,  20,  111,  131 
Coulomb,  20,  111 
Farad,  21,  184 
Henry,  20,  135 
Joule,  21 
Meg,  21 
Mho,  25,  290 
Microfarad,  185 
Micromho,  290 
Millihenry,  21 
Ohm,  20,  131 
Picafarad,  185 
Volt,  20 
Watt,  21 

Unilateral  bearing,  849 
Untuned  circuit,  524 

V 

Vacuum  tubes,  a-c.  component  of,  222 
a-c.  filament  type,  421,  425 
a-c.  types  of,  422 
amplification  factor  of,  289 
amplifier  use,  273 
as  a  voltmeter,  291 
audio  detector,  200 
audio-frequency  amplifier,  199 
biasing  the  grid,  246 
cathode-heater  type,  228,  425 
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characteristics  of  receiving  types  of,  1024 
characteristics  of  transmitting  types  of, 
1018 

characteristic  of  variable  mu  and  pentode 
tubes,  1019 
detector,  198,  248 
d-c.  component  of,  222 
filament  circuit  of,  226 
filament  heating  of,  227 
first  detector,  200 
five-electrode  type  of,  430 
four-electrode  type  of,  426 
gases  in,  492 
gas  effect  in,  230 
grid  circuit  of,  226 
grid  condenser,  266 
grid  conduction  current,  268 
grid  current  in,  224 
grid  of,  216 
grid  leak,  268 

grid  leak,  grid  condenser  method  of 
detection,  261 

grid- voltage  versus  plate-current  char¬ 
acteristic  curves,  experiment,  240 
hard  type  of,  214,  230 
in  parallel,  655 
in  push-pull,  771 

intermediate  frequency  amplifier,  199 
intermediate  power  amplifiers,  631 
master  oscillator,  603 
measurement  of  characteristics,  288 
modulator,  195 

modulator  tubes,  605,  936,  973 

mutual  conductance  of,  289 

one  way  conduction  in,  214 

oscillator,  193,  279 

parallel  connection  of,  669 

pentode  type  of,  430 

plate  action  in,  233 

plate  and  filament  action  in,  233 

plate  circuit  of,  226 

point  of  saturation,  23 1 

power  amplifier,  194 

power  amplifier  types  of,  622 

power  tubes,  281 

push-pull  arrangement  of,  199 

radio-frequency  amplifiers,  198 

reactivation  of,  232 

rectifier  tubes,  423 

rectifier,  306 

saturation  point  of,  233 

second  detector,  200 


screen-grid  types  of,  426,  908 
shield  grid  type  of,  426,  908 
short  wave  type  of,  740 
soft  type  of,  214 
space  charge  in,  231 
straight  amplifier,  278 
super-control  screen-grid  type  of,  434 
two  electrode  type  of,  201,  214 
three  electrode  type,  215 
used  as  oscillators,  605 
vacuum  of,  230 
variable  mu  type  of,  419,  434 
voltage  regulator  type,  501 
Vacuum  tube  coupling,  386 
impedance  coupling,  390 
push-pull,  386 
resistance  coupling,  386 
cascade  coupling,  386 
transformer  coupling,  392 
Variable  mu  tube,  419,  434 
Variometer,  302 

Variometer,  note- varying  type  of,  813 
Variocoupler,  315 
Vector  diagrams,  148,  150 
the  reference  vector,  148 
Visual  beacon  indicator,  862 
Voltage  divider,  487 
Voltaic  cell,  18 
Voltmeter,  105 
Volume  control,  404 

W 

Water  rheostat,  69 
Wattmeter,  107 
Wave-changer  switch,  673 
Wavelength  versus  frequency,  1031,  1032 
Wavemeter,  569 

exploring  coil  of,  569 
for  tuning  a  transmitter,  581 
types  of,  575 
uses  of,  576 
Wave  trap,  415 

Western  Electric  aviation  apparatus,  894, 
906 

Wheatstone  bridge,  571 
Wind-driven  generator,  897 

1-B  1-kw.  broadcast  transmitter,  908 
50- B  50-kw.  broadcast  transmitter,  960 
106-D  receiver,  473 
operation  of,  480 


